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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the infoimation received and generated by theU.S. Nuclear Regulatory Commision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of ladioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. Tliis series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Eneigy^s 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and in other mailings and 
announcements. 

I 

We are making the monthly issues produced in 1979 available free to all who subscribed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 

In so far as possible, we would like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

Beginning with Vol. 1 , No. 4, the listings within dockets are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 
■ . E. NRC Safety Evaluation Report (SER), supplements and correspondence 

■ F. Security, medical, emergency and fire-protection plans 
’ G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 



Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the reporl. 


The principal elements of the entries in the list are: 



P. Operating license stage documents & correspondence 

@ 

7904170015 Forwards info an TMI:JM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic cousideiation 
of incident. 

REHM, T.A. Office of the Executive Director for Operations. 

79/0^. I 93pp. . 

@ (8) (5 


]. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the 
document. The entry may be ‘‘Available at NRC*' for sale; “Available at NTIS'*; or “Available at GPO ” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear In the last line of the item following entry 5. 

NONDOCKETED ITEMS 

Beginning with Voh 1, No, 6, the nondocketed items are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories and their symbols are: 

lOCFR - Commission Meeting Records 
ACRS — Advisory Committee on Reactor Safeguards 
COMMISSION - NRC Commissioners 
CONTRACT - NRC and Modifications 

\ct Requests and Releases 
issues 


pondence 

ns 



PR - Proposed Rule 

PRM - Petition for Rulemaking 

PROJ - Projects-Predocket Licensing 

PT21 — Noncomphance Reports and Related Correspondence 

QA999 - Quality Assuiance Inspections 

REGGD - Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP - NRC Research Review Groups 

RM ~ Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG - State Programs 
TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categoiies and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of die nondocketed items are: 

(X) NUREG - NUREG Reports and Related Correspondence 

(D @ 


7901060007 NUREG/CR-0161 


0 


‘‘Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.'* Quarterly 
Progress Report 780101-780331. Identifies parameters which affect 
normal sliock & vibiation environs, 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboratory, 
FIN A-2093 j 78/1 1/30. 26|)p. Av ailable at NTIS . 

© 0 0 0 ® ^ 6 ^ 


1. Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asteiisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appeal following this entry. 

8. Date of document described 

9. Pages in document 

10. If this space is blank, tlie document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC" for sale; “Available at NTIS"; or Available at 
GPO." 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 
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NOTES: 


1 . The address for NTJS Is. 

National Technical Inforiiiation Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTfS, either wiite to 
NTIS or call the Sales Desk at (703) 557*4650. Specify the NRC leport number and title when you 
place your order. Publications can be chaiged to American Expiess credit cards; supply the charge- 
caid niimbei when placing your oidei 

2. The addiess for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C. 20402 

To place orders for or to obtain piice infornialion about NRC publications at GPO, either wiite to 
GPO or call the Inquiiy Desk at (202)783-3238, Publications can be chaiged to VISA or Master* 
charge credit cards; supply the chargecard number when placing your oidci. 

3 The address for the PDR is. 

1717IIStieet, N.W. 

Washington, D.C. 20555 

To place orders, eitliei write to the NRC PDR oi call (202) 634-3274. When ordeiing documents listed 
in this publication, please identify the Document Accession Number foi each citation. 

Paper copy and niicroficJie of the documents listed in this title list may be purchased. Reproduction 
charges for duplication aic as follows: 8^! per page for standard size paper; 1 Iji per page foi ovcisized 
paper (drawings); 25^i per micioficlie for 24x diazo duplicates. A mininiuin charge of S2.O0 plus 
postage is charged for mail oiders 

Please acknowledge a willingness to assume cluuges foi all ordeis but do not send payments. Orders 
will be processed and mailed with a bill fiom Potomac Research, Inc, 



ALPHABETIC ARRANGEMENT OF DOCKET 50 ITEMS BY FACILITY NAME 


Name 

Docket 

Page 

Name 

Docket 

Page 

Allens Creek Nuclear Station, Unit 1 

50-466 

277 

Browns I’erry Nuclear Power Station, Unit 1 

50-259 

52 

Allens Creek Nuclear Station, Unit 2 

50-467 

278 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

55 

Arkansas Nuclear One, Unit 1 

50-313 

141 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

116 

Arkansas Nuclear One, Unit 2 

50-368 

218 

Brunswick Steam Electric Plant, Unit 1 

50-325 

169 

Army Materials Research Reactor 

50-47 

15 

Brunswick Steam Electric Plant, Unit 2 

50-324 

167 

Duane Arnold Energy Center 

50-331 

179 

Byron Station, Unit 1 

50-454 

270 

Asco Fcsca I Nuclear Power Station, 

50-589 

318 

Byron Station, Unit 2 

50-455 

271 

Spain 



Calloway Plant, Unit 1 

STN-5 0-483 

280 

Atlantic Generating Station, Unit 1 

STN-5 0-477 

278 

Calloway Plant, Unit 2 

STN-5 0-486 

282 

Atlantic Generating Station, Unit 2 

STN-5 0-478 

278 

Calvert Cliffs Nuclear Power Plant, 

50-317 

146 

Babcock & Wilcox Co, Critical Facility 

50-13 

12 

Unit 1 



Babcock & Wilcox Co. Test Reactor 

50-99 

16 

Calvert Cliffs Nuclear Power Piant, 

50-318 

148 




Unit 2 



Bagnac Nuclear Power Project, Philippines 

STN-5 0-574 

317 

Caorso Nuclear Station, Italy 

50-378 

225 

Bailly Generating Station 

50-367 

216 

Carroll I'acillty 1 

50-599 

318 

Barnwell Reprocessing Plant 

50-332 

182 

Carroll Facility II 

50-600 

318 

Beaver Valley Power Station, Unit 1 

50-334 

184 

Catawba Nuclear Station, Unit 1 

50-413 

248 

Beaver Valley Power Station, Unit 2 

50-412 

248 

Catawba Nuclear Station, Unit 2 

50-414 

250 

Bcllefonte Nuclear Plant, Unit 1 

50-438 

257 

Catholic Univ. of America Research 

50-77 

15 

Bcllcfontc Nuclear Plant, Umt 2 

50-439 

258 

Reactor 



Beznau Nuclear Station, Switzerland 

50-273 

82 

CESSAR System 80 

STN-5 0-470 

278 

Big Rock Point Nuclear Power Plant 

50-155 

19 

Cherokee Nuclear Station, Unit I 

STN-5 0-49 1 

284 

Black Fox Station, Unit 1 

STN-5 0-556 

312 

Cherokee Nuclear Station, Unit 2 

STN-5 0-492 

285 

Black Fox Station, Unit 2 

STN-5 0-55 7 

314 

Cherokee Nuclear Station, Unit 3 

STN-5 0-493 

286 

Blue Hills Station, Unit 1 

50-510 

296 

Clinch River Breeder Reactor 

50-537 

307 

Blue Hills Station, Unit 2 

50-511 

296 

Clinton Power Station, Unit 1 

50-461 

275 

Braidwood Station, Unit 1 

50-456 

272 

Clinton Power Station, Unit 2 

50-462 

276 

Braidwood Station, Unit 2 

50-457 

273 

Columbia Univ. Research Reactor 

50-208 

25 

Brigham Young Univ. Research 

50-262 

60 

Comanche Peak Steam Electric Station, 

50-445 

263 

Reactor 



Unitl 




ix 




Docket 

Page 

Coma ncho Peak Steam Electric Station, 

Unit 2 

$0^446 

266 

DonaW C. Cook Nuclear Power Plant, 

Unjt 1 

50-315 

142 

Donald C. Cook Nuclear Power Plant, 

Unit 2 

50-316 

144 

Cooper Nuclear Station 

50-298 

118 

Cornell Un IV. Research Reactor 

50-157 

21 

Corjiep Univ. Zero Power Reactor 

50-97 

16 

Crystal River Nuclear Plant, Unit 3 

50-302 

122 

l)avi^^)essc Nuclear Power Station, 

Until 

50-346 

200 

Da vts-Oesse Nuclear Power Station, 

Unit 2 

50-500 

294 

Davis-Sessc Nuclear Power Station, 

Unit 3 

50-501 

294 

Diablo Canyon Nuclear Power Plant, 

Mil 

50-275 

82 

Diablo Canyon Nuclear Power Plant, 

Unit 1 

50-323 

164 

Dow Chemical Co. Research Reactor 

50-264 

63 

Dresden Nuclear Power Station, Unit 1 

50-10 

10 

Dresden Nuclear Power Station, Unit 2 

50-237 

31 

Dresden Nuclear Power Station, Unit 3 

50-249 

40 

Erie Nuclear Plant, Unit 1 

STN-50-580 

317 

Erie Nuclear Plant, Unit 2 

STN-50-581 

317 

Jdscpli M, Parley Nuclear Plant, 

Unlll 

50-348 

203 

Joseph M. Farley Nuclear Plant, 

Unit 2 

50-364 

213 

Enrico Fermi Atomic Flower Plant, 

Unit 1 

50-16 

12 

Enrico Fermi Atomic Power Plant, 

Unit 2 

50-341 

195 

James A. Fitzpatrick Nuclear Power 

Planl 

50-333 

182 

Pfeating Nuclear Plant 

STN-5 0-437 

256 

Forked River Nuclear Station, 

Unit 1 

50-363 

213 

FoftCaLlia\mStaUon,Unltl 

50-285 

96 

Fort St, Vtain Nucltai Genera ling 

Station 

50-267 

68 


Name 

Docket 

"Page 

Fulton Generating Station, Unit 1 

50463 

277 

Fulton Generating Station, Unit 2 

50-464 

277 

General Electric Co. Critical Experiment 

50-24 

n 

General Electric Test Reactor 

50-70 

IS 

General Electric Nuclear Test Reactor 

50-73 

15 

Georgia Institute of Technology Research 
Reactor 

50-160 

21 

Georgia Tccli Research Reactor 

50-276 

84 

GESSAR-238-BOP Interface 

STN-SO-550 

310 

GESSAR-251 

STN-5 0-5 31 

307 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

50-244 

33 

GranclGulf Nuclear Station, Unit 1 

50-416 

251 

Grand Gulf Nvictcar Station, Unit 2 

50417 

252 

Greene Country Nuclear Power Plant 

50-S49 

310 

Hadclam Neck Plant 

50-213 

25 

Shearon Harris Nuclear Power Plant, 

Unit 1 

50400 

237 

Shearon Harris Nuclear Power Plant, 

Unit 2 

50-401 

239 

Shcaroii Harris Nuclear Power Plant, 

Unit 3 

5Q402 

240 

Shearon Harris Nuclear Power Plant, 

Unit 4 

50-403 

242 

Hartsvllle Nuclear Plant, Unit 1 

STN-50-518 

298 

Uarlsville Nuclear Plant, Unit 2 

STN-5 0-5 19 

299 

HactsvUle Nuclear Plant, Unit 3 

STN-5 0-5 20 

300 

HartsviUeNucicar Plant, Unit 4 

STN-5 0-5 21 

302 

Edwin L Hatch Nuclear Plant, Unit 1 

50-321 

161 

Edwin I. Hatcli Nuclear Plant, Unit 2 

50-366 

215 

Hope Creek Nuclear Station, Unit 1 

50-354 

207 

Hope Creek Nuclear Station, Unit 2 

50-355 

208 

Humboldt Bay Power Plant, Unit 3 

50-133 

17 

Idaho State Univ, Research Reactor 

50-284 

96 

Indian Point Station, Unit 1 

50-3 

9 

Indian Point Station, Unit 2 

50-247 

37 

Indian Point Station, Unit 3 

50-286 

97 


X 



Name 

Docket 

Page 

Name 

Docket 

Page 

Indonesia Research Reactor 

50-209 

25 

NEP Nuclear, Unit 2 

STN-50-569 

316 

Iowa State Univ. Research Reactor 

50416 

17 

New Haven, Unit 1 

STN-50-596 


Jamesport Nuclear Station, Unit 1 

STN-50-516 

297 

New Haven, Unit 2 

STN-50-597 


Jamesport Nuclear Station, Unit 2 

STN-50-517 

297 

Nine Mile Point Nuclear Station, 

50-220 

30 



Unitl 



KansJis State Univ. Research Reactor 

50-188 

22 

Nine Mile Pomt Nuclear Station, 

50-410 

247 

Kewaunee Nucicar Power Piant 

50-305 

128 

Unit 2 



La Crosse Boiling Water Reactor 

50-409 

245 

North Anna Power Station, Unit 1 

50-338 

190 

LaSalie County Station, Unit 1 

50-373 

222 

North Anna Power Station, Unit 2 

50-339 

193 

LaSaile County Station, Unit 2 

50-374 

224 

North Anna Power Station, Unit 3 

50-404 

243 

Limerick Generating Station, Unit 1 

50-352 

205 

North Anna Power Station, Unit 4 

50-405 

244 

Limerick Generating Station, Unit 2 

50-353 

206 

North Carolina State Univ. PULSTAR 

50-297 

118 



Reactor 



Maine Yankee Atomic Power Plant 

50-309 

132 

North Carolina State Univ. Research 

50-111 

16 

Manhattan College Research Reactor 

50-199 

22 

Reactor 



Marble Hill Nuclear Station, Unit 1 

STN-50-546 

307 

North Coast Nucicar Plant 

50-376 


Marble Hill Nucicar Station, Unit 2 

STN-50-547 

309 

Nuclear Examination Reactor 

50-375 

225 

Massachusetts Institute of Technology 

50-20 

13 

Oconee Nuclear Station, Unit 1 

50-269 

69 

Research Reactor 



Oconee Nuclear Station, Unit 2 

50-270 

72 

William B. McGuire Nuclear Station, 

50-369 

220 




Unitl 



Oconee Nuclear Station, Unit 3 

50-287 

100 

William B. McGuire Nucicar Station, 

50-370 

221 

Ohio State Univ, Research Reactor 

50-150 

19 

Unit 2 



Omaha Veterans Administration Hospital 

50-131 

17 

Memphis State Univ. Research Reactor 

50-538 

307 

Research Reactor 



Michigan State Univ. Research Reactor 

50-294 

U4 

Oregon Stale Univ. 

50-106 


Midland Plant, Unit 1 

50-329 

175 

Oregon State Univ. Research Reactor 

50-243 


Midland Plant, Unit 2 

50-330 

177 

Oyster Creek Nuclear Power Plant 

50-219 

27 

Millstone Nuclear Power Station, 

50-245 

35 

Palisades Nucicar Plant 

50-255 

49 

Unitl 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

304 

Millstone Nuclear Power Station, 

50-336 

188 




Unit 2 



Palo Verde Nuclear Station, Unit 2 

STN-50-529 

305 

Millstone Nuclear Power Station, 

50-423 

254 

Palo Verde Nucicar Station, Unit 3 

STN-SO-530 

306 

Units 



Peach Bottom Atomic Power Station, 

50-171 

22 

Montague Nuclear Power Station, Unit 1 

50-496 

287 

Unit! 



Montague Nuclear Power Station, Unit 2 

50-497 

287 

Peach Bottom Atomic Power Station, 

Unit 2 

50-277 

84 

Monttcelio Nuclear Generating Plant 

50-263 

60 





Peach Bottom Atomic Power Station, 

50-278 

87 

National Bureau of Standards Reactor 

50-184 

22 

Unit 3 



National Naval Medical Center 

50-170 

21 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

296 

NEP Nuclear, Unit 1 

STN-50-568 

316 

Pebble Sprmgs Nuclear Plant, Unit 2 

50-515 

297 


xi 



Name 

Docket 

Page 

Name 

Docket 

Page 

Pennsylvania State Univ Research 

50-5 

10 

SanOnofre Nuclear Station, Unit 2 

50-361 

211 

Reactor 



San Onofre Nuclear Station, Unit 3 

50-362 

212 

Perkins Nuclear Station, Unit 1 

STN-5 0-488 

283 

Scabrook Nuclear Station, Unit 1 

50-443 

260 

Perkins Nuclear Station, Unit 2 

STN-5 0-489 

283 

Seabrook Nuclear Station, Unit 2 

50-444 

261 

Perkins Nuclear Station, Unit 3 

STN-50-490 

284 

Sequoyah Nuclear Plant, Unit 1 

50-327 

172 

Perry Nuclear Power Plant, Unit 1 

50-440 

259 

Sequoyah Nuclear Plant, Unit 2 

50-328 

174 

Perry Nuclear Power Plant, Unit 2 

50-441 

260 

Shore ham Nuclear Power Station 

50-322 

163 

Perryman, Unit 1 

50-586 

317 

Skagit Nuclear Power Project, Unit 1 

STN-5 0-522 

303 

Phipps Bend Nuclear Plant, Unit t 

STN-5 0-55 3 

310 

Skagit Nuclear Power Project, Unit 2 

STN-5 0-5 2 3 

304 

Phipps Bend Nuclear Plant, Unit 2 

STN-5 0-554 

311 

South Texas Project, Unit 1 

STN-50-498 

287 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

111 

South Texas Project, Unit 2 

STN-5 0-499 

290 

Pilgrim Nuclear Power Station, Unit 2 

50-471 

278 

State Univ. of New York Research 

50-57 

15 




Pilgrim Nuclear Power Station, Unit 3 

50-472 

278 

Reactor 



Plum Brook Reactor - Mock-up 

50-185 

22 

Sterling Power Project, Nuclear, 

Unit 1 

STN-50485 

281 

Plum Brook Research Reactor Facility 

50-30 

15 

50-335 

186 



St. Lucie Plant, Unit 1 

Point Beach Nuclear Plant, Unit 1 

50-266 

65 

SL Lucie Plant, Unit 2 

50-389 

230 

Point Beach Nuclear Plant, Unit 2 

50-301 

120 

Virgil C. Summer Nuclear Station, 

50-395 

234 

Prairie island Nuclear Station, Unit I 

50-282 

94 

Unit 1 



Prairie Island Nuclear Station, Unit 2 

50-306 

120 

Surry Power Station, Unit 1 

50-280 

89 

Purdue Univ. Research Reactor 

50-182 

22 

Surry Power Station, Unit 2 

50-281 

91 

Quad-Cities Station, Unit 1 

50-254 

47 

Susquehanna Steam Electric Station, 

50-387 

226 



Unit 1 



Quad-Cities Station, Unit 2 

50-265 

63 

Susquehanna Steam Electric Station, 

50-388 

228 

Rancho Scco Nuclear Generating 

Station 

50-312 

136 

Unit 2 





SWESSAR-Pl 

STN-50-495 

287 

Reed College Research Reactor 

50-288 

103 

Texas A&M Univ. Research Reactor 

50-54 

15 

Rhode Island & Providence 

50-193 

22 


50-128 

17 

Plantations A EC 



Texas A5LM Univ. Research Reactor 

Rlnghals, Unit 3, Sweden 

50-465 

277 

Three Mile Island Nuclear Station, 

Unit 1 

50-289 

104 

River Bend Station, Unit 1 

50-458 

273 

Three Mile Island Nuclear Station, 

50-320 

151 

River Bend Station, Unit 2 

50-459 

274 

Unit 2 



H.Bi Robinson Plant, Unit 2 

50-261 

58 

Trojan Nuclear Plant 

50-344 

197 

RPi Critical Experiment 

50-225 

31 

Turkey Point Plant, Unit 3 

50-250 

42 

Salem Nuclear Generating Station, 

50-272 

78 

Turkey Point Plant, Unit 4 

50-251 

44 

Unit 1 



Tuskegee Institute Research Reactor 

50-406 

245 

Salem Nuclear Generating Station, 

50-3 U 

134 

Tyrone Energy Park, Unit t 

STN-50-484 


Unit 2 




San 0 no fro Nuclear Station, Unit t 

50-206 

23 

UCLA Training Reactor 

50-142 

18 


xii 



Name 

Union Carbide Research Reactor 

Unlv of California at Santa Barbara 
Research Reactor 

Univ. of California Research Reactor 

Univ. of Delaware Research Reactor 

Univ. of Florida Training Reactor 

Univ. of Illinois LOPRA Research 
Reactor 

Univ. of Illinois Research Reactor 

Univ. of Kansas Research Reactor 

Univ. of Lowell Research Reactor 

Univ. of Maryland Research Reactor 

Univ. of Michigan Research Reactor 

Univ. of Missouri Research Reactor 

Univ. of Missouri Research Reactor 

Univ. of New Mexico Research Reactor 

Univ, of Oklahoma Research Reactor 

Univ. of Texas Research Reactor 

Univ. of Utah Research Reactor 

Univ. of Utah Research Reactor 

Univ. of Virginia Cavalier Reactor 

Univ. of Virginia Research Reactor 

Univ, of Wisconsin Research Reactor 

U.S. Geological Survey Research 
Reactor 

Vallccitos Boiling Water Reactor 

Vermont Yankee Nuclear Power 
Station 

Virginia Poly tech Institute Training 
Reactor 


Docket 

Page 

Name 

Docket 

Page 

50-54 

15 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50-424 

255 

50-433 

256 

Alvin W. Vogtlc Nuclear Plant, Unit 2 

50-425 

255 



Washington State Univ. Research 

50-27 

13 

50-224 

31 

Reactor 



50-98 

16 

Waterford Generating Station, 

50-382 

225 



Unit 3 



50-83 

16 

Watts Bar Nuclear Plant, Unit 1 

50-390 

231 

50-356 

209 

Watts Bar Nuclear Plant, Unit 2 

50-391 

233 

50-151 

19 

Westinghouse Critical Experiment 

50-87 

16 

50-148 

19 

WcstinghoiiscTest Reactor 

50-22 

13 

50-223 

31 

West Valley Reprocessing Plant 

50-201 

22 

50-166 

21 

West Virginia Univ, Research Reactor 

50-129 

17 

50-2 

8 

Wolf Creek Generating Station 

STN-50482 

278 

50-123 

17 

Worcester Polytcch Institute Research 

50-134 

18 



Reactor 



50-186 

22 

WPPSS Nuclear Project, Unit 1 

50-460 

275 

50-252 

47 

WPPSS Nuclear Project, Unit 2 

50-397 

236 

50-112 

16 





WPPSS Nuclear Project, Unit 3 

STN-50-508 

294 

50-192 

22 

WPPSS Nuclear Project, Unit 4 

50-513 

296 

50-72 

15 

STN-5&-509 

295 

WPPSS Nuclear Project, Unit 5 

50-407 

245 





Yankee-Rowe Nuclear Power 

50-29 

13 

50-396 

236 

Station 



50-62 

16 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

315 

50-156 

21 

Yellow Crock Nuclear Plant, Unit 2 

STN-50-567 

316 

50-274 

82 

William H. Zimmer Nuclear Station, 

50-358 

209 



Unltl 



50-18 

12 

Zion Nuclear Power Station, Unit 1 

50-295 

114 

50-271 

76 

Zion Nuclear Power Station, Unit 2 

50-304 

126 

50-124 

17 
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Docket 
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Docket 
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Page 

27-047 

Barnwell, SC, Chem-Nucloar Systems, 

1 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

6 


Inc. 








40-8584 

Union 76 Minerals Exploration Co. 

6 

27-048 

Richland, WA, Nuclear Engineering Co, 

1 







40-8585 

Wyoming Mineral Corp, 

6 

40-0215 

S.F. Appliance, Ltd. 

1 







40-8601 

Dept, of Air Force, USAF Hospital 

7 

40-0299 

Union Carbide Corp, 

1 


Vandenberg, CA 


40-0341 

General Services Administration 

1 

40-8602 

United Nuclear Corp. 

7 

40-1162 

Western Nuclear, Inc, 

1 

40-8647 

Kerr-McGcc Corp, 

7 

40-1341 

Edgemont Uranium Mino,TVA and 

1 

40-8675 

Energy Fuels Nuclear, Inc. 

7 


Mines Development, Inc. 








40-8681 

Energy Fuels Nuclear, Inc, 

7 

40-2061 

West Chicago Facility, Kerr-McGce Corp. 

2 







40-8693 

Ogle Petroleum, Inc, 

7 

40-2259 

Pathfinder Mines Corp. 

2 







40-8697 

Rocky Mountain Energy Co. 

7 

40-3392 

Allied Chemical Corp. 

2 







40-8698 

Plateau Resources, Ltd. 

7 

40-3453 

Atlas Minerals 

3 







40-8702 

Dept, of Army, Armament Materials 

7 

40-4492 

Federal American Partners (Mining) 

3 


Readiness Command 


40-6264 

Michigan Chemical Corp. 

3 

40-8713 

Dept, of Navy, Naval Air Rework 

7 





Facility, San Diego, CA 


40-6622 

Pathfinder Mines Corp. 

5 







40-8721 

Rocky Mountain Energy Co. 

8 

40-6659 

Pctrotomlcs Co,, Getty Oil 

5 







40-8722 

Brush-Wellman, Inc, 

8 

40-7869 

Plateau Resources, Ltd, 

5 







40-8727 

Kerr-McGce Nuclear Corp. 

8 

40-8027 

Kerr-McGec Corp, 

5 







40-8728 

Teton Exploration Drilling Co., Inc. 

8 

40-8052 

Mitsui & Co. (USA), Inc. 

5 







40-8745 

Ogle Petroleum 

8 

40-8064 

Exxon Minerals Co. USA, Exxon Corp, 

5 







40-8747 

Everest Minerals Corp. 

8 

40-8084 

Lisbon Mine, Rio Algom Corp, 

5 







50-2 

Univ. of Michigan Research Reactor 

8 

40-8102 

Exxon Minerals Co. USA, Exxon Corp, 

5 







50-3 

Indian Point Station, Unit 1 

9 

40-8188 

Ledoux & Co, 

5 







50-5 

Pennsylvania State Univ. Research 

10 

40-8304 

Wyoming Mineral Corp. 

5 


Reactor 

. 

40-8348 

In Situ Uranium Leaching Project 

5 

50-10 

Dresden Nuclear Power Station, Unit 1 

10 

40-8380 

Rocky Mountain Energy Co, 

6 

50-13 

Babcock & Wilcox Co, Critical Facility 

12 

40-8434 

Home State Mining Co, LA 

6 

50-16 

Enrico Fermi Atomic Power Plant, 

12 





Unit 1 


40-8452 

Bear Creek Uranium Co, 

6 







50-18 

Vallecitos Boiling Water Reactor 

12 
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Docket 
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Page 

Docket 

Name 

Page 

50-20 

Massachusetts Institute of Technology 

13 

50-148 

Univ of Kansas Research Reactor 

19 


Research Reactor 








50-150 

Ohio State Univ. Research Reactor 

19 

50-22 

W estingli oil se Test Reactor 

13 







50-151 

Univ. of llhnois Research Reactor 

19 

50-24 

General Electric Co. Critical Experiment 

13 







50-155 

Big Rock Point Nuclear Plant 

19 

50-27 

Washington State Univ, Research 

13 





Reactor 


50-156 

Univ of Wisconsin Research Reactor 

21 

50-29 

Yankee- Rowe Nuclear Power Station 

13 

50-157 

Cornell Univ Research Reactor 

21 

50-30 

Plum brook Research Reactor I'aeiJity 

15 

50-160 

Geoigia Institulc of Technology 

21 





Research Reactor 


50-47 

Army Materials Research Reactor 

15 







50-166 

Univ. of Maryland Research Reactor 

21 

50-54 

Union Carbide Research Reactor 

15 







50-170 

National Naval Medical Center 

21 

50-57 

State Univ. of New York Research 

15 





Reactor 


50-171 

Peach bottom Atomic Power Station, 

22 





Unitl 


50-59 

Texas A&M Unlv Research Reactor 

15 







50-182 

Purdue Univ. Research Reactor 

22 

50-62 

Univ. of Virginia Research Reactor 

15 







50-184 

National bureau of Standard,s Reactor 

22 

50-70 

General Electric Test Reactor 

15 







50-185 

Plum Brook Reactor - Mock-Up 

22 

50-72 

Univ. of Utah Research Reactor 

15 







50-186 

Univ. of Missouri Research Reactor 

22 

50-73 

General Electric Nuclear Test Reactor 

15 







50-188 

Kansas State Univ. Research Reactor 

22 

50-77 

Catholic Univ. of America Research 

15 





Reactor 


50-192 

Univ. of Texas Research Reactor 

22 

50-83 

Univ. of Florida Training Reactor 

16 

50-193 

Rhode Island & Providence Plantations 

22 





AEC 


50-87 

Westinglioiise Critical Experiment 

16 







50-199 

Manhattan College Research Reactor 

22 

50-97 

Cornell Univ. Zero Power Reactor 

16 







50-201 

West Valley Reprocessing Plant 

22 

50-98 

Univ of Delaware Research Reactor 

16 







50-206 

San Onofre Nuclear Station, Unit 1 

23 

50-99 

Babcock & Wilcox Test Reactor 

16 







50-208 

Columbia Univ, Research Reactor 

25 

50-ni 

North Carolina State Univ. Research 

16 





Reactor 


50-209 

Indonesia Research Reactor 

25 

50-112 

Univ. ofOklalioma Research Reactor 

16 

50-213 

Haddam Neck Plant 

25 

50-116 

Iowa State Univ, Research Reactor 

17 

50-219 

Oyster Creek Nuclear Power Plant 

27 

50-123 

Univ, of Missouri Research Reactor 

17 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

30 

50-124 

Virginia Polytech Institute Training 

17 

50-223 

Univ. of Lowell Research Reactor 

31 


Reactor 








50-224 

Univ. of California Research Reactor 

31 

50-128 

Texas A&M Univ, Research Reactor 

17 







50-225 

RPI Critical Experiment 

31 

50-129 

West Virginia Univ. Research Reactor 

17 







50-237 

Dresden Nuclear Power Station, Unit 2 

31 

50-131 

Omaha Veterans Administration 

17 





Hospital Research Reactor 


50-244 

Robert Emmet Ginna Nuclear Plant, 

33 





Unitl 


50-133 

Humboldt bay Power Plant, Unit 3 

17 







50-245 

Millstone Nuclear Power Station, Unit 1 

35 

50-134 

Worcester Poly tech Institute Research 

18 





Reactor 


50-247 

Indian Point Station, Unit 2 

37 

50-142 

UCLA Training Reactor 

18 

50-249 

Dresden Nuclear Power Station, Unit 3 

40 
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Docket 
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Page 

Docket 
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Page 

50-250 

Turkey Point Plant, Unit 3 

42 

50-289 

Three Mile Island Nuclear Station, 

104 





Unit 1 


50-251 

Turkey Point Plant, Unit 4 

44 







50-293 

Pilgrim Nuclear Power Station, Unit 1 

111 

50-252 

Umv. of New Mexico Research Reactor 

47 







50-294 

Micliigiui Stale Univ Research Reactor 

il4 

50-254 

Oiiad-nties Station, Unit 1 

47 







50-295 

Zion Nuclear Power Station, Unit 1 

114 

50-255 

Palisades Nuclear Plant 

49 







50-296 

Browns Perry Nuclear Power Station, 

1 Ui 

50-259 

Browns I'erry Nuclear Power Station, 

52 


Unit 3 



Unit 1 








50-297 

North Carolina State Umv PULS FAR 

118 

50-260 

Browns 1‘crry Nuclear Power Station, 

55 


Reactor 



Unit 2 








50-298 

Cooper Nuclear Station 

118 

50-261 

IL B. Robinson Plant, Unit 2 

58 







50-301 

Point Beach Nuclear Plant, Unit 2 

120 

50-262 

Brigham Young Univ. Research Reactor 

60 







50-302 

Crystal River Nuclear Plant, Unit 3 

122 

50-263 

Monticello Nuclear Generating Plant 

60 







50-304 

Zion Nuclear Power Station, Unit 2 

126 

50-264 

Dow Chemical Co. 

63 







50-305 

Kewaunee Nuclear Power Plant 

128 

50-265 

Quad-Cities Station, Unit 2 

63 







50-306 

Prairie Island Nuclear Station, Unit 2 

130 

50-266 

Point Beach Nuclear Plant, Unit 1 

65 







50-309 

Maine Yankee Atomic Power Plant 

132 

50-267 

Port St. Vram Nuclear Generating 

68 





Station 


50-311 

Salem Nuclear Generating Station, 

134 





Unit 2 


50-269 

Oconee Nuclear Station, Unit 1 

69 







50-312 

Rancho Seco Nuclear Generating 

136 

50-270 

Oconee Nuclear Station, Unit 2 

72 


Station 


50-271 

Vermont Yankee Nuclear Power Station 

76 

50-313 

Arkansas Nuclear One, Unit 1 

14 K 

50-272 

Salem Nuclear Generating Station, Unit 1 

78 

50-315 

Donald C, Cook Nuclear Power Plant, 

142 





Unit 1 


50-273 

Bc/.nau Nuclear Station, Swilzeiland 

82 







50-316 

Donald C. Cook Nuclear Power Plant, 

144 

50-274 

U.S, Geological Survey Research Reactor 

82 


Unit 2 


50-275 

Diablo Canyon Nuclear Power Plant, 

82 

50-317 

Calvert Cliffs Nuclear Power Plant, 

146 


Unit 1 



Umt 1 


50-276 

Georgia Tech Research Reactor 

84 

50-318 

Calvert Cliffs Nuclear Power Plant, 

148 





Unit 2 


50-277 

Peach Bottom Atomic Power Station, 

84 





Unit 2 


50-320 

Three Mile Island Nuclear Station, 

151 





Unit 2 


50-278 

Peach Bottom Atomic Power Station, 

87 





Unit 3 


50-321 

lid win I Hatch Nuclear Plant, Unit 1 

161 

50-280 

Surry Power Station, Unit 1 

89 

50-322 

Shoreham Nuclear Power Station 

163 

50-281 

Surry Power Station, Unit 2 

91 

50-323 

Diablo Canyon Nuclear Power Plant, 

164 





Unit 2 


50-282 

Prairie Island Nuclear Station, Unit 1 

94 







50-324 

Brunswick Steam tUeclric Plant, Unit 2 

167 

50-284 

Idaho State Univ, Research Reactor 

96 







50-325 

Brunswick Steam Electric Plant, Unit 1 

169 

50-285 

Fort Calhoun Station, Unit 1 

96 







50-327 

Scquoyali Nuclear Plant, Unit 1 

172 

50-286 

Indian Point Station, Unit 3 

97 







50-328 

Sequoyah Nuclear Plant, Umt 2 

174 

50-287 

Oconee Nuclear Station, Unit 3 

100 







50-329 

Midland Plant, Unit 1 

175 

50-288 

Reed College Research Reactor 

103 
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Docket 
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Page 

Docket 
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PAge 

50^330 

Midland Plant, Unit 2 

177 

50-378 

Caorso Nuclear Station, Italy 

225 

50*331 

Duane Arnold Energy Center 

179 

50-382 

Waterford Generating Station, Unit 3 

225 

50-332 

Barnwell Reprocessing Plant 

182 

50-387 

Susquehanna Steam Electric Station, 

226 





Unit 1 


50-333 

Jaines A. Fitzpatrick Nuclear Power 

182 





Plant 


50-388 

Susquehanna Steam Electric Station, 

228 





Unit 2 


50-334 

Beaver Valley Power Station, Unit 1 

184 







50-389 

St, Lucic Plant, Unit 2 

230 

50-335 

St, Lucie Plant, Unit 1 

186 







50-390 

Watts Bar Nuclear Plant, Unit 1 

231 

50-336 

Millstone Nuclear Power Station, Unit 2 

188 







5 0-391 

Watts Bar Nuclear Plant, Unit 2 

233 

50-338 

North Anna Power Station, Unit 1 

190 







50-395 

Virgil C. Summer Nuclear Station, 

234 

50-339 

North Anna Power Station, Unit 2 

193 


Unit 1 


50-341 

Enrico I'crnu Atomic Power Plants 

195 

50-396 

Univ. of Virginia Cavalier Reactor 

236 


Unit 2 








50-397 

WPPSS Nuclear Project, Unit 2 

236 

50-344 

Trojan Nuclear Plant 

197 







50-400 

Shcaron Harris Nuclear Power Plant, 

237 

50-346 

Davis'Bcsse Nuclear Power Station, 

200 


Unit 1 



Unit 1 








50-401 

Shcaron Harris Nuclear Power Plant, 

239 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

203 


Unit 2 


50-352 

Limerick Generating Station, Unit I 

205 

50-402 

Shcaron Harris Nuclear Power Plant, 

240 





Unit 3 


50-353 

Limerick Generating Station* Unit 2 

206 







50-403 

Shcaron Harris Nuclear Power Plant, 

242 

50-354 

Hope Creek Nuclear Station, Unit 1 

207 


Unit 4 


50-355 

Hope Creek Nuclear Station, Unit 2 

208 

50-404 

North Anna Power Station, Unit 3 

243 

50*356 

Univ. of Illinois LOPRA Research 

209 

50-405 

North Anna Power Station, Unit 4 

244 


Reactor 








50-406 

Tuskegec Institute Research Reactor 

245 

50-35fi 

William H, Zimmer Nuclear Station, 

209 





Unit 1 


50*407 

Univ, of Utah Research Reactor 

245 

50-361 

San Onofre Nuclear Station, Unit 2 

211 

50-409 

La Crosse Boiling Water Reactor 

245 

50-562 

San Onofre Nuclear Station, Unit 3 

212 

50-410 

Nine Milo Point Nuclear Station, 

247 





Unit 2 


50-363 

I’orked River Nuclear Station, Unit 1 

213 







50-412 

Beaver Valley Power Station, Unit 2 

248 

50-364 

JoACph M. Farley Nuclear Plant, Unit 2 

213 







50-413 

Catawba Nuclear Station, Unit 1 

248 

50-366 

Edwin I. Hatch Nuclear Plant, Uml 2 

215 







50^14 

Catawba Niicloar Station, Unit 2 

250 

50-367 

Bailly Generating Station 

216 







50-416 

Grand Gulf Nuclear Station, Unit 1 

251 

50-368 

Arkansas Nuclear One, Unit 2 

218 







50-417 

Grand Gulf Nuclear Station, Unit 2 

252 

50-369 

William B. McGuire Nuclear Station, 

220 





Unit 1 


50-423 

Millstone Nuclear Power Station, 

254 





Units 


50-370 

WiJtiam B, McGuire Nuclear Station, 

221 





Unit 2 


50-424 

Alvin W, Vogtie Nuclear Plant, Unit I 

255 

3 

LaSalle County Station, Unit I 

222 

50-425 

Alvin W. Vogtlc Nuclear Plant, Unit 2 

255 


"■'"ty Station, Unit 2 

224 

50-433 

UC-Santa Barbara Research Reactor 

256 


ctor 

225 

STN-50-437 

1‘loating Nuclear Plant 

256 


xviil 



Docket 
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Page 

Docket 

Name 

Pago 

50438 

Bcllcfonte Nuclear Plant, Unit 1 

257 

STN-5 0-491 

Cherokee Nuclear Station, Unit 1 

284 

50439 

Bellcfonle Nuclear Plant, Unit 2 

258 

STN-5 0-492 

Cherokee Nuclear Station, Unit 2 

285 

50440 

Perry Nuclear Power Plant, Unit 1 

259 

STN-5 0-493 

Cherokee Nuclear Station, Unit 3 

286 

50441 

Perry Nuclear Power Plant, Unit 2 

260 

STN-50495 

SWESSAR-Pl 

287 

50443 

Seabrook Nuclear Station, Unit 1 

260 

50496 

Montague Nuclear Power Station, Unit 1 

287 

50444 

Seabrook Nuclear Station, Unit 2 

261 

50497 

Montague Nuclear Power Station, Unit 2 

287 

50445 

Comanche Peak Steam Electric 

263 

STN-5 0498 

South Texas Project, Unit 1 

287 


Station, Unit 1 


STN-5 0-499 

South Texas Project, Unit 2 

290 

50446 

Comanche Peak Steam Electric 

266 





Station, Unit 2 


50-500 

Davis-Besse Nuclear Power Station, 

294 





Unit 2 


50454 

Byron Station, Unit 1 

270 

50-501 

Davis-Besse Nuclear Power Station, 

294 

50-455 

Byron Station, Unit 2 

271 


Unit 3 


50456 

Braidwoocl Station, Unit 1 

272 

STN-5 0-5 08 

WPPSS Nuclear Project, Unit 3 

294 

50-457 

Braidwood Station, Unit 2 

273 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

295 

50-458 

River Bend Station, Unit 1 

273 

50-510 

Blue Hills Station, Unit 1 

296 

50459 

River Bend Station, Unit 2 

274 

50-511 

Blue Hills Station, Unit 2 

296 

50460 

WPPSS Nuclear Project, Unit 1 

275 

50-513 

WPPSS Nuclear Project, Unit 4 

296 

50461 

Clinton Power Station, Unit 1 

275 

50-514 

Pebble Springs Nuclear Plant, Unit l 

296 

50462 

Clinton Power Station, Unit 2 

276 

50-5 15 

Pebble Springs Nuclear Plant, Unit 2 

297 

50-463 

I'ulton Generating Station, Unit 1 

277 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

297 

50464 

Pulton Generating Station, Unit 2 

277 

STN-5 0-5 17 

Jamesport Nuclear Station, Unit 2 

297 

50 465 

RInglials, Unit 3, Sweden 

277 

STN-50-518 

Hartsvillc Nuclear Plant, Unit 1 

298 

50466 

Allens Creek Nuclear Station, Unit 1 

277 

STN-5 0-5 19 

Hartsvlllc Nuclear Plant, Unit 2 

299 

50467 

Allens Creek Nuclear Station, Unit 2 

278 

STN-5 0-5 20 

Hartsvllle Nuclear Plant, Unit 3 

300 

STN-5 0-470 

CESSAR System 80 

278 

STN-50-521 

Hartsvillc Nuclear Plant, Unit 4 

302 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

278 

STN-50-522 

Skagit Nuclear Power Project, Unit 1 

303 

50472 

Pilgrim Nuclear Power Station, Unit 3 

278 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

304 

STN-5 0-47 7 

Atlantic Generating Station, Unit 1 

278 

STN-5 0-5 28 

Palo Verde Nuclear Station, Unit 1 

304 

STN-5 0-478 

Atlantic Generating Station, Unit 2 

278 

STN-5 0-5 29 

Palo Verde Nuclear Station, Unit 2 

305 

STN-5 0-482 

Wolf Creek Generating Station 

278 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

306 

STN-50-483 

Calloway Plant, Unit 1 

280 

STN-50-531 

GESSAR-25 1 

307 

STN-5 0485 

Sterling Power Project Nuclear, Unit 1 

281 

50-537 

Clinch River Breeder Reactor 

307 

STN-5 0486 

Calloway Plant, Unit 2 

282 

50-538 

Memphis State Univ. Research Reactor 

307 

STN-50-488 

Perkins Nuclear Station, Unit 1 

283 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

307 

STN-5 0-489 

Perkins Nuclear Station, Unit 2 

283 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

309 

STN-5 0490 

Perkins Nuclear Station, Unit 3 

284 

50-549 

Greene Country Nuclear Power Plant 

310 
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Docket 

Name 

Page 

Docket 
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Page 

STN-^O-SSO 

GESSAR-23 8-BOP Interface 

310 

70-0754 

Vallecitos Nuclear Center, General 

Electric Co 

324 

STN-50*553 

Phipps Bend Nuclear Plant, Unit 1 

310 

70-0791 

Environmental Protection Agency 

324 

STN-50-5S4 

Phipps Bend Nuclear Plant, Unit 2 

311 

70-0820 

United Nuclear Corp. 

324 

STN-50-556 

Black Fox Station, Unit 1 

312 

70-0824 

Babcock & Wilcox Co. 

325 

STN-50-557 

Black Fox Station, Unit 2 

314 

70-0892 

Norfolk State College 

325 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

315 

70-0925 

Cimmaron Facility, Kerr-McGce Corp. 

325 

STN-5 0-567 

Yeflow Creek Nuclear Plant, Unit 2 

316 

70-0959 

Nuclear Fuel Services, Inc. (Subs, of 

325 

STN-50-568 

NEP Nuclear, Unit 1 

316 


Getty Oil Co.) 


STN-50-569 

NEP Nuclear, Unit 2 

316 

70-0984 

Pacific Northwest Laboratories 

325 

STN^50-574 

Bagnae Nuclear Power Project, 

317 

70-1007 

General Electric Co 

325 


Philippines 


70-1029 

East Stroudsburg State College, East 

325 

STN-50-580 

Erie Nuclear Plant, Unit 1 

317 


Stroudsburg, PA 


STN-50'581 

Erie Nuclear Plant, Unit 2 

317 

70-1100 

Combustion Engineering, Inc. 

326 

50-586 

Perryman, Unit 1 

317 

70-1113 

General Electric Co, 

326 

50-589 

Asco Fesca I Nuclear Power Station, 
Spain 

318 

70-1143 

Westinghouse Electric Corp. 

326 

327 



70-1151 

Westinghouse Electric Corp. 

50-599 

Carroll Facility I 

318 

70-1159 

General Electric Co. 

327 

50-600 

Carroll Facility 11 

318 

70-1173 

Mercy hurst College, Eric, PA 

327 

70-0008 

Bat telle Columbus Laboratories 

318 

70-1193 

Cimarron Facility, Kcrr-McGeo Corp. 

327 

70-0025 

Rockwell International 

318 

70-1201 

Ul*-6 Conversion Facility, Babcock & 

327 

70-0027 

Babcock & Wilcox Co. 

318 


Wilcox Co. 


70-0033 

Texas Instruments, Inc. 

318 

70-1257 

Mixed Oxide Fabrication Plant, Exxon 

328 




Nuclear Co., Inc. 


70-0036 

Combustion Engineering, Inc. 

319 

70-1308 

Morris Operations, General Electric Co, 

328 

70-0135 

Babcock & Wilcox Co. 

319 

70-1319 

U.S. Nuclear, Inc. 

329 

70-0143 

Nuclear Fuel Services, Inc. 

320 

70-1358 

Dept, of Interior, US Geological Survey 

329 

70-0152 

Purdue Univ. 

321 

70-1703 

Eastman Kodak Co. 

329 

70-0223 

Univ. of California 

321 

70-1738 

Pacific Gas & Electric Co. 

329 

70-0270 

UnIv. of Missouri 

321 

70-1739 

Tri-State Motor Transit Co, 

329 

70-0314 

Ledoux & Co. 

321 

70-2317 

Teledyne Cast Products 

330 

70-0364 

Parks Townsliip Site, Babcock & 

321 





Wilcox Co. 


70-2322 

Edlow International Co. 

330 

70-0371 

United Nuclear Corp. 

323 

70-2376 

Purdue Univ., Lafayette, IN 

330 

70-0374 

St. Joseph College, Philadelphia, PA 

323 

70-2443 

Tennessee Valley Authority 

330 

70-0572 

Monsanto Research Corp* 

323 

70-2478 

Transnuclear, Inc. 

330 

70-0687 

Union Carbide Corp, 

323 

70-2479 

Transmiclear, Inc. 

330 

70-0734 

General Atomic Co. 

324 

70-2539 

Mitsu nine Travel Service of America, 

330 


Inc. 


XX 



Docket 

Name 

Page 

Docket 

Name 

Page 

70-2623 

McGuire Spent Fuel Pool, Duke Power 

Co 

330 

71-0372 

Boeing Co. 

333 



71-0373 

Dept. ol Navy, Naval Explosive Ordnance 

333 

70-2718 

Virginia Electric Power Co. 

330 


Disposal Facility 


70-2805 

NisshO'Iwai American Corp, 

330 

71-0374 

Eagle Inspection, Inc. 

333 

70-2838 

Cincinnati Gas & HectricCo. 

331 

71-0375 

Univ. of California 

333 

70-2842 

Transnuclear, Inc. 

331 

71-0376 

United States Pipe & Foundry Co. 

333 

70-2882 

Southern California Edison Co. 

331 

71-4824 

Model; HA- 10, Babcock & Wilcox Co. 

333 

70-2910 

Tennessee Valley Authority 

331 

71-4894 

Model* NPD-1-528, Kerr-McGce Nuclear 

333 




Corp. 


70-2917 

Tennessee Valley Authority 

331 

71-4949 

Model: UNC-1484, Combustion 

333 

71-0005 

Magnaflux Corp. 

331 


Engineering, Inc. 


71-0009 

Isomedix, Ine. 

331 

71-5026 

Model: BC-48-220, Atcor, Inc. 

333 

71-0024 

Hittman Nuclear & Development Corp. 

331 

71-5086 

Model: UNC-2600, General Atomic Co. 

333 

71-0046 

Teledync Energy Systems 

33! 

71-5364 

Model: NPI-67-0442 Neutron Products, 

333 




Inc, 


71-0049 

Dept, of Navy 

331 

71-5450 

Model: RCC-1, -2, -3, Westinghouse 

333 

71-0084 

Huico, Inc. 

331 


Corp. 


71-0097 

Nondestructive Testing Service 

331 

71-5507 

Model: HFIR Spent Fuel Element Ship 

334 





Cask, Dept, of Energy 


71-0102 

Source Products & Equipment Co., 

332 





Inc. 


71-5597 

Model: Tungsten Shielded Cask, Dept. 

334 





of Energy 


71-0107 

Dept, of Navy 

332 

71-5796 

Model: 181361, Picker Corp. 

334 

71-0165 

Dept, of Navy 

332 






71-5800 

Model: ORNL Tritium Target Container 

334 

71-0180 

Hartford Steam Boiler Co. 

332 

71-5908 

Model: DOT-GM Type B, Babcock & 

334 

71-0189 

Todd Shipyards Corp. 

332 


Wilcox Co, 


71-0230 

Babcock & Wilcox Co. 

332 

71-5926 

Model: 100, General Dectric Co. 

334 

71-0244 

NL Industries, Inc. 

332 

71-5938 

Model: HNPF, General Atomic Co. 

334 

71-0250 

Transnuclear, Inc. 

332 

71-5942 

Model: GE-7 00, General Electric Co. 

334 

71-0251 

Westinghouse Electric Corp. 

332 

71-5984 

Model: 5984, J.L, Shepherd & Associates 

334 

71-0252 

Dayton X-Ray Co, 

332 

71-6144 

Model: 6 144, Nuclear Engineering Co. 

334 

71-0258 

Nuclear Engineering Co., Inc. 

332 

71-6206 

Model: B, Babcock & W ilcox Co . 

334 

71-0273 

Dept, of Navy 

332 

71-6244 

Model: 6244,Chem-NuclBar Systems, Inc, 

334 

71-0348 

Univ. of Michigan 

332 

71-6275 

Model: LL-28-4, Chem-Nuclear Systems, 

334 




Inc. 


71-0359 

Pick Instrument Products Co., Inc. 

332 

71-6294 

Model: UNC-2901, Combustion Engineer- 

335 

71-0360 

Dept, of Navy, USS Yosemite 

332 


ing, Inc, 


71-0361 

Model; PAT-1, Ramsey Engineering Co, 

333 

71-6375 

Model: PB-1, Chem-Nuclear Systems, Inc. 

335 

71-0364 

Naval Nuclear Power Unit, Port 

333 

71-6387 

Model: 60, Battelle Memorial Institute 

335 


Hueneme, CA 


71-6400 

Model: Super Tiger, Westinghouse 

335 

71-0365 

Arnold Greene Testing Laboratories, Inc, 

333 


Electric Corp. 
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71-6601 

Model LL-50-100, Chem -Nil dear 

335 

71-9069 

Model MO-1, Wcstmghoiise Eiectric Corp. 

337 


System*?, Inc 


71-9070 

Model* N-55, Dept of Energy 

337 

71-6642 

Model: 4.5 Ton C[% Dept, of Energy 

335 

71-9072 

Model’ GAHC-1, General Atomic Co 

337 

71-6679 

Model 1/2 Super Tiger, Niicleiir 

335 





Eiigmccnng Co 


71-9073 

Model* OIM42, Nuclear Packaging, Inu 

337 

71-6697 

Model: 8500 PKG, General ElectriL Co, 

335 

71-9079 

Model: HN-100 Scries 2, Hittman Nuclear 

337 





Sl Development Corp. 


71-6717 

Model: 6717 B 

335 

71-9080 

Model’ HN-600, Hittnian Nuclear & 

337 

71-6771 

Model: SN-1 , Nuclear Engineering Co 

335 


Development Corp, 


71-9006 

Model. 500 SU^ Argoiine National 

335 

71-9086 

Model: HN-lOO Senes 1, Hittman Nuclear 

337 


Laboratory 



& Development Corp. 


71-9007 

Model* 520> Argonne National 

335 

7 1-9089 

Model. HN-100 S, Hittman Nuclear & 

337 


Labanuory 



Development Corp, 


71-9010 

Model: NLM/2, NL Industries, Inc 

336 

71-9092 

Model: HN-300, Hittman Nuclear & 

337 




Development Corp. 


71-9011 

Model: E-MEH-00-00004, Dept, of 

336 





Transportation 


71-9093 

Model’ HN-400, Hittman Nuclear & 

337 





Development Corp. 


71-9019 

Model: BU-7, General Electric Co 

336 

71-9094 

M ode 1: CN S I- 1 4- 1 95-1 1 , Chem-N u clca r 

337 

71-9020 

Model: SL-10-1, Nuclear Containers, 

336 


Systems, Inc. 



Inc, 


7 1-9096 

Model: CNSl-2 1-300, Clicm-Nuclear 

337 

71-9027 

Model: 7 4 l,Teclmical Operations, iiic 

336 


Systems, Inc, 


71-9028 

Model 684, Tccimical Operations, Inc. 

336 

71-9108 

Model: AL-33-90, Atcor, Inc. 

337 

71-9032 

Model 650, Technical Operations, Inc, 

33G 

71-9110 

Model: MX-lC-lOO, Magnafiiix Corp 

337 

71-9033 

Model. 660 & 66 OE, Tctlinical Operations 

336 

71-9111 

Model. CN6-80A, Chcm-Nuclear Systems, 

338 


Inc, 



Inc. 


71-9035 

Model: 680, Technical Operations, Inc, 

336 

71-9120 

Model: TN-12,TransnuclearCorp. 

338 

71-9036 

Model: C-1, Source Production 

336 

71-9122 

Model; 1 8-450, Cliem-Niiclcar Systems, 

338 


Equipment Co. 



Inc. 


71-9039 

Model. 7 15, Technical Operations, Inc. 

336 

71-913? 

Model: T-3, Nuclear Packaging, Inc, 

338 

71-9044 

Model: GE-1600> General Electric Co. 

336 

71-9135 

Model: Century, Gamma Industries 

338 

71-9049 

Model: GE-500, General Electric Co. 

336 

71-9136 

General Electric Co. 

338 

71-9051 

Model: GE-1400, General Electric Co. 

337 

71-9137 

Model- 820 

338 

71-9056 

Model: SPEC 2-T, Source Production 

337 

71-9141 

Model: 900 Type B, Technical Opera- 

338 


Equipment Co. 



tions, Inc. 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-047 BARNWEtL. 9C , CHE<1-NLICLEAR SYSTEMS 


6003240244 Forward* I4a*te Packa^a In*p Rept 79~06A on 791126-20 No 
noncomp 1 ianc* notod 

StITHERLANDi J T Rogion 2« Atlantai FubI Facilittj U Materials Safety 
Branch 79/12/31 2pp 


—0003240287 Mastt Packagtnp ln»p Ript 79-06A on 791186-28 No 
none omp 1 lane B notad Major araai in»p«cttd shipping paper 
roquirementsr DOT placarding requirecnentsi radiation levelSi 
removahle contamination & DDT marking 

POTTER. J P Region 2. Atlantai Fuel FaciHt«j it Materials Safety 
Branch DRQNN. R A Region 2> Atlanta. Office of the Director 
79/12/12 7pp 


0003210574 Forwards Waste Packaging Insp Rept 79-OBA on 791810-19 No 
noncompliance noted 

STOKR^J P Region 8. Atlanta, Fuel Facility it Materials Safety 
Branch 60/02/01 3pp 


—0003210581 Waste Packaging Insp 79-O0A on 791218-19 No noncompliance 
noted Major areas inspected shipping paper requlrementsr DOT 
placarding requirementsr radiation levelsi reittovah le 
contamination it labeling 

PDTTER/J P Region 2< Atlanta. Fuel Facility it Materials Safety 
Branch BROWN. R A Region 2, Atlanta. Office of the Director 

80/01/16 6pp 


8003310440 Forwards Waste Packaging Insp Rept 79-06A on 791126-28 No 
noncompliance noted 

DAVIS. A B Region 3. Chicago, Fuel Facility it Materials Safety 
Branch 80/02/13 2pp 


—0003310452 Waste Packaging Insp Rept 79-06A on 791126-20 No 
noncompliance noted Major areas inspected shipping paper t< 

DOT placarding requirements. radiati on level s, removab 1 e 
contamination DDT marking it labeling requirements 
PATTER. J P . BROWN. R A Region 3. Chicago. Fuel Facility it 
Materials Safety Branch 80/02/13 4pp 

8003190600 Ack receipt of waste packaging rept of License Shippers rept 
79-07A on 791212-13 No proprietary info 
PARKER. W 0 Duke Power Co 00/02/21 ip 


—0003190606 Forwards waste packaging License Shippers Rept 79-07A on 
791212-13 No noncompliance noted 

8TQHR.J P Region 2. Atlanta. Fuel Facility it Materials Safety 
Branch 60/01/30 2pp 


— 0003190609 Waste packaging Licensee Shippers Rept 79-07A on 
791112-13 No noncompliance noted Major areas inspected 
compliance w/DOT it NRC regulations re shipping paper 
requirements, rad latlon levels removable contamination 
WOODRUFF. n L . PEERY. W W Region 2. Atlanta. Office of the 
Director 00/01/10 7pp 


DOCKET 27-040 RICHLAND. WA .NUCLEAR ENGINEER INO CO 


9003130322 Responds to requests made at 000111 meeting re GPU 
dewatering program for spent resin NRC evaluation of GPU 
program indicates that procedure Is acceptable it results in 
quantity of free water well below acceptance criteria 
COLLINS. J T TMI-2 Operations/Support 00/01/30 2pp 


0003190159 PNO-V-80-013 on 800220. Reg ion 5 ofc was notified by NRC 
onsite inspector that shipment of 76 55-gallon drums was 
received u/on« drum leaking Significant alpha contamination 
detected on trailer Trailer decontaminated it released 
THOMAS. R D Office of Inspection It Enforcement. Office of the 
Director 00/02/80 Ip 


0003130143 PNO~V*-90-010 on 800214, trac tor-tra i lor carrying 20 wooden 
boief from VT Yankee Plant arrived u/eicsss radiation levels 
underneath trailer L in cab State cancelled burial permit it 
requested written response re corrective actions 
THOMAS/ R D Region 9, 8an Francisco, Office of the Director 
80/02/14 ip 


DOMESTIC LICENSING OF SOURCE MATERIAL 


docket 40-0815 S F APPLIANCE. LTD 


8003310420 Draft **Gul del lues for Decontamination of Facilities It 
Equipment Prior to Release for Unrestricted Use or 
Termination of Licenses for Byproduct. Source or SNM " 
a Division of Fuel Cycle it Material Safety 00/03/03 4pp 


DOCKET 40-0299 UNION CARBIDE CORP 


8003050559 Forwordd Info re A-9 pit subgrade tailings disposal project 
for License SUA-odB 

WQNO.T Union Carbide Corp 60/01/24 40pp 


DOCKET 40-0341 GENERAL SERVICES ADMINISTRATION 


0003060851 Discusses Insp of License STC-0133 on 791109 No 
noncompliance noted Major areas inspected current activities 
involving radioactive matl l> depot facilities 

MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
00/01/04 Ip 


8003200069 Forwards copies of correspondence from 09A file Info 
transmitted to License Matl Branch for evaluation of request 
to have 08A bldgs released for unrestricted use W/o ends 
MCCLINTQCK.R 0 Region 1. Philadelphia. Office of the Director 
80/02/15 Ip 


DOCKET 40-1162 WESTERN NUCLEAR. INC 


0003110081 Summary of 791810 trip rept to Split Rock U mi 1 1 in Jeffray 
City, MY 

OARCIA.P J Uranium Recovery Licensing Branch 80/01/21 Spp 


8003270110 Forwards community summary rept for Jeffrey City.WY re 
radiation exposure within community 

SMITH. P B Environmental Protection Agency 80/02/20 Ip 


— 8003270113 ‘'Community Summary Rept '* 

« Wyoming. State of BO/02/20 i4pp 


8003270120 Submits effluent release rept for Uul 1979-Dec 1979 Liquid 
effluents did not reach unrestricted areas Lists airborne 
dust effluent values 

KELLER. T 0 Western Nuclear. Inc (subs of Phelps Dodge Corp > 
80/02/89 Ip 


DOCKET 40-1341 EDGEMONT URANIUM MINE, TVA it MINES DEVELOPMENT. INC 


8003130637 Requests analysis of results from Indoor radiological 
monitoring of family home basement level 
NEWPELD.W. R South Dekota, State of GO/Oi/lS 8pp 


8003260436 Advises that draft EI8 supporting licensing action to 
autbortie facility decommissioning will b# Issued In May 
1900 Forwards GE18 on U milling i recently proposed 
regulations re tailings retention syi.M/o end, 

TRADER. E A Uranium Recovery Licensing Branch QO/Ol/17 Ip 


1 



2 


DOCKETED ITEMS 


0003260427 Sjbinits preliminary iampUng scheme for Edjemo-nt^SD t 
viCLnitij Contlfiuous sampling of one-uk duration renulre-d to 
adequately determine working level value of each structure 
Radon progeny integrating sampling units should bo rotated 
EAIlIEiQ 0 Uranium Recovery Licensing Dranch 80701/10 2pp 


80032^60445 Dtscuises radiological assessmenb of EdgemontiSD tt vicinity 
Requests support t>e provided to State of 5D to successfully 
acconplist radon - 1 n-uia ter asses sinerit 

SCAftAMDpR A Uranium Recovery Licensing Branch 80/01/19 Ip 


8003040106 Discusses higher than background levels of radon progeny 
found In Edgemont.SD area List* results of indoor erposuro 
test at residence NRC working w/state to provide technical 
assistance Related rept k correspondence end 

SCAfiAHOiR A Uranium Recovery Licensing Dranch 80/01/29 app 


■0003-060112 Requests review of enc 1 rept^ “Above Ground Gamma Ray 
Logging cf Edgemont- SD & Vicinity " 

THRALL. J £ Environ-menta I Protection Agency 79/12/21 Ip 


— 3003060120 Requests assistance in r«in.(dial action program in Edgemont. 
SD re removal of radiation health ihaiard causing high 
exposures to residents Offsite locations inEdgemont should 
be included in action program for formerly utiliied sites 
DIRCKS. iV J Office of Muclear Material Safety k Safeguards 
80/01/ 16 3pp 


— 300306013? Requests that support be furnishad to SD to accomplish 
radon-i n-water assessment Determination of radon 
concentrations in water supplies of Edgemont area would be 
informative w/respect to evaluating background conditiona 
SCARARDiR A Uranium Recovery Licensing Branch 00/01/10 Ip 


—0003060154 Discusses suggested preliminary radon sampling scheme for 
Edgemont; 6D ^ vicinity Sampling scheme rotates radon progeny 
integrating sampling units tn various structures over l-uik 
sampUns period 

EADIE. G 0 Uranium Recovery Licensing Branch 30/01/10 2pp 


800313D642 Responds to MRC 800118 Itr J Thrall b U Oiedt currently 
planning trip to Fdgemonfc.SD to assist State of SO in making 
radiation measurements b to train SD personnel in use of 
specialized (nonttoring equipment 

HENDRICKS. D H Environmenta 1 Protection Agency 00/01/20 Ip 


3003140160 Act 800116 request for assistance in remedial action 
prograrn in Edgemont. SD Meeting scheduled for 000201 in 
Silver Epring.MD re extent of NRC authority re cleanup of 
affected properties 

rtOTTiH E Energy. Dept of 9O/-01/31 Ip 


E003k90004 Requests clarification b guidance re kinds of tests needed b 
format for test results* to provide NRG su/lnfo about U mill 
decornmiss 1 ont ng 

HILLS. 1. H Tennessee Valley Authority 30/02/06 Ip 


8003040046 Summary of 800201 meeting u/DOE in Silver Spring. MO re DOE 
assistance in remedial action pregram for tailings 
c ontaminate-d locations in Edgemant* SD DOE will forward 
interim response la HRC 000116 assistance requests 
TRAOER. £ A Uranium Recovery Licensing Dranch 00/02/13 3pp 


0QO324O1B4 Requests evaluation ic response to State of SD request for 
health risk assessment of working level exposures to 
residents of Edgemont- SD b vicinity BD 000115 request. NRC 
30020B preliminary response t NBC 800125 ttr end 
SCARARO.R A Uranium Recovery Licensing Branch 0O/<>2/25 Ip 


-*"0003240186 Requests NRC analysis of indoor radiological moTiitoring 
results obtained from residence in Edgemonfct SD Mon i tonng 
accomplished w/assistance of EPA Health risks due to 
radiological dosages must be assessed 
NEUFELD.WR South Dakota. State of 30/01/15 2pp 


■8003240194 Responds to P001I5 request for technical assistance re 
radiological monitoring in EdgemontrSD Recommends a-sslstance 
from Ctr for Disease Control tk Matl Inst of Occupal 1 oral 
8afeti| 5 Health Occupants could incur ■‘appreciable*’' doses 
BCARANO*R A Uranium Recovery Licensing Branch 80/02/08 2pp 


SD03280322 Forwards "Edgemont. SD U Mill Bomiannual Effluent Release 
Rept 9 for Jol-Dec 1979 “ 

MILLS.L H Tennessee Valley Authority 80/-02/26 ip 


nontrSD U Mill Semiannual Effluent Release Rept 
Prepared for C Region 4 
'ey Authority 80/02/2? 3pp 


DOCKET 40-2061 WE6T CHICAGO FAC I LI TV, HERR-ftCOEE CORP 


0003190203 Responds to DJ Taylor 000111 Jtr %- 800116 telcon l« Pram 
will he contact in EPA Region 5 ofc re EI5 for Kerr-HcQee 
site in Most Chicago* IL Keri — McGee stabilization plan S* 
comments have been sent to Region 3 personnel 
NIICON.U A Uranium Fuel Licensing Drench 80/01/24 Ip 


9003190009 Requests all corr espondence. comments 6 draft of EI8 being 
prepared for site 

HAH SELL. D Illinois* State of 80/02/04 Ip 


8003190049 Discusses Host Chicago. 11 79IPI0 town meeting re status of 
vendor stabilization plan Expresses concern re thoron t< 
radon haiards Freliminary investigation into ambient radon 
Levels near waste site has started 

KEE« 0 Environmental Protection Agency 80/02/06 2pp 


8003350090 Replaces 000122 Ifcr re facility security program Submits 
detailed description of program Info withheld 
(ref 10CFR2 7901 

DEMNYj I U Kerr-McOea Chemical Corp <$ubs of Kerr-McOoe Corp 1 
80/02/15 2pp 


0003190091 Forwards J Rainey it M Oanus comments to 800214 meeting in 
St Charles* IL ie organization o-f task force to find burial 
site for low level radwaste 

DEHNy* I L Kerr-McGee Chemical Corp (subs of Kerr"McOoe Corp ) 
80/02/20 lOpp 


8003310236 Confizms 600118 telcon re establishment of Hest Chicago 
Public Library as NRC t PDR for mat! relating to Rare Earths 
facility in Uest Chicago. IL Meeting will be held re ma 1 1 to 
be received suggested filing procedures 

CARRIER.W a Division of Rules and Records 00/03/11 ip 


DOCKET 40-2259 PATHFINDER HINE8 CORP 


800-30600-31 Forwards info re qualifications of radiation safety program 
personnel 6 radiation surveys Notifies that OL Pike is 
radiation officer 

NUGENT, E U Pathfinder Mines Corp G0/0i/2l I2pp 


8003280079 Forwards “Gemiannua i Effulent Monitoring Rept, Jul-Oec 1979 
NUGENT* E L Pathfinder Mines Corp 00/02/29 Ip 


— 8003280083 "Semiannual Effluent Monitoring Rept. Jul-Dec 1979 
« Pathfinder Mines Corp 80/02/27 9pp 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


8003190033 Amend 3 to License SUD-526 adding decommissioning & 
financial plans 

PAOE.R 0 Division of Safeguards 80/01/31 8pp 


800'3270108 Safety evaluation re Allied Chemical Corp application for 
license Amend 3 For future decommissioning plan Plan is 
reasonable << adequate Recommends that Condition 17 be 
amended bo include deccimmiss 1 oning Zt financial plans 
SDONG* A Uranium Fuel Licensing Dranch 00/01/31 3pp 


8003170078 Submits eddl info re particle sue analysis in response to 
000213 request U particle slie distribution table 6 results 
of ofiviron air monitoring en«l 

THOMAS* J H Allied Chemical Corp , Nuclear Services Div 60/02/1^ 
4pp 


8003260537 Requests info re cascade impact or studies 6 results 
eubmitted to NRC during 800212 meeting Description b ranges 
of particle size in eawh stage of cascade impactor needed 
Info will establish new radiation level at sampling station 
CROU.H T Uranium Fuel Licensing Branch 80/02/15 2pp 


0003040460 Forwards “Semiannual Effluent Rept,Jul-Dec 1979 *' 
THONAS. J H Allied Chemical Corp 80/02/21 ip 


— 0003040466 “Semiannual Effluent Rept* Jul-Dec l979 
• All ied Chemical Carp 00/02/21 6pp 


8003310138 Confiime JH Thomas 800215 response to NRC 800215 questions 
SHIELDS* E J Allied Chemical Corp 80/03/05 Ip 



DOCKETED ITEMS 
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B003SS0062 Foruiard* IF Info Notico ao-H* “Generic Problems W/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sge *' No action or written responie req,uired 

KEPPLERi J 0 Region 3< Chicago# Office of the Director BO/03/14 
Ip 


DOCKET 40-3453 ATLAS MINERALS 


0003110028 Requests technical assistance in assessing adequacy of 
riprap design submitted by Atlas Minerals Riprap criteria 
agreed upon at 791220 meeting in Silver 8pring>MD uiero 
incorporated into renewed license as Condltloti 16 
LINEHAN#J J Uranium Recovery Licensing Branch BO/Ol/ll 2pp 


— B003110049 Forwards criteria established at 781220 meeting# gradat ion 
curve design drawing showing pertinent hydrologic 6 const 
data for six sections Intent is to deepen channel use 
excavated matl for buildup of riprap support beams 
BMANDYrG T Atlas Minerals 79/12/03 Bpp 


Q00319006? Discusses tailing pile l< steps necessary to build i50-ft 
beaches as required by license Possibilities for lowering 
water level on pond are being considered Dyke matl borrow 
area has been leveled ( evaporation pond is being designed 
SHANDY# 0 T Atlas Minorais 00/01/26 2pp 


6003100222 Discusses Tuba City tailings licensing procedures In 
response to 791010 request 

BCARANBi R A Uranium Recovery Licensing Qranch QO/02/04 Ip 


90030600S4 Notifies that Atlas Minerals has changed address effective 
800301 

# Atlas Minerals 80/02/06 ]p 


8Q0318014B Submits ropt indicating differences in land use from 
730831 environ rept 

SHANDY# 0 T Atlas Minerals 80/02/07 2pp 


B0032B04BB Requests addl info redesign providing adequate toe 
protection re Moab Hash riprap design to complete 
hydrologic engineering review List of detailed info needed 
enc 1 

LINEMAN# J J Uranium Recovery Licensing branch aO/02/19 2pp 


Q003120679 Forwards addl info inadvertently left out of recent 
demography rept Requests all correspondence be addressed 
to GT Swanby# Suite 40i#6000 East Evans Avenue# Denver# CO 
SHANDY# 0 T Atlas Minerals 80/02/21 12pp 


8003260592 Requests that IE pay particular attention to regulation of 
tailings pond water levels ^ measures taken by licensee to 
mlnimite dispersal of blowing tailings during next insp of U 
mill S VerchlnsVi 800123 request for info end 
SCARANBiR A Uranium Recovery Licensing branch 80/02/22 ip 


6003290413 Author! les post-'const intp by Hi 1 1 iams*'Robinette 6 
Associates of lift on tailings dam at Atlas Minerals Moab 
U Mill Bite visit will require approx three man-days effort 
LINEMAN# J U Uranium Recovery Licensing Oranch 80/03/06 Ip 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS (MINING) 


6003270116 BuppI to# “Environ Rept# Subsurface Tailings Disposal for 
Federal-American Partners#" to accompany application for 
renewal of License SUA-667 
* Kaiser Engineers, 60/03/31 73pp 


8003040156 Summary of 791218 meeting w/Fodaral American Partners TVA 
in Silver Spring# MD to receive FAP consolidated environ rept 
^ discuss FAP license renewal request topics 

GILLEN# D M Uranium Recovery Licensing Branch 60/01/16 2pp 


B003060087 Forwards errata sheets for environ rept for proposed mill 
expansion project submitted Dec 1979 

SPtSAKrV F Federal American Partners 00/01/18 t4pp 


6003090183 Requests that local announcement for 800213 scoping meeting 
be placed in Casper Star Tribune#WY State Journal l< Riverton 
Ranger Meeting announcement end 

GILLEN# D M Uranium Recovery Licensing Branch 60/01/21 2pp 


8003200006 Requests participation in NRC 800213 scoping meeting re 
facility license renewal Role of state re mi 1 1 ing# tai 1 ings 
disposal & mining operation should be detailed 
ACKERMAN# W C Wyoming# State of 00/01/24 Ip 


B003190006 Notifies that 72 copies of environ rept were distributed 
on 800125 In response to NRC 800115 request 
HRIOHTiK H Federal American Partners 80/01/28 Ip 


6003170063 Advises that no units of Natl Park Sys will be affected by 
expansion of facility 

STRAIT.R A Interior# Dept of. National Park Service 80/02/13 Ip 


8003290133 Comments on applicant environ rept for facility expansion 
Rept should include older of magnitude of rock formation 
porosity Significance of fracture permeability should be 
more thoroughly discussed 

MENARD# H H Inter lor# Pe p t of# Oeologicol Survey 80/02/13 2pp 


6003130145 Comments on DES foi facility should include cumulative 
effects on area# increase in mill capac ity > o tppsure pathways, 
wildlife tt miscellaneous matters 

DANIELSON# L J National Ni 1 d 1 1 f e Fcdcrati on 80/02/18 lOpp 


8003180191 Responds to 800114 scoping notice No need for DOI to become 
coopeiating agency for purpose or environ statement 
preparation since proposed action has no effect on areas 
under DOI jurisdiction 

ARKINS.R J Interior# Dept of 80/02/20 Ip 


6003240609 Forwards comments on Environ Rept 90/65 

COMANDR# P Interior# Dep t of# Bureau of Land Management 00/02/21 
2pp 


0003250479 Discusses envii on rept for expansion of Fedora l-Amer i can 
Partners U Mlll#Fremont County. HV Emphasltes careful 
implementation of protective measures outlined in rept to 
prevent degradation of natural environ 

DALLaU#R M Inter lor. Dep t of. Fish l<Hildlife Service 00/02/21 
3pP 


8003240160 Comments on environ rept for expansion of Tod ei al-Amyrican 
Partners U mill in Gas Hills mining district of HY Care 
should be exercised to prevent excessive drain on ground 
water i osourccs caused by increased production 
HARRIS. R H Intel ior. Dep t of# Bureau of Minos 60/02/22 2pp 


6003280146 Submits comments re scope of proposed draft EIS oh roncwal 
of Federal American Partners U mill License SUA-0667 Draft 
EIS must consider cumulative impact of other U millsrmines ht 
heap leaching operations In area upon environ 
DURK5, N C Dlack Hills Alliance 00/02/25 Bpp 


6003270096 Forwards somiannual radiation sampling rept for Jul 1'979- 
Jan 1980 

URIOHT.KM Federal American Partners (Mining) BO/02/29 Ip 


—6003270101 "Radiation Sampling Program Semiannual RcpbiJul 1979-Jan 
1900 ’* 

Federal American Partners (Mining) 60/02/29 27pp 


8003290902 Advises that Federal American Partners has boon notified of 
NRC error in omission of LJ Danielson from environ rept 
distribution list Environ rept will be sent Name has been 
placed on NRC std d I'str ibut ion list 

GILLEN# D f1 Uranium Recovery Licensing Branch 60/03/04 Ip 


6003280660 Discusses shortcomings of Federal American Partners environ 
assessment rept for expansion & mod it License 9AU-667 
renewal Document failed to include details of tailing ponds 
to be created tc left after project 
DEXTER# W 0 Wyoming. State of SO/03/10 2pp 


DOCKET 40-6264 MICHIGAN CHEMICAL CORP 


8003130299 Responds to FOIA request for documents re identity t< 
location of nuclear waste sites in MI# Including dates sites 
were receiving waste# waste source t nuclear contaminatian 
escaping from sites Forwards documents listed in App A 
FELTON. J M Division of Rules and Records 00/02/26 2p p 


— 0003130306 Responds to 710423 Ur re SMD-Q33 License formerly 
designated STC-033 due to authorization to receive 8c store 
thorium only License prefix changed on 661100 to indicate 
that both thorium ti U were being processed 
LAYFIELD#R L Atomic Energy Commission 71/05/09 Ip 


— 6003130311 Ack receipt of NRC 710406 I tr re cancellation of License 
8(10-633 Informs of decision to terminate License BTC-a33 
Special cancellation forms should be forwarded If necessary 
00 haN#J H Michigan Chemical Corp 71/04/23 Ip 
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docketed items 


— 8003130314 NoUfic* that L»c*nie SHO-833 is fc*rminat»J in acc<»r<l*nc# 
w/710402 application No licahse fe« ra^uirnl laimarf iat b 
action fartn end 

LAVflELD^R L Atomic Enerjy Coftknls«ion 71 / 04/23 2 p(i 


— 8003130319 Informs NRC that source matl contains Small 

therefore is ecampt from f*« fie^uasts issuance of cretfit for 
payment of annual fee cavadrif 71020 S‘* 7 S 0204 
GDMAM. J H Michigan Chemical Corp 7 J/ 04/02 Ip 


— B 003130324 Responds to 710301 Itr re receipt of NRC 71020 & Invoit* 
L- 17 ea- 7 l covering fees for facilities & aiatl licenses 
License fee will be waived if application for cancellation 
IS filed by 710407 

MILLER. W 0 Atomic Energy Commission 71 / 04 / 0 ^ 3 pp < 


(1001H0440 AppiUJtMin 4 ’«'>0 lMen,P 'h f ml lo «,>Um>pH» , 

operatlun of pUni lu y U p u- ’> bpartny feejt s. 

containing '<p tn I i>i- o * 1 4 e n # u lOli # ute 

U“ It^ll in fm **' of hgilioilde snild 

Olfl/'KU X Ml I M gat> N < 'U^ f jj,|, 


— 000in04ni Mrqvisti pe< ^i»»».u tn , *i , y ^i.t tn..,, pii,,, 

US my l< 0 i )0 It fe*J ■•AII Im eatii ■ tm L V otit 4 Ml I iiy 
I &*'. thOPlun uiMle 

uguiAiri.n mm hi ye' l^••'M4l < m k' m 


(] 00 jH 045 'l ApplMatlon M’ i mu,i . # fUi| luefiie H’ i OM to 

aulhOSlM pOS*#«iMn» »ei*M* ' '»P >‘f I*' llj Mxii Mim 
solid foroi I ciutaMiMiy }•«« tr«n ) i mui« (im'i 
« MtsMySM th*-*»M«l 1 UI p mM «pl< 


—8003130331 Act receipt of NRC invoice for License 2A for 710205-7*30204 
Payment of fee i* de I ayedi p*hd i nj determination of amount of 
source m4tS cm hand AEC will be advised upon receipt of 
info 

GQIdANi J H Michigan Chemical Corp 71 / 03/01 tp 


—8003130336 IK Insp Findings Sc License* Acb 4U 700S10 of license 
SHS'-B33 insp findings no noncomp I ijnee noted 
a Atomic Energy Commission 70/09/18 Ip 


nOO *110499 litsnte SM ilil oi(. nes m, h^MIOHicun*, 

that renewal applusiMH tjp r.M^arip.i iii Lef.'ia e* i 

ospiratinn dale 

fJU'lMlAl'Mm, It A rtMl ■'M 1 t<#l;j fp 


'<HOOllst04h(} liirgatd* (Mentt uU tH i a.i i ihh i i j »ig sMitage tif j.jijo 
Iti vet Mulld* » tKtlei'iMig *'♦ u tf'n* mm 

LAVf’llll) II I Atiirtlt ii'pigy I '*\1«SM’|I ithi' U| Jp 


>8003130340 Forwards renewed Li Came 6Kb-033. author i i ing use of 2<000 U 
t/ U thorium 

HARMDN.D F Atcmic Energy Commission >> Deputy Director for Fuell 1 * 
Mat AS/ t 1/26 tp 


HOC iri 04 h i t M .Ti )' I I 4 ‘M f- <* » I M ^ *' » « iM 1,1 I |j Ui(ii I iin 

in *i ijne it wet < *ie f '* itur*^* mil^ m- a f/uiUni* y 
prucfdufes desti'Hjed M' /•'''I'l'h'i stiplMAiiiit 
lAYfUilLHi AtfKM Ml 


< ontamed 


— 8003130343 Renewed License SHD^saS. author 1 1 in g use of BOOO lb U I 
tfiorkum in accordance w/procedvres described In 601108 
application 

MAftMON.p f Atomic Energy Commission - Deputy Director for Fueli I 
Mat 68/U/26 2pp 


tiOOJI lf* 4 f'h A< k leieipl nf f.r, f,- lU il» WlUnM^wn ATI' MO app l 

foruaidl applM 4 lM>r< Ml > I , I * uth>< L Mi 

puMh4S« /'■M U » I Mif l«M M'/ INI Mil MIS f. M< iMOteSS 

4(30 U »'u i M' p 1 I.I I p 1 4 ' • 

urn lAH'i 0 f'M hi g*ii 1 • -'M 4 i '|i'U Ijjp 


‘8003130349 Application for renewal of emended Uitenie 8TC’‘'833 
authorizing continued processing of rare earth feed stoclis 
containing 0 2^0 3K of thorium ti natural U 
TRIO.E B Michigan Che^blcat Corp 68/11/00 2pp 


App]MaiM>' tK’ « '•* 
us# pf /-'I/' Jfc I ' l > * 

loniainttiy less m>4'> i m> 
e^ufpAent 4ni i 

lltifAl’i t y y t iM* m«.4m < 


* **U lM««.s» a-iMuMiiiiig posuisian 
'e 1-1 ■ *rf w»l sul Id 

/ 4 i - > -if U I I iM U I 4*it 

« i ' HT I Mlh , 114 Ijip 


—8003130354 Notifies that Llcertfe fiffS-G33 esplTe* 601150 flefjuests thet 
renewal application be submitted 30 days before erpiraiien 
date 

NI/SB9AUMER « 0 A Atomic Energy Commission 60/09/24 Ip 


1100,11 h)4/4 (teipiints mj r " >1' iM f * «an iMense M) process 

Ilf* saflf ptes f « ,iii, (ti 1 * Al r • .ri<,laM«l V lh»»* !»('*> 
desiMplMtti *>* aiJl Mf i<t » jre M nf apiiliiaUon 

NVJVUU'M*rtf,H A AS - M Ipp 


■8003130360 IE Insp Findings U Licensee Ack 4U 600627 of License 
Shilf"033 Insp findings no noncomp 1 i ance noted 
* Region 3» Chicago, Office of the Director 68/06/27 Ip 


fl00ilil04/1 apiM'jSt -I fi< 4i r«nil iMeosf 

WfiilAhi H fiM n*g4'i I 4 I ii*D *’■ iiMln lu 


•8003130362 Application for renewal of amended 0CT*-B33 aulhoriiinj 
possession 6 Use of t.-OOO )b U 6 thorium in form of 
hydroxide solid 

a Michigan Chetnical Corp 68 / 11/00 2 pp 


II 00.11 1 114 / f Apr i Mall -If* ** «i.. 4 i .» i.ti, MaU ii^ejjsr <JM /6 

auifilMlIlng M< f" f M M »* siiMAia iuld* 

hydruiMle m* f<»'t » % H» . .'«»m-Mj |»«s M-*ii n, 

thorivn ‘Mid* 

IMRAf'l fVtt *»M<al'i*, AS'«'Ml>« *lpp 


-8003130367 Amendpd Lifensi 0110-833 aythorfeing uu 6 poisestlon Of 7 
thorium in accordance u/peocedures discriped in 
691021 it 660927 applications & 661 Q 26 suppl 

HAJMON^D F Energy Commission - Deputy Director for Fuels 


-8003130371 AppK cation for amend o# License 810-033 to permit 
processing of raw matU containing 0 1 -lX thorium t< natural 

WILLIAMg.D Michigan Chemical COrp 66/10/26 2pp 


to 6609^6 request for amend to License QTC-e33 |. 
‘ J ^equeete new application separating 
iUn! I? ^ »>«>nproprletery Info <ref IOCFR2,79D>, 

ts,&T ‘"Sj, 

st'ftS'v ‘ 

VllLLlMlStD Michigan Chenlcat Corp 66/09/26 Spp 


■■— aW03 i 3i7o89 Forwards renewed License a, 

s,!S!" i; 

HARMOrtiD F Atemif Energy Commission 6 S/ji /05 U 


(I 00 , 1 l,|fi 4 ll') (trtifist M 4 * t If haen ortxufed (,r 

pnsieSMia ty lliSiiite -iJr* | 'M, r,, 

tUltn.t M Mill, H 41, fi««-ki,,t Ip 


' 'lion i]'if) 4 il i hut * 1 1 r I 4 i < M 41 » 4 ' M v. j. ij. M *4 >t /irys/f { 1 1 tf 

leniwal appluaiM ii« t i» bef»'*e ♦ipMaiHui 

deu 

Nty^{(|fAf nf (i fl A AMi*''i) t i 4 )p 


‘ '‘UOOJl, 104116 A'lthiif I i«s s4^*9ge # Mi i,* Anil pi<n*sied (*n(|er I toi'sd 

nfC ' 7 ft in Aaufjer \p#-|Str 4 m- nM-hMi ii*- 

H |i A A Ml km i S * I ><*- A I .'♦i/itn |p 


DOOjLilHVl I iLpfise lt* r. a-M,<<Mi 4*4 .e.eiri uussesiinn uf tulle t 
JOD If ns i(/ maie^eit k naiil* etj* »M,V(iye unty 

DEiANty- C AiroM M-eciv » r*ii*sMjM iTepn^iy lureitor for fu#ls 
I- Net 


‘'’0OO3HO4'/4 Re,ti/oifti |f«* <-M t V i 4 *< Si inens* nf< -fft te loietun < 

too loni of maia^/ii n/iarMe f 4<>4 /fai i will 6 * tet-t Hi are! 

vnroiKirAff rfiiiMgai < •,eni, „l ril/'^vm ip 


0003)5044? lists Mtfji *iefJeo m- *«#* d applMeUmi shiinld vendor dttn 
*p f/pceei fvO 4 <ias «(» a-aia^a'i for laxp earu 

t«(\4SiiL 

flEtAfdKV, ,/ c Air AM i*‘e»gv ri»iMsn„#f f,|i*t-M/5 la 


--80031305^ Dmiuisis wg ( recital ''p ftItiUfr applitalion lu store iOO 
ipf>» tff Aeraffi# are i ariUni auif** fs.r ^ruienu’g IDO 1 b 
44 or* Ai|Aai| 4 i lire II s a 4 1 s # 4 C lufy 
Baevra^a !!!'' f^Okfsi lh«irivfc |Ktu#*p|«t* MU* infft needed 
r AtdAii K-'iivg,^ CfiA-Aissiun fc|/0«f/0»l Ip 



DOCKETED ITEMS 
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— B0D31305O4 Foru>ards docket file re HI Chernical Co 610113 application 
for licence to receive ^ «tudi^ thor ium''beBrin 9 matl 8e<ii>Bstt 
coiriment on adei^uacij of propoeed procedures to assure 
compliance u/code 

DELANEY. J C Atomic Energy Commission 61/01/24 2pp 


— G003130&D9 Requests that 610113 license application be confined to 
receiving & storing monazlte sand Radiation safety check 
rept end 

OAMKILLi A M Michigan Chemical Corp 61/01/01 3pp 


— ^8003130512 Requests license to receive 6 handle thorium-bearing matl 
500 lb crude concentrate containing thorium residues & scrap 
to be reprocessed to high purity thorium oxide or metal 
QAMMILL. A « Michigan Chemical Corp 61/01/16 2pp 


DOCKET 40-6622 PATHFINDER MINES CORP 


8003030483 Discusses review of two yr insp enforcement history of 
licensee facilities Insps conducted on 780911-12 790620- 

22 81s items of noncomp 1 lane e were noted. but no deviations 
were identified 

WQOLSEYfR T Uranium Recovery Licensing Qranch BO/02/06 3pp 


DOCKET 40-6659 PETRDTOMICS CO . OETTY OIL 


8003240221 Discusses results of pinhole tests transmitted by vendor 
800103 Itr Tests were performed on impervious claystone flU 
used in const of recent tailings dam addition Claystone has 
been shown to be nond 1 spers ive 

GILLEN. D M Uranium Recovery Licensing Qranch 80/01/24 Ip 


6003030230 Forwards "Const Rept Petrotomlcs Tailings Embankment. 8h ir ley 
Basin. WY " 

PFAFF.a J Petrotomlcs. Inc 80/01/30 Ip 


—8003030235 "Const Rept Petrotomlcs Tailings Embankment. 8h irley Oasln. 
MYi " prepared for Pctrotomicsi Co Oversize drawings end 
AZOCAR. R Chen Si Associates. Inc 80/01/16 50pp 


8003310204 Forwards Petrotomics final embankment const rept. subml ttod 
In fulfillment of License Condition 24 Requests review of 
document by J Kane L Corps of Engineers N/o end 
LIKEHAN. J J Uranium Recovery Licensing Branch 80/02/22 Ip 


6003240232 Forwards vendor embankment final const rept. subml tied in 
fulfillment of License Condition 24 Requests review of 
document by NRG consul tant. Corps of Engineers 

LINEMAN. U U Uranium Recovery Licensing Branch 80/03/04 Ip 


DOCKET 40-7869 PLATEAU RESOURCEB. LTD 


8003190754 Submits rept of liquid 4. gaseous effluent releases to 
unrestricted areas for Jul-Dec 1979 
NEHMAN.P 8 Plateau Resources. Ltd 80/02/08 Ip 


DOCKET 40-8027 KERR-MCOEE CORP. 


8003190021 Forwards application for amend of License 8UB-I010 4( 
required processing fees Application provides for continued 
surveillance of fertilizer program establishment of 
permanent raffinate treatment acreage 
SHELLEY. U J Kerr-McOec Nuclear Corp 80/01/29 tp 


— 8003190029 Application for amend of License 8UB-101Q authorizing 
continuation of raffinate fertilizer treatments to land at 
facility 

» Kirr-HcOee Nuclear Corp 80/01/31 3pp 


DOCKET 40-8052 MITSUI it CO (USA). INC 


8003140367 Amend 2 to Mitsui 4( Co USA. Inc license extending expiration 
date to 860630 to import U from Canada 

PETERSON. M R Assistant Director for Export/Import Internationa) 
eafeguardi, 80/02/28 ip 


DOCKET 40-9064 EXXON MINERALS CO USA, EXXON CDRP 


B0D3060O3B Forwards first monthly rept re restoration of water quality 
affected by casing leak at U solution mining R6D pilot. 

Converse County, State of WY WY 800104 Itr end 
TRUSSELL.H H Exxon Minerals Co . USA 00/01/29 I6pp 


8003050530 Submits info for quarter ending 790930 re sample analyaes 
for Guard Well 0-B 

TRUSSELL.H H Exxon Minerals Co . USA 80/01/30 2pp 


3003270514 Discusses Well H-3 weekly sampling results l> bimonthly well 
monitoring schedule 

TRUSSELL.H H Exxon Minerals Co . USA 80/03/11 6pp 


DOCKET 40-0084 LISBON MINE. RIO ALOD-M CORP 


6003190015 Notifies that UT Board of Oil.Oas L Mining U vendor have 
executed mined land reclamation agreement escrow Amount 
due for 1979 has been deposited in escrow account 
LAWTON. M D Rlo Algom, Ltd 80/02/04 Ip 


DOCKET 40-8102 EXXON MINERALS CO USA, EXXON CORP 


6003100220 Requests addl Info re request to renew License SUA-1139 by 
790222 Addl info request end i 

LINEMAN. J J Uranium Recovery Licensing Qranch 80/02/04 7pp 


8003140005 Forwards consultant analysis of differential settlement 
expected to occur in reclaimed tailings pond at Highland U 
mill Differential settlement will not result in excessive 
disruption of day cap 

ORTLQFFiG D Exxon Minerals Co . USA 80/02/19 I7pp 


DOCKET 40-8188 LEDOUK 1 CO 


8003060436 Atk receipt of 791231 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 70-0314/79-01, 
40-0108/79-01 <1 30-05260/79-01 

MCCLINTQCKiR 0 Region t, Philadelphia. Office of the Director 
80/01/24 Ip 


—8003060443 Responds to NRC 791206 Itr re violations noted in IE fnsp 
Repts 70-0314/79-01.40-8130/79-01 30-05260/79-01 

Corrective actions broken meter repalrod, two supplemental 
instruments ordered as backup 
KALLMANN. 8 Ledoux 4. Co . Inc 79/12/31 Ip 


—8003060447 Discuses insp of Licenses 40-0188. 70-0314 t< 29-01442-01 on 
791109 t, forwards notice of violation 

MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
79/12/06 Ip 


—3003060452 Notice of violation from insp on 791109 

# Region 1. Philadelphia. Office of the Director 79/12/06 Ip 


DOCKET 40-8304 HYOIIING MINERAL CORP 


6003190011 Application to renew License 6UA-12D4 authorizing solution 
mining RItO activities at 517 area site Description of 
licensed activities ^ map enc) 

aCHENOELiK R Wostinghouse Electric Corp . Wyoming Mineral Corp 
80/02/05 4pp 


0003210199 Advises of organ! xational changes effective 800123 
HOHNE.F C Wesiinghouse Electric Corp . Wyoming Mineral Corp 
80/02/07 ip 


DOCKET 40-0348 IN 81 TU URANIUM LEACHING PROJECT 


0003170021 Application for renewal of source matl License 
0UA-I223 "Addendum to Synopsis of Research In Situ U 
Leaching Project." dtd 791026. d iscusies aquifer 
stabilization & remaining decommissioning work 
LAR80N.T L Union 76 Minerals Exploration Co 80/01/15 5pp 


8003170105 Application for renewal of License SUA-l?23i author A z Ing 
continuation of in situ U leaching project Oversize 
detailing layout of project end 

LAR&QN. T. L Union 76 Minerals Exploration Co 60/01/15 6pp 
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UUUKETED ITEMS 


DOCKET 4O-a3B0 ROCKY MQUMTAlN Ef^EROY CO 


9003250485 Requests that eicuriion peporkirig contlnije at reduced 

intBrval o-f tu>ice pep^monfch Also requ««t4 that variaditrm !« 
calcium be added to list of excursion indicators iif/upp«r 
control limits as previously definrd 
nORROW, D Wyoninifj Skate of GO/oa/22 Ip 


6003240236 Confirms G00207 telcon ac kinoi^ledy ing receipt of application 
for reneua] of Source Kakl license SUA''122a Requests 
submittal of correctly dated and docketed Form NRC-’2 addl 
info re test patterns U encl consultant revievi 

nOTHFLEl SCh^ J E Uranium Recovery Licensin 9 Dranch 60/08/29 Spp 


-’•0003240242 Advises that addl pUok studies bg Rocky Mountain Energy Co 
re in situ U leaching mill not degrade subsurface environ 
If cai ried out as described tn request for reneual of 
Source Hatl License SUA-I22a 
WARNER. D L Don L Warner 76/07/23 6pp 


DOCKET 40-8434 HOME STATE MINIKO CQ LA 


B0031G0225 Forurardi State of UT 900206 Itr to author re ex p erlman bal 
IX plant 

RANSOWE.J U Honestalie Nlning Co GO/08/14 3pp 


DOCKET 40-0452 DEAR CREEK URANIUM CO 


8003130142 Application foi administrative amend bo Conditions 49 & 50 
of License SUA’* 1310. es tend i ng reporting dates for results of 
radionuclide analysis Stmill area background levels to 
00090] 

HEDLQCKi R L Dear Creek Uranium Co 00/01/21 2pp 


8003050573 Forwards U tailings mgt plan per Condition 51 of License 
&UA-1310 Methods employed uill effeettvely mitigate 
potentia] enviion problems U/o end 
WEDLOCK. R L Dear Creek Uranium Co 00/01/30 Ip 


80031 10IS4 Forwards License SUA-ISIO t amend in response to 000204 
telcon l^/o ene 1 

GARCIA. P j Uranium Recovery Licensing Dranch 00/02/09 2pp 


OG2609Q4 Act receipt of Q00229 Itr informing NRC of steps taken to 
correct violation noted in lE Insp Rept 40-0452/79-01 
OROWhr. 0 D Region 4. Dallas. Fuel Facility t Materials Safety 
Branch BO/02/29 Ip 


-8003280602 Responds to NRC 600215 Itr re violations noted in IE Insp 
Rapt 40-64 58/79-01 Corrective actions verbal it uritten 
notification of operators supervisors that eating uill 
be conducted in lunch room only 

CHASE. 0 R Dear Creek Uranium Co 80/02/25 Ip 


— 0OO32BO6O9 Forwards IE Insp fiepb 40-8492/79-0] on 790015-16 ti notice 
of violation 

DROWN.O D Region 4. Dallas. Fuel Fadiltty & Materials Safety 
Branch 00/02/15 2pp 


— B0032Q0617 Notice of violation frrom insp on 790015-16 

e Region 4. Dallas. Office of the Director 60/02/08 ip 


—0003260624 1£ Insp Rept 40-0452/79-01 on 790015-16 None omp 1 lance Tioted 
eating in nonappreved production areas 

BROWN. 0 D Region 4. Dallas* Fuel Facility V Materials Safety 
Dranch DAWSON. . J . HUSTAIN.H J Region 4. Dallas. Office of the 
Director 00/02/00 8pp 


6003290610 Requests a ss i stance . unde r NRC Consulting Contract 
AT-i 49-241 1016. in evaluaiitig potential water quality Impacts 
from below grade tailings disposal at Bear Creek U Mill in 
Converse County. WV 

LINEMAN. J J Uranium Recovery Licensing Dranch 80/03/06 ip 


1003280657 Forwards final supplemental ifata for div cut riprap 
analyses 

HEDLOCKiR L Dear Creek Uranium Co 00/03/13 2pp 


DOCKET 40-0502 IRIGARAY MINE- WYOMING MINING CORP 


BOO3O4OO04 Forwards response to NRC 791280 request for addl info re 
790629 application for amend to SUA- 1 34 1 . Cond 1 1 i ont 11 & 40 
Fourteen overslio maps end 

FORD. W H Westinghouse Electric Corp . Wyoming Mineral Corp 
80/01/15 llQpp 


0003120731 Forwards Production Unit 6 baseline data package sent to 
State of WY on 800109 

FORD. W H Wyoming Mineral Corp BO/Ol/lS 64pp 


8003120737 Forwards trend V monitor well sampling data for third 
quarter. 1960 

FGRDi U H Westinghouse Electric Corp . Wyoming Mineral Corp 
60/01/10 9Bpp 


B003840059 Requests that quarterly reporting sys be reinstituted 
Retracts 791003 Itr which discontinued quarterly reporting 
Requests company response to NRC 791220 Hr re 2.000 gpm 
amend request 

MORROW* D Wyoming. State of BO/02/01 Ip 


B00321019J Advises of organi lat i oita 1 changes effective B00I23 
HOHNE. F C Wyoming Mineral Corp 00/02/07 Ip 


6003810199 Advises of organi i at i ona I changes effective 800183 
HDKKE. F C Westinghouse Electric Corp . Wyoming Mineral Corp 
80/02/07 Ip 


6003190028 Forwards S00207 Itr to Irigaray facility from State of 
WV re meeting on Permit 478 

FQRDi W H Wyoming Mineral Corp 00/02/13 3pp 


6003240168 Forwards WY Mineral Corp 800129 Hr to State of WY re addl 
trend wells at Irigaray faclUty UeUs have been drilled 
completed for production control & evaluation purposes 
Related data 6 analyses enc 1 

FCRO. W K Westinghouse Electric Corp . Wyoming Mineral Corp 
00/02/13 43pp 


6003130236 Forwards weekly water quality analyses of shallow monitor 
it shallow research well samples taken on 800l22i29 h 0205 
Pietometr Ic. contour maps constructed from shallow xone 
static water levels enc I 

WICHERS.DL Westinghouse Electric Corp * Wyoming Mineral Corp 
80/02/14 I4pp 


8003190797 Advises responses to Irigaray 2.000 gpm amend will be 
delayed until uk of 600222 or 600306 
FQRD.W K Wyoming Mineral Corp 60/02/20 Ip 


6003280144 Application for amend to 790629 application for amend to 
License 8UA-1341. author i t ing Immediate increase in facility 
primary flow rate to max of 1600 gpm prior to 600401 
FOROiW H Westinghouse Electric Corp . Wyoming Mineral Corp 
60/02/27 8pp 


DOCKET 40-6564 UNION 76 MINERALS EXPLORATION CO 


6003190075 Confirms 000107 telcon re internal waste removal Forwards 
blasting procedure for subsurface tailings Impoundment 
Dlasting will not be used within 40-ft of final inside toe 
of subsurface tailings impoundment 

ACOSTA. A P Union 76 Minerals Exploration Co BO/Ol/OS 2pp 


6003170064 Discusses completion of annual survey within five miles of 
mill site, in fulfillment of License Condition 33 No known 
permanent residences to date within 10 miles of mill const 
site Transient uses of Red Desert area continuing 
ACOSTA. A P Union 76 Minerals Exploration Co 00/01/29 Ip 


DOCKET 40-0585 WVOMlNO MINERAL CORP 


6003210199 Advises of organ i tat lona I changes effective 600123 
HDHNE.P C Westinghouse Electric Corp ■ Wyoming Mineral Corp 
60/02/07 Ip 


6003290460 Responds to 800130 Hr by forwarding environ/taf ety Impact 
appraisal Appraisal covers major considerations for Issuing 
licanse Bupporting documents S< correspondence available from 
PDR- Info re FL facllltlei avaiJabH from State of FL 
FI8HER. D Uranium Recovery Licensing Branch. 80/02/26 Ip 
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— 60032504Q& Seque«tf 1 i c eni « i li c ensa application t< relatad documentation 
& corretpondence for WV Klnaral Corp Qingham Pit Mine & 
three licensed U reeoverv operations In PL 
DAVlSiA J Affiliation Unknown 80/01/30 Ip 


DOCKET 40-G&0t AIR FORCE. DEPT OF, USAF K08P . VANDENDGRO 


60032100S9 Forwards certification stating that source matl provided to 
First Strategic Aerospace Dlv at Vandenberg Air Force Base. 

CAi for use In joint test assemblies is classified Section 
91b under Atomic Energy Act of 199Aias amended 
HOOVER, kl U Energy. Dept of B0/0S/2f> 2pp 


DOCKET ‘lO-eAOa UNITED NUCLEAR CORP 


8003030334 Forwards "Preoperatlona J Radiological Environ Monitoring 
Program Rept.” Mar 1978-Nov 1979 
WOLFF. C E United Nuclear Corp 80/01/29 3pp 


’--8003030341 ''Preop erat i ona 1 Radiological Environ Monitoring Program." 
Mar 1970-Nov 1979 

a United Nuclear Corp 80/01/29 850pp 


8003240225 Discusses proposed amend to Source Hatl License 8UA-1356. 
extending submittal date for operational intp St surveillance 
program for mill tailings embankment retention sys ^ 
d ischarge/decant sys Recommends approval 

KOTCH. J L Uranium Recovery Licensing Branch. 80/02/22 2pp 


8003200470 Responds to 800124 request for info re facility Answers 
questions re location of principal tracts of site to be used 
for fflining/ml 1 1 ing. dates of facility const & license Issues 
SCARANO.R A Uranium Recovery Licensing Branch 60/02/26 Ip 


8003270342 Summary of 800129 meeting w/vendor U TVA in Silver Spring. 
MO re proposed tailings mgt alternatives for plant site 
KOTSCH. J L Uranium Recovery Licensing Branch 80/03/06 3pp 


DOCKET 40-0647 KERR-MCOEE CORP 


0003060127 Forwards draft reg guide re calculatlonal models for 
estimating human radiation doseti in response to 600116 
teleon W/o encl 

MILLER. H Uranium Recovery Licensing Branch 80/02/01 Ip 


DOCKET 4O-067S ENERGY FUELS NUCLEAR. INC 


6003060047 Forwards decommissioning St reclamation bond assuring 
decommissioning St reclamation obligations pursuant to Source 
Matl License 3UA-1325 Breakdown of costs set forth in 
Section 3 6 1 of NRC Aug 1979 EIA 

OLABIERiO E Energy Fuels Nuclear. Inc 00/01/19 4pp 


6003270349 Summary of 000131 meeting w/vendor in Silver Spring.MD re 
land ownership it surety arrangement 

OILLENj D M Uranium Recovery Licensing Branch 00/03/04 9pp 


DOCKET 40-0681 GNEROY FUELS NUCLEAR. INC 


8003060063 Informs that operations will begin on 600901 
ADAMS. R H Energy Fuels Nuclear. Inc 00/01/31 Ip 


8003240516 Discusses procedures prior to startup Radiation safety 
program being deve loped. moni tor ing equipment is on order or 
already obtained it procedures are being documented Environ 
monitoring program Is operational 

BAKER. C E Energy Fuels Nuclear. Inc 60/02/09 2pp 


6003140339 Responds to 800211 Itr. Amend to License 8UA-1396 will be 
issued Request being reviewed Administrative amend fee 
required 

WEISS. 0 License Fee Management Branch 60/02/22 Ip, 


8003260129 Forwards two warranty deeds. documenting acquisition of land 
per 800226 teleon 

BAKER. C.E. Energy Fuels Nuclear. Inc. 00/02/26 9pp 


8003250916 Submits approK schedule of forthcoming NRC imps in response 
to 600209 requi^st Insp of celt excavation it liner 
Installation will occur sometime during first two wks of 
Apr 1900 I 

UINEHANiJ, J. ^ranium Recovery Licensing Branch, 60/03/04, Ip 


0003270349 Summary of 000131 meeting w/vendor in Silver Spring. MD re 
land ownership it surety arrangement 

OILLEN. D M Uranium Recovery Licensing Branch 00/03/04 5pp 


DOCKET 40-0693 OOLE PETROLEUM, INC 


0003240154 Submits third quarterly rept. cover ing Nov 1979-Jan 1960 for 
in situ U solution mining operation in Bison Dasin area of 
WY Quarterly sampling of leak detection monitor well on 
south side of evaporation pond continuing on schedule 
CATCHPOLE. 0 J Ogle Petroleum. Inc 80/02/13 iBpp 


DOCKET 40-0697 ROCKY MOUNTAIN ENERGY CO 


8003060053 Submits info for quarter ending 791231 re License SUA-iSDB 
Operations centered on changing from production mode to 
restoration mode 

SPIELES.P Rocky Mountain Energy Co 80/01/21 Spp 


8003240183 Forwards application for renewal of Source Matl License 
6UA-i220 

NEUMANN, M R Rocky Mountain Energy Co 60/01/23 Ip 


— 8003240191 Application for renewal of Source Matl License SUA’-122B 
authorizing 5.000 kg U-300. in form of s lurry, recovered from 
pregnant lixlvlant 

OLDHAM. K R Rocky Mountain Energy Co 00/01/23 4pp 


8003270078 Ack receipt of 800103 notification Itr re Reno Creek Project 
restoration Rept re progress S. future plans following 30~day 
groundwater sweep phase is expected 

SCARANO.R A Uranium Recovery Licensing Branch 00/01/25 Ip 


0003190770 Submits semiannual effluent monitoring rept for Jul-Dec 
1979 Tables encl 

SPIELES.P Rocky Mountain Energy Co 80/01/29 7pp 


DOCKET 40-0690 PLATEAU RESOURCES. LTD 


0003250090 Recommends that agreement states perform insps U evaluations 
of U mill tailings dams to ensure that incident similar to 
Church Rock.NM tailings retention sys failure will not 
occur Summary statement of NRC evaluation encl 
KERR.C W Assistant Director for State Agreements Programs 
00/01/03 3pp 


—8003290114 Presents NRC position re requirements of U Mill Tailings 
Radiation Control Act of 1976 Outlines approach & schedule 
of NRC technical assistance reviews to help states comply 
Outline of tailings mgt program evaluation encl 
KERRiO W Assistant Director for State Agreements Programs 
79/12/31 6pp 


—0003290128 Safety evaluation input re Shouterlng Canyon tailings 
retention sys Proposed sys meets intent of Reg Ouide 3 il & 
will result in safe sys providing encl recommended license 
conditions are met 

OILLEN. 0 M Geosciences Branch 79/12/31 12pp. 


DOCKET 40-8702 ARMY. DEPT DF, ARMAMENT MAT READINESS COMMAND 


0003070169 Discusses IE insp of License 8UB-1339 on 791024 No 
noncomp 1 tanci noted Major areas inspected selective 
examinations of procedures 6 representative records, 
personnel interviews i inspector observations 

MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
00/01/04 Ip 


DOCKET 40-8713 NAVY. DEPT OF, NAVAL AIR REWORK FAC BAM DlEOO.CA 


8003140320 Ack receipt of 800222 Itr informing NRC of steps taken to 
correct noncompliance noted in notice of violation 
ENQELKEN.R H Region 9. San Francisco. Office of the Director 
80/02/29 Ip 


— 8003140334 Responds to NRC 791119 Itr re violation noted In IE Insp on 
791022-23 Corrective actions notice to employees posted 
ROeA.M Navy. Dept of 00/02/22 Ip 
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— B00314033B Ack r«c»iplr gf 791217 Itr (nforminp NRC of stsps taken to 
correct violation noted In IE Imp on 791022*‘S3 Requests 
response to Item D of notice of violation 

EKOELKENiR H Region 5i San Francisco. Office of the Director 
BO/02/07 Ip 


'--6003140342 Forwards response to MRC 791115 Itr re violations noted in 
IE insp on 791022-23 

PHIi.LIP 8 .Aft Havg.oept of 80701/14 Ip 


-“0003140333 Responds to NRC 791115 Itr re violations noted In IE insp on 
791022-23 Corrective actions NftC rules !< regulations in 
custody of radiation safety officer S< radiation control 
con-nlttee established 

HAHILTON.L R Navy. Dept of 79/12/17 3pp 


--3003140357 Discusses IE Imp on 791022-23 ^ forwards notice of 
violation 

ENOELKENiR H Region 5 i San Francisco* Dffice of the Director 
79/1 1 /IS 2pp 


-.-00031 40360 Notice of violation from >nsp on 791022-23 Noncotnpl ianco 
noted loniiinj radiation control committee not formed 6 
radioactive <natl not inventoried 

a Region 5* San Franciscoi Office of the Director 79/11/15 

app 


DOCKET 40-0721 ROCKY MOUNTAfN ENEROV CO 


0003130649 Dlicussfs rejection of Nine Kile Late application Major 
application deficiencies include inadequate environ 
assessment, mint plan %i reclamation plan Forwards review 
comments. 

hORROWtD Ngoming. State of QO/Ol/lS 13pp 


0003060023 Responds to 791218 Hr re biological asiessment of Nine 
Mile Late (J recovery project Concurs that there will be no 
affects on bald cag I e* per egr in« falcon 4 black-footed 
ferrttt. 

DUNCAN. H P Interior. Dept of. Fish & Hlldllfe Service 80/01/22 
IP 


0003060137 Provides comments for inclusion in Olson Dasin PDES Results 
of Ogle Pilot study should be used when character! i i ng 
wastes or discussing one lone restoration Includes detailed 
discussions of disposal plans i groundwater monitoring 
KAUFHANN. R 8 Uranium Recovery Licensing Rranch 30/01/30 2pp 


DOCKET 40-0722 DftUBH-HELLMAN* INC 


B0D3240210 Discusses N Robinette review of Teton Eip I orat i on. Inc 
environ site rept Doologic h. gioundwater data insufficient 
to support "no leakage'’ position Drilling info lacking 
geophysical log data do not support "no leakage " 

KAUFKANU.R 8 Uranium Recoveiy Licensing Dranch 00/02/11 Ip 


0003140099 Forwards addl topg of "Embankment Info for North J« South 
Leuenbergen Reservoirs**' per 000222 telcon request U/o 
end 

APPEL. R R United Nuclear Corp 00/02/22 2pp 


— 0003140109 Forwards ’’Embankment Info foj North *y South Leuenberger 
Reservoirs." as required by Stipulation 32 of license 
HERLIHY. D United Nuclear Corp BO/02/01 2 pp 


* — 0003140117 "Embankment Info for North South Leuenberger Reservoirs 
HERLIHV. D United Nuclear Corp 00/02/01 47pp 


DOCKET 40-B745 COLE PETROLEUM 


0003060137 Provides comments for inclusion in Qison Rasin PDES Results 
of Ogle Pilot study should b« used when charac ter 1 1 mg 
wastes or discussing one lone restoration Includes detailed 
discussions of disposal plans !< groundwater monitoring 
KAUFMANN. R S Uranium Recovery Licensing Branch 00/01/30 2 pp 


80030S0008 Advises that project environ rept has been placed in reserve 
at Fremont Public Library to assist In following NRC 
licensing actions NRC EIS will be forwarded upon completion 
KAUFJiANN. R S V/ranium Recovery Licensing Branch 80/02/01 2pp 


8003060028 Forwards responses to NRC questions received on 000116 re 
mat 1 /b yproduct license application Describes radiological 
impact assessment 

CATGHPQLE. O J Ogle Petroleum. Jnc 80/02/01 I3pp 


8003190012 Notifies that review of NRC environ rept re in Situ U Mine 
Is complete Assumption that area disturbed is marginal 
habitat for wildlife Is incorrect Adjacent habitat will be 
invaded by displaced anima 1 s. resul ting m overpopulation 
MALLEKSTROMr ft ( nter 1 or* Oe p t of. Fish // Wildlife Service 00/02/01 

3pp 


6003030604 Submits addl info re license vol of one aquifer pore vol 
in neo wel 1 f leld 

CATCHPOLE.O J Ogle Petroleum. Int 00/02/28 ip 


DOCKET 40-0747 EVEREST MINERALS CORP 


8003240260 Ack receipt of 791115 Itr forwarding plan fop 
dec ontanlnat 1 on I retlamation of U recovery operation Plan 
procatted as amend to Hcense Safety i environ amend fee 
paquiretf 

HE188. D License Fee Management Dranch 80/02/29 ip 


0003230442 Advises that License SUA-1372 conditions associated u/ 
license are void due to enactment of Public Law 96-106 
amending U Mill Tailings Radiation Control Act of 1978 to 
remove NRC authority o/er tailings in agf eement 
SCARANA.ft A Uranium Recovery Licensing Dranch 80/01/20 ip 


DOCKET 40-0727 KEflR-MCOEE NUCLEAR CORP 


8003140077 Submits addl Info in responsa to 791219 request r» source 
mail license for U Ion exchange facilities to permit 
recovery from mlnewater 

SHELLEY. W J. Kerr-McOee Nuclear Corp 00/01/31 4p p 


6003270071 Forwards NRC Itr to Everest Minerals Corp re 791109 voiding 
of Everest Noboon Project License SUA-1372 by onactment of 
Public Law 96-106 Recommends making conditions of NRC 
license part of TX License tor project W/o end 

SCARANQ*R A Uranium Recovery Licensing Qranch 80/01/26 ip 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 40-8720 TETON EXPLORATION DRIUHNO CO , INC 


8003140463 Forwards prringfctlon Packer test rept per CondItioTi 34 of 
Eogpce Mat! License 3UA-1373 

HERLIHY.Y- D United Nuclear Cqrp rTeton Exploration DrilUng.lnc 
Dlv 00 / 01/10 ip 


—8003140466 "Packer Test Rapt” for Pattern i.N well field area U Pattern 
l.M well field area 

JjeRLlHY. Y 0 United Nudear Corp .Teton Exploration Drilling. Inc 
Dlv 00/01/10 I 6 pp 


DOCKET 30-2 UNIV OF Ml CM JOAN RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


8003170035 Responds to 790020 V 0919 Itrs requesting approval of spent 
fuel shipment route from univ to Aiken. SC Route submitted 
□n 790917 approved Data re local law enforcement 
arrangements it approved route withheld (ref I0CFR2 790) 

KERR.bl Physical Security Licensing Dranch 79/12/26 2pp 


Q Inspection reports* IF Dulletins 6 correspondence 


0003170001 Forwards correspondence w/«Y Dept of Environ Quality re 
required updating of excursion parameter criteria.per 
Source Matl License Sl/A-1373 

80/01/22 rTeton Exploration DrlUlng. Inc 


8003120103 Forwards IE Circular BO-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLCft, J O Region 3. Chicago, Office of the Director 90/02/01 

Ip 


0003210041 Forward I IE Insp Rept 50-002/00-01 on 000206-08 No 
noncomp 1 ianc e noted 

HlNO.<iJ A Region 3. Chicago. Safeguards Dranch 00 / 02/20 2pp 
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’•''8003210349 IE Imp Ript SO-OO2/0O-O1 on 800S04-OB No noncomp lUnti 
notcrf K«jor insptctod f«€ult;g organization i< 

operati on« mtaiur fmcnts V contro 1st inyontorgi «h 1 ppirtg 
rtcelving St records Dotails urlthheld (rof 10CFR2 790) 

HINDtJ A Region a< Chicago. Safeguards Branch RATTERSONtJ R . 
FlNLEYiA 0 Region 3. Chlcagor Office of the Director 80/02/27. 
IP 


Q0032&0327 Forwards revised cover page to lE tnsp Rept S0-OO2/BO*'O2 
Rept orlglnallg Issued In error under 90'’002/B0’*01 
DAVlSi A B Region 3t Chicago. Fuel Facility & Haterials Bafetg 
Branch 60/03/04 Ip 


— 80032ii033A Revised cover page to IE Insp Rept 50-002/80-02 Rept 
original Ig issued under 90-002/60-01 

FlSHERiM L Region 3t Chlcagoi Fuel Facility Materials Safety 
Branch HIlLERtD Ei PAULr R. A Region 3. Chicagot Offlca of the 
Director 80/02/2i. Ip 


S Riportahle occurrenceii LERs U related correspondence 


6003200477 Advises that on 600301i approx 47 mCl Br-62 released up 
facility exhaust stack Caused hy broken sample Max possible 
release over 24-h less than 0 7% max permissible 
concentration 

COQKiO M Hichigant Univ of 80/03/03 Ip 


6003250006 PNO- M I-QO-04 1 on 800303,46 mC 1 Dr-32 released through 
monitored stack when sample being opened was spilled Cause 
not stated, 

BAKER. K R . MIUER, D E r 6RQNN. C K Region 3. Chicago. Office of the 
Director 80/03/03 ip 


6003260614 RO 9' on 600303. dur Ing hot cave preparation of bromine motor 
oil samp le. approx 45 mCi Br-83 was released through stack 2 
Caused by operator bumping solution beaker Small amount 
spilled & released as free bromine 
KERR.H Michigan. Univ of 80/03/13 2pp 


DOCKET 30-3 INDIAN POINT STATION. UNIT 1 


F Security, medical, emergency fire protection plans 


6003070390 Ac k receipt of questions on state ^ local plans resulting 
from NRC review of facility emergency plans NRC & FEKA 
Regional Advisory Committee roles unclear NRC questions will 
be included In meeting u/state Regional Advisory Committee 
CZECH, L a New York. State 0 # 80/03/03 ip 


8003170168 Forwards revised safeguards contingency plan, Plan withheld 
(ref 10CFR2 790) 

CAHILl,. N J Consolidated Edison Co of New York, 80/03/07 Ip 


0 Adjudicatory correspondence 


8003170097 Requests meeting to discuss NRC recommendations ra UCS 
petition concerning facilities 

a Westchester Peoples Action Coal 1 tion. Inc 60/02/13 ip 


8003120330 Requests that Citzens' Committee for Protection of Environ 
600213 filing be denied doc kat ing. c i ting violation of NRC 
regulations. 

DAVia.J P Consolidated Edison Co of New York, 60/02/21 2pp 


8003210108 Comments on director decision on UC8 petition Decision is 
spurious & irresponsible due to failure to address UC8 
petition questions Urges Commission to convene formal 
adjudicatory proceeding befora licensing board 
FINK. 8. New York. State of 60/02/27 2pp 


— 8003210117 Expresses concern re NRC decision not to close facilities 
Recommends that A8UB be set up. record be compiled of UC6 
petition items that operation of facilities be suspended 
until commissioners make final decision 
BOWMAN. H 8 Affiliation Unknown, 60/02/23 2pp 


—8003210126 Expresses concern re NRC decision against UCS petition re 
continued operation of facilities Requests that public 
hearings be held within 30 miles of facility. 

RODRIOUEZiP, Affiliation Unknown 60/02/20 2pp 


8003240062 Responds to 800126 Ur re UCS petition ynder 10CFR2, 206 re 
facility reactors Forwards determination 6 associated 
orders, NRC denied request for shutdown of Units 2 It 3 
M/o end. 

DENTONiH. R, Office of Nuclear Reactor Regulation 60/02/29 Ip. 


— 8003240066 Requests that NRC suspmd operations of facility until 
safety issues are resolved Provides specific steps NRC 
should take before facility should be allowed continued 
operation 

BRODSKY. R L Weichester County, NY 80/01/28 3pp 


— 8003240074 Statement of R Brodsky before NRC workshop -on proposed rule 
requiring NRC concurrence in evacuation & emergency plans 
BRODSKY, R L Weichester County, 14Y 60/01/28 6pp 


8003130399 Responds to 791207 Ur re UCS petition under 10CFR2 206 
NRC decision 6 associated orders end Shutdown of Units 
263 will not be ordered Determination will be reviewed 
by Commission W/o ends 

DENTON. H R Office of Nuclear Reictor Regulation 80/03/03 ip 


— 8003130402 Urges NRC to expedite determination re UCS petition to 
shutdown Units 263 Dackfitting essential safety features 
t developing realistic evacuation measures should be 
priority items 

FINK.S New York, State of 79/12/07 2pp 


8003190103 Responds to 600125 Ur re UCB petition under 10CFR2 206 NRC 
decision ^ associated orders end Shutdown of Units 2 3 

will not be ordered Determination will be reviewed by 
Commission W/o ends 

DENTON.H R Office of Nuclear Reactor Regulation 60/03/03 Ip 


--8003190111 Requests NRC to schedule public hearing It determination 
re UCS petition Request bated on widespread concern for 
health I, safety of community 
8CIANDRA, U New York, State Of 60/01/25 Ip 


6003190530 Responds to Village Independent Democrats 791210 1 tr re 
UCS petition Shutdown of Units 2 & 3 will not be ordered 
Decision has been referred to Commission for review 
Determination t< associated orders end W/o ends 
DENTON.H R Office of Nuclear Reactor Regulation 80/03/03 2pp 


6003170379 Memorandum In response to NRC 000215 request for comments on 
dlrectorU decision under 10CFR2 206 NRC should decline to 
review 600211 decision No info suggests that director abused 
discretion In any way 

DAVIS. J P , DRANDENSURO. B Consolidated Edison Co of Niw York 
60/03/10, 35pp 


8003250913 Requests util response to NRC 800227 Ur Alio requests other 
util submittals re director decision on UCe petition 
commitments made by NRC to Commission on 800205. Including 
notice of meetings between NRC It util 
WEISS. E R Sheldon. Harmon I, Weiss 80/03/10 2pp 


H (General correspondence 


6003060148 Requests response re util plans for providing ofc space for 
resident NRC personnel First resident will assume new duty 
station by 600430 All resident Inspectors will b« onsite by 
600607 

ORIER.B H Region 1, Philadelphia. Office of the Director 
60/01/18 Ip 


8003250511 Submits suggested distribution list for expediting mail 
delivery of NRC studies 

FEOPLEB.OU Commonwealth Edison Co 80/03/14 app 


F Operating license stage documents It correspondence 


8003170197 Forwards draft NUREO-0630. "Cladding ewtlUng V Rupture 
Models for LOCA Analysis" S< topics for discuieion. lent to 
fuel vendors Requests comments by 600109 

EISENKUT, D 0 Division of Operating Reactors 79/12/20. 19pp 


— 8003170371 Draft "Cladding Swelling h Rupture Models for LOCA 
Analysis 

POWERS. D A . MEYERiR Q Core Performance Brench 79/11/30. 
i06pp 


8002190029 Forwards draft confirmatory orders 6< orders to show cause re 
implementation of Category A Lessons Learned Task Force 
short-term requirements to be completed by 600131 It B00215 
EiaENHUT.D Q Division of Operating Reactors. 79/12/31 43pp, 


8003190611 Notification of 000221 meeting w/utii« to discuss schedule %t 
guidelines for review of environ qual if Uation of equipment 
necessary to safety at 11 SEP facllltiee ploi Zion It Indian 
Point 

O'CONNORiP Operating Reactors Branch 2 00/02/14. 3pp, 
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ao03200tS2 Cotnments orv propose:! rule 10CFR50 crgos est^b ] i shmpnt of 
objective criterion for unai pef.fni se i 0 1 e Ijme to acco/rpiish 
evacuation of emergencij zone 

UEISS- E (I Union of Corcerned Scientists WEISB^ER Sheldon- 
Harmon V Weiss 00/03/19 5pp 


'300330012^ ’’Impact on NV Cit<; ot Reactor Accidents at Indian Point*” 
stateffsnt to WV City Council corrected on 790b2O Si^pportin^ 
documentation encl 

QEVEA( J Princeton Untv 00/06/11 fl'9pp 


Q Inspection reports. IE Bulletins A correspondence 


0003060655 Motlfiet that N9C intends to eoutlhelg foruiard to 
appropriate state public ufcil regulatory groups 1< state attg 
general efts. copies of escalated enforcement cor r espordenc e 
sent by r^RC to licensees 

OfllER-D P! Region 1. Philadelphia. Office of the Director 
79/n/2c? ip 


Q003190293 Forwards safety analysis of actions taken in response bo IE 
Bulletin 79*i3( ^'Cracking In Feedwater Si|s Piping " 

Nondestructive irsps it analyses performed are sufficient to 
ensure piping integrity 

5CHUEIJCER- A Operating Reactors Branc-h 1 80/02/13 <lpp 


S003tA0095 Forwards IE Info flotice 30-06* ”Noti f i cation of Significant 
Ev'ents " No action Toquired 

ORIERjB H Region 1. Ph i ladel phi a- Office of the Director 
30/02/27 Ip 


9003120447 Forwards lE Info Notice BO-07- "Pump Shaft Fatigue 
Cracking ” No response required 

CRIER-D R Region 1. Philadelphia. Office of the Director 
60/02/29 Ip 


8003140359 Forwards supplemental info to IE Oulletin 79-018, "Environ 
Oua 1 1 f icat 1 on of Class IE Equipment " Response required 
GRIER-B H Region 1, Ph 1 1 adelp h J a. Office of the D-jrector 
BO/02/29 7pp 


R Periodic operating reports 6 related correspondence 


B003050337 Forwards "Effluent t Waste Disposal Semiannual RoptrJul-Dec 
1979 " 

CAHlLLiU J Consolidated Edison Co of New VorV 00/02/29 ip 


— S003050343 "Effluent t Waste Disposal Semiannual Rep t, Ju l-Doc 1979 
* Consolidated Edison Co of New York /9/12/31 43pp 


8003170444 Forwards data specified in Section 401 c ei 1 1 f icat ion for 
Feb 1980, inc I uding data re species codes, citculating water 
temp-gross electrical output-river water d i scharge^ chemi ca 1 
dischaiges dally counts from intake screens 

MDNTI-W A Consolidated Edison Co of New York 0O/O3/iO i7pp 


8003100470 Forwards "Quarterlg ftept on Seismic Monitoring Nciwoik in 
Vicinity of Indian Point. NV - Con Ed Project WCC/ 12- Sep t“Nov 
1979 " Sequence data resulting from 800117 earthquake encl 
CAHIUL. W J Consolidated Edison Co of New York 80/03/13 2pp 


■0003100476 '‘Quarterly Rept on Seismic Monitoring Network in Vicinity of 
Indian Point, NY - Con Ed Project HCC/ 12. Sep t-Nov 1979 " 

* Woodward-C I yde Consultants. Inc 80/01/08 37pp 


G003240527 Forwaids monthly rept of daily fish counts for Feb 1980 
CAHILt. W J Consolidated Edison Co of New York 00/03/14 ip 


•e003240531 Monthly rept of daily fish count from intake screens for Feb 
1980 

» Consolidated Edison Co of New York ao/OJ/14 4pp 


8003250506 Forwards "Thermal Survey Program- Rout i ne Monthly Thermal 
Moti I tor ing. Sept 1977 Survey, Rept 5 " 

CAHILL-W J Consolidated Edison Co of New fork 00/03/14 ip 


—0003250510 "Thermal Survey Program. Rout i ne Monthly Thermal Monitoring, 
Sept 1977 Survey. Rept S ' 

* Consol idated Edison Co of New York 00/03/31 lOOpp 


6003]60'273 Forwards IE Circular Q0'03i "Protection From Toiic Oas 
Hazards ' No written response required 

GRIER-H H Region 1- Philadelphia- Office of the Director 
00/03/06 Ip 


80031B0029 Foruiaids IE Info Notice 60-09- "Passible Dccupebional Health 
Haiard Associated w/Closed Cool ins Sys for Operating Power 
Plants ■' No written response required 

GRIERjB H Region 1* Philadelphia, Office of the Director 
00/0 J/07 ip 


8003190242 F orward s lE Info Notice 00-08 "Btates Co Sliding Link 
Electrical terminal Block " No specific action or response 
requested 

GRIER, D H Region i- Philadelphia* Office of the Director 
00/03/07 Ip 


8003260273 Forwards IE Info Notice 0O~IO, "Partial Loss of Nan-Nudear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

GRIER- B H Region I- Philadelphia- Office of the Director 
00/03/07 Ip 


T Hearing transcripts on non-ant i trus t matters 


8003120606 Transcript qf 239th ACRS general meeting on 80030/ Pp 1-379 
* ACRS - Advisory Commitino on Reactor Safeguards 00/03/07 
380pp 


DOCKET 90-5 PENNSYLVANIA STATE ON IV fiCSrARCii REACTOR 


Q Inspection reports- IE Bulletins con espondence 


80032S024? Forwards IE Info Notice 60-11- "Generic Problems W/ASCO 
Valves in Nuclear Applications Includicig Fire Protection 
Sys " No action or written response required 
ORIER.D H Region 1. Ph i ladelph ia. Office of the Director 
aO/03/14 tp 


DOCKET 50-10 DRESDEN NUCLEAR PONER STATION. UNIT 1 


F Security- medical- emergency 4- fire protection plans 


6003260382 Forwards IE Bulletin 80-05- "Vacuum Condition Roaolting in 
Damage to Chemical Voi Control Sys ICVCS) Holdup Tanks '* 

Action K written response required 

CRIER- D If Region I* Ph i lade Iphia* Office of the Director 
80/03/10 Ip 


0003260117 Forwards lE DuUettn 80-06. "Engireared Safety Feature 
(ESF) Reset Controls " (Written response required 
CRIER. D H Region 1, Philadelphia. Office of the Director 
80/03/13 ip 


8003250267 Forwards |£ Info Notice SO-Il. "generic Problems N/ASCD 
Valves in Nuclear Applicotiuns Including Fire Protection 
Sys ” Wo action or written response required 
GRIER. D H Region i. Phi ladelphl a. Office of the Director 
80/03/14 ip 


B003260020 Farwaids lE Circular 60-04- "Securing of Threaded Locking 
Devices on Safety-Related Equipment ” No written response 
required 

CRIER-D H Region E- Philadelphia. Office of the Director 
80/03/14 ]p 


0OO3J7O40B Forwards comments on supplementary items re fire piotection 
review for facilities 

MACDOUDALL, E A Brookhaven National Laboratory 79/10/00 6pp 


8003210534 Forwards '‘Preliminary E/acuation Timo Study of lO-Mile 
Radius Emergency Planning Zone " Rept findings should be 
considered preliminary 

PEOPLES- 0 L Commonwealth Edison Co 80/03/11 4pp 


■-«wop!Juu*iT -preliminary uvacuac 








Emergency Planning Zone " 

* Stone ii Webster Engineering Corp GO/Ol/31 57pp 


'8003210555 "Preliminary Evacuation Time Study of 10-Mile Radius 
Emargency Planning Zone " 

e Stone it Webster Engineering Corp 00/01/31 Sipp 

-8003310599 "Preliminary Evacuation Time Study of lO-Mile Radius 
Emergency Planning Zone " 

» Stone if Webster Engineering Corp BO/Ol/31 I75pp 


-8003210563 "Preliminary Evacuation Time Study of 10-MiIe Radius 
Emergency Planning Zone " 

a Stone t Webster Engineering Corp 00/01/31 40pp 
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Q Ad judl catorv carr b spond enc e 


8003070295 Foruards confirmatory order requiring licensee to install 
recirculation pump ti ip fay 601231 as stated in 790329iil30 
B00204 Itrs of cofTimi tment 

DENTONr H R Office of Nuclear Reactor Regulation 00/02/21 Ip 


— 8003070298 Confirmatory order requiring licensee to install 
recirculation pump trip or in alternative place t maintain 
facility in cold shutdown or refueling mode of operation 
by 801231 

EISENHUTi D Q Division of Operating Reactors BO/02/21 4pp 


— 6003070302 Confirmatory order requiring licensee to install 
recirculation pump trip or. in al ternatl ve< p lace U maintain 
facility in cold shutdown or refueling mode of operation 
by 801231 

EISENHUT. 0 O Division of Operating Reactors BO/02/21 4pp 


— 8003070303 Confirmatory order requiring licensee to install 
recirculation pump trip or in alternative place & maintain 
facility in cold shutdown or refueling mode of operation 
by 801231 

EISENHUTi D 0 Division of Operating Reactors, 80/02/21 4pp 


— 800307030S Confirmatory order requiring licensee to install 
recirculation pump trip ori in al ternativei p lace maintain 
facility in cold shutdown or refueling mode of operation 
by 601231 

EISENHUTi D 0 Division of Operating Reactors 60/02/21 4pp 


— 6003070307 Confirmatory order requiring licensee to install 
recirculation pump trip or in alternative place tt maintain 
facility in cold shutdown or refueling mode of operation 
by 601231 

EISENHUTi D 0 Division of Operating Reactors 00/02/21 4pp 


H General correspondence 


0001100406 Responds to NRC 791220 Itr ra facility decommissioning le 
petition for public hearing Disposal of decontamination 
wastes is generic problem Suggests NRC hold public hearing 
DERiCKiD Environmental Policy Institute 60/01/07 Ip 


I Financial information 


8003330541 Forwards annual financial rept for 1979i statement of 
internal cash flow projected for 1960 it narrative statement 
to which cash flow projection is annciedi exp la inlng 
projection i< dealing w/capital expenditures 
NEXONi H H Commonwealth Edison Co 60/03/10 6pp 


P Operating license stage documents U correspondence 


0003170197 Forwards draft NURE0-'0630i ''Cladding Swelling 4c Rupture 
Models for LOCA Analysis" S' topics for discussion tent to 
fuel vendors Requests comments by 6D0109. 

EI8ENHUT. 0 0 Division of Operating Reactors 79/12/20 I9pp 


--0OO317O371 Draft "Cladding Swelling U Rupture Models for LOCA 
Analysis " 

POWERS 1 D A Core Performance Branch 79/11/30 106pp 


S003070272 Requests references to docVeted info re SEP topics for NRC 
review in response to 000117 meeting Info due within 30 

days 

ZlEMANNrD L Operating Reactors Branch 2 00/02/14 2pp 


0003140271 Requests list of references for SEP Topics V-6i VI-7 C li 
VI-01 Ulll-ni XV-9»XV''ll I XU-13 U XV-19 within 90 days 
ZIEHANNiD L Operating Reactors Branch S 00/02/14 2pp 


Q003i9030i Advises that IE Info Notice 60-05, "Chloride Contamination 
of Safety-Related Piping it Componentir" was sent to listed 
utils on B0020B 

CARROLLiD E Region 3i Chicagoi Office of the Director 80/02/14 

2pp 


B003200392 Forwards SEP Topic in-12i "Guidelines for Evaluating 
Environ Dual 1 f icatlon of Class IE Electrical Equipment in 
Operating Reactors.'* All SEP licensees requested to attend 
B00221 meeting in Bethestfa,HD re review procese 
ZlEMANNiD U Operating Reactors Branch 2 00/02/19, 3pp. 


6003240163 Responds to B00107 Itr re waste disposal aspects of facility 
decontamination Ltr provided to Low Leval Waste Licensing 
Branch for consideration in developing waste disposal 
polic if s 

VOLLKER.R H Systematic Evaluation Program Branch. 80/02/19 2pp 


8003200056 Advises that NRC it Essex Corp will survey facility on 000304 
to develop guidance to enable licensees to Implement 
recommendation of Section 7 1 of NUREO-0585, "TMl-2 Lesions 
Learned Task Force Final Rept " List of site visitors end 
ZIEMANN, D L Operating Reactors Branch S 00/02/25 4pp 


8003050214 Responds to BOOlOi ltr re action plan concerning seismic 
design Outlines proposed resolution, me luding developing 
list of floor-mounted safety-related electrical equipment 
using Inservict insp program 

JANECEKiR f Commonwealth Edison Co 80/02/29 2pp 


0003200007 Summary of 6001)1 meeting u/Bechtel V licensees ra masonry 
wall it pipe support structural interdisciplinary 
coordination 

LICClARDOiR Operating Rose tors Branch I 80/03/03 I6pp 


0003140203 Satisfies commitment in util 800229 ltr to provide results 
of SEP seiimic review All accassiblt floor mounted 
safety-related electrical equipment is positively anchored 
Inaccessible items will be inspected at later date 
VANECEKiR F Commonwealth Edison Co 80/03/10 ip 


0003170464 Proposes to add addl specimens to post-cleaning metal 
surveillance programi in response to NRC (c consultant 
questions re corrosion of type 410 stainless steel during 
extended wet layup condition 

PEOPLESiD L Commonwealth Edison Co 80/03/10 2pp 


6003190711 Responds to 800117 ltr requesting review of draft 
evaluation of SEP Topic 111-6 C Evaluation does not 
establish that vessel internals are sensltiied U goes beyond 
safety objective of reviewing reactor internals 
JANECEKiR F Commonwealth Edison Co 60/03/10 tp 


8003100345 Rasponds to 800223 request for info re existing primary 
coolant sys pressure isolation valves 
NAUGHTON, U F Commonwealth Edison Co B0/03/i4 3pp 


Q Inspection reports. IE Bulletins Sc correspondence 


6002290031 Notice of violation from Insp on 791203-000104 
« Region 3i Chicago, Office of the Director 80/01/25 ip 


8003190007 Forwards IE Circular 79-25. Suppl A, "Shock Arrestor Btrub 
Assembly Interference " No written response required 
KEPPLERiV O Region 3. Chicagoi Office of the Director 00/01/31 
\9 . 


6003120140 Forwards IE Circular 80-02. "Nuclear Power Plant Staff Nork 
Hours " No written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 60/02/01 

Ip 


8003200405 Forwards IE Insp Repti 50-010/00-02, 50-237/B0-02i 50-949/ 
00-02.90-294/00-02 4. 50-269/80-04 on 000110 No nancompl tance 
noted 

KEPPLER.J G Region 3> Chicago# Office of the Director 80/02/09 

2pp. 


—0003200408 IE Insp Repts 50-010/80-02,50-237/80-02.50-249/80-02. 
90-254/00-02 it 90-265/00-04 on 800110 No noncompliance 
noted Major areas inspected discussion of recent personnel 
errors 

KEPPLER.J. 0 , 6PEB8ARD.R L Region 3, Chicago, Office of the 
Director. KEISHMAN.R F Region 3. Chicago. Reactor Operations 
Nuclear Support Branch 80/01/20 4pp 


0003140169 Forwards IE Bulletin 80-03, "Loss of Charcoal from 8td Type 
11, Two-lnchi Tray Adsorber Cells " Action required 
KEPPLERrJ 0 Region 3. Chicago, Office of the Director 00/02/06 
ip 


0003110092 Forwards IE Bulletin 80-04, "Analysis of PNR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director B0/O2/OB 
Ip. 


0003190316 Forwards lE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping it Components " No written response 
required 

KEPPLER.J. O Region 3. Chicago, Office of the Director 80/02/00 

ip 
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8003Lt0244- Foruards corrocted IE Bulletin BO-04. ^'Analvtis PWR Main 
Steam Line Drea^V wyc on 1 1 nuetf Feedwater Addition " Prevlouf 
IE bulletin should have stated -for Info onl^ No written 
rciponse required 

KEFPLERi si 0 ftegion 3. Chicago. Office of the Director 80702/14 
If 


8003110270 Advises that IE Bulletin 30-04, "Analysis of PWR Main Steam. 
Line Break U/Continued Feedwater Addition." was sent to 
listed utils on 800203 

C Ann DLL, D E Region 3. Chicago, Office of the Director 80/02/14 

3pp 


G003120075 Forwards !E Circular BO-02. '-Nuclear Power Plant Staff Wort 
Hours " Notifies that circular sent to listed licensees on 
300201 

CARROLL. D E Region 3. Chicago. Office of the Director 80/02/14 
4pp 


0OO3J4Ol4a Advises that lE DulJetin 80-03. "Hain Turbine 
E] Bc trohy drau 1 1 c Control Sys." uas sent to listed utils on 
800206 

CARROLL. 0 E Region 3. Chicago. Office of the Director 80/02/14 
3pp 


8003190067 Advises that IE Circular 79-23. Soppl A, "Shock Arrestor 
Strut Assembly Interference." was sent to listed utils on 
800131 

CARROLL. D E Region 3. Chicago. Office of the Director 80/02/14 

2pp 


6003120673 Forwards IE Info Natice 60-06. "Notification of Significant 
Events " No action required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 80/02/27 
ip 


8003140410 Advises that IE Info Notice 80-06. "Notification of 
Significant Events." was sent to listed utils on 800227 
CARROLL. D Region 3. Chicago, Office of the Director BO/02/28 
3pp 


0003200076 Forwards responses to J£ Oulletln 79-27. "Loss of Non-Class 
IE Instrumentat icn & Control Power Sys Dus During 
Operation " 

PEOPLES. D L Commonwealth Edison Co 80/02/20 25pp 


8003120336 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " Mo response required 

KEPPLER. J G Region 3. Chicago, Office of the Director 80/02/29 
tp 


003140321 Forwards supplemental info to JE Dulletin 79-OlD, "Environ 
Qua 1 1 f i cat ion of Class IE Equipment '* Response required 
i^EPPLER. J 0 Region 3. Chicago. Office of the Director 80/02/29 

0pp 


3003120262 Advises that IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking." was sent to listed utils on 00022? 

CARROLL. D E Region 3. Chicago, Office of the Director 80/03/03 

2pp 


B003140301 Advises that IE Bulletin 79-018 tupp 1 emente 1 Info. 
"Environ Dual 1 f 1 cation of Clast IE Equipment, " was sent 
to listed utils on 80D229 

CARROLL. 0 E Region 3, Chicago, Office of the Director 80/03/03 
lOpp 


8003180229 Forwards IE Circular 00-03, "Protection From Toxic Qas 
Hazards " No written response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/03/06 
Ip 


0OO326Ol4e Forwards IE Info Notice 80-09. "Possible Occupatien*! Health 
Hazard Associated H/Closed Cooling Sys for Operating Power 
Plants " No written response required 

J\EPPLER,J 0 Region 3. Chicago, Office of the Director 80/03/07 
Ip 


8003260029 Forwards IE Info Notice 80-04, "SWR Fuel Eiposure in Excost 
of Limits " No action or response required 

KEPPLER. J C Region 3, Chicago, Office of the Director 80/03/10 
Ip 


3003260426 Forwards 1£ Info Notice 00-10, "Partial Lots of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required. 

KEPPCERi J 0 Region 3, Chicago, Office of the Director 80/03/10 


B003180014 Advises that IE Info Notice 00-10 "Partial Lots of 
Non-Nuclear Instrument Gys Power Supply During Operation,” 
uas sent to listed utils on 80O3D7 

CARROLL, D E Region 3, Chicago, DffU* of the Director 80/03/11 
3pp 


8003260206 Forwards IE flujletln 00-06, "Englneerod Safety Feature 
<ESF> Reset Controls " Urltten response required 

KEPPLER.J G fteglon 3, Chicago, Office of the Director 80/03/13 

tp 

Q003250070 Forwards lE Info Notice 00-11, "Generic Problems W/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLER.J Q Region 3, Chicago. Office of the Director 00/03/14 

ip 


0003260262 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Saf « iy-Rel abad Equipment " No written response 
required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/03/14 

Ip 


R Periodic operating reports ^ related correspondence 


Q003090601 Forwards radioactive effluents U occupational radiation 
exposures rept for 1979, const! tut Ing Part 2 of operating 
rep t 

STEPRENSDN, 8 8 Commonwealth Edison Co 00/02/11 Ip 


'8O030S0611 Radioactive effluents t occupational radiation exposures 
rept for 1979, const 1 tut Ing Part 2 of operating rept 
» Commonwealth Edison Co 79/12/31 ISpp 


6003260349 Forwards "Semiannual Radioactive Effluent Rept, Jul -Dee 
1979 " 

STEPHENSON, D 8 Commonwealth Edison Co 80/02/11 Ip 


0003200350 "Semiannual Radioactive Effluent Rept,Ju|-Dec 1979 " 
a Commonwealth Edison Co 60/02/11 t6pp 


6003100149 Forwards "Annual Operating Rept for 1979 " 
STEPHENSON, 0 0 Commonwealth Edison Co 00/02/22 Ip 


— OOOSiOOlSS "Annual Operating Rept for 1979 " 

* Commonwealth Edison Co 60/02/22 3lpp 


6003180407 Forwards monthly operating repts for Feb 19B0 
STEPHEN&QN. 0 0 Commonwealth Edison Co 00/03/07 Ip 


— 60D3160493 Monthly operating repts for Feb 19Q0 

C IEB2K lENIC Z, S Co/nmonwea 1 th Edison Co GO/03/04 17pp 


U Congress Iona 1 /Exec utlve Correspondence 


0003250473 Endorses IL Safe Energy Alliance request for completion of 
EI8 before proceeding w/plant dieeontamlnation 
YATES, 0 H House of Rap 80/02/20 Ip 


DOCKET 50-13 DABCOCH HILCOX CO CRITICAL FACILITY 


Q Inspection reports, IE Bulletins 6 correspondence 


00031 1D464 Forwards IE Circular 80-02, "Nuclear Power Plant Btaff Uork 
Hours " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/01 
ip 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT. UNIT I 


J Insurance indemnity Information 


0003110491 Forwards certified Endorsement 94 to NGLIA Policy NF-92 
HATERSiOR Detroit Edison Co 80/03/04 2pp 


DOCKET 50-10 VALLEC1T08 DOILINO WATER REACTOR 


J Insurance (<. Indemnity Information 


6003130478 Forwards Endorsement 114 to NELIA Policy NF-I 

CORREA, n A Marsh !< McLennan. Inc , h & M Nuclear Consul tants, Inc 
Dlv, 00/02/26 2pp 
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S Reportable occurrencei. LERa related correspondence 


8003280222 PNO'*V-0O'Ol 5 on Q00123p licensee ujell sample found elevated 
concentrations of tritium in grounduater Well located next 
to underground raduaste Farm Tanks will be emptied & checked 
for leaks on 800229 

WENBLAWSKIpF p FISHpR Region 5« San Francisco, Office of the 
Director 00/02/29 2pp 


DOCKET 50-20 MASSACHUSETTS INST OF TECH RES REACTOR 


P Operating license stage documents correspondence 


80031803^1 Foruiards SA8 Revision 19 re emergencg plan 

CLARK. U Massachusetts Institute of Technology 00/03/12 14pp 


3003180577 Submits BAR Revision 20 describing hot cells recently 
installed In reactor containment bldg h reciuesis amend 
to facility OL authorlxing receipt ^ poitesslon of byproduct 
matl for use in hot cells 

CLARK. L Massachusetts Institute of Technology 00/03/13 Upp 


Q Inspection reports. IE Dulletlns & correspondence 


0003250240 Forwards IE Info Notice 00-11. "Generic Problems H/A6CO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER.D H Region 1. Philadelphia. Office of the Director 
80/03/14 Ip 


DOCKET 50-22 WESTINOHOUBE TEGT REACTOR 


Q Inspection reports. IE Bulletins $. correspondence 


8003250233 Forwards IC Info Notice 80~U. "Generic Problems W/A8CO 
Valves in Nuclear Applications Including Fire Protection 
Sys “ No action or written response required 
GRIER. 0 H Region 1. Ph 1 1 ad e 1 ph i a . Office of the Director 
00/03/14 Ip 


DOCKET 50-24 GENERAL ELECTRIC CO CRITICAL EXPERIMENT 
J Insurance !< indemnity information 


8003130470 Forwards Endorsement 114 to NELIA Policy NF-1 

CORRKA.M A Karsh 8< McLennan, Inc . K M Nuclear Consol tants. Inc 
Div 00/02/26 2pp 


DOCKET 50-27 WASHINGTON STATE UN IV RESEARCH REACTOR 


F Security, medical, emergency S< fife protection plans 


0003180490 Requests official written notification of change in required 
date of submission of physical security plans indicated in 
800107 Itr to nonpower reactor licensees 
WILSON. W E Washington Unlv 00/03/12 Ip 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER aiATION 


F Security, medical, emergency St fire protection plans 


8003270042 Requests revision within 30 days to safeguard contingency 
plan reflecting revised pages bearing appropriate revision 
number date end NRC comments Comments withheld 
iref tOCFR2 790) 

ZIEMANN, D L Operating Reactors Branch 2 00/03/11 2pp 


0003200455 Submits comprehensive evaluation on three util ^ire detector 
analy sei. separate! y evaluated by DNL on 000303.0212 it 
791130 NRC should study effects of congestion, ventl lation/ 
stratification on detector performance 

DACCIC. J Drookhaven National Laboratory 00/03/20 Spp 


I Financial information 


0003310247 Forwards financial statements & summary of financial 
protection for 1979 

SOUCV.AR, Yankee Atomic Electric Co 80/03/31 6pp 


J Insurance ^ indemnity information 


0003040405 Forwards Endorsements 91 t. 92 to NELIA Policy NF-76 t 
Endorsement 77 to MALEU Policy MF-26 

NESBITT, V C Yankee Atomic Eleutrlc Co 80/02/26 4pp 


G0032S0549 Forwards Endorsement 4 to MAELU Binder XB-4 t. Endorsement 5 
to NELIA Binder ED-4 

SOUCY.A R Yankee Atomic Electric Co 00/03/11 5pp 


P Operating license stage documents 4. correspondence 


7903090337 Requests addl info re geology b geotechnical engineering 
in order to complete review or systematic evaluation 
p rogram 

DENISE. R P Assistant Director for Site Technolmsv 79/02/12 2pp 


0003170197 Forwards draft NUREG-0630, "Cladding Swelling V Rupture 
Models for LOCA Analysis" b topics for discussion sent to 
fuel vendors Requests comments by 800109 

EI8ENHUT, D G Division of Operating Reactors 79/12/20 I9pp 


-“0003170371 Draft "Cladding Swelling k Rupture Models fpr LDCA 
Analysis " 

POWERS. D A Core Performance Branch NUREO-0630 79/11/30 

1 06p p 


0003100173 Responds to Technical Assistance Request 7809 ro steam 
generator water hammer Acceptable precautions being taken 
safety evaluation consultant rept end 
LAINAS.O Plant Systems Branch 60/01/26 tp 


•-600310017? Safety evaluation re steam generator water hammer Water 
hammer unlikely EG4<G ID 800109 Itr to DDE end 
» Plant Systems Branch 80/01/31 5pp 


8003070330 Requests references to docketed info re SEP topics for NRC 
review in response to 600117 meeting Info due within 30 
days 

ZIEMANN. D L Operating Reactors Branch 2 80/02/14 2pp 


8003140277 Requests list of references for SEP Topics VI-7 F,Vni-a. 
VlII-4. lX-4. XV-9. XV-lOi XV-IJ. XV-12 «< XV-19 within 90 days 
ZlEMANN. D L Operating Reactors Branch 2 00/02/14 2pp 


0003260645 Requests that util perform review of environ qualification 
of safety-related electrical equipment against end NRC 
guidelines Also requests that util attend 800221 meeting 
w/NRC in Dethetda.MD re qualification review process 
ZIEMANN, D L Operating Reactors Branch 2 80/02/15 40pp 


0003190816 Notification of 800222 meeting w/util to discuss analyses 
re postulated floods at facility 

O^CONNOR. P W Operating Reactors Branch 2 80/02/19 2pp 


8003130641 Discusses 800215 turbine failure Both first stage discs in 
low pressure rotor completely fal led. broken in several 
major pieces St in many minor fragments Major damage also 
observed at adjacent rows of blades ii stators 
HAZELTDN.W 8 Englneoring Branch 80/02/21 2pp 


0OO319O9JI Forwards "Safety Analysis of Interim Actions Taken to 
Eliminate Feedwater Piping Cracks " Replacement repair 
adequate Ack certain util commitments 

ZIEMANN. D L Operating Reactors Branch 2 80/02/26 6pp 


0003030415 Responds to NRC 790800 Ur ro offsite power sys t onsite 
li 1 itr ibution eys Forwards "Auxiliary Powsr Sys Voltage 
Study " 

RAYiJ A Yankee Atomic Electric Co 00/02/27 Spp 


—8003030417 "Auxiliary Power Sys Voltage Study " 

JOHNSON. P R. , URQANQN8KI. S. F Yankee Atomic Electric Co 
YAEC-1206 80/02/26 36pp 


0009040277 Submits util evaluation of basis for continued operation 
during period when plant is being evaluated for affects of 
LOCA loads on sys components U structures No reason to 
change conduelon that UQCA is highly improbable, 

VANDENBURO. D Yankee Atomic Elictric Co 80/02/27, 2pp 


8003050452 Forwards "Site Dependent Response Spectras 
KAViJ A Yankee Atomic Electric Co 80/02/29 Ip 


— 8003050459 "Site Dependent Response Spectras " 

HOLT. R J Heston Geophysical Corp 80/02/27 200pp 
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G00312057& Submits comiments on NUREO~0&30 r€ temp r«mp ratv cAlculatlon 
for clAddlnQ 1 rupture models Di icrepanc i»i in 

rat«i> d«nio«trdtr need to (ecu's, or design specs << Aeasureniefit 
techniques for data base Continuing evaluation required 
VANQEWDURQH. D E Yankee Atomic Electric Co e'0/02/29 4pp 


3003140214 Revises G00220 action plan<8tep 5 rt anchorage h support of 
saf e tg-^re] ated electrical equipment ResuLti of investigation 
ufill be foruarded bq 800415 Ail mods compieted bg G00901 
KAY. JA fankea Atomic Electric Co HO/03/04 Ip 


8003a4’0450 Forwards Drawing fl-7 re valve configuration of low «< high 
pressure portions of safety injection syt Event 5 valve 
configuration does not mist fc further action not required 
HEIDER. L H Yankee AtofOic Electric Co GO/03/17 Ip 


—0003240455 "Safety Injection Sys " 

* Yankee Atomic Electric Co 78/12/31 Ip 


8003240389 Provides list of refs to docketed info re SEP topics 
requested in NRC G00214 Itr 

KAY.J A Yankee Atomic Electric Co BO/03/19 2pp 


0003170253 Forwards info. in response to 791204 Itr. re loss of offsite 
power survey During 19 yrs of operation one complete loss of 
offsite potuer occurred on &51109 Transmission grid operation 
if manitoring changes effects of sys disturbances 

KAY. J A Yankee Atomic Electric Co 80/03/11 Gpp 


0 Inspection reportSi IE Solletins & correspondence 


8003060765 Notifies that hRC intends to routinely forward to 
appropriate state public util regulatory groups k state attw 
general ofes. copies of escalated enforcement e arret pondenc e 
sent by NRC to licensees 

' GRIER.& H Region 1. Philadelphia. Office of the Director 

I 79/11/29 tp 

I 

! 0003190075 Forwards IE Insp Rept 50-029/79-16 on 791217-19 No 

noncompl lane e noted 

I BRUNNERjE J Region t. Pli i lade I p h ia> Reactor Operations Nuclear 

> Support Branch 89/01/26 2pp 


— 8003190066 IE Insp Rept 50-029/79-16 on 791217-19 No noncompliance 
noted rfajor areas Inspected licensee coordination u/offsite 
agenc ies. emergency fac i 1 ities. equipment. instrumentation & 
supplies tc mgt controls in area of emergency planning 
FOLEY. T Region 1. Philadelphia. Office of the Director 
KARTIN. T T Region t. Philadelphia! Reactor Operations Nuclear 
Support Branch 80/01/24 6pp 


8003190363 Responds to util 790706 Itr re Item of noncompliance noted 
in IE Insp Rept 50-029/79-05 Qfc of Nuclear Reactor 
Regulation confirms util position Item of noncomp liance 
rescinded 

BRUNNER. £ J Region I. Philadelphia. Reactor Operations Nuclear 
Support Drench 80/01/31 ip 


8003200474 Forwards site-specific general questions U generic questions 
re turbine discs discussed in IE Info Notice 79-37 
Probability of cracking in low pressure turbine discs is 
greater than previously assumed by Uesttnghouse 
EI8ENHUT. D C Dlviiion of Operating Reactors BO/02/25 6pp 


8003140129 Forwards IE Info Notice 00-06. "Not If icati on of Significant 
Events " No action required 

ORIER.S H Rsgion 1. Philadelphia. Office of the Director 
80/02/27 Ip 


8003120563 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

GRIERiB H Region 1. Ph i iadelphia. Office of the Director 
80/02/27 Ip 


6903100299 Forwards IE Circular 80-03. "Protection From Toxic Oas 
Harards " No written response required, 

GRIER.B if Region i. Philadelphia, Office of the Director 
80/03/06 J p 


8003180061 Forwards IE Info Notice 80-09. "Passible Occupational Health 
Hatard Associated w/Closod Cooling 8ys for Operating Power 
Plants " No written response required 

ORIER.D H Region 1. Ph i la d« I ph ia. Office of the Director 
00/03/07 ip, 


8003190299 Forwards IE Info Notice 80-08 "fitates Co Sliding Link 
Electrical Terminal Block No specific action or response 
requosted 

K^RIER.D K Region 1. Phi ladelphia. Office of the Director. 
00/03/07 t p 


8003260375 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclaar 
Instrument Syi Power Supply During Operation " No specific 
action or response required 

CRIER. 9 H Region 1. Phi lade Iph la. Office of the Director 
80/03/07 1 p 


8003260465 Forwards IE Bulletin 60-05. "Vacuum Condition Resulting In 
Damage to Chemical Vol Control Sys iCVCS) Holdup Tanks " 

Action t written response required 

CRIER. B H Region 1. Ph 1 lade Iph la. Office of the Director 
00/03/10 tp 


a003260J80 Forwards lE Bulletin 00-06. "Engineered Safety Feature 
{E8PI Reset Controls " Written response required 
CRIER. B H Region t. Ph 1 ladclph ia. Office of the Director 
80/03/13 ip 


8003250372 Forwards IE Info Notice 80-11. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
CRIER. B H Region 1. Philadelphia. Office of the Director 
80/03/14 ip 


0OO326OOB2 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices an Safety-Rela ted Equipment " No written response 
requ tred 

CRIER. D H Region 1. Ph 1 ladelphia. Office of the Director 
00/03/14 Ip 


R Periodic operating reports 6 related correspondence 


6003130496 Forwards "effluent it Waste Disposal Semiannual Rept.Jul-Dec 
1979 " 

KAY. J A Vankee Atomic Electric Co 80/02/2? Ip 


—8003130499 "Effluent Sc Waste Disposal Semiannual Rept. Jul-Dec 197? 
• Yankee Atomic Electric Co 00/02/2? llpp 


0003170423 Forwards monthly operating rept for Feb 1980 
NQODY, D E Yankee Atomic Electric Co 00/03/12 Ip 


—8003170425 Monthly operating rept for Feb 1980 

0EER8.F C Yankee Atomic Electric Co 00/03/12 3pp 


5 Reportable occurrences. LERs 4 related correspondence 


8003250053 RQ 50-29/00-8 during surveillance testing of complete 
e ircul t« timers failed to operate Caused by timer polarity 
lensltivity Installation documentation checked Entire 
circuit to be retested 

AUTIO.H A Yankee Atomic Electric Co 80/02/01 2pp 


8003190425 PNO-t-60-020 on 800214. dur ing plant startup w/turblne at 
rated speed but not tied to grid, loud noise was heard in 
low pressure turbine accompaini ed by excessive vibration 
Turbine coasted to stop 4 could not be rotated 

FOLEY. T . MARTIN. T . QRUNNER.E Region 1. Philadelphia. Office of 
the Director 00/02/15 Ip 


80031 904 35 Supplemental PNO- I-60-026A: on 800214. during plant startup, 
toad noise was heard in low pressure turbine w/vibraiion in 
excess of 10 mils Turbine tripped coasted to stop in 
25-30 minutes 

FOLEY, T Region 1. Phi lad e Iph ia. Office of the Director MARTIN.! 
Office of Inspection k Enforcement. Office of the Director 
BRl/NNERi F J Region 1, Ph i lade Iph ia. Reactor Operations Nuclear 
Bupport Branch 00/02/13 2pp 


0003170195 PNO- 100-032. on 800220. while moving new fuel into 
containment, w/fucl assembl'y in up-ender> control element 
assembly inadvertently withdrawn from assembly by fuel 
handling machine 

MARTIN. T , BRUNNER, e J Region 1. Ph i lade Iph lai Office of the 
Director BO/02/21 ip 


0003040560 Forwards LER ao-007/03L-0 
AUTtD,H A Vankee Atomic Electric Co 00/02/27 Ip 


— 8003040568 LER 0O-OO7/O3L-O on 600120, during cold shutdown mode 5. while 
performing operational check of safety injection accumulator 
ful tches . 8I-80V-S6 failed Caused by dirt on valve internals 
Valve replaced 

FRENCH* L D Yankee Atomic Electric Co 00/02/27 Ip 


DOCKETED ITEMS 
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DOCKET SO-aO PLUM DROQK RESEARCH REACTOR FACILITY 


P □p«ratiln9 license it^ge documents K correspondence 


&0032S0441 Requests tssuonce of d ing order h terminstion of 

License TR-O Foruiardi dismantling pleni environ rept & 
application for revision to License 34-06706-03 

DEMEDlCTiD E Mational Aeronautics Space Admin 80/03/17 3pp 


■*-3003250443 ForuJards application for amend to License 34-06706-03 to 
permit decontamination ^ dismantling of facility 
OTCHLEYfE A National Aeronautics 1 Space Admin 80/03/iB Ip 


--B003250444 Application for amend of License 34-06706-03 to obtain NRC 
author i lation to dismantle facility Suppl end 

JUNOD, T L National Aeronautics V ©pace Admin 60/03/10 I34pp 


*•“9003250446 Environ rept for dismentUnj facility 

« National Aeronautics Space Admin 60/03/8? 17Spp 


-“90032504 40 “Dismantling Plan " 

e National Aeronautics Space Admin E0/O2/S9 SOOpp 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


0 Inspection reportSi IE bulletins L correspondence 


8003250191 Forwards IE Info Notice 80-11* *'Oeneric Problems U/ASCO 
Valves iti Nuclear Applications Including Fire Protection 
8yt “ No action or written response required 
ORIEfltB H Region Ir Philadelphia! Office of the Director 
80/03/14 ip 


DOCKET 50“ 54 ONION CARS IDE RESEARCH REACTOR 


0 Inspection reports* IE DuUctins ti correspondence 


8003250224 Forwards IE Info Notice 80-11* '^Oeneric Problems U/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sgs “ No action or written response required 
ORIER. Q H Region 1* Philadelphia* Office of the Director 
80/03/14 Ip 


DOCKET 50-57 STATE UNIV OF NEU YORK RESEARCH REACTOR 


Q Inspection reports* IE Qulletins & correspondence 


8003250253 Forwards IE Info Notice 00-11* "Generic Probleme W/A8C0 
Valves In Nuclear Applications Including Fire Protection 
Syt ” No action or written response required 
DRIER* 8 H Region ir Philadelphia* Office of the Director 
90/03/ 14 Ip 


DOCKET 50-59 TEXAS ALM UNIV RESEARCH REACTOR 


Q Inspection reports* IE Qulletins L correspondincf 


8003110401 Forwards IE Circular 00-02* "Nuclear Power Plant Staff Work 
Hours *' No written response required 

SEVER IT. K V Region 4* Dallas* Office of the Director, 80/02/01 

Ip 


DOCKET SO-62 UNW OF VIROINIA RESEARCH REACTOR 


0 Inspection reports* IE QuUelins It correspondence 


8003110494 Forwards IE Circular 80-02* "Nuclear Power Plant Staff Work 
Hours " No written response required 

□ 'REILLY* J,P Region 2* Atlanta* Office of the Director 60/02/01, 

Ip 


8003060200 Ack receipt of 900211 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 50-062/79-03 It 
50-396/79-02 

LEWIS* R.C Region 2* Atlanta* Reactor Operations Nuclear Support 
Oranch 80/02/20 Ip 


— 8003060218 Responds to NRC 0OO2U Ur re violations noted in IE Insp 
Repts ^0-062/79-03 50-396/79-02. Corrective actions' 

procedure changed to Include callbr of reslatance temp 
detector . 

9H1UVER*BU, Virginia* Univ. of. 60/02/11. Ip 


—9003060228 Forwards IE Insp Repts SO-062/79-03 5 SO-396/79-03 on 
791213-14 It notice of violatipn 

LEWISiR C Region 2* Atlanta, Reactor Operations Nuclear Support 
Branch 80/01/17 2pp 


—6003060231 Notice of violation from insp on 791213-14 

< Region 2, Atlanta, Roactor operations Nuclear Support Drench 
80/01/17 ip 


—8003060235 IE Insp Regts 50-062/79-03 6 50-396/79-02 on 791213-14 
Noncompliance noted failure to- conduct safety sys channel 
cal ibrs 

KELLO-OOi P Region S> Atlanta, Reactor Operations Nuclear Support 

Branch WEBSTER, E K Region 2, Atlanta, Office of the Director 
00/01/17 6pp 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


J Insurance I* Indemnity information 


8003130476 Forwards Endorsement 114 to NELIA Policy NF-1 

CORREA.H A Harsh ^ KcLennan. Inc r H 5 iM Nuclear Cons v 1 tanti , Inc 
Dlv eO/02/26 2pp 


P Operating license stage documents t* correspondence 


8003140233 Forwards "Addl Probability Analyses of Surface Rupture 
Offset Beneath Reactor Dldg Surface rupture offset 
occurring beneath facility should not be considered as 
design basis event 

DARMlTZELiR W General Electric Co 80/03/12 4pp 


—9003140239 "Addl Probability Analyses of Surface Rupture Offset Dsneath 
Reactor Bldg " 

e Ja-ck R Benjamin ^ Associates* Inc JPA- 1 > 1-013-01 GO/03/12 

a«pp 


6003190469 Responds to NRC request for addl probability analyses of 
surface rupture offset beneath test reactor bldg Age of 
soil beneath reactor bldg assumed to be 40,000 yrs Results 
are unreal is t lea 1 ly high <*. geologically unrepr esentative 
DARHIT2EL.R H General Electric Co 80/03/17 2pp 


DOCKET 50-72 UNIV OF UTAH REBEAftCH REACTOR 


0 Inspection reports* IE Bulletins Ic correspondence 


6003110410 Forwards IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hours ” No written response required 

8EYFRIT*K V Region 4* Dallas* Office of the Director 80/02/01 

ip 


a Reportable occurrences* LERs L related correspondence 


B003i40l7l PN&-IV-80-004 on 900227* bomb threat received by Ofc of 
President. Ca 1 1 stated bomb was placed in nuclear inglneiring 
lab Authorities were not notified it search conducted No 
bomb found Lab shut -down for remainder of day 
WEBTERHANiT F. . MADSEN, 0 L Region 4* Dallas. Office of the 
Director 90/02/27 Ip. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


J Insurance I- Indemnity information 


8003130478 Forwards Endorsement li4 to NELlA Policy NF-1 

CORREA* M A Harsh I* NcLennan* Inc . M It H Nuclear Consultants, Inc 
Div 80/02/26. apt 


DOCKET 50-77 CATHOLIC UNIV OF AMERICA RESEARCH REACTOR 
0 Adjudicatory correspondence 


8003060001 Director'! decision under 10CFR2 206* denying PK Fltipatrlck 
791003 request to suspend OU L issue order to show cause 
Alleged license violations unsubstantiated per IE 
Invest I gallon Rept 50-77/79-02, 

STELLQ.V. Office of Inspection It Enforcemen-t* Office of the 
Director BO/02/20. Ip 
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— S0030i]OOOA- Responds to 791003 1 tr on behalf of PK Pi fcxpa tr ic ii 
Tt(iu»atingi suspension of OL & investigation of activltlei 
Enel Investigation Rapt &0-77/79-O2 did not substantiate 
aUegations Re<iueit denied per encl decision 
STELLOiV Office of Inspection & E-n f orcein ent. Office of the 
Director aO/03/SO Ip 


"•“0003060013 Director's decision under lOCpRS 206«dengin9 PK Pi t spatric k 
791003 rei^uest to suspend OL & issue order to shou cense 
Alleged storage of explosive eeatl ^ Inadequate securltt^ 
unsubstantiated per IE Investigation Rept &D“77/79“OS 
STELLO.V Office of Inspection Enf orcementi. Office of tbe 

Director BO/02/30 3pp 


— 0003060021 Advises of visit by PK Fitipatrick ic legal counsel to 
register concern re operation of reactor Supporting 
documentation end 

PELLEORIMO* E 0 Catholic Dniv 79/09/26 Bpp 


6003190164 Forwards Director's decision J< IE Imp Rept SO“O77/79“0a of 
actlvies under License R-3J in response to 791003 petition 
requesting suspension It investigation Other requests made 
in petition denied W/o Insp rept 

STELLOi V/ Office of Inspection it Enforcementi Office of the 
Director 0D/OS/SO Ip 


“-8003190170 Director 'i decision per lOCFftS 206 denying 791003 petition 
requesting suspension of License R-31 

STELLOf V Office of Inspection tc Enforcement! Office of the 
Director BO/02/20 3pp 


G inspection reportsr IE Dulletins -Ic correspondence 


G0030401S4 Responds to 791217 request that segments of Investigation 
90"077/79-02 be deleted prior to release to PDR Release of 
segments will not have negative impact on security plan»u-/ 
exception of Paragraph ItPage 9 Paragraph 1 to be withheld 
<1RIER«D H Region f« Ph i 1 ade Ip hiar Office of the Director 
80/01/21 Ip 


— 0003040120 Requests that portion# of IE I nyest 1 gation 50-077/79-02 be 
withheld from PDR Info could negatively impact security 
plan 

>;GRDAN. E D Catholic UnlV 79/12/17 Ip 


0003140043 Ack receipt of 791210 I tr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 5D-077/79-03 
ALLAN. J ri Region 1. Ph 1 iatfel ph iae Office of the Director 
00/02/18 Ip 


—8003140070 Responds to NRC 791211 Itr rt violatlc^ns noted In IE Insp 
Rept 50-077/79-03 Corre-ctive actions notices have been 
posted in reactor room tt radioisotopes lab 
i:A 9ARELLA/M J Catholic Unlv 79/12/16 Ip 


““9003140076 Forwards IE Insp Rept 50-077/79-03 on 791029-30 6 notice of 
violation 

ALLANi J H Region 1. Ph t lede 1 ph ia# Office of the Director 
79/12/11 2pp 


— 9003140079 Notice of violation from insp on 791029-30 

e Region 1« Philadelphia. Office of the Director 79/11/20 Ip 


““0003140092 IE Insp Rept 50-077/79-03 on 791029“30 Noncomp I lance noted 
failure to post info it to post Form llRC-3 

OALLINA. C □ * PLUHLEErK E Region 1. Philadelphia. Office of the 
Director STOHR. J P Region 1. Ph i ladtJph ia< Fuel Facility & 
Katcrials Safety Oranch 79/11/20 i Ipp 


a0032S'0237 Forwards IE Info Notice 80-11, "Oefierlc Probl«<ns W/ASCO 
Valves in Nuclear Applications Including Fire Protection. 

Gys No action or written response required 

GRiERi 0 H Region Ftii lad el ph i a, Office of the Director 

00/03/14 Ip 


B Periodic operating reports %• related correspondence 


0003200321 Forwards "1979 Annual Rept of Nuclear Reactor Operations " 
JORDAN. E D Catholic Unlv 00/03/14 ip 


— 0003200397 "1977 Annual Rapt of Nuclear Reactor Operations " 

EBERT. D D ' KEENE. W E . JORDAN. E 0 Catholic Unlv 00/01/31 

60pp 


DOCKET 50-B3 UN IV OF FLORIDA TRAIN I NO REACTOR 


Q Inspection reports. IE Bulletins 4 correspondence 


0003110492 Formal ds IE Circular 80-02. "Nuclear Power Plant Staff Nork 
Hours " No written response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director QO/02/01 
IP 


DOCKET 50-07 WESTINOHOUSE CRITICAL EXPERIMENT 


Q Inspection reports. IE Sulletins 6 correspondence 


80031200B9 Forwards IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/02/01 
If 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 


P Operating license stage documents ^ correspondence 


0003260595 Submits rept re activities under Licenses R-BO tf R-S9 for 
period Jul 1 978- June 1979 

ADERHOLD. H C Cornell Unlv 80/03/20 ip 


Q Inspection reports. IE Bulletins 4 correspondence 


0003250244 Forwards IE Info Notice 80- i 1 . "Oeneric Problems W/ASCO 
Valves in Nuclear Application# Including Fire Protection 
Sys " No action or written response required 
GRIERfD H Region I. Ph i ladel phi a. Office of the Director 
00/03/14 ip 


DOCKET 50-98 UNlV OF DELAWARE RESEARCH REACTOR 


0 Inspection report#. IE Dutletins ^ correspondence 


0003250345 Forwards IE Info Notice 00-11. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER. D H Region t, Philadelphia. Office of the Director 
80/03/14 ip 


DOCKET 50-99 OAQCOCK ^ WILCDX TCBT REACTOR 


O Inspection reports. IE Bulletins 6 correspondence 


6003110464 Forwards lE Circular 60-02. "Nuc 1 ear Power Plant Staff Work 
Hours " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/01 

Ip 


DOCKET 50-Hl NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


P Operating license stage documents t correspondence 


8003040467 Modifies 791210 request for amend to License R-63 Reactor 
area monl tors, s tax k monitors daily air sample taken in bay 
will be discontinued Radiation tt contamination survey of 
R-3 bay area will be conducted quarterly 

SAXE. R F . THaMAS, J L North Carolina State Univ 80/02/05 2pp 


Q Inspection report#. IE Bulletins i correspondence 


0003110487 Forwards IE Circular 60-02. "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/02/01 
ip 


DOCKET 50-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


a> Inspection report#. IE Gulletln# it correspondence 


9003110408 Forward* IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hours '* No written response required 

SEYFRfT. K V Region 4. Dallas. Office of the Director 00/02/01 

ip 
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DOCKET 50-116 IOWA STATE UN IV RESEARCH REACTOR 


Q Inspection roportst IE Dulletlns b corroapondeno 


8003120091 Foruarda IE Circular 00-02, ‘NutUai Power PUnt Staff Work 
Hours *' No written responso required 

KEPPLERiJ G Region 3, Chicago, Office of the Director 00/02/01 

Ip 


DOCKET 50-123 UN IV OF MISSOURI RESEARCH REACTOR 


0 Inspection roporta, IE Bulletins i> correspondence 


Q003120109 Forwards IE Circular 00-02, ''Nuclear Power Plant Staff Work 
Hours ” No written response required 

KEPPLERfJ 0 Region 3, Chicago, Office of the Director. 00/02/01 

Ip 

8003060630 Ack receipt of 000121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp ropts for Licenses R-79 
i SNM-247 

HINDrJ A Region 3, Chicogoi Safeguards Qranch BO/02/07 Ip 


—0003060630 Responds to NRC 0QO111 Itr re violations noted In. IE insp 
repts for Licenses R-77 ^ eNM-247 Corrective actions 
withheld Iref 10CFR2 7901 

PLANJEiT J Missouri, Univ of, RolU 80/01/21 Ip 


■8003060643 AcV receipt of NRC 800111 Ur ^ IE Imp repts noting 
violations of activities under Licenses R-79 it 3NM-247 
Advises that persons responsible for license activitg will 
respond no later than 600201 

PLANJE,T J Missouri, Univ of, Rolla 80/01/14 Ip 


BOO321O503 Amends 790910 response to IE Bulletin 79-19 Each of five 
health physics ofcs maintains set of NRC DOT regulations 
I set of collection contractor requirements Audit of ofcs Is 
performed annually 

DONOj R Missouri, Univ of, Rolla 80/02/20 Spp 


Q003190S66 Forwards IE Insp Rept 50-123/80-01 on 000207-00 No 
noncompliance noted Details withheld (ref 10CFR2 790) 

HINDiJ A Region 3, Chicago, Safeguards Oranch 00/03/03 Ip 

—0003190502 IE Insp Rept 50-123/00-01 on 000207-00 No noncomp 1 lance 
noted Major areas inspected security organi latlon, acc ess 
control , alarm sys, keys, locks, hardware, communi cations, 
surveillance I procedures Details withheld (ref 10CFft2 790) 

HIND, J A Region 3, Chicago, Safeguards Qranch KNiCELEYiJ R , 
HADEDD, T J Region 3, Chicago, Office of the Director 00/02/20 
Ip 


DOCKET 50-124 VIRGINIA PQLYTECH INST TRAINING REACTOR 


<3 Inspection reports, IE flullatins correspondence 


0003110499 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/01 

Ip 


DOCKET 50-120 TEXAS At»M UNIV RESEARCH REACTOR 


P Operating license stage documents correspondence 


8003190717 Forwards maps indicating low population lones for 
f ac i I i ties. In response to 000107 Ur 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/20 6 pp 


8003190717 Forwards maps indicating low population lonts for 
f ac i I i ties, in response to 800107 Itr 

DENTON.H R Office of Nuclear Reactor Regulation 80/01/20 6 pp 


—8003190734 Requests maps indicating low population lonof for 
facilities 

ED80N, K California, State of, 00/01/07 Ip 


Q Inspection reports, IE Dulletini & correspondence 


0003110401 Forwards IE Circular 00-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

8 EYFRIT 1 K V Region 4, Dallas, Office of the Director 80/02/01 

Ip 


DOCKET 50-129 WEST VIRGINIA UNIV RESEARCH REACTOR 


H General correap andence 


B003040287 Forwards, info on dismantling of rcac tor, order author! ting 
dismantl ing. NRC safety evaluation, EIA (< dismantling plan in 
response to 000207 request W/o ends 

REIDiR U Operating Reactors Branch 4 00/02/13 Ip 


P Operating license stage documents correspondence 


Q003I20632 Forwards info re WV reactor, NRC order authoriiing 
dismantling of component parts, NRC safety evaluation, NRC 
EIA 4 dismantling plan for WV reactor W/o end 
REID,R W Operating Roactors Branch 4 00/02/15 Ip 


—8003120633 Requests info re WV Univ order authoriiing dismantling of 
facility disposition of component parts 6 NRC EIA 
MUNSON, J T United Engineers U Constructors, Inc (subs of 
Raytheon Co ) BO/02/00 Ip 


0 Inspection reports, IE Dulletins & correspondence 


8003110499 Forwards IE Circular 0O-O2, "Nuclear Power Plant Staff Work 
Hours ' No urltten response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 30/02/01 
IP 


DOCKET SO- 13 1 OMAHA VET ADMIN H03P RESEARCH REACTOR 


Q Inspection reports, IE Dulletins I, correspondence 


0003110339 Forwards IE Circular 00-02, ''Nuclear Power Plant Staff Work 
Hours " No written response required 

8 EYFRIT,K V Region 4, Dallas, Office of the Director 00/02/01 
IP 


0003060751 A-dc receipt of 800114 Itr informing NRC of steps taken to 
correct violation noted in IE Insp on 791127-20 
HIND, J A Reglo-n 3i Chicago, Safeguards Branch 00/02/13 ip 


—0003060737 Responds to NRC B00107 Ur re violation noted in IE Insp 
on 791127-20 End corrective action withheld 
(ref lOCFRS 790) 

MA TOOLE. J J Vet Admin Hosp Omaha, NE 00/01/14 Ip 


DOCKET 90-133 HUIIHOLDT DAY POWER PLANT, UNIT 3 


J Insurance iTidemnltg information 


8003190493 Forwards Endorsements 86 4« 0? to NELIA Policy NF-US 
CRANHiP A Pacific Gas ts Electric Co 80/03/06 3pp 


P Operating license stage documents it correspondence 


0003170197 Forwards draft NUREO-OaDO, "Cladding SuelUng 6 Rupture 
Models for LQCA Analysis" & topics for discussion sent to 
fuel vendors Requests comments by 800109 

eiSENHUT, 0 G Division of Operating Reactors 79/12/20, I9pp 

—0003170371 Draft "Cladding Swelling t Rupture Models for LQCA 
Analysis '* 

PGWERB. D A Core Performance Branch 77/) 1/30 106pp 


6002070027 Requests review of QA program re diesel generator fuel oil 
Item should be Included in QA program If exception taken 
to inc lus i on, response required within 90 days 
EISENHUT, 0 O Division of Operating Reactors BO/Ol/07, ip 


0003190717 Forwards maps indicating low population zones for 
fac i litias, In response to 800107 Up 

DENTON,H R Office of Nuclear Reactor Regulation 80/01/20, 6 pp 


— 0003190734 Requests maps indicating low population zones for 
facilities 

EOaON.K California, State of 00/01/07 Ip 


8003050900 "Response to NUREO-0970, Short-Term Lessons Learned 
Requirements '* 

* Pacific Oas t< Electric Co 00/02/29 300pp 
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Q Inspaction report«c IE Bulletins K. cOTrpspond pnce 


£003^50700 Respcndi to I£ Bulletin 79-05 Facility i5oc« not uie or plan 
to USB Ns-stinyhouse DfO relates in «af fi t^-rv la tod -tijt 
CRANE, P A Pacific Cai t Electric Co 79/12/26 Ip 


aOO3HO207 Foruards !£ Qulletiri 80-04, "Analyiis of PWR Main Staan Lino 
QroaV tl/Cantlnued Faediuatvr Addition '* No luritten rosponse 
roqu ired 

ENOELKEN, R H Ragion 5r San Francisco, Qfficr of the Director 

ao/oa/oa ip 


3003120273 Forwards 1C Info Notice 00-07, ''Pump Shaft Fatigue 
Cracking ” Nd response req.ijri.red 

ENCELKENfR H Region 5, San Francisco, Office of the Director 
aO/02/29 Ip 


9003140306 Forwards supplemental info to IE Dylletin 79-OlB, "Environ 
Qualification of Class IE Equipjnent " Response required 
EN(SELKEN,R H Region 5, San Francisco, Office of the Director 
00/02/29 7pp 


8003200159 Responds to IE Dulfatin 79-27, "Loss of Non-Class IE 
Ins truinenta 1 1 on ^ Control Power Sys Bus During Operation " 
Facility presently in cold shutdown node 9( will review power 
suppit^ sys upon seismic issue resolution 
CRANE. P A Pacific Oas i> Electric Co 80/Ck2/29 Ip 


0003180211 Forwards IE Circular BO'^03. "Protection From Tokic Oas 
Haiards " No written response required 

ENOELliEN, R H Region 5* San Francisc-o, Office of the Director 
00/03/06 Ip 


8003140374 Forwards IE Info Notice 00-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

ENOELKEN,R H Region 5, San Francisco, Office of the Director 
00/03/07 2pp 


8O03i8D0|7 Forwards IE Info Notice 00-09, "Fossitle Occupational Health 
Hacard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

ENflELKEW, R H Region 5, San Francisco, Office of the Director 
00/03/07 Ip 


8003180111 Forwards IE Info Notice 80-06 "States Co Sliding Link 
Electrical Tereiinal Bloct " No specific action or response 
requested 

EliaELKENi R H Region 9, San Franc isco« Office of the Director 
80/03/07 Ip 


8003260567 Forwards IE Bulletin 90-05, ^Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks '■ 

Action it. written response required 

EN<?ELKEN, R H Region 5, San Francisco, Office of the Director 
60/03/10 Ip 


0003260379 Forwards IE Bulletin 80-06, "Engineered Safety Feature 
(E&Fl Reset Controls " Writtin response required 
ENOELKEN.n H Region 5. San Francisco- Office of the Director 
80/03/13 Ip 


8003250155 Forwards IE Info Notice 80-11. "Otneric Protlems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sy» *■ No action or written response required 

EN5ELKEN.R H Region 3, San Francisco, Office of the Director 
80/03/14 Ip 


9003260344 Forwards IE Circular 00-04, "^Securing of Threaded Locking 
Devices on Safety-Related Equi pment No written response 
required 

ENCELKENrR H Region 5, San Francisco, Office of the Director 
00/03/ 14 Ip 


R Periodic operating reports fe related correspondence 


*—0003050228 "Rept Nujuber 74, Environ Radiation Study in Vicinity of 
Fad 1 1 tg. Eureka, CA, Quar tor Ending Sept 30.1979 (Summer) " 

CAVOTi R F , DROWNRIOO, D L , LORENZ, R W Pacific Oas 6 Electric Co 
420-79 127 79/12/26 19pp 


6003170404 Forwards monthly operating rept for Feb 1980 
WEEKS, E D Pacific Oas V Electric Co 80/03/06 ip 


— 8003170418 Monthly operating rept for Feb 1980 

OETTY, 0 C Pacific Oas Electric Co 00/03/05 4pp 


S Reportable occurrences, LERs J. related correspondence 


9003180593 Forwards LER 80-00 1/O3L-0 

CRANErP A Pacific Oas i> Electric Co 80/03/12 Ip 


—9003180562 LER aO-OOl/03L-O on 800210, rfur ing routine testing, fire water 
sys header low pressure switch started ftre pumps at 44 
psjg Caused by setpoint drifting due to loosening of 
setpoint retainer Setpoint was adjusted 
OETTY, 0 C Pacific Gas 6 Electric Co 80/03/11 Ip 


U Congres S ional/Eiecuti ve Correspondence 


0003170130 Responds to DJ Brown inquiry concerning cancellation of 
791212-13 meeting re status of facility geologic 6 seismic 
investigations Meeting cancel I ed. due to util need to obtain 
addl info for license amend proceeding 

DIRCKS/W J Office of the Eiecutive Director for Operations 
80/02/19 2pp 


8003250192 Forwards DJ Drown 791206 Itr requesting explanation of 
cancellation of insp to assure compliance u/s»ismic stds 
Requests response 

CRANSTON, A Senate 00/02/21 2pp 


DOCKET 50-134 WORCESTER POLVTECH INST RESEARCH REACTOR 


Q Inspection reports. IE Bulletins % correspondence 


8003250259 Forwards IE Info Notice 80-11. "Oenerlc Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER. 0 H Region 1, Ph i lad e Iphia. Office of the Director 
80/03/14 Ip 


DOCKET 50-142 UCLA TRAINING REACTOR 


F Security, medical* emergency 6 fire protection plans 


8003180279 Forwards physical security plan Plan withheld 
(T#f 10CFR2 790) 

CiEOST-W E California, Univ of. Los Angelas 50/03/10 Ip 


P Operating license stage documents ^ correspondence 


8003270058 Forwards OA program 

O'NEILL.ft R - WEOST.W CaliPornia, Unlv of. Los Angeles 00/01/20 

Ip 


— 6003270063 QA program 

NOOSONi J M California, Unlv of, Los Angeles 80/01/28 9pp 


8003050463 Forwards application for renewal of License R-71 
WEOSTrWF California. UniV of, Lo« Angeles 80/02/20 Ip 


— 0003050468 Application for renewal of License R-71 

a California, Untv of, Los Angeles 80/02/20 250pp 


Q Inspection reports- IE Bulletins L correspondence 


0003050212 Forwards "Rept on Radioactive Effluent Releases ft Waste 

Dlsposalr Jul-Oec 1779 '* 8003170026 Forwards IE Insp Repts S0-M2/B0-01 «« 70-0223/00-01 on 

CRANEiP A Pacific Gas L Electric Co 60/02/29 Ip 000211 V 12 No noncomp 1 lance noted Insp rept withheld 

(ref 10CFR2 790) 

NORDERHAUOi L R Region 5. San Francisco, Safeguards Branch 
— B00305021B -"Rept on Radioactive Effluent Releases h. Waste Disposal, Jul- 80/02/26 2pp 

Dec 1979 

# Factflc Oa* S« Electric Co 79/12/31 |9pp 


—0003050221 “Rept Humber 73, Environ Radiation Btudy In Vicinity of 
Fac i U ty- Eureka- CA, Guar ter Ending June 30-1979 CSprlng) " 

CAYOTr R F t BROHNRiGGiD L , LORENZ- R W Pacific Oat &; Electric Co> 
420-79 65. 79/12/14 I9pp. 



DOCKETED ITEMS 


19 


S Rvportdbiff occurrencflii LER« t rclabud corr8«pond«nct 


60030904G? Torujard* «uppl to 791226 1 tr r* 791219 AO Encliminutai of 
800109 radiation uia commi tkaar contain! action! 
racommandafc ion! to correct daficitncv of prollmlnarv rapt 
O^NElLLfR R . WEOST.W Californlai Univ of. Lo! Angalai 80/01/11 

□pp 


DOCKET 50-140 UN IV OF KANSAS RESEARCH REACTOR 


P Operating llcanaa «taga document* corratpondtnce 


0003120366 Foruard! Tech Speci. etnergancy preparednei! plamElA $c 
fiTianclal liabilltg atatemank re application to renew 
1 icente 

MESLGRiR 9 Kama!. Univ of 00/03/04 Ip 


0 Adjudicatory correspondence 


0003130119 Forwards licensee response to Inter rogator i es 2-1 through 
2-13 2-19 through 2-1? re proposed spent fuel pool 

expansion 

OAULOrJ Conaumers Power Co 00/02/20 Ip 


< — 8003130129 Response to In t errogatorl es 2-1 through 2-13 ti 2-15 through 
2-17 Provides documents te studies re spent fuel pool 
expansion Affidavits of CL Larsen & CE Axtell t Certificate 
of Svc end 

» Consumer* Power Co 00/02/20 162pp 


0003120794 Forwards confirmatory order confirming util 800209 
commitment re recirculation pump trip intallation prior to 
operation 

DENTON.K R Office of Nuclear Reactor Regulation 80/02/21 2pp 


— 0003120376 Tech Spec* 1 0-7 0 for nuclear reactor facility License 
fi— 70 

» Kansas. Univ of 00/03/31 31pp 


— 8003120798 Con f i rma tor tf order directing licensee to install 
reclrculat inn pump trip or place facility in cold shutdown 
EISENHUTrD 0 Division of Operating Reactors DO/02/21 4pp 


— 8003iS03B3 Emergency preparedness plan 
« Kansas. Univ of 00/02/29 46pp 


—0003120391 EIA supporting renewal of facility License R-78 Financial 
liability statement end 
e Kansas. Univ of, 80/03/31 13pp 


— 0003120400 Forwards statement of financial considerations aupporting 
renewal of License R-76 Ltr certifies that future budgets 
for School of Engineering will Include support level 
indicated under Section 2 U/o encl 
KRAFT. 0 C Kansas. Univ of 80/03/04 Ip 


8 Inspection reports. IE Dulletins & correspondence 


8003110403 Forwards i£ Circular 80-02. ^'Nuclear Power Plent Staff Work 
Hours " No written response re<iuirad 

SEVFRIT.K V Region 4. Dallas. Office of the Director 00/02/01 
If 


DOCKET 90-150 OHIO STATE UNIV RESEARCH REACTOR 
0 Inspection reports. IE Bulletins ^ correspondence 


S003120095 Forward* IE Circular 80-02. ^'Nuclear Power Plant Staff Wort 
Hours No written response ^e^^ulr»d. 

KEPPLER.JO Region 3. Chicago. Office of the Director 00/02/01 
Ip 


DOCKET SO-191 UNIV OF ILLINOIS RESEARCH REACTOR 


0 Inspection repo^ts. IE Bulletins correspondence 


Q003030161 Forward* CPC 800222 responies to Chnsta-Maria et al 
Interrogatories 2-14.7-1 through 7-11 ?< deferred portion of 

a-io 

OALLOrJ Tsham. Lincoln t< Seale 60/02/22 2pp 


—8003030167 Response to Chr I * ta-Maria ot al Interrogatories 2-14.7-1 
through 7-11 in deferred portion of 2-10 Includes info re 
radioactive mail in spent fuel particulate U/aff i davits. pro f 
quail ficationc. Cert if i c at« of Svc it supporting documents 
OALLO. J Consumers Power Co BO/02/22 70pp 


— 0003030174 BRP procedure approval L author 1 tation T90-03 re spent fuel 
pool liner Supporting documentation end 
SONNENaERO.E F Consumers Power Co 00/08/00 9pp 


0003140066 Order granting Chr i *ta-Mar ia motion for relief from 2D-copy 
requirement Single copies shall be served on each party 
A8L8 two copies on Secretary of Commission 

0R0S8MAN. H Atomic Safety and Licensing Board Panel 60/02/25 Ip 


8003200827 Forwards util responses to intervenor Christa-Harla 
Interrogatories 9-16 through 9-21 Remaining interrogatory 
responiei will be furnished as soon as possible 
OALLO. J Isham. Lincoln & Beale 00/02/26 2pp 


— 8003200239 Responds to intervenor Chr Ista-Harla Interrogatories 9-16 
through 9-21 Discusses potential problems associated w/spent 
fuel pool 

a Consumers Power Co 80/02/26 82pp 


— 8003200246 Forwards result* of Bechtel study of postulated cask drop 
accident Indicates that cask dropped into spent fuel pool 
caused leak greater than makeup capacity of backup sys 
Detailed mods to equipment L procedures necessary 
8ENELL. R B Consumer* Power Co 74/07/01 77pp 


6003120104 Forward* IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hour* " No written responte required 

KEPPLER.>i 0 Region 3. Chicago. Office of th* Director 60/D2/01 

Ip 


R Periodic operating report* L related corrsipohdencs 


8003050462 Forward* "Annual Operating Rept. 1979 “ 

BECK.O P . CHILTON, A B lUlnoU. Univ of. Urbana-Champa ign 
80/02/8? Ip 


— 6003050466 "Annual Operating Rept. 1979 " 

» Illlnoli. Univ of. Urbana-Champaign. 80/08/29. 6pp^ 


— BOD3200351 Notifies that proposed mods tc procedural changes will 
adequately minlmlie probability k potential consegpences of 
cask drop accident Util will place energy absorbing Impact 
pad in spent fuel pool Safety evaluation end 
ODLLERiK R Division of Operating Reactors 76/02/06 3pp 


— 0003200293 Safety avaluatlpn supporting acceptance of cask drop 
accident analysis 

e Office of Nuclear Reactor Regulation 76/02/06 4pp 


— BOO32OO2S0 Ncitlflei that completion of cask drop equipment mods at 
present time is undesirable unnecessary Cost estimates for 
equipment ainds are significantly higher Uen anticipated 
Spent fuel casks will not be used for several yr* 

BEWELL.R B Consumers Rower Co 76/11/00 9pp 


DOCKET 50-155 010 ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency it fir* protection plan* 


0003170165 Forward* Revltlon 55 to upgraded site emergepey plan.Vol 9 
Plan implementation expected B00901. 

FIELDS. H Coneumer* Power Co, 00/03/11. Ip. 

—8003170167 Revision 65' to upgraded fit# emergency plan.Vol 9. 
a Coneumer* Power Co, 80/03/06, 160pp. 


0003050301 Responi* to ABLQ 500117 question Cost-benefit analysis 
need not be considered when effect on human environ is 
Insignificant. NEPA dyes not require analysis of 
alternatives AQLB lack* jurisdiction W/Certif Itate o# 8vc 
MOORE. J E, Hearing Branch 8 80/03/03 81 pp. 


0003270263 Brief re need for power Issue Consideration of issue by A8LB 
net required If environ impacts of proposed amand are 
negligible St if unretolved conflict* re commitment availabla 
resourcai are absent. Cert! f i cate of Svc encl 

OALLO. J. I STEPTOE. P Consumer* Power Co, OALLO. J Isham. Lincoln It 
Beale 80/03/03 28pp 
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'1003200606 Response t3 A5LD question re NEPA requirement to consider 
resd far pcuer Consideration of issue essential per case 1 aui 
requiring decisionmakers to develop alternatives Involving 
unresolved conFlicts CertiFifate of Sve end 
oHELDQM, K P Ch r 1 s fca-Ma r i a 00/03/03 7pp 


S003260-229 Order accepting late-fiJed J O'lleill 1. J Leithausar briefs 
re nee<5 for pauier issue in spent fuel pool eipansion 
proceed mgs 

OROSSMANtH Atomic Safetij and Licensing Board Panel 80/03/19 Ip 


BQ03310123 Forwards uti) responses to Interrogatories 9-32 through 
9-3{>i 9-30J 9-*<;2 L supporting documents (NUS Corp engineering 
studies) Proprietarg mail used in part to answer 
Ifiterrogatori^ 9-29 has been deleted 
CALLOr J Isham. Lincoln & Beale SO/03/S1 2pp 


— 8003310126 nespomse to Interrogatories 9-22 through 9-30 9^30 !c 9-42 
Includes NU3 Corp anali^ses of spent fuel rads Proprietary 
piatl used in part to answer I nterrogatorg 9-29 has been 
deleted Certificate of Sve end 

GALLO. J Consumers Power Co OALLO.^J Isham, Lincoln t Deale 
GO/03/21 53BPP 


H General correspondence 


8003240094 Informs that POE should b« able to provide info re research 
contrac fc 

DARTH. C A Hearing Branch 3 80/03/05 Ip 


I Financial information 


0OO312O34L Foiwards "Annual Hept to Shareho I ders» 1979 
PERRY. P A Consumers Po-uer Co 90/03/07 45pp 


P Operating license stage documents t correspondence 


0003170197 FilT^i^ard^ draft NUREG-OfcOO;- "Cladding Swelling t- Rupture 
Models for LOCA Analysis'" U topics for d i sc u-sslon sent to 
fuel vendors Requests comments tg 900109 

EISEfJHJT.D 0 Division of Operating fieactori 79/12/20 19pp 


8003170371 Draft "Cladding Swelling & Rupture Models for LOCA 
Analysis " 

POWERS. D A Core Performance Branch NL(RE0*'0630 79/1 J/30 

106pp 


0003070270 Requests references to docketed info re SEP topics for NRC 
review in response to 800117 meeting Info doe within 90 
dags 

ZJEflANNiDU Opeiatlng Reactors Branch 3 80/02/14 2pp 


8003070289 Requests references to docketed info re SEP topics for NRC 
review in response to QOOIt? meeting Info due within 30 
days 

ZIEMAr^N-D L Operating Reactors Branch 2 BO/02/14 2pp 


6003200155 Requests that util perform review of environ quai i f icat i an 
of safety-related electrical equipment against end 
guidelines Also requests that util attend 800221 meeting in 
Bethesda'MD re qualification review process 

ZJEMANN. D L Opeiating Reactors Branch 2 SO/02/15 40pp 


0003240101 Approves licensee request for withholding (ref lOCFfl'2 790> 
Drawing S14BI12Q01 uhich provides addl info re proposed 
citpansion of spent fuel storage capacity 

ZIEMAMW. D L Operating Reactors Branch 2 00/02/19 3pp 


9003230231 Requests util provide supplemental info re 790626 
application for expansion of spent fuel pool to addresses on 
end list ASLB interveners should be kept informed oh 
application matters 

ZIEMANW. D L OporatJng Reactors Branch 2 80/02/21 3pp 


8003110026 Reissues 600225 1 tr which forwarded Tech Spec change request 
revising LOCA anelgsis operating limits Original transmittal 
irvcomplete due to omission of date line for notary sworn 
statement in Tech Spec change request 
hOFFMAN-D R Consumers Power Co 80/03/29 3pp 


8003200007 Summarv of 800111 meeting w/Dechtsl t< licensees re unasonry 
wall U pipe support structural Interd i scip 1 inary 
coordination 

UCClAfZEO/R Operating Reactors Branch i 80/03/03 16pp 


0003190479 Discusses single failure analysis of containment purge 
sys proposed mods to sys Util redesigned electrical 
control schemes for containment ventilation supply eihaust 
isolation valves 

HOFFMAN. D P Consumers Power Co 90/03/ 14 2pp 

9003190534 Forward* response to NRC 000228-29 site visit request for 
addl into re util response to requirements of NURE0-057Q 
Based on util evaluation of ongoing valve testing programs. 

EPRI program appear* most appropriate 

HOFFMAN. 0 P Consumers Power Co 90/03/ i4 6Spp 

9003240391 Responds to NRC B00223 Itr re LWR primary coolant sys 
pressure i$olakion valves Describes valve configuration 
HOFFMAN, 0 P Consumers Power Co 90/03/21 5pp 


Q Inspection reports. lE Bulletins t correspondence 


8003190141 Responds to IE Bulletin 79-28. "Possible Malfunction of 
Namco EAieO Limit Switches at Elevated Temps " Namco EA10O 
switches, dfcd code 790202-790024, not used in safety or 
reonsafety-re lated circuits at facility 

LINDER. F Oatryland Power Cooperative 79/12/17 Ip 

8003140424 Forwards IE Info Notice 80-03. "Main Turbine 
Elec trohydraul ic Control Sys " No specific action or 
response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 00/01/31 

IP 

8003190022 Forwards IF Circular 79-25. Suppl A. "Shock Arrestor Strut 
Assembly Interference ' No written response required 
KEPPLER^J G Region 3. Chicago. Office of the Director 80/01/31 

1 P 

6003120168 Forwards IE Circular 80-02 “'Nuclear Power Plant Staff Work 
Hours " No written response lequired 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 0O/U2/OI 

tp 

8003140213 Forwards IE Bulletin 80-03, "Loss of Charcoal from Sid Type 
E I, Two- Inch' Tray Adsorber Cells " Action required 

KEPPUER.J G Region 3. Chicago. Office of the Director 80/02/06 

Ip 

8003110117 Forwards IE Bulletin 00-04, "Analysis of PWR Mam Steam Line 
Break W/Contlnued Feedwater Addition ' Written response 
r equ ired 

KEPPLER. J G Region 3. Chicago, Office of the Director 00/02/00 

I P 

6003190335 Forwards IE Info Notice 00-05, “Chloride Contamination of 
Saf ety-Rela ted Piping fy Components No written response 
r equired 

KEPPLER. J G Region 3, Chicago. Office of the Director 00/02/00 

Ip 

0003110176 Forwards corrected IE Bulletin 80-04, ““Analysis of PNR Main 
Steam Line Break l4/Continued Feedwater Addition ““ No written 
response required 

KEPPLER. -J G Region 3, Chicago, Office of the Diiector 00/02/14 

IP 

8003310400 Forwards IE Jnsp Rept 50-155/Q0-01 on 000108-11 No 
noncomp Hance noted 

HEISHMAN.R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch 80/02/14 2pp 


—8003310409 IE Jnsp Rept 50-155/80-01 on 000108-11 No noncompliance 
noted Major areas inspected onsite OA program changes, 
procedure sys.LER followup actions. IE bulletins A 
circulars Si open insp items 

RIDCWAY, K ft . WRIGHT, 0 C , (lAKCR.K ft Region 3. Chicago. Office of 
the Director 80/02/00 0pp 


6003060753 Ack receipt of 000123 Itr informing NRC of steps taken to 
correct violiation* noted in IE Insp Rept 50-l55/79“l4 
FIORELLI.O Region 3. Chicago, Reactor Construction l> Engineering 
Support Branch 80/02/25 Ip 


—9003060763 Responds to NRC 791220 Itr re violation* noted in lE Insp 
Rept 50-153/79-14 Corrective action* piping ignored in 
seismic analysis now being analyied as part of SEP seismic 
topic Justifies formula for 8NC relief valve analysis 
HOFFMAN. D P Consumers Power Co 90/01/23 4pp 


0003120684 Foruiarifs lE Info Notice 80-06. ‘“Notification of Gignif leant 
Event* " No action required 

KEPPLER. J G Region 3, Chicaga. Office of the Director 0O/O2/S7 

Ip 
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G0031S0355 Forutirdf IE Info Notice SO-O?! '*Pump Shaft Fattgu* 
Cracking " No retponte required 

KEPPLER.J 0 Region 3^ Chicago. Office of the Director 80/03/29 
ip 


B003i4032S Forward* «upp 1 ementa 1 Info to IE Qulletin 79-018. "Environ 
Qualification of Cla*t IE Equipment " No retponst required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/29 
Bpp 


8003180236 Forwardi IE Circular QO-03. ''Protection Froni Toxic Oas 
Hazards " No written response required 

KEPPLER. J Q Region 3. Chicago. Office of the Director 80/03/06 
Ip 


8003260182 Forwards IE Info Notice 00-09. "PosaibU Occupational Health 
Hazard Associated H/Closed Cooling 8gs for Operating Power 
Plants *' No written response required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 80/03/07 

Ip 


6003260060 Forwards IE Info Notice 80-04. "BHR Fuel Exposure in Excess 
of Limits " No action or response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/10 
IP 


0003260493 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument 8t/s Power Gupplg During Qpeiation " No specific 
action or response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/10 

Ip 


8003260413 Forwards IE Dulletin 60-06. "Engineered Safety Feature 
lESFl Reset Controls " Written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/03/13, 

Ip 


6003290094 Forwards IE Info Notice 60-11. "Generic Problems W/ABCO 
Valves in Nuclear Applications Including Fire Protection 
8ys " No action or written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 60/03/14 
Ip 


8003260248 Forwards IE Circular 80-04. "Securing of Treaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/14 

ip 


6003250954 Responds to IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentat ion t Control Power Sys Dus During Operation " 
Existing facility procedures L sys are adequate to deal 
w/loss of instrumentat ion (< control sys loads 
HOFFMAN. D P Consumers Power Co 00/03/19 3pp 


R Periodic operating reports 6 related correspondence 


0003050426 Forwards "Annual Operating Rept. Occupational Exposure. 1979 
HOFFMAN. D P Consumers Power Co 80/02/29 Ip 


■8003050430 "Annual Operating Rept. Occupati onal Exposure.*' 1979 
« Consumers Power Co 80/02/29 27pp 


6003050514 Forwards "Semiannual Radioactive Effluent St Environ 
Monitoring Rept.Jul-DeC 1979 ■' 

HOFFMAN. D P Consumers Power Co 80/03/29 Ip 


— 8003050516 "Semiannual Radioactive Effluent Environ Monitoring Rept. 
Jul-Dec 1979 " 

« Consumers Power Co. 80/02/29 9pp 


S Reportable occurrences. LERs S< ralatad correspondence 


0003250454 Forwards LER 80-007/03L-0 

HOFFMAN. D P Consumers Power Co 00/03/19 Ip 


— 8003250460 LER 0O~OO7/O3U-O on 000224. during routine operation. excess 
vibration was noted on control rod drive pump 2.Cauied by 
worn suction poppet valves on pump S< damage to pump piping 
hangers from vibration Valves replaced St hangars repaired 
* Consumers Power Co. 80/03/19 Ip 


DOCKET 90-156 UN IV OF WISCONSIN RESEARCH REACTOR 


Q Inspection reports. IE Bulletins St correspandonc e 


8003190066 Forwards IE Insp Rapt 50-156/79-04 on 791204 S< 05 No 
noncompliance noted Rept withheld (ref 10CFR3 790> 

HIND. J A Region 3. Chicago. Safeguards Branch 80/01/16 2pp 


—0003190071 IE Insp Rept 90-156/79-04 on 791204 St 05 No noncomp 1 lance 
noted Major areas inspected approved security plan St 
Implementation Insp rept withheld <ref 10CFR2 790) 

SCHAFER. J . SCKUAN. 0 Region 3. Chicago. Office of the Director 
HtNDiJ A Region 3# Chicago. Safeguards Branch 00/01/14 Ip 


8003120113 Forwards IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hours *' No written response required 

KEPPLER. J 0 Region □. Chicago. Office of the Director 00/02/01 

Ip 


DOCKET 50-157 CORNELL UN IV RESEARCH REACTOR 


P Operating license stage documents i correspondence 


6003260595 Submits rept re activities under License* R-SO It fl-S9 for 
period Jul 1979-June 1977 
ADERHOLD. H C Cornell Unlv 80/03/20 Ip 


Q Inspection report*. IE Bulletins I correspondence 


9003250244 Forwards IE Info Notice 00-U. "Generic Problems ll/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER. B H Region tr Philadelphia. Office of the Director 
60/03/14 Ip 


DOCKET 50-160 GEORGIA INST OF TECH RESEARCH REACTOR 


G Inspection reports. IE Bulletins (c correspondence 


8003110471 Forwards IE Circular 60-02, "Nuclear Power Plant Staff Work 
Hours " No written response required, 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/01 
Ip 


DOCKET 50-166 UNIV OF MARYLAND RESEARCH REACTOR 


0 Inspection reports^ IE Bulletins t« correspondence 


8003250297 Forward* IE Info Notice 60-11, "Generic Problems U/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Syi " No action or written response required 
GRIER. B.H Region 1, Philadtlphiai Office of the Director 
80/03/14 Ip 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


0 Inspection reports* IE DulUtlns h correspondence 


6003250193 Forwards IE Info Notice 80-11, "Generic Problems W/ASCD 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required. 

ORIER.B.H Region 1. Philadelphia, Office of the Director 
60/03/14 Ip 


S Reportable oecurrenc#*. LER* It related correspondence 


8003260457 Forwards RQ re Illumination of scram indicators on roactor 
control console 

TYLER. P.E Dedenst. Dept of. Defense Nuclear Agency 60/03/25 2pp 


—6003280456 RO nn 600315. scram indicators on reactor control console 
were Illuminated* Indicating power failure or outage of 
console Caused by damaged operational amplifier Circuit 
board replaced Re 1 ay* requiring manual reset, ins tal 1 ed 
* Defense. Dept, of I Defense Nuclear Agency 80/03/29 Ip 
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DOCKETED ITEMS 


DOCKET SO— 171 PEACH BOTTOM ATOMIC |»OHER STATION* UNIT t 


Q Ir\*P»ction report** IG St c Prr«sp(in4«nc« 


60030606^5 NottPi®* that NRC intehd* tp routlnelv forward fco 
approp^ii^^t^ ftats public u^Ll regulatory groups ^ stats atty 
general o-fcs*capiei of «fcalak*d snf presment corrsipondsncs 
sent bij WRC to licsnstst 

0Rt£R, B. yt Region !• Philadelphia. Office of the Director 

ip 


DOCKET SO-1B2 PURDUE UNIV RESEARCH REACTOR 
F Socur 1 medicali energeneg & fire protection plant 


0003250-4 1 -2 Forwards revieed security plan Plan withheld 
Ire# IOCFR2 790-> 

STANSBERRYrE R Purdue Univ BO/03/l^ Ip 


Q inspection reports. IE Bulletins l correspondence 


8003120112 Forwards IE Circular 00-02* '’Nuclear Pouer Plant 
Hours " No written response required 

KEPPLERj J 0 Region 3< Chicagoi Office of the Director 

Ip 


Staff Work 
GO/02/01 


8003280100 Forwards IE Insp Rept 50'186/B0**0i on 800115-17 »o 
none onip 1 lance noted 

HEISHHANiR F Region 3# Chicago* Reactor Operations Nuclear Support 
Branch 60/02/14 2pp 


— 6003260111 IE Insp Rept 50-186/80-01 on 000115-17 No none omp 1 i anc e 
noted Major areas Inspected maint* survei I lance* aud i t f* 
review* experiments t event rept followup 

BAKER* K R . BROWN* C H Region 3* Chicago* Office of the Director 
00/02/11 3pp 


O Insp^-cbion raportSi IE Sulletins cor respondinct 

S003l2aO'9«? Foruardt IE Circular 00-02, "Nuclear Power Plant Staff Work 
Hours « IvJo uiritten response required 

KEPPUEr, -J 0 Region 3, Chicago, Office of the Director 80/02/01 


DOCKET 50-109 KANSAS STATE UN IV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins ^ correspondence 


8003110390 Forwards IE Circular 0O--O2, “Nuclear Power Plant Staff Work 
Hours " No written response required 

SEVFRiTrK V Region 4, Dallas, Office of the Director 80/02/01 
IP 


DOCKET 30-184 NATIONAL BUREAU OF STANDARDS REACTOR 
P Op*r.»t*rkg license stage documents t correspondence 


9003260^42 Application to change Tech Specs section 6 3 for License 
TR-5, d V 1 vting alloy from text describing conet of fuel 
platen enabling use of dispersion fabrication methods 
Oiscu B SI i on enc L 

CARTER^ ft G Cormerce* Dept of* National Bureau of Standards 
80/Q3/S4 4jp 


DOCKET 50-192 UNIV OF TEXAS RESEARCH REACTOR 
Q Inspection reports, IF Bulletins % correspondence 


0003110409 Forwards IE Circular BO-02. “Nuclear Power Plant Staff Work 
Hours '■ No written response required 

SEYFRIT.K V Region 4* Dallas* Office of the Director 80/02/01 
ip 


0 lcisp«cbtQn reports, f£ Bulletins U correspondence 


0003250 1973 Forwards lE Info Notice 00-11* "Oaneric Problems W/ASCO 
Va1ve« in Nuclear Applications Including Fire Protection 
Sys ' No action or written response required 

^ Region I* Philedelphia* Office of the Director 
00/03^1.4 Ip 


DOCKET 50-185 Pl_UM BROOK REACTOR - MOCK-UP 
P Operiflbing license stage documents l« correspondence 


»*»^xance of dismantling order U termination of 
Llcen«« R-90 Forwards dismantling plan 4* environ rept 
BENEDICT^ D E National Aeronautics t :Space Adnin 80/03/17 3 


— 8003340416 DismantUag plan for facility 

* Njat tonal Aeronautics 4 Space Admin 80/08/29 I13pp 

--800324O419 Environ rept for facility 

• national Aeronautics 4 Spece Admin 80/02/29 lOOpp 

reports 4 related correspondence 


DOCKET 50-193 RHODE ISLAND 4 PROVIDENCE PLANTATIONS AEC 
0 Inspection reports, lE Bulletins 4 correspondence 


8003250368 Forwards IE Inf© Notice BO-ll* “Oeneric Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys “ No action or written response required 
ORIER.D H Region t. Philadelphia, Office of the Director 
80/03/14 Ip 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 
0 Inspection reports* IE Bulletins 4 correspondence 


8003250246 Forwards IE Info Notice 80-11. "Generic 
Valves in Nuclear Applications Including Fire Pro 
Sys No action or written response required 
GRIER. 9 H Region 1. Ph i ladelph ia, Office of the 
00/03/14 ip 


Pr ob 1 ems 
tec t ion 

Director 


W/ASCO 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 

emergency 4 fire protection plans 


8003050377 Forwards *'Rept 
R|CHLEV,£A national 


of Reactor Standby Condi ti 
Aeronautics 4 8pac* Admin 


on. 1979 •• 
80/02/22 


Ip 


0003050381 "Rapt of Reactor Standby Condi tion. 1979 " 

« Clonal Aeronautics 4 Space Admin 80/02/20 2pp 


8003040317 Forwards Revision 6 to facility 
Plan withheld <ref tOCFR3 790) 

CLARK* 0 R Nuclear Fuel Services* Inc 
79/11/02 Ip 


physical protection pUn 
subs of Getty Oil Co ) 


H General correspondence 


DOCKET ^50 -186 DNiv OF ttlSSOURI RESEARCH REACTOR 

^focuments 4 correspondence 


0003140110 D»ni,» 7,0712 request for approval of spent fuel ihlo 
r.ut.. C. KO to DDE S.v.d!.!., DA "" 

MCCORKLe, O H Physical Security Licensing Branch 79/08/10 


JP Duckworth appointed general manage 
P Burn appointed technical svci manag 
CLARK* if R Nuclear Fuel Services* In 
79/08/31 2pp 


ational change at 
plant manager 
Burn resume end 
subs of Getty Oil 


fac i li ty 


Co ) 


response to Kemeny R 
STULL, P Aff il iat ion Unknown 0O/OS 


Atomic Scientists” 
Ip 


4 


MCOINTY* » Mitjoori, Univ of* Columbt* 79/08/30 Ip 




I.v^.t ii*.*.7j .*L I I ,r,r«iuacion Qf dBfectlvo 

storas* m In roponie to 000225 

80/0^20 ‘ 1p Fx*! «- Spent Fool Ulc.n.lnj Branch 



DOCKETED ITEMS 
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6003280^78 Responds to 600204 request for oddress of Bulletin of AtomU 
Scientists It info re ettitudlnal changes resulting from AEG 
conversion to MRC Submits address NRC employees constitute 
broad spectrum of differing expertise ti outlooks 
HAUOHNEV. C J Advanced Fuel L Spent Fuel Licensing Branch 
60/03/29 3pp 


0 Advisory Committee on Reactor Safeguaids reports tc correspondence 


B003070214 Foruiards summaries of repts re Nest Valley facility h copy 
of each ropt U/o repls 

STAMPELOS, J ACRS - Advisory Committee on Reactor Safeguards 
79/09/07 6pp 


F Operating license stage documents & correspondence 


6003240266 "Properties of Calcines " 

VAUOHANi R C Coalition on Uest Valley Nuclear Pastes 79/05/31 
lOpp 


6003130503 Act receipt of NRC 791220 1 tr forwarding rept on ability 
of facility to withstand earthquake shock 
CLEMENTE. C J New York. State of 00/01/06 Ip 


Q Inspection reports. IF Bulletins t. correspondence 


800317003? Forwards IF Insp Rep I 50-201 /79-‘05 on 791119-20 No 
noncompliance noted Tnsp rept details withheld (ref 
10CFF2 790) 

KARTlNrWO Region 1< Philadelphia* Office of the Director 
80/01/17 2pp 


—6003170043 IE Insp Rept 50-201/79-05 on 79IH9-20 No noncoffipl 1 ance 
noted Major areas inspected organ! lati on. operat i on 
measurement It control s* ahipp Ing receiving storage & 
internal controls Details withheld (ref I0CFR2 790) 

HOLODY.D J Region 1. Philadelphia. Office of the Director 

JDYNERrJ H Region t. Philadelphia* Safeguards Branch 80/01/10 

Ip 


6003250221 Forwards IE Info Notice 80-U. "Oeneric Problems W/A3C0 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
ORIERtB H Region I* Philadelphia, Office of the Director 
60/03/14 ip 


R Periodic operating reports related correspondence 


8003130153 Forwards "Environ Rept 26, Jan->lune 1979 " 

DUCKWORTH* J P Nuclear Fuel Servicesi Inc (subs of Oefety Oil Co ) 
79/08/30 Ip 


—8003130160 "Environ Rept 26* Jan-June 1979 " 

WILCOX, D P , SMOKOWSKl.R T Nuclear Fuel Services* Inc (subs of 
Oetty Oil Co > 79/08/30 21pp 


8003060541 Forwards discharge monitoring rept for Aug 1979 

DUCKWORTH* J P Nuclear Fuel Services, Inc (subs of Oetty Oil Co > 
79/09/07 6pp 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION. UNIT i 


F Security* medical, emergency l< fire protection plans 


8003030404 Advises that response to NRC 791211 request for addl info re 
safeguards contingency plan review has been rescheduled from 
800225 to 600401 

HAVNESi J Q Southern California Edison Co 00/02/25 2pp 


0003120430 Informs NRC that in situ testing of fire detection sys will 
be deferred until acceptable method is developed to ensure 
that station will not be adversely affected Util will 
proceed w/lnplact sensitivity & loop voltage tests 
BASKIN* K P Southern California Edison Co 00/03/06 Ip 


8003160539 Forwards Revision 10 of emargency operating procedure for 
LOCA* f or use in connection w/NRC review of 8EP Topic 111-12* 
"Environ Qualification of Safety Related Equipment " 

HAYNEB*J,0 Southern California Edison Co 80/03/14 Ip 


—6003160549 Emergency Operating Procedure 8-3-5 5* Revision 10 for LOCA 
a Southern California Edison Co 60/02/27 62pp 


0 Adjudicatory correspondence 


6003130134 Responds to IE Bulletin 79-02* Revision 2* re min safety 
fac tors, anchor bolt preload I actions completion dates 
Program under way to determine effects of preload on 
ultimate capacity of anchor bolts under dynamic loading 
HEAD. J T Southern California Edison Co 79/12/07 3p p 


6003260309 Forwards listing of addl petitions received from CA 
residents re facility seismic conditions 
SniTH*H Operating Reactors Branch 2 80/02/21 9pp 


H General correspondence 


6003250387 Responds to end 790416 Itr to President Carter expressing 
concern for safety of nuclear power plants Discusses NRC 
regulations to prevent recurrence of THI-type accident 
Facility OL amended to improve fire protection 

DENTON, H R Office of Nuclear Reactor Regulation BO/02/15 4pp 


P Operating license stage documents & correspondence 


8003L20314 Requests route approval for spent fuel shipments to Storage 
facility in Morris* IL End withheld (ref 10CFR2 790> 

BEAMAN, W H Southern California Edison Co 79/09/10 2pp 


8003170197 Forwards draft NUREG-0630. "CUdding Swelling I* Rupture 
Models for LOCA Analysis" l( topics for discussion sent bo 
fuel vendors Requests comments by 60010? 

£I8ENHUT*D 0 Division of Operating Reactors 79/12/20 I9pp 


— 6003170371 Draft "Cladding Swelling << Rupture Models for LQCA 
Analysis *' 

POWERS, D A Core Performance Branch NUREO-0630 79/11/30 

106pp 


8003190717 Forwards maps indicating low population lones for 
fac i 1 1 ties, in response to 800107 Itr 

DENTON* H ft Office of Nuclear Reactor Regulation 60/01/26 6pp 


— 8003190734 Requests maps indicating low population xones for 
facilities 

EDBON, K California. State of 80/01/07 Ip 


800317(3033 Responds to 800117 I 22 documentation* re NRC GOOlOg show 
cause order* ind Icating equipment necessary to complete 
Category A items u>lll be delivered by 800515 Acceptability 
of Category A implementation subj to review 

DENTON, H n Office of Nuclear Reactor Regulation 00/02/01 2pp 


— 8003170036 Responds to 800122 documentat ion* re NRC 800102 show cause 
order* ind Icating equipment necessary to complete Category A 
items will be delivered by B00211 Acceptability of Category 
A Imp lamentation subj to review 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/01 2pp 


—8003170049 Respond* to B00U6 documentat ion* re NRC 800102 show cause 
or iter, ind icat ing equipment necessary to complete Category A 
Items will be delivered by May 1960 Acceptability of 
Category A requirement Implementation subj to review 
DENTON, H R Office of Nuclear Reactor Regulation BO/02/01 2pp 


— 6003170053 Denies request for shutdown extension until 800315 to 
complete Category A requirements w/available equipment 
Reopening of containment isolation valves until further 
mods completed acceptable 

DENTON.H R Office of Nuclear Reactor Regulation 80/02/01 3pp 


8003070324 Request* references to docketed info re SEP topics for NRC 
review In response to 800117 meeting Info due within 30 

day* 

ZIEHANN.D L Operating Reactors Branch 2 80/02/14 2pp 


0003130213 Requests refs to docketed info re li*ted SEP topic* for NRC 
review in response to 8Q0117 meeting Info due within 90 

days 

ZIEMANN.D L Operating Reactors Branch 2 00/02/14 2pp 


8003200150 Requests that util perform review of environ qualification 
of ftaf ety-related electrical equipment against encl 
guidel tne*> Also requests that util attend 600221 meeting in 
DttthesdaiMD re qualification review process 
ZIEMANN.D L, Operating Reactors Branch 2 BO/02/15 40pp. 


r 
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DOCKETED ITEMS 


0003240332 Forward* "Safot*/ of Interim Actipni Taken to 

Eliminate Feedwater Piptns Cracks ■' Repair program, 
nondestructive insps ^ leakage tests adequate until further 
ricommendations evaluated 

ZlEMAMNrD L Operating Reactors Branch 3 fiO/02/26 4»pp 


BOO324OOS0 Foruards revised pages to "Spent Fuel Route Surveg " 
Pages withheld (ref tOCFR2 790) 

hCCOUKLE^O M Phgiical Security Licensing Branch 00/02/23 Ip 


0003110342 Advises that vent valves CVIO Ic Cvn6 were modified to SO 
degrees during recent shutdown per NRC interim position 
Testing indicated openings of S3 5 degrees for CVtO h 43 
dtgraei for Cyil6 Remodification of CVIO not warranted 
HAyNESi J C Southern California Edison Co 60/02/29 Ip 


B003200D07 Summary of 600tii meeting u/Bechte) i' licensees re masonrg 
wall t( pipe support structural interdisc ipll nartj 
coord ination 

LKCIARDQiR Operating Reactors Branch 1 BO/03/03 ld>pp 


8003190^14 Foruardt comments on draft "Seismic Design Bases it Criteria 
for Facility SEPjAug 1979 " Majoritv of rept reiterates util 
77Q429 submittal in different ^ more disjointed format 
HAYHES.J 0 Southern California Edison Co 00/03/11 I4pp 


8003210491 Forwards response to NRC G00223 request for info re 
isolation of high pressure primary coolant sys from LP18 
piping Ko Event 5 isolation valve configurations eilst at 
faci) i ty 

HAYNESrJ G Southern Californta Edison Co 80/03/14 3pp 


80032004)42 Responds to NRC 000223 request for info re turbine disc 
Intogrity in operating Uestinghouse nuciedr lou pressure 
turbines Application for withholding it nonpropietarg version 
enel Proprietary varion withheld (ref iOCFR2 790) 

BASKIN)X P Southern California Edison Co 00/03/16 32pp 


B0032i0640 Forwards action plan re anchorage t support of safety- 
related electrical equipment* in response to NRC 800101 
request Potential safety concern re nonseismic Category I 
ancillary items will be resolved by util insp team R/o end 
DA6KIN.K P Southern California Edison Co S0/03/IB ip 


80 0320043^ Forwards addl info for implementation of THI shprt'’tfrm 
Lessens Lrarned Task Force requiramenti Oeicrlbei mods to 
backup nitrogen pneumatic supply !< valve position 
indication Drawing available in Central Files only 
HAYNES^ J 0 Southern California Edison Co 00/03/23 22pp 


Q Inspection reports* IE Bulletins L correspondence 


8003100047 Respond* to IE Bulletin 79-17* "Pipe Cracks in Stagnant 
Boraied Water Bys at FRR Plants " Nearly 700 welds eiamined 
by ultrasonic nethods ^ 336 by liquid penetrant Welds not 
Inipectid Inaceessible due to radiation levels 
HEAD. J T Southern California Edison Co 79/11/21 3pp 


8003120162 Forwards IE |nsp Rept 50-206/80''0l on 800107-11 & notice 
of violation Ends withheld (ref 10CFR2 790) 
hlORDERHAlfOi U R Region 5* San Francisco* Safeguards Branch 
80/02/ i 2 2pp 


0003030109 Ack receipt of B00207 Itr informing NRC Of step* taken to 
correct violations noted in IE Insp Rept 50-206/79-17 
CREW9<J L Region 5* 6an Francisco* Reactor operations Nuclear 
Support Branch 00/02/20 ip 


— 8003050J17 Responds to NRC 000121 Itr re violations noted in IE Insp 
Rept 50-206/79-17 Corrective actions rept written to NftC 
including completed copy of LER 79-025. concerning Loop C 
temp avg failure 

PAPAY* T Soutl>«rn Cal tfornia Edison Co BO/02/07 4pp 


— 8003030119 Forwards IE Insp Rept 50-206/79-17 on 791210-13 it notice of 
violation 

CREWSis) L Region 5* San Francisco* Reactor Operations Nuclear 
Bupport Branch 80/01/21 2pp 


on from insp on 791210-13 
Office of the Director 00/01/18 ip 


?-i7 on 791210-13 Noncompliance noted 
» of operation 

1 5* Sen Francisco* Office of the 
gion 5* San Francisco* Reactor 
mch 00/01/18 Spp 


0003280486 Forwards s i to-spec i f 1 c general questions h generic questions 
re turbine discs discussed In IE Info Notice 79-37 
Probability of cracking In low pressure turbine discs 1* 
greater than previously assumed by Uestinghouse 
EISENHUT. D G Division of Operating Reactors 00/02/25 6pp 


0003120605 Forwards IE Info Notice 80-06. "Notification of Significant 
Events " No action required 

ENOELKEN.R H Region 3. San Francisco* Office of the Director 
00/02/27 ip 


0003120279 Forwards IE Info Notice 80-07* "Pump Shaft Fatigue 
Cracking " No response required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
00/02/29 I p 


8003180233 Forwards IE Circular 80-03. "Protection From Todc Gas 
Hatards " No written response required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
eo/03/06 Ip 


0003100612 Responds to IE Bulletin 80-03. "Loss of Charcoal from Std 
Type 1 1* Two-Inch, Tray Adsorber Cells " No potential for loss 
of charcoal incidental to hand I ing. storage or use exists in 
control room emergency air treatment sys 

OTTOSON, H L Southern California Edison Co 80/03/06 3pp 


8003260033 Responds to unresolved issue in IE Insp Rept 50-206/00-01 
from 800107-1 J physical protection insp Licensee fulfills 
responsibility to maintain cutrent authori lat ion list* for 
employees requiring frequent access 

NOROERHAUO.L R Region 5* San Francisco, Safeguards Branch 
00/03/06 ip 

8003140379 Forwards IE Info Notice SO-lO. Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

ENOELKEN.R H Region 5* San Francisco. Office of the Director 
60/03/07 2pp 


0003100020 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Haiard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
80/03/07 Ip 


0003100115 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or resporise 
requested 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
00/03/07 1 p 


8003160627 Advises NRC of delay in responding to Item 4 of 791227 Itr 
as part of response to IE Bulletin 79-27 Submittal 
rescheduled from 000220 to 600701 

HAYNES* J 0 Southern California Edison Co 00/03/07 Ip 


3003260572 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action tr written response required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
00/03/10 Ip 


8003260380 Forwards IE Oulletin 80-06* “Engineered Safety Feature 
(ESF) Reset Controls " Urltten response required 
ENOELKEN.R H Region 5. San Francisco. Office of the Director 
80/03/13 Ip 


8003250159 Forwards IE Info Notice 00-11* "Qeneric Problems N/ASCO 
Valves in Nuclear Applications Includihg Fire Protection 
Sys " No action or written response required 

ENGELKENi R H Region 5, San Francisco. Office of the Director 
80/03/14 Ip 


0003260351 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Saf ety-Re lated Equipment " No written response 
required 

ENOELKEN.R H Region 3* San Francisco* Office of the Director 
00/03/ 14 Ip 


0003260430 Ac k receipt of 800206 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-206/79-01 
CREWS* J L Region 5* San Franciico. Reactor Operations Nuclear 
Support Branch 00/03/18 ]p 


—0003260433 Responds to NRC 600116 Itr re violations noted in IE Insp 
Rept 50-206/79-01 Corrective actions Station Order S-A-109 
being revised to meet Tech Spec 6 6 requirements re format 
U content of procedures 

PAPAY.L T Southern California Edison Co 60/02/06 llpp 
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— 5003200437 Foriuards IG Ii>»p Rept S0-206/79~0l on 790205-1&. notice of 
violation ^ notice of deviation 

CREWSf J L Region 5, ban Fianciscoi Reactor Operationi Nuclear 
Support Branch BO/Ol/16 Spp 


S00326043B Notice of violation from map on 790205-16 

« Office of Inapection t> Enforcement# Office of the Director 
79/12/19 4pp 


0003200441 Notice of deviation from inap on 790205-16 

a Office of Inspection ^ Enforcementi Office of the Director 
79/12/21 Ip 


'■“60032B0445 IE Insp Rept SO-206/79-01 on 790205'*16 Noncomp 1 lance noted 
failure to Issue proc edur e s# f a i 1 ure of offsite committee to 
perform required audits failure to issue corrective action 
request 

OAOLIARDQ-J E # HUNTER# D R , MARTIN* T T Office of Inspection & 
Enforcement* Office of the Director 79/13/21 70pp 


R Periodic operating reports related correspondence 


6003040250 Forwards "Semiannual Operating Rept Number 25*Jul-Dec 1779 
OTTOSON, H U Southern California Edison Co 00/02/22 ip 


— 6003040265 "Semiannual Operating Rept Number 25* Jut-Dec 1779 " 

* Southern California Edison Co • San Diego Oas ft Electric Co 
77/12/31 7pp 


S00316D3B6 Foi wards monthly operating rept for Feb 1700 

CURRAN* J M Southern California Edison Co 00/03/07 tp 


— QOO310O390 Monthig operating rept for Feb 1900 

WATTSDNi P Southern California Edison Co 80/03/07 6pp 


9 Reportable occurrences* LERs V related correspondence 


9003040642 Forwards LER BO-005/OIT-0 

DTTQSON*H U Southern California Edison Co BO/02/27 2pp 


-“8003040652 LER 80-005/OIT-0 on 80021B* during operation on one condenser 
ha 1 f* seaweed partlallg blocked flaw of inservtce condenser* 
causing differential temp to exceed 3aF limit Heavy storms 
caused increased seaweed Inflow Power temporarily reduced 
CUftRANi J M Bouthern California Edison Co BO/02/28 Ip 


8003200476 Forwards LER 0O-OO7/O3L-O 

OTT08CN. H U Southern Califoinia Edison Co 00/03/20 2pp 


-“8003280480 LER 80-007 /OSL-O on 800224* during full power operationj 
through-wall linear indication downstream of charging pump 
mlniflow pressure reducing orifices was observed Possibly 
caused by pressure reducing wail thickness from cavitation 
CURRANiJ M Southern California Edison Co 80/03/20 tp 


8003280421 Forwards LER 0O-OO6/O1T-O 

OTTQSON/H L Southern California Edison Co 80/03/24 3pp 


-•"0003280427 LER BO-006/OIT-0 on BOOOlOi dur mg normal operation* sou th 
saltwater cooling pump discharge pressure dropped sharply* 
north saltwater pump started* but discharge POV failed to 
open Caused by vibration that sheared south pump 
CURRAN. J M Bouthern California Edison Co 00/03/24 ip 


DOCKET 50-200 COLUMBIA UNIV RESEARCH REACTOR 
0 Inspection reports* IE Bulletins it correspondence 


8003040103 Advises of nonreceipt of response to IE Bulletin 77-19, 
'‘Packaging qf Low-Level Radwaste far Transport i< Burial " 
Forwards IE Bulletin 79—17 Requests prompt reply 
DRIER, B H Region 1, Ph i I ad e 1 p h 1 a # Office of the Director 

00/01/20 ip 


8003250242 Forwards IE Info Notice 00-11. "Generic Problems U/ASCD 
Valves In Nuclear Applications Including Fire Protection 
0ys No action or written response required 
GRIERiD H Region 1* Ph 1 ladel ph ip. Office of the Director 
00/03/14 ip 


DOCKET 50-20? INDONEBIA RESEARCH REACTOR 


P Operating license stage documents i correspondence 


0003200007 Summary of 800111 meeting w/Bechtel tc licensees re masonry 
wall ic pipe support structural interdisciplinary 
c oor d i na t ion 

LtCClARDOiR Operating Reactors Drench 1 00/03/03 l6pp 


DOCKET 50-C13 HADDAfi NECK PLANT 


F Security* medical* emeigency & fire protection plans 


8003170366 Lists mod items which required addl info at time of S£R 
issuance All items satisfactory 

hlACOOUOALL* E A Droolthaven National Laboratory 79/00/00 Ip 


0003170342 Advises that Item 3 2 3 Of cable fire penetration test data 
safety evaluation has been evaluated (t found acceptable 
HACDOUOALL. E A Pr oak haven National Laboratory 79/09/10 ip 


800317034B Discusses Fire protection review. Item 3 1 18 re reactor 
coolant pump oil collection sys Licensee 791009 proposal 
should be accepted 

MACDOUOALLfE A BrooVhaven Notional Laboratory 79/12/19 Ip 


0003170273 Forwards fire protection design review for Item 3 1 415) re 
hose stations 

HALLiR E Brookhayen National Laboratory 79/12/20 8p p 


G003170359 Forwards recommendations for fire protection design review. 
Items 3 1 S 3 1 2* r« water suppression sys U fire water 
supp 1 y * T espec t £ ve 1 y Items should be accepted 
HALL* R C Oroothaven National Laboratory 79/12/20 2pp 


8003060533 Notifies that util installation of 4-lnch feed from yard 
loop to turbine bldg ring header does not satisfy commitment 
to upgrade fire protection suppression sys Feed does not 
provide adequate water capacity 
LAINABiO Plant Systems Drench 00/02/04 2pp 


8003280204 Forwards evaluation results of fire protection program 
review Includes evaluation of complete i ssues* Issues needing 
addl Info tc unacceptable issues Requests info I commitments 
within 30 days 

ZtEi1ANN*DL Operating Reactors Branch 2 00/02/22 Bpp 


8003280463 Inforns that alternate approach to fire protetion Item 
3 1 16 re flame retardant coatings for cable vault b 
containment penetration areas is acceptable Forwards review 
results 

2 1 EM ANN* D L Operating Reactors Branch 2 00/02/22 4pp 


8003110476 Forwards corrected dose curves in App B. Tables ia*2a U 3a 
for 771220 Updated emergency plan 

CQDNBIL. U 0 Connecticut Yankee Atomic Power Co 00/03/04 2pp 


—0003110505 Corrected dose curves in App B* Tables la. 2a it 3a rc 
updated emergency plan 

e Connecticut Yankee Atomic Power Co 60/03/04 3pp 


8003270208 Notification of 000401-03 meeting w/utll it local officials 
at Sit* to discuss emergency planning guidelines 
CONNER, E.L Operating Reactors Branch 4 00/03/U 4pp 


8003260038 Requests util revise 791120 safeguards contingency plan 
within 30 days according to end comments End withheld 
(ref tOCFR2 770J 

ZIEMANN.DL Operating Reactors Branch 2 00/03/11 2pp 


H Oeneral correspondence 


8003060123 Request* response re util plans for providing ofc space for 
resident NRC personnel First resident will assume duty 
station by 600331. All resident inspectors will be onsite by 
000607 

(}RICRfB H Region l» Ph i ladelph la, Office of the Director 
00/01/18 Ip 


Inturesice ^ indemnity information 


8003270333 Forwards Endorsement 64 to NELIA Policy NF-J51 
IFFLAND^RR Northeast Utilities 00/03/21 2pp 
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P OperaUng license stage tfocumants t carreapotuSence 


a00a070a0‘* Comm-ents on proposed roles 10CFR3O* 40. 50 Sc 70 draft 
"Accou rit Ing AlternatWes for -Ktiiclear Dec Oinirii s 1 ons ” 

» northeast Utilities Service Co 7‘?/04/'30 3lpp 


0003170197 Forwards draft NURE0-0&3O. ''CUddlng Swelling St Rupture 
Models for LQCA Analysis” Sf topics For discussion sent to 
fuel vendors Requests corueents by B00109 

EISENHUT.D 0 Division of Operating Reactors 79/'12/S0 I9pp 


”“0003170371 Draft "Gladding Swelling It Rupture Models for LOCA 
Analysis " 

P ONERS, D A Core Performance Branch NUREO-0630 79/11/30 

1 06 pp 


8003170033 Responds to 000117 V 22 doc umentat 1 on. re NRC 000102 thaw 
cause order. Ind icat ing equipment necessary to complete 
Category A Items will be delivered by 800515 Acceptability 
of Category A i mg 1 erne ntat I on subj to review 

DEMTONjH R Office of Nuclear Reactor Regulation fi0/02/0l 2pp 


”-0003170036 Responds to QOOtSS documentation, re l^RC G00102 shou cause 
ord er. ind i eating equipment necessary to complete Category A 
items will be delivered by 000211 Acceptability oi Category 
A imp Lamentation subj to review 

DENTON, H R Office of Nuclear Reactor Regulation 00/02/01 2pp 


“♦*G0031700'I8 Responds to 000116 documentation, re NRC 000103 shou cause 
ord er. ind 1 eating equipment necessary to complete Category A 
items (dill be delivered by Hey 1900 Accep tab i 1 ity of 
Category A requirement implementation subj to review 
DENTON. H R Office of Nuclear Reactor Regulation 00/03/01 2pp 


-0003170053 Denies request for shutdown extension until Q00315 to 
complete Category A requirements v/avai table equipment 
Reopening of containment isolation valves until further 
mods completed acceptable 

DENTON. H R Office of Nuclear Reactor Regulation BO/03/01 3pp 


—8003170350 Emergency operating procedures relevant to SEP Topic 111-12. 
"Environ Qualification of Safety-Related Equipment " 

* Northeast Utilities 80/03/31 49pp 


6003160348 Responds to request for info concerning SEP Topic MI-12 ro 
environ qualification of safety-related equipment Lists 
of relevant p ip ing. ins trument It equipment location drawings 
one 1 

COLfNBIU.U G Northeast Utilities 00/03/12 5pp 


8003180595 Forwards lists of drawings for SEP Topic in-l2 re piping, 
instrument b equipment locations in connection u/environ 
qua 1 1 f icatl on of «af e ty -re lated equipment 
COUNSIL. N G Northeast Utilities 80/03/12 Spp 


6003210527 Forwards list of Haddam Neck safety-related electrical 
components far which positive anchorage will be provided 
during refueling outage, per NRC 600101 Itr Eiisting 
containment Category IE cable will be replaced 
COUNSIL. U O Northeast Utilities 80/03/14 3pp 


8003260365 Submits evaluation of isolation valve configuration 
providing isolation for low pressure piping sys from RCS 
No Event S isolation valve configurations eiiit 
COUNSIL. W O . FEE. W F Northeast Utilities 00/03/18 6pp 


6003270405 Responds to NRC 600223 Itr requesting info re testing of 
pressure isolation valves tc voicing concern on intersystem 
LQCA No Event 5 isolation /alve configurations exist at 
fac ili ties 

COUNSIL. N G Northeast Utilities 60/03/10 6pp 


8003200260 Forwards Westlnghouse responses to NRC 800225 s i to-spec i f le 
questions re possible crack development in discs of Low 
pressure turbines Proprietary version withheld 
(ref 10CFR2 790) 

COUNSIL. W 0 Connecticut Yankee Atomic Power Co 00/03/20 45pp 


Q Inspection reports. IE Bulletins i correspondence 


8003060276 Discusses 800121 meeting u/utsl at site re safety impact 
assessment of near-term OL Issues In NUREG-0660 
QRTER.B H Region I. Philadelphia. Office of the Director 
80/02/12 Ip 


6003070284 Requests references to docketed info re SEP topics for NRC 
review in response to 600117 meeting Info due within 30 
day s 

ZIEHANN. 0 L Opera^tlng Reactors Branch 2 60/02/14 2pp 


8003070294 Requests references to docketed info re SEP topics 
review, in response to 600117 meeting Info due within 90 

days 

ZIEHAMN. D L Operating Reactors Branch 2 60/02/14 2pp 


for NRC 


3003140202 Requests SEP licensees to perform taf ety-rela ted equipment 
review against end guidelines for evaluating environ 
qual 1 f icat Ion of Class IE electrical equipment Guidelines 
for Identifying subj equipment enc) 

ZIEHANN. D L Operating Reactors Branch 2 60/02/15 2pp 


8003110557 Provides info re status of reactor containment electrical 
cable Ic penetration assembly qua 1 if ica ti ons New assemblies 
will be Installed during i960 refueling outage Penetration 
assembly conductors ic cable will be installed 

COUNSIL. U G Connecticut Yankee Atomic Power Co 80/03/03 2pp 


8003110455 Notifies of util plans to meet NRC requirement for 
initallation of containment water level Indication Iftll will 
deviate by not upgrading narrow range containment water 
level instrument to Reg Guide i 89 requirements 

COUNSIL, If G Connecticut Yankee Atomic Power Co 80/03/06 3pp 


6003140263 Submits info re possible breaker configurations which could 
parallel two site emergency buses (SEP Topic Vl-7 C II 
Oummary of cotinection paths, ifi icus slon of interlocks/ 
procedures & drawings of auxiliary bus tys provided 
COUNSIL. N 0 Connecticut Yankee Atomic Power Co 80/03/06 4pp 


6003170338 Forwards emergency procedures for facilities relevant to 
SEP Topic III-12. "Environ Qualification of Safety-Related 
Equipment “ 

COONaiLiN G Connecticut Yankee Atomic Power Co G0/03/U ip. 


— 6003170344 Emergency operating procedures relevant to SEP Topic 1 11-12. 
"Environ QuaMfication of Safety-Related Equipment.”^ 
a Connecticut Vankea Atomic Power Co 80/03/31 54pp 


6003060657 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER. B H Region 1, Ph i ladelph ia, Qffice of the Director 
79/11/29 ip 


8003280461 Forwards site-speciftc general questions 4' generic questions 
re turbine discs discussed in IE Info Notice 79-27 
Probability of cracking in low pressure turbine discs is 
greater than previously assumed by Nestinghouse 
EISENKGT. D O Division of Operating Reactors 80/02/25 6pp 


000314008/ Forwards IE Info Notice 00-06. "Notification of Significant 
Events “ No action required 

DRIER, D H Region I, Ph i lade Iph la. Office of the Director 
60/02/27 Ip 


6003120449 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. D H Region 1. Philadelphia. Qffice of the Director 
60/02/29 Ip 


0003270343 Responds to IE flulUtin 80-04 re analysis of PWR main steam 
line break ui/continued feedwater addition Details of control 
grade automatic initiation of auxiliary feedwater scheme aro 
being flnallted Necessity of installation is questionable 
COUNSIL, N G Connecticut Yankee Atomic Power Co COUNSIL. N G 
Northeast Nuclear Energy Co (subs of Northeast Ufellltios) 

80/03/05 Ip 


8003160274 Forwards IE Circular 00-03. "Protection From Toxic Gas 
Haiards " No written response required 

GRIER. B H Region 1. Ph i lade Iph la. Office gf the Director 
00/03/06 1 p 


0003180030 Forwards IE Info Notice BO-09. "Possible Occupational Health 
Hazard Associated w/Closed Cooling Sys for Operating Power 
Plants " Ho written response required 

GRIER.O H Region 1. Ph i ladel ph ia. Office of the Director 
80/03/07 ip 


8003190243 Forwards IE Info Notice 60-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

GRIER. B H Region 1. Philadelphia, Office of the Director 
00/03/07 Ip 



DOCKETED ITEMS 


27 


0OO326O26S Forward* IE Info Notice 80-10, "Partial Lo*« of Non-Nuclaar 
Inati untent Sgi Power Supple/ During Operation *' No «peclfle 
action or reiponae required 

ORlERiB H Region li Ph 1 lade Iph ia. Office of the Director 
80/03/07 1 p 


B0032603B3 Forward* IE Qulletin 80-05, "yaegum Condition Reiultlng in 
Damage to Chemical S/ol Control Sy* (CVCS) Holdup Tank* " 

Action it written response required 

DRIER) Q H Region 1) Ph 1 ladelph ia, Office of the Director 
80/03/10 Ip 


6003S&0119 Forward* lE Bulletin 80-06, "Engineered Safety Feature 
<ESF) Reset Controls " Written response required 
DRIER, D H Region 1, Philadelphia, Office of the Director 
80/03/13 ip 


8003280272 Forwards IE Info Notice 80-11. "Oentric Problem* W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Svs " No action or written response required 
GRIER, 0 H Region 1. Ph 1 ladelphia. Office of the Director 
80/03/14 Ip 


8003260021 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on 8af ttg-Re lated Equipment " No written response 
required 

DRIER, D H Region 1, Philadelphia, Office of the Director 
00/03/14 Ip 


R Periodic operating reports it related correspondence 


0003040203 "Semiannual Radioactive Effluent tt Waste Disposal Rept, 
Jul-Dec 1979 ■' 

« Connecticut Yankee Atomic Power Co 79/12/31 S8pp 


8003310276 Forward* LER B0-O07/03L-0 

GRAVES, R K Connecticut Yankee Atomic Power Co BO/03/S5 Ip 


—8003310270 LER 80-007/03L-0 on 800227, d iscovered cracked drain line, 
allowing contaminated water into arte where sve water line 
steam generator blowdown line connect Caused by corrosion, 
orofion 6 lack of support Drain line sealed off 

TRAODlOiR P Connecticut Yankee Atomic Power Co- 80/03/25 2pp 


9003310333 Forwards LER 90-O0e/03L-0 

ORAVES, ft H Connecticut Yankee Atomic Power Co 00/03/35 Ip 


—0003310337 LER a0-00a/03L'0 on 800226. main stack radiation monitoring 
sys failed low it declared inoperable Caueed bi/ bent edge 
connection on plug-in module.Local sampling U survavs taken 
Parsonnel instructed to use more care in maint 

TRAD0I0,R P Connecticut Yankee Atomic Power Co 80/03/25 Ip 


DOCKET 80-219 OYSTER CREEK NUCLEAR POWER PLANT 


F Securitg, medical, emergeneg S' fire protection plans 


8003140207 Forwards draft suppl to fire protection safety evaluation 
Incomplete items identified in 780303 saftti/ tvaluefeloni 
Section O.acceptablq resolved, provided proposed mods 
implemented Item 3 2 5 to be addressed in further suppl 
LAINAa, D Plant Sgitems Branch 00/01/31 2pp 


— 0003140211 Draft fire protection safety evaluetion suppl 
«■ Office of Nuclear Reactor Rtgulatlon 60/01/31 5pp 


D Adjudicatory correspondence 


80030703B9 Forwards "Annual Occupational Exposure Rept for 1979 " 
GRAVES, R H Connecticut Yankee Atomic Power Co 80/02/29 Ip 


—8003070391 "Annual Occupational Exposure Rept for 1979 " 
* Connecticut Yankee Atomic Power Co 79/12/31 2pp 


8003170287 Forward* monthly operating rept for Feb 1980 

GRAVES, R H Connecticut Yankee Atomic Power Co. 80/03/08 ip 


— 0003170260 Monthly operating rept for Feb 1980 

* Connecticut Yankee Atomic Power Co 00/03/09 8pp. 


6003130069 Order dismissing proceeding due to absenci of fuel damage 
evidence Safety evaluation showed no core damage Addl Tech 
Specs requirements indicate plant operation may be safely 
resumed 

LAZO,R H Atomic Safety and Licensing Board Panel 00/02/22 4pp 


8003270099 Memorandum advising that ASLD 800222 order dismlieing 
proceeding re conversion to full-ter/n OLi is not final L will 
be reviewed by A6LAB Composition of A8LAB will be announced 
when determined 

TOMPKINS. B A Atomic 6«fety and Licensing Appeal Panel 60/03/20 
Ip. 


8003260609 Forwards revision to 800227, "Semiannual Radioactive 
Effluent &( Watte Disposal Rept for Jul-Dec i97?i " to replace 
original table of contents, Pages 9 19 

ORAVES, R H Connecticut Yankee Atomic Power Co 80/03/10 Ip 


--8003260619 Revised "eemlannual Radioactive Effluent it Naste Disposal 
Rept for Jul-Dec 1979," table of contents, Pages 9 b 19, 
a Connecticut Yankee Atomic Power Co 00/03/04 3pp 


H Otneral correspondence 


6003060100 Request* response re util plan* for providing ofc space for 
resident NRC personnel First resident will astume duty 
station by 800319 All resident inspectors will be onsite by 
000607 

ORIERiO H Region 1. Ph i ladelph (a, Office of the Director 
80/01/18 ip 


8 Reportable occurrences, LERs i> related correspondence 


8003100122 RO 80-01 / IP • on 000103. dur Ing operability verification test, 
sve water pumps lA 6 IB 6 containment air recirculation for 
Fl7-i failed to meet test acceptance criteria Caused by 
faulty timers Timers replaced it readjusted 

GRAVES, R H Connecticut Yankee Atomic Power Co. 00/01/04 2pp 


0003050414 
1 aids, i t 
might go 
existing 
ORAVES, R 


RO 80-03/lP* dur ing review of emergency diesel generator 
was determined that in certain s 1 tuati ons , d letals 
out on overload Preliminary calculations show 
procedures to be unacceptable 

H Connecticut Yankee Atomic Power Co. 80/01/30. Ip 


8003250461 Respond!) to B00I29 Itr to Chairman Ahtarne expressing 
concern re JCPIL financial condition NRC cannot set util 
rates NRC Is actively monitoring VCPLL flnsnclil condition 
In connection w/TMI~l restart proceeding*, 

DENTON, H R Office of Nudsar Reactor Regulation 80/03/06 2pp 


— 0003250468 Oppose* protracted 6 expensive study of JCP6L financial 
>c ondl tlon, w/f ollowup hearings U court battles Btudy would 
block constructive activity for yrs Coniumar* will pay for 
delays Ltr dtd 800129 to N./ Qfc of Public Advocate end 
OROVEiL J Affiliation Unknown 00/01/29 9pp 


J Insurance it indemnity Information 


0003060991 
GRAVES, R 


Forward* LER 0O-OOS/O3L-O 
H Connecticut Yankae Atomic Power Co 


00/02/29 


Ip^ 


8003030318 Forward* Endorsement 53 to MAELU policy MF-44 

OERETY,H F Otneral Public Utilities - OPU Service Corp 00/02/25 

»PP. 


— 8003060994 LER 80-005/03L-0 on 800207, leak was discovered in 0 boron 
waste storage tank thermo syphon heater Caused by crack 
In lower head to pipe weld of heater, New lower head 
fabricated l( Installed 

TRAGGIO, R P Connecticut Yankee Atomic Power Co, 60/02/29. Ip, 


0003110490 Forwards RO 90-213/00-01 

GRAVES, R H. Connecticut Yankee Atomic Power Co 00/03/03. Ip 


—0003110461 RO 90-213/00-01 on 800223, chlorine test analtftU performed 
on discharge water revealed total chlorine concantration of 
0 4 ppm, exc eed ing Tech Specs limit of 0. i ppm. Caueed by 
second hypocholrite injection pump being placed in eve 
« Connecticut Yankee Atomic Power Go, 60/03/03. Ip. 


P, Operating license stage, documents tc correspondence 


8003170317 Notifies that K Antonettl currently working on items re 
Indian Point 2 water supply i- dieiel generator protection, 

Indian Point 3 sprinkler sys, Oyster Creek sprinkler sys lx 
cable spreading room 6 Trojan waldlng shield. 

MACDOUGALLrE A. Brookhaven National Laboratory 79/09/20. Ip. 


8003170023 aubmits info re advance route approval NUREO-0961, Ap p 2-A 
used at quids Portions of document withheld (rtf 
10CFR2 7901. 

* Jersey Central Power 6 Light Co. * Oanaral Public Utllltiis - 
OPU Servic# Corp, 79/09/21 tp. 
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0003^20301 Provldai advance route inlo re 50CFR73 requ Ir ementi for — 8003110548 Revised pa 9 e!( to Tech Specs incorporating new max average 

revleiij ^ approval. planar linear heat generation rate to Sections 3 i a 1j3 iO 

♦ Jersey- Central Power It Light Co 79/10/04, Ip «< 4 10 of App A 

• Jersey Central Power t* Light Co 80/03/04 Itpp 


0003170029 Re**em.phas 1 1 D« basic commitment to implement portions of 
lOCFRSOi App D program r« NRC licensed shipping packages as 
required by i0CFR7i 51 Operational OA plan dtd 780-630 
fulfills program review requirements 

FINPRDCK^ I R Jersey Central Power & Light Co FlNFROCK^t R 
General Public Utilities - GPU Service Carp 79/10/23 Spp 


8003170197 Fopwar-ds draft NUREO-OAgO. "Cladding Swelling U Rupture 
Models for LQCA Analysts" 4t topics for diieussloti sent to 
fuel vendors Requests comments by 800109 

EI8£NhUT< D G Olvislon of Operating Reactors 79/12/20 i9pp 


—8003170371 Draft "Cladding Swelling 4< Rupture Modais for LOCA 
Anelysi* " 

POWiERSj D A Core Performance Qranch 79/U/30 lObpp 


8003140135 Responds to Operating Experience Memo 23 Submits Part 4 to 
Power Sgs Drench position re optimiiatkon of voltage at 
safety buses by adjustment to transformer top settings 
HATTSOMiR J Division of Systems Safety 80/01/21 Ip 


—‘6003140138 Operating Experience Memo 23 re potential overvoltage 
condition at facility Describes potential overvoltage on 460 
volt safety bus Recoimmends applicability of corrective 
actions be assessed for other racllities 

ElSEMHUTrD Q Division «f Operating Reactors 79/12/27 2pp 


9003070325 Requests references to docketed info re SEP topics for NftC 
review in response to 000117 meeting Infa due within 30 
days 

ZIEMANMiD U Operating Reactors Qranch 2 80/02/14 2pp 


90030-70327 Requests references to docketed info re SEP topics for NRC 
review in response to 800117 meeting Info due within 90 
days 

ZlEMANN.fD L Operating Reactors branch 2 60/02/14 3pp 


8003240337 Forwards SEP "Guidelines for Evaluating Environ 
dual if 1 cation of Class IE Electrical Equipment in Operating 
Reactors." re 900221 meeting w/SEP licensees in Sethesda. HD 
ZIEHANNiD L Operating Reactors Oranch 2 60/02/15 4pp 


B003140D40 Confirms 800225 meeting in Trenton* NJ to discuss planned 
placement of TLDs around facilities as part of nationwide 
environ radiation monitoring program 

SMITHiG H Region i. Ph i ladelph la. Fuel Facility U Materials Safety 
Oranch 00/02/19 ip 


8G03140D4S Confirms 800225 ^neating tn TrentoriiNJ to discuss planned 
placement of TLDs around facilities as part of nationwida 
environ radiation monitoring program 

SMITH. G H Region ir Ph i 1 ad e Ip h i ar Fuel Facility it Materials Safety 
Branch 80/02/19 ip 

0OO314OO49 Confirms 600225 meeting in Trenton* NJ t-o discuss planned 
placement of TLDs around facilities 4S part of nationwide 
envtran radiation monitoring program 

SHITH.O H Region 1. Philadelphia* Fuel Facility U hatartals Safety 
Branch 80/02/19 Ip 


9003140071 Confirms 900225 meeting in Trenton. NJ to discuss planned 
placement of TLDs around facilities as part of nationwide 
environ radiation monitoring program 

SMITH. G H Region i. Ph 1 lade 1 phia. Fuel Facility it Hateriels Safety 
Branch 90/02/19 ip 


3003140073 Confirms B00225 meeting in Trenton. NJ to discuss planned 
placement of TLDs around facilities *s part of nstlonwide 
environ radiation monitoring program 

SMITKiO H Region i. Philadelphia* Fuel Facility it Katarials Safety 
Branch 80/02/19 Ip 


900319-0697 Notification of cancellation of 600305 meeting u/util in 
BethesdarliO to discuss core spray sparger cracks L repairs 
NOWlGKlrS J Operating Reactors Drench 2 60/03/03. Ip. 


8003110539 Forwards Tech Spec Change Request 81 incorporating new 
max average planar Linear heat generation rate curve to 
Sections 2 t A 1* 3 10 4. 4 10 of App A Class fll fee end 
riMPRDCK. I R Jersey Central Power h Light Co 80/03/04 2pp 


— 8003110545 Tech Spec Change Request Bl incorporating new isax average 
planar linear heat generation rate curve to Sections 
2 I a 1*3 10 & 4 10 of App A Certificate of Svc end 
FINFROCK* 1 R Nlersey Central Power it Light Co 80/03/04 7pp 


— 8003110551 "LOCA-ECCS Analyses Supporting Four-Pump Operation " 

JENSEN. S E - valentine, P J . KAVSER.W V Exxon Nuclear Co , tnc 
(subs of Exxon Corp ) XN-NF-79-70 00/01/31 44pp 


B0D3200327 Bubmlts info for use In development of insp guidance for 
regional ofcs Administration ot one quii during 05 lecture 
hours divided into four one-wk cycles does not meet intent 
of 10CFR55/App A Enforcement action indicated 
SKC/HOLT. D J Quality Assurance Branch 80/03/10 2pp 


8003200386 Responds to NRC 800223 inquiry re existence of Event V 
isolation valve configurations within Class J boundary of 
high pressure piping sys Valve configurations are not as 
described in NRC Itr Core spray valve configuration end 
FlNFROCK. I R Jersey Central Power i Light Co 00/03/17 2pp 


Q Inspection reports. IE Bulletins i correspondence 


6003060659 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups it state atty 
general ofcs. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER.D H Region 1. Ph i ladelph ia. Office of the Director 
79/11/29 Ip 


6003050410 Responds to IE Bulletin 80-01. "Operability of Automatic 
Depressor i lat ion Sys Valve Pneumatic Supply " Facility sys 
consists of five electromatic relief valves Bulletin does 
not apply 

RQS8« D A Jersey Central Power h Light Co Q0/0i/S3 ip 


0003260399 Forwards IE Mgt Meeting Rapt 50-219/00-04 Meeting results 
beneficial in establishing ofc of resident reactor inspector 
at facility 

BRUNNER. E J Region i. Phi lade Iph ia. Reactor Operations Nuclear 
Support Branch BO/02/01 Ip 


—8003260405 IE Mgt Meeting Rept 50-219/00-04 on B001I6 at facility to 
discuss details re establishment of onsite ofc for resident 
inspector 

BRiGOSiL . MCQSCAR/J Region 1. Philadelphia, Office of the 
Director KEIMIG.R R Region 1. Phi ladel ph la. Reactor Operations 
Nuclear Support Branch 60/01/31 2pp 


0OO314OO6B Responds to IE Bulletin 60-02 re reactor feedwater sparger 5 
thermal sleeves mfg by Marvin Engineering Co Spargers it 
sleevei mfg by Lamco Industr i es. tnc L installed during 1977 
refue 1 ing/malnt outage 

ROSS. D A Jersey Centra) Power tt Light Co 00/02/07 Ip 


8003170112 Discusses IE Insp Rept 50-219/79-18 on 791001-1108 U 
forwards notice of violation 

STELLO. V Office of Inspection It Enforcement. Office of the 
Director 00/02/20 3pp 


— B0Q3170113 Notice of violation from insp on 791001-1108 Noncomp I lance 
noted impi oper tagging procedure for el ec trleal s. three fire/ 
hall doors found open on 791024. pipe support clamps 
improperly installed i failures to follow other procedures 
* Office of Inspection f/ Enforcement. Office of the Director 
BD/02/20 6pp 


0003210008 Forwards addi response to IE Bulletin 79-1 4. Revi s Ion I, 
"Seismic Analysis for As-Dullt Safety- Related Piping Sys " 

Imp of normally inaccessible piping completed U 
nonconformances identified Provides schedule for mods 
ROSS. D A Jersey Central Power U Light Co 80/02/22 31pp 


— B003210036 RO 50-219/80/10-lP on 000220. dur ing verification of as-built 
conditions for pipe hangers, pipe hangers NP-2-R9A, 

NP-2-R8D 4. NP-2-R9 found improperly installed Reitralnt 
ND-l'-R2 incorrectly designed Hangers reset 

HINRICHS. G Jersey Central Power Light Co 80/02/21 2pp 


9003140095 Forwards IE Info Notice 90-06. "Not i f I cat Ion of Significant 
Events " No action required 

GRIER.D H Region 1. Philadelphia. Office of the Director 
00/02/27 Ip 


8003120454 Forwards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. B H Region 1* Ph i ladelph la. Office of the Director 
60/02/27 ip 
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6003380613 Ack receipt of 800225 1 tr inforrtinj NRG of <tept t^ken to — 80031 lOOSO "Ssml aiiinual Rept 79"2 p Rad i t>ac t Ive Effluent Relea&osp 

correct violations noted in lE Inep Rept 50-219/79-83 Jul-Dec 1979 

SfllTHpQ H Region 1, Ph 1 1 ado 1 ph i a, Fuel Tacllity %t Materials Safetv ftOSS. D A Jersey Central Poiiior t Light Co 79/12/38 78pp 

Branch 80/03/05 ip 


--8003280621 Responds to NRC 80020S Itr re violations noted in IE Insp 
Rept 50-219/79-23 Corrective actions free standing liquid 
drained from uaste liners & vendor cask drauiings received 
R088i D A Jersey Genital Pouer h Light Co 80/02/25 7pp 


--8003260626 Forwards IE Insp Rept 50-219/79-23 on 800104 (« 791209-14 L 
18-19 ^ notice of violation 

SMITH, 0 H Region 1. Philadelphia, Fuel Facility V HateriaU 
Safety Branch 8O/02/0S 2pp 


— 8003280630 Notice of violation froffi insp on 800104 791209-H ic 18-19 

« Region 1> Ph i lodotph i a. Office of the Director 80/01/31 3pp 


—8003280643 IE Insp Rept SO-219/79-83 on B00104 tc 791209-14 & 10-19 
Noncompliance noted inadequate records of radioactive matl 
shipment 

NiMITZiR L , CROCKER, H Vi Region 1, Philadelphia. Office of the 
Director 80/01/31 2lpp 


6003180278 Forwards IE Circular 80-03. "Protection From Toxic Oas 
Haiards " No written response required 

ORIER.D H Region t, Philadelphia. Office of the Director 
80/03/06 Ip 


8003160035 Forwards IE Info Notice 60-09. "Possible Occupational Health 
Hatard Associated u/Closed Cooling Sys for Operating Power 
Plants " No written response required 

ORIER.D K Region 1, Ph i ladel ph la. Office of the Director 
80/03/07 Ip 


8003190253 Forwards fE Info Notice 80-08 "States Co Sliding Link 
electrical Terminal Block " No specific action or response 
requested 

GRIER. D H Region 1. Philadelphia. Office of the Director 
80/03/07 I p 


8003260283 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation '• No specific 
action or response required 

ORIER.D H Region 1. Phi lade Ip h la . Office of the Director 
80/03/07 Ip 


8003260391 Forwards IE Bulletin flO-OS. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVC8) Holdup Tanks " 

Action written response required 

GRIER. D H Region 1. Phi lado Ip h la . Office of the Director 
80/03/10 Ip 


6003260126 Forwards IE Bulletin 90-06, "Engineered Safety Feature 
(ESF) Reset Controls " Niitten response required 
GRTER.B H Region i. Philadelphia. Office of the Director 
80/03/13 Ip 


8003250310 Forwards IE Info Notice 80-11. '^'Generlc Problems U/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIERrB H Region 1. PhlUdelphla. Office of the Director 
80/03/14 Ip 


8003260026 Forwards IE Circular 60-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment *' No written response 
requ ired 

ORIER.D H Region 1. Philadelphia. Office of the Director 
BO/03/ 14 ip 


8003260542 Forwards response to NRC 000220 Itr re IE Insp Rept 90-219/ 
79-16 findings Describes actions taken or being taken to 
improve overall mg t controls in seven areas requested In 
Itr 

FINFRQCK. I R Jersey Central Power U Light Co, 00/03/17 60pp 


R Periodic aperat*tng reports ^ related correspondence 


0003050497 Forwards "Progress Rept of Ecological Studies, Apr-Aug 1979 *' 
FINFROCK. 1 R Jersey Central Power Light Co 80/02/22 2pp 


— 6003050498 "Progress Rept of Ecological Studies. Apr-Aug 1979 
« Ecological Analysts. Inc BO/Oi/31 200pp 


8003110016 Forwards "Semiannual Rept 79-2, Radioactive Effluent 
Releases. Jul -Dec 1979 " 

ROSS. D A Jersey Central Pouior & Light Co 80/02/29, Ip 


9003110003 Forwards "Annual ftept - Btatlon Mods. 1979 " 

ROSS. D A Jersey Central Fower & Light Co 80/03/03 Ip 


—8003110005 "Annual Rept - Station Mods. 1979 " 

* Jersey Central Power It Light Co 79/]2/3i 6pp 


6003210342 Forwards monthly operating rept for Feb 1960 

ROSS. D A Jersey Central Power U Light Co 80/03/14 Ip 


—8003210344 Monthly operating rept for Feb 1900 

I1CCLAIN. C M Jersey Central Power L Light Co 60/03/13 Gpp 


8 Reportable occurrences, LERs L related correspondence 


6003100172 PNO-l-BO-026 on 6-00125.27 ^ 0213. pinhole leaks found in 
transfer pipe ft am condensate storage tank during imp 
of pipe Contaminated soil was removed L pipe replaced Media 
interest expected 

KEiniGiR . KNAPF.P . BRUNNER. S J Region 1. Philadelphia, Office of 
the Director 00/02/14 ip 


8003170053 RO 90-21 9/80- 10- tP on 600220. during verification of as-bullt 
conditions for pipe hangers, three pipe hangers In liquid 
poison sys were discovered improperly installed Cause 
unknown Hangers were properly reset in boxes 

CARROLL. J T Jersey Central Power i< Light Co 80/02/21 3pp 


8003040587 Forwards LEfi 80-004/03L-0 

ROSS. D A Jersey Central Power t* Light Co 80/02/25 Ip 


—8003040599 LER aO-O04/O3L-O on 800125. on 800125.29 St 0213. radioac tivo 
water discovered leaking from severely pitted aluminum 
piping of condensate transfer sys Caused by galvanic 
corrosion Leaks temporarily repaired L piping to bo replaced 
ROSS. D A Jersey Central Rower & Light Co 80/02/29 3pp 


8003060605 Forwards LER B0-OOS/O3L-0 

ROSSrO A Jersey Central Power L Light Co 00/02/29 Ig 


—6003060606 LER eO-O05/03L-O on Q00205. dur (ng weekly surveillance of 
standby gas treatment sys. setpoints for radiation monitors 
RNia4A-l it RNC}4A-2 found to read lets conservatively than 
Tech Spec Caused by personnel error fi< instrument drift 
ROSS. D A Jersey Central Power L Light Co 30/02/28 3p p 


6003070376 Forwards LCft 80-000/017-0 

ROSS, D A Jersey Central Power V Light Co 80/02/29 Ip 


—8003070376 LER 60-008/017-0 on 60021 5. dur ing insp for IE Dull at in. 
79- 14. d 1 sc over ed nine pipe clamps installed w/o restraining 
welded lugs Caused by oversight during const Welded lug* to 
be Installed 

ROSS. D A Jersey Central Power & Light Co 80/02/29 3pp 


8003110061 Forwards LER B0-O06/O3L-0 

ROSS. D. A Jersey Central Power St Light Co 80/02/29 Ip 


— 000311-0066 LER 30-006/03L-0 on 800131 . dur ing reactor recirculation flow 
callbr survei 11 ance. as-found values of recirculation flow 
sensors et xero percent simulated flow were out of 
tolerance Caused by instrument drift 

ROSS. D A Jersey Central Power St Light Co 80/02/29 3pp 


0003270457 PNO-|-eO-034 on 800302. two individual* showed significant 
whole body counts of Co-60 Licensee review indicated 
exposure occurred while wiping down control rod blade tool 
w/no respiratory protection 

NIMITZ.R . 7H0NU8. L . SMI7H. 0 Region i. Philadelphia. Office of the 
Director 00/03/03 2pp 


0003270431 PN0-l~a0-034A on 000302. two individuals were exposed to 
Co-60 Deposition calculated in lungs L lower large intestine 
within allowable quarterly St lifetime limits No future 
action anticipated 

a Region 1. Ph i Ladelph la. Office of the Director 80/03/05 Lp 


0003170330 Forwards «D 50/219/BO-13/ IP 

CARROLL, J.T Jersey Central Power Ic Light Co 00/03/07 lp. 
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-""80031 7033S flO 5072 1 9/SO-l 3/lP on 800309r f ir» iuppr*s«lon uAtsr ulll 
bt rtmovfd from «,vc to roplac* cr«ckctf valv# V"-9~4,Firi 
treck pumper (< power tuppig for both core iprau »ue -urLlI be 
ev4lleblt during repair 

HIMRiCHSfO H v^ereev Central Pobier 4c Light Co 80/03/07 2pp 


B0031 90540 Foruerd* LER 80-007 /03L-0 

ROSScD A Jeriiv Central Power 4c Light Co 80/03/07 Ip 


'800-31 9058A LER 80-007/03L''0 on 8002134 wlii |e performing lO-h test on 
standby gas treatment ege l.flou was late than Tech Spe< 
limit Caused bg slipping drive belts on eihaust fan EFl-8 
Drive blits rtplaced 

ftOSBiD A Jirtey Central Power if Light Co 00/03/06 3pp 


80031 9054S Forwards LER QO-OIO/OIT-O 

ROSSc D A Jen eg Central Power L Light Co. 80/03/07 tp 


“8003190579 LER BO-OIO/OIT-O on 800220. during IE Dullettn 79-14 inspc 
pipe hangers. NP-2-RBA «< NP-a-HSB found Improperly IniteUed 
Cleanup sys restraint matf it nonrigid restraint added 
ROSSfD A Jersey Central Power it Light Co 80/03/06 3pp 


8003170324 Forwards RO 00-14/lP re bath diesel generators being out of 
tvp for apprci 5-h on 800302 

CARROLL. J T Jersey Central Power 4. Light Co BO/03/10 ip 


—8003170328 RO 60-14/lP on 800302. dur i ng dleiel generator SOX plus load 
tes ti emergenty diesel generator 1 failed to synthranlae 4e 
tripped while diesel generator 2 was tagged out af svc 
Cauisd by Icoie fuse holder on diesel generator 1 
HINRICH5»0 tt Jersey Csnbral Power 4; Light Co 80/03/10 Spp 


8003810544 Forwards LER 80-01 I/03L-0 

ROSSfD A Jersey Central Power L Light Co 80/03/17 Ip 


— 8003210592 LER 80-01 1/03L-0 on 8002I9 j during surveillance testr trip 
occurred on standby gas treatment syi 1 Caused by cracked 
flow sensing Line which was probably stepped on Line 
replaced 

ROSSiD A Jersey Central Power It Light Co 00/03/17 3pp 


1003840604 Forwards LER 80-00 9/03L-0 
FINFROCH. I R Jersey Central Power 4c Light Co 80/03/19 Ip 


—8003260611 LER 80-009/03L-0 tin 800219. during imp of tontalnment spray 
heat tfchangirs. leaks discovered In four heat eichangsrs 
Caused by design tc component failure resulting in corrosion 
Heat eichangers will be retubed w/tltanium tubes. 

• Jsrsey Central Power L Light Co. 80/03/19 4pp 


DOCKET 50-220 NIKE MILE POINT NUCLEAR STATION. UNIT 1 
F Security, medical, emergency L fire protection plans 


B003060574 Forwards April 1979 revision to "NY State Emergency Plan 
for Radiation Accidents " Emergency plan wlthhild per 
Privacy Act 

DI8E. D P Niagara Mohawk Power Corp 80/02/29 Ip, 


6003180268 Forwards revised security 6 safeguard contingancy plan ra 
changes in central alarm station li secondary alarm station 
operators responsibilities Plan withheld <ref 10CFR2. 790} 

BARTLETT. J Niagara Mohawk Power Corp 60/03/11 Ip 


0003250447 Forwards Drawing C-27152-C indicating method proposed for 
fire protection of exposed structural steel in diestl 
generator raomi. Re i^uests commsnt by 800421 to prevpnt 
disruption of installation schedule 
DlSErD P Niagara MohauV Power Corp 80/03/20 Ip 


& Adjudicatory correspondence 


3003120779 Forwards confirmatory order confirming wtll 791221 
commitment ri recirculation pump trip installation bu 
001231 

OENTONiH R Office of Nuclear Reactor Regulation B0/O2/2J 2pp 


— B003120793 Confirmatory order directing licensee to Install 
reclrcuLation pump trip or place facility in. cold chutdown. 
EiaEKHilTrD 0 Division of Operating Reactors 80/02/21 4pp. 


H General correspondence 


8003060&31 Requests response re util plans for providing ofc space for 
resident NRC personnel First resident will assume duty 
station by 000430 All resident inspectors will be onsite by 
000607 

DRIER. B H Region 1. Philadelphia. Office of the Dirsetor 
30/01/ie Ip 


P Operating license stage documents 6 correspondence 


8003170197 Forwards draft NURED-0630. "Cladding Swelling 6 Rupture 
Models for LOCA Analysis" 6 topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISENHUT.D O Division of Operating Reactors 79/12/20 19pp 


— ’8003170371 Draft "Cladding Swelling 6 Rupture Models for LQCA 
Analysis “ 

PONER8. D A Core Performance Branch 79/11/30 i06pp 


8003100074 Notifies that Equifax (Health 8ys Div) will visit site in 
mid-March to conduct feasibility study for performing 
epidemiologic studies on health effect of exposure to low 
1 ava 1 loniilng radiation Data records quest lonnai re end 
IPFOLITO. T A Operating Reac tors Branch 3 80/02/25 I5pp 


8003190965 Forwards application for amend to License DPR-63 containing 
proposed changes to Tech Specs 

THOMAS. E 0 LeBoeuf. Lamh. Leiby 4> MacRae 80/03/17 ip 


—0003190568 Application for amend to License DPR“’63 containing proposed 
changas to Tech Specs 

D16E. 0 P Niagara Mohawk Power Corp 80/03/07 2pp 


—6 003 1 90571 Proposed changes to Tech Specs re fire suppression U carbon 
dioxide suppression sys Revised Peges 24lrit.u.v. w It 245 
anc 1 

a Niagara Mohawk Power Corp 80/03/07 lOpp 


0 Inspection reports. IE Bulletins 6 correspondence 


8003060676 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups i state atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees 

ORIERi B H Region 1. Phi iadelphia. Office of the Director 
79/11/29 Ip 


00030500-91 Responds to (E Bulletin 80-01 re operability of automatic 
depressuriiation sys valve pneumatic supply Licensee does 
not USB pneumatic automatic depressuriiation sys valves 
DARTLETTiJ Niagara Mohawk Power Corp 80/01/17 ip 


8003130066 Confirms 800329 telcon extending invitation to attend 800207 
meeting in King of Prussia.PA re requirements in lE Dulletin 
79-OJB. "Environ Qualifications of Class lE Equipment " 

Propoteif agenda end 

DRIER. S H Region 1. Ph i lade Iph (a. Office of the Director 
80/01/30 2pp 


8003140107 Forwards 16 Info Notice 80-06. "Notification of Significant 
Events " No action required 

0RIER.6 H Region 1. Ph i lade Iphia. Office of the Director 
00/02/27 Ip 


8003120535 Forwards IE Info Notice 60-07, "Pump Shaft Fatigue 
Cracking " No response required 

DRIER. B H Region 1. Ph i lade Iph la. Office of the Director 
00/02/29 Ip 


8003140381 Forwards supplemental info to IE Bulletin 79-010, "Environ 
Qualification of Clase IE Equipment " Response required 
DRIER, 0 H Region 1, Ph I lade 1 phia, Office of the Director 
00/02/2? 7pp 


8003180285 Forwards 1C Circular BO-03. "Protection From Toxic Das 
Hasartfs *' No written response required 

DRIER. 0 H Region 1, Philadelphia, Office of the Director 
80/03/06 ip 


8003100047 Forwards IE Info Notice 00-09. "Possible Dccupatlonal Health 
Haeard Associated w/Cloied Cooling Sys for Operating Power 
Plants " No written risponie required 

ORIER.B.H Region 1, Phi ladel ph la, Office of the Director 
00/03/07 Ip 
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6003190264 Foruard* t£ Info Notic« 00-09 ‘'States Co Sliding Link 
El*ctrical Terminal Qlock " No ipeclfic action or retponsa 
reqOGtted 

0RIE6.6 H Region 1< Ph i lade Iph ia. Office of the Director 
60/03/07 ip 


9003260322 Forii/arde IE Info Notice GO-|Oi "Partial Lott of Hon-’Nucl ear 
Inetrvfflent Sge Power Supply During Operation " No specific 
action or retponee required 

ORlERiB H Region i< Ph 1 lade 1 p h 1 a^ Office of the Director 
00/03/07 ip 


0003260435 Forwards IE Bulletin 60-05i "Vacuum Condition Reeultlng in 
Damage to Chemical Vol Control ICVCSl Holdup Tanks *' 

Action L written response required 

GRIERiB H Region 1« Philadelphia! Office of the Director 
80/03/10 Ip 


8003260143 Forwards IE Bulletin 60-06r "Engineered Safety Feature 
<E8F> Reset Controls " Written response required 
ORIERiB H Region 1. Philadelphia. Office of the Director 
00/03/13 ip 


8003250337 Forwards IE Info Notice OO-lli "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8ys " No action or written response required 
ORlERiD H Region t. Philadelphia! Office of the Director 
80/03/14 Ip 


DOCKET 50^223 UN IV OF LOHELL RESEARCH REACTOR 


Q Inspection reports* IE Bulletins ^ correspondence 


0003250256 Forwards IE Info Motice 80- U . "Generic Problems W/ASCO 
valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER. D H Region 1* Philadelphia. Office of the Director 
80/03/14 Ip 


DOCKET 50-224 UNIV OF CALIFORNIA RESEARCH REACTOR 


F Security, medlcati emergency L fire protection plans 


8003180262 Forwards revised security p Ian Plan withheld 
<ref 10CFR2 790) 

KAPLAN* S California. Univ of. Berkeley 80/03/OS ip 


R Periodic operating reports V related correspondence 


80032SOS32 Forwards "Annual Rept of Operations. 1979 " 

LIM.TH California* UniV of. Berkeley 80/03/20 Ip 


--0003250536 "Annual Rept of Op erations* 1979 " 

LIH.T H California* Ifniv of. Berkeley 80/03/15 13pp 


6003260048 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on 8af ety-Re lated Equipment " No written response 
required 

GRIER. B H Region 1. Ph i ladelph ia. Office of the Director 
60/03/14 Ip 


R Periodic operating repoits 6 related correspondence 


8003070344 Forwards. "Radioactive Effluent Release Gemlannoal ReptrJul- 
Dec 1979 " 

LEMP0E8. T E Niagara Mohawk Power Corp 80/02/28 Ip 


— 8003070346 "Radioactive Effluent Release Semiannual Rept. Jut-Dec 1979 " 
e Niagara Mohawk Power Corp 79/12/31 30pp 


6003170407 Forwards monthly operating rept for Feb 1960 
LEMPOEa.T E Niagara Mohawk Power Corp 80/03/10 Ip 


—0003170411 Monthly operating rept for Feb 1900 

PERKINS. T J Niagara Mohawk Power Corp 00/03/04 3pp 


DOCKET 50-225 RP I CRITICAL EXPERIMENT 


F Operating license stage documents ^ correspondence 


8003140194 Confirms 790214 discussion* at facility t. 790215 telcon re 
manipulation of reactor controls which affect reactivity w/o 
knowledge 6 consent of licensed senior operator Discusses 
actions to- be accomplished prior to facility operations 
GRIER.B.H Region 1. Philadelphia. Office of the Director 
00/02/15 2pp 


O Inspection reports. IE Bulletins it correspondence 


8003250251 forwards IE Info Notice 80-1 I* "Generic Problems W/ASCQ 
valves in Nuclear Applications Includins Fire Protection 
8ys " No action or written response required 
GRIER.D M Region i. Philadelphia. Office of the Director 
80/03/14 ip 


R Periodic operating rep-orti ^ related correspondence 


8. Reportable occurrences. LERs related correspondence 


8003160126 RO 60-03 On 600109. during reviewt fal lure to sample 6 lab 
test emergency ventilation control room charcoal filters 
at required intervals discovered Caused by scheduling error 
Schedule corrected 

PERKINS. T J Niagara Mohawk Power Corp 80/01/10 Ip 


6003070300 Suhniits operating rept of tests ejfperiment* conducted 
Nar 1979 - Mar 1900 

nelson. P R Rensselaer Polytechnic InSt 80/02/29 Ip 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 2 


F Security* medical* emergeTtcy L fire protection plans 


8003140013 RO angineering evaluation 
level setpoint raised to 20 Inches 
differences in Indicated vs actual 
unstated Setpoint adjusted 
PERKINS. J T Niagara Mohawk Power 


of OE STL 299 requires triple low 
to account for 
water level Cause 

Corp 80/02/04 Ip 


8003170486 Forward’s comments on supp limentary items re fire protection 
review for facilities 

MACDOUGALL. E A Brookhaven National Laboratory 79/lO/OQ 6pp 


8003310200 Forwards LER ao-007/03L-0 

LEMPOEBi T E Niagara Mohawk Power Corp, 


00/03/18 


0003030436 Notifies that n-o detection sys is needed In refueling floor 
fire detection sys Area has low fire loading Make-up water 
condensate cooling available (n event of equipment lots 
^/ANEC£KlR F Commonwealth Edison Co 60/02/25 2pp 


— 8003310291 LER 80-007/03L-0 on 800303. while shutdown for ma Int» attemp fcs 
to close both air operatvd outside main steam Isolation 
valves failed Caused by rust buildup in pilot shuttle New 
instrument air sys is being installed 
a Niagara Mohawk Power Corp 80/03/80 8pp 


0003310310 Forwards LER 0O-OO0/O3L-O 

LEMPOESf T E Niagara Mohawk Power Corp, 90/03/21 Ip. 


—8003310313 LER 80-OOB/03L-0 on 000315. during steady state operation* 
alarm in control room signalled loss of flow to stack gas 
sampling sys Caused by stack lampie flow inlet valye falling 
closed. due to arcing relay contacts 

FALISE. M J Niagara Mohawk Power Corp 60/03/20 Ip. 


8003050424 Forwards fire protection review of Items 3156316 re 
u^atar supresslon sys L gai suppression sys. respectively 
HALL.R E Drook haven National Laboratory 90/02/88 3pp 


8003040864 Forwards response to NRC 791082 request for info re safe 
shutdown analysis for fire Oeicribes means for taking plant 
from hot shutdown to cold shutdown Analysis doss not rely on 
repairs or addlttoii of matls Repair procedure* unnecessary 
^TANECEK.R.F Commonwealth Edison Co 80/02/29 7pp 


0003170476 Responds to NRC 600117 Hr re pipe break outside containment 
(8EP Topic 111-59 draft evaluation! Mods to fire protection 
sys to Improve operator ability to detect fire sys leaks ars 
schadulad for current Unit 3 refueling outage 
JANECEKiRF. Commonvealth Ed i son Co, 60/03/10 Ip 


8003100467 Forwards Input on Item 3 I 12 of fire protection review re 
portable ventilation equipment 

HALL.R E Drookhavan National Laboratory. 80/03/1D> 8pp 
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3003210549 "P r & 1 im i rvary Evacuation Time Study of 10~Mile Radius 
ErflergEncy Planning Zone 

* Stone ? Uebster Engineering Corp 90/01/31 37pp 


C Adjudicatory correspijndenc e 


Q003070295 Forward s confirmatory order requiring licensee to Install 
recirculation pump trip by 901231 as stated in 790329.1130 
Q00204 Itrs of commitment 

DENTOtl.H R Office of Nuclear Reactor Regulation 80/02/21 ip 


■’’90030'70302 Confirmatory order requiring licensee to install 
recirculation pump trip or. in al iernatt ve< p lace ti maintain 
facility in cold shutdouirh or refueling mode of operation 
by 90t23t 

EisENHUr.D G Diviaion of Operating Reactors 80/02/21 4pp 


H General correspondence 


9001100406 Responds to NRC 791220 I tr re facility decommissioning ?< 
petition for public hearing Disposal of decontamination 
ujdstes is generic problem Suggests NRC hold public hearing 
CERICK.D Environmental Policy Institute GO/Ol/07 Ip 


I Financial information 


8003250S4J Forwards annual financial repfc for 1979. s tatement of 
internal cash flow projected for 1980 narrative statement 
to which cash flow projection is anne i ed* «xpla i ning 
projection ?. dealing w/capital etpenditures 
NEXDN. H K Comnonuea 1 th Edison Co 8G/03/1S 6pp 


P Operating license stage documents i correspondence 


9003170197 Forwards draft NUfiEO-0630. '"Cladding Swelling & Rupture 
KodelS foi UQCA Analysis" b* topics for discussion sent to 
fuel vendors Requests comments by 000109 

EISENHUT.D G Division of Operating Reactors 79/12/20 I9pp 


— B003170371 Draft ‘Cladding Swelling e. Rupture Models for LOCA 
Analysis "■ 

POUfcRSi D A Core Performanca Sraneh 79/11/30 l06pp 


9003070326 Requests references to docketed info re SEP topics for NRC 
review irt response to 800117 meeting Info due within 30 
days 

ZIEMANN. D L Operating Reactors Branch 2 90/02/14 2pp 


9003070339 Requests references to -docketed info re SEP topics for NRC 
review in response to 800117 meeting Info due within 90 
day s 

ZlEnANN. D L Operating Reactors OranCh 2 80/02/14 2pp 


8003200992 Forwards SEP Topic 111-12* "Guidelines for Evaluating 
Environ Qualification af Class IE Electrical Equipment in 
Operating Reactors " All SEP licensees requested t-o attend 
800221 meeting In Dethesrfa,«D re review process 
ZIEMAMN, D L Operating Reactors Drench 2 90/02/19 3pp 


9003110463 Forwards addl documentation re compliance u/5ection 2 1 4 of 
Lessons Learned Task Force Category A items Containment 
isolation sys reviewed to assure that diverse containment 
isolation signals satisfy sarety-grade requirements 
PEOPLES. D L Commonwealth Edison Co 80/02/29 57pp 


8003200056 Advises that NRC f. Essex Corp will survey facility on 000304 
to develop guidaixp bo enable licensees to implement 
recommendation of Section 7 I of NUREO-0585. "Trir-2 Lessons 
Learned Task Force Final Rept " List of site visitors end 
IIEMANM. D L Operating Reactors Branch 2 60/02/25 4pp 


6003030373 Responds to NRC 800121 i tr requesting addl info re 
containment vent purge sys All valves modified to require 
closed position for control switches prior to manual reset 
Drawings available la Centrai Files only 
JANECEKrR F Commonwealth Edison Co 60/02/29 4pp 


G003&70396 Forwards responses to NRC 900121 questions re containment 
vent it purge sys Also forwards list of process 
instrumentation V schematic drawings of vent h purge sys 
JANECEk^. R F Commonwealth Edison Co 80/02/26 4pp 


8003090504 Forwards OE rept. '*Se 1 smic Analysis of Reactor Internals 
Rept addresses concern re reactor supports ^ internal 
supports 

JANECEK. R F Commoniue a I th Edison Co BO/02/29 Ip 


— 8003050506 “Seismic Analysis of Reactor Internals “ 

LTU.U K . WATZEL, N D General Electric Co 257HA7ia 69/12/24 
39pp 


8003060392 Forwards drawings of recirculation pump support* Drawings 
available in Central Files only 

JANECEK.R F Commonwealth Edison Co BO/02/29 Ip 


6003270346 Summary of 600222 tel con w/NRC re B00219 1 tr concerning 
factor of safety on shell type eipansion anchors on safety 
related piping sys 

PEOPLES' D L Commonwealth Edison Co 80/02/29 2pp 


G003I10365 Responds to NRC 800109 Itr re verification of reactor- 
turbine bldg design parameters Design parameters to be 
evaluated using as-built drawings are axial areas* shear 
areas, moments of inertia !* masses 

JANECEK'R F Commonwealth Edison Co 80/03/04 Ip 


8003250353 Forwards NRC 800305 “Evaluation of Licensee Compliance 
w/Category A Items of NRC Recommendations Resulting from 
TMI-2 Lessons Learned '' All requirements have been 
satl s rac ton I y met 

ZI6MANN.D Operating Reactors Branch 2 80/03/05 I5pp 


6003310250 Forwards final rept ie seismic review of facility Structures 
adequate to resist earthquake motion consistent w/2 g SSE 
U/d enc 1 

NEWMARK.N M N M NewmarV Consulting Engineering Services 
60/03/07 Ip 


9003170170 Comments on draft evaluation of SEP Topic I 11-8 C. per NRC 
600117 request Evaluation does not establish that vessel 
internals are sensitiied Conclusion not supported by 
pertinent info 

JANECEK. R F Commonwealth Edison Co 90/03/10 Ip 


8003160345 Responds to 800223 request for info re existing primary 
coolant sys pressure isolation valves 

NAUCHTON. W F Commonwealth Edison Co 80/03/ i 4 3pp 


8003240464 Forwards pioposed amends to App A Tech Specs to include 
extended exposure max average planar linear heat generation 
rate curves Extended exposures ror fuel types have been 
analyzed by OE V incorpotated into NEDQ~34146A 
PEOPLES* 0 L Commonwealth Edison Co QO/03/19 2pp 


—8003240471 Errata 5- Addenda Sheet 2. replacing Page 4-9 to "LOCA 
Analysis Rept for Facilities “ 

» General Electric Co NED0-24146A 79/04/30 3pp 


— 8003240478 Proposed Tech Specs page c hanges. rep lac mg Pages QlB.DlC-l* 
Figure 3 5-1 <8heet I of 3 >. 81C-2, Figure 3 5-1 
(Sheet 2 of 3). adding Page 81C-3. Figure 3 5-1 
(Sheet 3 of 3) 4 renumbering Page 81C-2 to read SlB-i 
a Commonwealth Edison Co 80/03/19 6pp 


— 6003240482 Proposed Tech Spec page chang es. rep lac ing Pages 3 5/4 3-9 
Figure 3 5-1 (Sheet 1 of 4). Figure 3 5-1 (Sheet 2 of 4). 

Figure 3 5-1 (Sheet 3 of 4) & Figure 3 5-1 (Sheet 4 of 4> 

« Commonwealth Edison Co 80/03/19 6pp 


— 8003240490 Proposed Tech Spec page changes* rep lac i ng Pages 3 5-1 (Sheet 
1 of Sl'Figure 3 5-1 (Sheet 2 of 5), Figure 3 5-1 (Sheet □ of 
5». Figure 3 5-1 (Sheet 4 of 31 V Figure 3 5-1 
(Sheet 5 of 5> 

♦ Commonwealth Edison Co 80/03/19 6pp 


6003260341 Responds to NRC 800117 request for addl info on SEP Topic 
111-5 Bi "Pipe Break Outside Containment “ 

JANECEK, R F Commonwealth Edison Co 80/03/21 5pp 


Q Inspection reports* IE Bulletins t correspondence 


6003190007 Forwards IE Circular 79-25. Suppl A* "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLER* JG Region 3* Chicago, Office of the Director 60/01/31 
Ip 


8003120140 Forwards IE Circular 80-02, “Nuclear Power Plant Staff Work 
Hours “ No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/02/01 
IP 


6003200405 Forwards IE Insp Repts 50-010/80-02.30-237/80-02,50-247/ 
80-02< S0*’234/80-02 S, 50-263/80-04 on GOOllO No none omp 1 i anc e 
noted 

KEPPLER*J 0 Region 3, Chicago, Office of the Director 80/02/03 

2pp 
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— 8003200408 IH Insp Repta 50'010/B0”02i SO-asy/BO-Oa. 50-249/G0~O2, 
50-254/80-02 fe SO-2&5/0O-O4 oti BOOliO No noncompliance 
noted Major areaa inspected discussion of recent personnel 
errors 

KEPPLER,J G I SPE8SARD, n L Region 3. Chicago, Office oP the 
Director HEIBHMAN, R F Region 3< Chicago, Reactor Operations 
Nuclear Support Oranch BO/Ol/28 4pp 


8003140169 Foruards IE Dulletin 80-03, "Loss of Charcoal from Std Typo 
1 1 , Two-I nch. Tray Adsorber Cells “ Action required 

KEPPLER, J 0 Region 3, Chicago, Office af the Director 0O/O'2/O6 
IP 


0003110092 Forwards IE Bulletin 80-04, "Analysis of PUR Main Steam Lino 
□real W/Continued Feedwater Addition " Nritten response 
required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 80/02/08 

Ip 


8003190316 Forwards IE Info Notice 80-05, ^’Chloride Contamination of 
8af ety-Related Piping ^ Components “ No written response 
required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 60/02/08 

Ip. 


8003110244 Forwards corrected IE Bulletin 00-04, "Analyslt of PNR Main 
Steam Line Break N/Continued Feedwater Addition " Previous 
IE bulletin should have stated for info only No written 
response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/02/14 
Ip, 


8003120675 Forwards IE Info Notice 00-06, "Notification of Significant 
Events " No action required 

KEPPLER, J 0 Region 3, Chicago* Office of the Director 00/02/27 

Ip 


0003200076 Forwards responses to IE Bulletin 7-9-27, "Lots of Non-Class 
IE Instrumentation & Control Power Sys Dus During 
Operation " 

PEOPLES, D L Commonwealth Edison Co 60/02/20 25pp 


8003120336 Forwards IE Info Notice 00-07, “Pump Shaft Fatigue 
Oracling " No response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/02/29 

Ip 


8003140321 Forwards supplemental info to IE Bulletin 79-010, "Environ 
Qualification of Class IE Equipment " Response required 
KEPPLER, U 0 Region 3. Chicago, Office of the Director 80/02/29 
9PP 


8003100229 Forwards IE Circular 80-03, “Protection From Toiic Gas 
Hazards ’* No written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/03/06 

Ip 


□003260148 Forwards IE Info Notice 80-09, “Possible Qccupat 1 o-na 1 Health 
Hazard Associated H/Closed Cooling Sys for Operating Power 
Plants '* No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director BO/03/07 
Ip 


0003260029 Forwards IE Info Notice 00-04, “BUR Fuel Exposure in Excess 
of Limits “ No action or response required 

KEPPLER,!/ 0 Region 3, Chicago, Office of the Director 00/03/10 

ip 


0003260426 Forwards IE Info Notice 00-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation “ No specific 
action or response required 

KEPPLER,!/ 0 Region 3, Chicago, Office of the Director BO/03/10 

ip 


8003270220 Forwards NRC evaluation of util responses to IE Dwlletln 
79-00, "Events Relevent to DWRs Identified During TMI 
Incident " 

IPPDHTO, T A aperattng Reactors Branch 3 00/03/10 4app 


0003260280 Forwards IE Bulletin B0-06» "Engineered Safetv Feature 
<E8F> Reset Controls " Written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/03/13 
ip 


8003250070 Forwards IE Info Notice BO-U, "Generic Problams M/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Sys." No action or written response required. 

KEPPLER, V G Region 3. Chicago, Off let of the Director. 80/03/14. 

ip. 


8003260282 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/03/14 

Ip 


R Ptriodic operating reports << related correspondence 


8D0305060f Forwards radioactive effluents Sc occupational radiation 
exposures rapt for 1779. const i tuting Part 2 of operating 
r ept 

STEPHENSON, B B Commonwealth Edison Co 80/02/11 Ip 


—0003030611 Radioactive effluents occupational radiation exposures 
rept for 1979, cons 1 1 tut ing Part 2 of operating rept 
a Commonwealth Edison Co 79/12/31 I5pp 


0003260349 Forwards "Semiannual Radioactive Effluent Rept,Jul-Dec 
1979 " 

STEPHENSON. B D Coimmanwea 1 th Edison Co 80/02/11. Ip 


—0003280358 "Semi annua I Radioactive Effluent Rept,Jul-Dec 1979 " 
a Commonwealth Edison Co 00/02/ tl 16pp 


6003100149 Forwards "Annual Operating Rept for 1979 ■' 
STEPHENSON, 0 B Commonwealth Edison Co 00/02/22 Ip 


—8003100153 "Annual Operating Rept for 1979 " 

* Commonwealth Edison Co 80/02/22 Slpp 


8003180407 Forwards monthly operating repts for Feb 1900 
8TEPHEN80N, 0 B Commonwealth Edison Co BO/03/07 Ip 


—8003180493 Monthly operating repts for Feb 1900 

CIESZKtEHtCZ. 8 Cotnntonweal th Edison Co 60/03/04 17pp 


S Reportable occurrences, LERs related correspondence 


8003040504 Forwards LER 0O-OOa/O3L-O 

STEPHENSON, 0 B Commonwealth Edison Co 60/02/22 Ip 


—8003040512 LER 0O-OOB/O3L-O on 800126, during routine turveillance. 
discovered 2/3 diesel generator coolant water expansion head 
tank Qvarfloulng through vent line Caused by tube leaks 
In heat exchanger due to normal wear Tubes repaired, 
HQRCHyNEKY.M Commonwealth Edison Co 80/02/25 Ip 


B0G3 110670 Forwards LER 80-009 /G3L-0 

STEPHENBON, B. 8 Commonwealth Edison Co 80/03/03 Ip 


—8003110672 LGR 80-009/03L-0 on 000203, during s tar tup, control rod 
drlvekine C-ll liO-43) was discovered uncoupled at full 
withdrawn position Probably caused by control rod driveline 
inner filter becoming detached 

HAXHELL. D C Commonwealth Edison Co 80/03/03 Ip. 


DOCKET 50-244 ROBERT EMMET GINN A NUCLEAR PLANT. UNIT I 


F Security, medical, emergency &< fire protection plans 


0003090158 Forwards results of NRC vital area analysis Requests mod 
to physical security plan within 60 days Results wtthha:|d 
<ref 10CFR2 790) 

ZtEMANN. D U Operating Reactors Branch 2 80/02/14 2pp 

M 

8003200494 Bequests that 790323 safeguards cont 1 ngene y plan be revised 
within 30 days in accordance u/enc 1 com-n^ents End withheld 
<ref 10CFB2 790) 

ZIEMANN,D L Operating Reactors Branch 2 80/02/28 3pp 


8003060458 Forwards Apps 13 L 16 to security plan re physical 
protection 4( attendant recordkeeping Plan withheld 
(ref 10CFR2, 790) 

NHITE.UD Rochester Oas U Electric Corp 60/03/03 ip 


0003260403 Forwards revised pages to security plan Enel withheld 
(raf 10CFB2. 790) 

HHITE.L. D Rochester Oas 4^ Electric Corp 80/03/24 Ip 
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H Oftn^rai curr aspondsnca 


60030^0118 Request! reiponte re util plans far providlns ofc space for 
resident NRC personnel First resident ui 1 i assomt duty 
station by 600515 All resident inspectors ulll be onsite by 
600^07 

ORlERi G H Region Ph i lade 1 ph i a« Office of the Director 
00/0 i/10 ip 


P Operating license stage docutnents <« correspondence 


0003170197 Forwards draft KUREO-06304 “Cladding ewekitng tt Rupture 
Models for LDCA Analysis** & topics for discussion sent to 
fuel vendors Requests comments by 600109 

CiSENHUT.DO Division of Operating Reactors 79/1S/20 19pp 


—6003170371 Draft “Cladding Bwelling fc Rupture Models for LOCA 
Analysis ’* 

POWERS. 0 A Core Performance Branch MDREO-Oi30 79/11/30 

I0£»pp 


00032005^6 Motifies that Oiv of Operating Reactors has contracted w/ 
GRNL to revieu operating eiperlence perfortnance records of 
Palisades RE Oinna In. SEP Requests participation of one 
employee part-tine 

EISENHUTiD 0 Division of Operating Reactors FIN 6-0092-0 
B0/01/2i| tp 


•QDQ3S005S2 Provides guidance tc funding to support NRC revleu of 
operating etperiente u performanca record of PalLsadei 6 
RE Ginna Requests acceptance by signing end NRC Form 173« 
“Btd Order for DOE Work " 

EI8EN=Hl/rjD 0 Olvislort of Dperating Reactors FfN 6-0092-0 
80/01/15 Ip 


—8003200559 Std order for DOE work "Revleu of Operating Experience 
Performance of Tuo Plants " Scope of worit le milestones 
chart incl 

TRIPLETT. M P Office of Nuclear Reactor Regulation FIN D-0092-0 
eO/Dl/ll 2pp 


6003170033 Responds to 800117 22 docunintat Ion. re NRC 800102 show 

cause OTderr ind i eating equipment necessary to complete 
Category A items will be delivered by 6D091S Acceptability 
of Category A implementation subj to revleu 

DENTON.H R Office of Nuclear Reactor Regulation BO/02/01 2pp 


'8003170049 Responds to 800116 documenta tioni re NRC 000102 show cause 
order. indicat ing equipment necessary to complete Category A 
items will be deiLvered by hay 1900 Acceptability of 
Category A requirement Impleisentat ion eufaj to review 
DENTONiH A Office of Nuclear Reactor Regulation 80/02/01 2pp 


6003070037 Forwards request far addl info re containment isolation syi. 
SEP Topic */I-4 Requests response within 30 days. 

7IEI1ANPJ.D L Operating Reactors Branch 2 60/02/1! 3pp 


0003050196 Ack receipt of 7912H application requesting approval to use 
mixed oiide fuel assenbUet Requests addl info within 20 
days re equations of isotape content it function of burnup. 
verification of niDdele for mixed oxide tc fuel rod bowing 
2IEI1ANN. D L Operating Reactors Branch 2 80/02/13 4pp 


BOO3DbO609 Forwards Amend 31 to License DFR-lQ. safety evaluation L 
notice of issuance L availability 

ZIEKANN. D L Operating Reactors Branch 2 80/02/13 Ip 


-8003060691 Amend 31 to License DPR-10. author ii Ing licensee to recaive 
store four mind oxide fuel assemblies (: approvirvo add! 
security uniasurei to stare unlrradiatid mixed oxide^fuil 
assemblies outside containment 

ZIEtlANN.D L Operating Reactors Branch 2 80/02/13 2pp 


— 8003060693 Safety evaluation supporting Amend 31 to License DPR- 18 
e Office of Nuclear Reactor Regulation 80/02/13 3pp 


— 8003060696 Notice of issuance t- aveiiabllity of Amend 31 to License 
DPR- 18 

ZlENANNiD, L Operating Reactors Branch 2 80/02/13. 2pp 


9003070231 Raquasts references to docketed Info re SEP topics for MftC 
review in responee to 800U7 Info due within 90 days 
ZIEMANM. D L Operating Reactors Branch 2. 90/02/14. 2pp. 


6003140262 Requests list of references for SEP Topics VJ-7 A 3, VI-7- 8» 
VI^lO-A.Vn-i A L Vn-2 within 30 rfays. 

ItEKANKiD L Operating Reactore Branch 2 80/02/14 2pp 


9003250071 Forwards SEP "Guidelines for Evaluating Environ 
OuaJif icatlon of Class IE Electrical Equipment In Operating 
Reactors " All SEP licensees requested to attend 600221 
meeting in Dethesda.MD re review process 

ZIEMAWN. D L Operating Reactors Dranch 2 00/02/13 Spp 


BD03060609 Forwards facility Emergency Procedures Ei I# El 2 S. El 3. in 
response to NRC 900221 request Procedures include 
instruction for use of safety-related 6 nonsaf ety-re lated 
equipment 

WHITE. L D Rochester Gas Electric Corp 80/02/26 2pp 


—0003060613 Emergency Procedure E-i l.Rev 13. “ Immed iate Action 6 
Diagnostics for Spurious Actuation of SI.LOCA.Loss of 
Secondary Coolant it Steam Generator Tube Rupture ” 

BODINE. J C . NOON. J Rochester Oas f/ Electric Corp 79/12/03 
13pp 


*-0003060616 Emergency Procedure C-i 2.Rev 10. “Loss nf Reactor Coolont " 
DODINE. J C . NOON. J Rochester Oas L Electric Corp 79/12/03 
23pp 


— 6003060625 Emergency Procedure E-l 3.Rev 7. "Loss of Secondary Coolant 
BDDINE. J C . MOON.J Rochester Oas f/ Electric Corp 79/12/03 
lepp 


6003240305 Forwards "Safety Anayisis of Interim Actions Taken to 
Eliminate Feedwater Piping Cracks " Repair program, 
nondestructive insps U leakage tests adequate until further 
recommendations evaluated 

ZIEHANN.D L Operating Reactors Dranch 2 80/02/26 6pp 


6003240456 Forwards request for addl info required for SEP design basis 
events analyses review Requests response within 90 days 
ZIEMANN.D L Operating Reactors Branch 2 80/02/26 6pp 


6003030478 Forwards ''Process Control Program." Revision 0 
8AODOCK.H O Rochester Gas t Electric Corp 80/02/29 Ip 


—6003030482 "Process Control Program. " Revision 0 
*■ Rochester Gas L Electric Corp 00/02/29 6pp 


9003060592 Informs that addl info re 8EP seismic qualification has 
been sent to J Stevenson per 600213 teicon request 
6ADD0CK.H 0 Rochester Oas 6 Electric Corp 80/02/2? ip 


8003310241 tnfoims licensee that 791226 proposals for meeting Category 
B requirements of Lessons Learned Task Force Items 2 i 8 b L 
2 I 9 does not contain sufficient detail for complete 
evaluation Submits areas for resolution before approval 
ZIEMANN.D L Operating Reactors Branch 2 80/02/29 4pp 


0003110602 Forwards replacement Page 16. Attachment A. to 800220 Itr re 
proposal to load four mixed oxide fuel assemblies 
NHITE.L D Rochester Oas U Electric Corp B0/O3/0S 2pp 


6003180484 Transmits Levinson Bteel Co drawings to T Cheng of SEP 
Branch 4 R Murray of ILL Drawings provide fabrication 
details of structural steel for various bracing connections 
to assist in seismic review N/o end 

WHITE, L D Rochester Oas t Electric Corp 80/03/11 ip 


6003130553 Forwards application to amend OL 4 proposed changes L 
additions to Tech Spec s. Sac tlons 4 L 5 Certificate of Sve 
VOIOHT.H H LeBoeuf. Lomb , Ueiby MacRae 00/03/12 4pp 


-*0003130955 Application to emend OL, Changing Tech Specs to implement 
secondary water chemistry monitoring program Forwards 
proposed changes L additions to Tech Specs 
MHITE.G L Rochtater Oas L Electric Corp 80/03/07 2pp 


— 6003130557 Proposed changes I additions to Tech Specs. Sec t i ons 4 4< 5. 
impKementitig secondary water chemistry monitoring program 
Supporting documentation end 

a Rochester Gas L Electric Corp 00/03/07 5pp 


0003190516 Responds to 800223 Itr re LNR primary coolant sys pressure 
ifulatlon valves, Need for surveillance or periodic testing 
being evaluated Periodic check valve pressure integrity 
test program being developed 

WHITE.L D Rochester Gas U Electric Corp B0/03/I4 2pp 


6003240381 Responds to NRC 6D0211 Itr re addl info on containment purge 
V vent lys, Existing sys being modified per NUREG-0578 to 
require individual resetting of any containment Isolation 
valve required to open when initiating signal present 
WHITEfL D Rochester Gas 4 Electric Corp 00/03/17 3pp 
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3003290*163 Ft>Tiijard6 responao to NRG 800329 requott for Info r» turbin* 
diac integrity in opewting U«itin 9 hau«e lou preavur* 
tui bines Application for withholding proprietor^ info & 
affidavit end Proprietary version withheld (ref 10CFR279O) 

UNITE. L 0 Rochester Gas Electric Corp 80/03/19 44pp 


8003260643 Advises of ca leu lat lonal error in XM~NF “77-40. XN~NF'-70‘-39 S< 
XN-NF-79-4 analyses of steam line breaks for reactors Error 
did not affect results of calculation re safe ty-r elatod 
parameters 

□USLEVi G F Exxon Nuclear Co . Inc (subs of Exxon Carp ) 

80/03/19 Ip 


8003360549 Responds to NRC 800214 Ur requesting refs for 35 SEP 
topics Forwards internal memos re review 

unite. L D Rochester Gas Electric Corp 80/03/31 ISpp 


Q Inspection reports. IE Dulletlns &< correspondence 


8003060760 Notifies that NRC intends to mutinelg forward to 
appropriate state public util regulatory groups state atty 
general ofcsrcopies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/11/29 Ip 


BOO319O09O Forwards IE Insp Rept 50-344/79-19 on 791218-20 No 
noneomp I lance noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 60/01/38 3pp 


>8003190899 IE Insp Rept 50-244/79-19 on 79l3lB-’80 No noneomp I lance 
noted Major areas inspected inof It onsite review of 
LERs. review of interim corrective measures associated w/ 
pressuriier power operated relief valve tt yoke 
KARKQUSKIiR 8 Region 1. Ph 1 ladel ph ia. Office of the Director 
KISTER.K Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 60/01/22 llpp 


S003380477 Forwards site-specific general question* t. generic questions 
re turbine discs discussed in IE Info Notice 79-37 
Probability of cracking in low pressure turbine discs is 
greater than previously assumed by Uestinghouie 
EISEMHur. D 0 Division of Operating Reactors 90/02/29 6pp 


S003140135 Forwards IE Info Notice 60-06. *’Notif Ication of Significant 
Events “ No action required 

GRIER. B H Region 1. Ph i lade Iph i a. Office of the Director 
80/02/27 Ip 


3003120564 Forward* IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

GRIER.B H Region Ir Ph 1 ladelpb la. Office of the Director 
80/02/39 ip 


0 8003180275 Forwards IE Circular 80-03. “Protection From Toxic Oas 

Haiard* “ No written response required 

GRIER. D N Region 1. Ph i ladelphla. Office of the Director 
80/03/06 ip 


0003160057 Forward* IE Info Notice 80-09. "Possible Occupational Health 
Nazard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

GRIERiD N Region 1. Philadelphia, Office of the Director 
80/03/07 Ip 


8003190292 Forwards IE Info Notice 80-08 **States Co Sliding Link 
Eleett'ical Terminal Block " No specific action or response 
requested 

GRIER. B K Region i. Ph i Udelphia. Office of the Director 
80/03/07 Ip 


8003260366 Forwards IE Info Notice 80-i0. "Partial Los* of No-n-Nuclear 
Instrument Sys Power Supply During Operation *' No specific 
action or response required 

GRIER. B H Region 1. Ph i lade Iph la. Office of the Director 
80/03/07 Ip 


8003260460 Forwards lE Bulletin 60-05. "Vacuum Condition Resulting In 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action 4. written response required 

ORlERiB H Region 1. Ph J ladelphla. Office of the Director 
80/03/10- Ip. 


00032601^6 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
<ESFJ Reset Controls." Written response required 
GRJERiB K Region !■ Philadelphia. Office of the Director. 
80/03/13 Ip 


8003290365 Forward* IE Info Notice BO-U. "Generic Problem* W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8us ' No action or written response required 
GRIER. D H Region 1# Ph i ladelph la. Office of the Director 
60/03/ 14 Ip 


8003260077 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Device! on Sa fety-ftelated Equipment “ No written response 
required 

GRIER. □ H Region Ir Philadelphia. Office of the Director 
80/03/14 Ip 


R Periodic operating reports V related correspond enc e 


6003110582 Forwards "Semiannual Rept of Radioactive Eff luents, Jul~ 
Dec 1979 " 

WHITE.L D Rochester Gas & Electric Corp 80/03/07 Ip 


—8003110583 "Semiannaul Rept of Radioactive Eff luents. Uul-Dec 1979 
a Rochester Gas & Electric Corp 60/03/07 3pp 


8003170402 Forwards monthly operating rept for Feb 1980 
SNOW, D A Rochester Oa» 4i Electric Corp 80/03/10 Ip 


—8003170419 Monthly operating rept for Feb 1980 

MCNAMARA. A E Rochester Oat & Electric Corp 80/03/07 5pp 


8003250481 Corrects two errors in cover Itr for "Semiannual Effluent 
Release Rept. Jan-June 197? " Solid waste shipped was 136 76 
Ci Vol of waste was 6. 4i5 2 cubic ft 

UNITE. L 0 Rochester Gas it Electric Corp 80/03/18 3pp 


DOCKET 90-245 MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency (. fire protection plans 


8003170366 Lists mod items which required add! info at time of SER 
issuance All items satisfactory 

MACOOUGALL.E A Brookhaven National Laboratory 79/08/08 Ip 


6003170289 Advises that Item 3 22 of safety evaluation re fire hose 
station, found acceptable 

MACDOUOALLfE A Drookhaven National Laboratory 79/09/10 Ip 


8003260455 Advises that 790411.0518 U 1009 submittals are acceptable on 
fire protection safety evakuation Items3. 1 tt A water 
suppression lys 

LAINAS. G Plant Systems Branch 60/02/04 2pp 


8003110470 Forwards correction to 791228 upgraded site emergency plan 
Figure 3a.App 0 should be titled "Dose RaU Outside 
Personnel Airlock " 

COUhlStL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities} BO/03/04 Ip 


■8003110481 Corrected App B, Figure 3a Title should bo. "Dose Rate 
Outside Pereonnel Air Lock " 

CQUNSlL.kJ 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BD/03/04 Ip 


8003270208 Notification of 800401-03 meeting w/util local officials 
at site to discuss emergency planning guidelines 
CONNER. E L Operating Reactors Branch 4 QO/03/il App 


0 Adjudicatory correspondence 


0003170209 Forward* conf i r/r>a tory order confirming utU 790329 
comeiitment re rec ircu laticn- pump trip Installablon prior to 
operation 

OENTGN.H « Office of Nuclear Reactor Regulation 00/02/21 app 


— 8003170212 Confirmatory ord er< confirming util 790329 commitment to 
install recirculation pump trip prior to operation 
EI8ENHUT, D G Division of Operating Reactors 80/02/21 App 


J Insurance indemnity information 


8003190912 Forward* Endorsements 63 4 6A to NELIA Policy NF-173 
IFFLAND.R R Northeast Utilltiei 80/03/14 3pp 
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P OpvTating docutrentt U correspondence 


9G03070SQ4 Comments on proposed roles jOCFRSOi 40« SO St 70 dreft 
"Accounting Alternative* fqr Nuclear Pec ommi *s 1 ons ” 

* NortKeast utilities Service Co 79/04/30 31pp 


8003170197 Forujirds draft MURF.Q-0«3Q> "Cladding Swelling Rupture 
Model* for LOCA Analijsis*' !r topic* for dlscuision sent to 
fuel vendors Request* cofuments bi^ G00109 

ElSEUHJT.D 0 Division of Qperatlng i?eactor» 79/12/20 19pp 


— G003170371 Draft “Cladding Swelling ^ Rupture Models for LQCA 
Anaigsis " 

PQUERSiP A Core Performance Branch 79/11/30 lOApp 


80P3070333 Requests reference* to docketed info re SEP topics for NRC 
review in response to GOOtt? meeting Info due utthln 90 
dag c 

ZlEMANNiD L Operating Reactors Branch 2 90/02/14 Spp 


8003130392 Requests SEP licensees to perform sa fatg-'r elated equipment 
review per enc J guidelines for evaluating environ 
qua 1 1 f ica 1 1 on of Class IE electrical equipment Guidelines 
for identifying subj equipment end 

ZlEMANN^D L Operating Reactors. Branch 2 80/03/15 2pp 


—•8003130395 "Guidelines for Evaluating Environ Qualification of Class IE 
Electrical Equipment in Operating Reactor* 
e Conmlssion 80/02/19 □'Ipp 


8003110418 Submit* coftiment* on "Criteria for Util Mgt 8« Technical 
Competence!" re recommendation* of poit'-TM! accident 
investigative group* NRC should define broad criteria it 
organ! rat i onal structure to allow adequate licente latitude 
COUNSIt.!|/ Q Northeast Utilities SG/03/01 7pp 


8003180335 Updates 600131 response to Item 2 2 6a of TMI-2 ihort-term 
Lesson* Learned implementation Isolation condenser tys 
isolated for repairs t returned to sve on 800212 Neglible 
leakage detected 

CQUNSIL/lfG Northeast Utilities 60/03/10 Ip 


800317033B foruards emergency procedure* for facllitie* relevant to 
9EP Topic 111 ISi "Environ Qualification of Bef ety-Rebated 
Equipment '* 

COUNSILjW G Connecticut Vankee Atomic Power Co 00/03/11 Ip 


--3003170359 Emergency operating procedures relevant to SEP Topic II1~12* 
"Environ Qua 1 1 f 1 ca 1 1 on of Saf e ty-Re 1 ated Equipment " 

4 Northeast Util Hies 80/03/31 49pp 


8003180349 Responds to request for info concerning BEP Topic f|l-12 re 
environ qualification of safety-related equipment Lists 
of relevant pip Ingi Instrument equipment location drawing* 
enc 1 

COUNSIL!!/ 0 Northeast Utilities 00/03/12 Spp 


8003180595 Forward* list* of drawings for SEP Topic 111-12 re piping* 
InsfcFument V equipment location* In connection u/tnviron 
qual if i ce tion of taf ety-relatod equipment 
GQUNSIL.U 0 Northeast UtlUtle* 80/03/12 5pp 


GO-03210527 Forwards list of Haddam Mack safety-related electrical 
component* for which positive anchorage will be provided 
during refueling outaga/per NR'C 600101 Itr Existing 
containment Category IE cable ulll be replaced 
CQUNSIL.N G Northeast Utilities 80/03/H 3pp 


G0032603B9 Submits evaluation of Isolation valve configuration 
providing isolation for low pressure piping tys from RC8 
No Event 5 Isolation valve configurations exist 
COUN5IL*W 0 . FEE.W F Northeast Utilities BQ/03/10 6pp 


8003270405 Respond* to NRC 900223 Itr requesting info re testing of 
pressure Isolation valve* ^ voicing concern on intertystem 
LQCA No Event 5 Isolation valve conf Iguratiors eiiit at 
fac tiltle* 

COUNSiLiW G Northeast Utllltiti 80/03/10 6pp 


800326036S Forward* technical evaluations L proposed Tech Spec changes 
reflecting new ntai average planar linear heat grnaratioit 
rate limits J* incorporating leotatlon condenier lyt into 
ECG3 sy* Claes III fee encl 

CGUNSIL.W G Northeast 1/tilities 00/03/19 9pp 


—8003260373 Proposed Tech Spec change* rtflecting new mac average planar 
heat gefieration rate limits t incorporating isolation 
condenser syi into ECC0 sy* 

4 Northeast UtUltle* 80/03/19 Bpp 


0 Inspection reports* IE Dulletin* V correspondence 


8003060670 Notifies that NRC intend* to routinely forward to 
appropriate state public util regulatory group* it state atty 
general ofes* copies of escalated enforcement correspondence 
sent by NRC to licensees 

ORlERiD H Region I* Philadelphia* Office of the Director 
79/11/29 Ip 


8003060473 Respond* to IF Bulletin 80-01 re automatic dopres * ur 1 1 a 1 1 on 
*y* valve pneumatic supply Accumulator *y* check valve* are 
hard seated * 1- inch* 600 lb presture cla*»!velan check valve* 

COUNSIL* N G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/01/lB 3pp 


0003050065 Ac k receipt of 791226 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50“245/79-24 6 
50-336/79-25 

BRUNNER* E U Region 1* Philadelphia* Reactor Operations Nuclear 
Support Branch 80/01/24 ip 


—8003050100 Responds to NRC 791205 Itr re violation noted in IE |nsp 
Rept 50-336/79-25 Corrective action properly incorporated 
temporary editorial change into proceduies 

COUNSIL* U 0 , SW1T2ER*D C Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 79/12/28 2pp 


— B003050105 Forwards IE Insp Rept* S0-P45/79-24 5 50-336/79-25 on 
791002-05 it notice of violation 

QRUNNERiE J Region 1« Ph i Ude Iph ia* Reactor Operations Nuclear 
Support Branch 79/12/05 2pp 


•8003050107 Notice of violation from insp on 791002-05 

4 Region 1* Phi lad e I ph la* Office of the Director 79/12/05 ip 


—8003050112 IE Insp Repts 50-245/79-24 t 50-336/79-25 on 791002-05 
Noncompliance noted failure to initiate it review temporary 
procedure change 

ORANAM* P D Region 1* Philadelphia* Office of the Director 
CAFHTON* D L Region 1« Philadelphia* Reactor Operations Nuclear 
Support Branch 79/12/03 Ikpp 


8003190853 Forwards IE Insp Rept* 50-245/79-28 50-336/79-29 on 

791015-1130 Nq noncompliance noted 

BRUNNER* £ J Region I* Philadelphia* Reactor Operations Nuclear 
Support Branch 80/01/28 2pp 


—6003190859 1£ Insp Repts 50-243/79-20 it 50-336/79-29 on 791013-1130 No 
noncomp I lance noted Major area* inspected control rooms U 
turbine L Intake b 1 dgs*- rad iat i on protoc t ion* phy s i cal 
securl ty* f 1 re protection it plant operation records 
6HEDLO0RY, J T Region 1* Philadelphia* Office of the Director 
KGIMIG*R R Region 1* Ph l ladelphla* Reactor Qperattons Nuclear 
Support Branch 80/01/24 9pp 


8003190206 Ac k receipt of 000206 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Rept 50-243/79-27 
BRUNNER* £ J Region 1* Philadelphia* Reactor Operations Nuclear 
Support Branch 60/02/20 Ip 


— B003I9D214 Responds to NRC 600114 Itr re violation* noted In IE Insp 
Rept 50-245/79-27 Corrective actions new procedures ro 
calibr have been written 6 new surveillance* have been added 
to surveillance schedules 

COUNSIL* U 0 Northeast Uti lltbe* 80/02/06 3pp 


—8003190222 Forwards IE Insp Rept 50-245//9-27 on 791127-30 it notice of 
violation 

BRUNNER/E J Region 1* Philadelphia* Reactor Operations Nuclear 
Support Branch 60/01/14 2pp 


— 8003190227 Notice of violation from insp on 791127-30 

« Region 1* Philadelphia. Office of the Director GO/Ol/lO< ip 


—6003190234 IE Insp Rept 50-245/79-27 on 79U27-30 Noncomp 11 anece noted 
failure to establish surveillance procedures* to document 
temporary changes ^ to adhere to surveillance frequencies 
DLUMBERGfN Region 1* Ph i laifa I ph ia* Office of the Director 
BAUNACKi U Region 1* Ph 1 ladel phia* Reactor Operation* Nuclear 
Support Branch 80/01/10 llpp 


Q00314Q1D4 Forward* IE Info Notice 00-06* "Notification of Significant 
Event* " No action required 

ORIER.D H Region 1. Philadelphia* Office of the Director 
60/02/27 I p 


6003120530 Forward* IE Info Notice 00-07* “Pump Shaft Fatigue 
Cracking " No r**pon*e required 

ORIER.B H Region I* Philadelphia* Office of the Director 
60/02/29. J p . 
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&OO318OS04 ForwariJ^ IE Circular Q0'O3 j “Protectian From Toxic 
Haiardt " No written respon«e roquired 

ORIER.D H Reqion 1« PhUadclpMa. Office of bhe Director 

ao/oa/06 Ip 


8003100044 Forwards IE Info Notice SO-09, "Possible Occupational Health 
Haiard Associated u/Closed Cooling S«/s for Operating Power 
Plants " No written response required 

GRIER^Q H Region li Philadelphia! Office of the Director 
80/03/07 ip 


8003190263 Forwards IE Info Notice aO-OS "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

GRIERiB H Region 1> Ph i lade 1 phia « Office of the Director 
00/03/07 Ip 


8003260317 Forwards IE Info Notice BO’"IOi "Partial Loss of Non~’Nucl oar 
Instromont Sqs Power Supplg During Operation *' No specific 
action or response required 

ORlERi D H Region If Phi ladelph isf Office of the Director 
00/03/07 Ip 


0003260433 Forwards IB Qtilletin SO-'OSi "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgs (CVCS) Holdup Tanks " 

Action written response required 

ORIERjB H Region !■ Ph 1 lade Iphia ■ Office of the Director 
80/03/10 Ip 


B003260141 Forwards IE Bulletin 80-06/ "Engineered Safety Feature 
lESF) Reset Controls " Uritten response required 
GRIERi B H Region 1/ Philadelphia* Office of the Director 
80/03/13 ip 


80032S0334 Forwards IE Info Notice 00-11/ "Generic Problems H/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sgs " No action or written response required 
GRIER/B H Region !■ Ph 1 ladelph ia* Office of the Director 
80/03/14 Ip 


8003260042 Foi wards IE Circular 0O“O4i "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

ORlERj B H Region 1/ Ph 1 lade Iphia* Office of the Director 
00/03/14 Ip 


R Periodic operating reports tn related correspondence 


0003040309 "Semiannual Radioactive Effluents Release Repti" 
Jul-Doc 1979 

a Northeast UtlUties 00/02/29 107pp 


0003040615 Forwards "Annual Operating Rept/ 1979 " 
OPEKA. J F Northeast Utilities 00/02/29 ip 


►8003040621 "Annual Operating Rept, 1979 " 

« Northeast Utilities 00/02/29 42pp 


B00319047S Forwards monthly operating rept for Feb 1900 
OPEKA, J F Northeast Utilities 00/03/11 ip 


—0003190400 Monthly operating rept for Fob i980 
HARRAN/0 Northeast Utilities 80/03/03 6pp 


8 Reportable occurrences, LERs i related correspondence 


8003240497 Forwards LER BO-005/03C-0 

OPEKA. J F Northeast Utilities 80/03/(7 3pp 


— 8003240502 LER 0O-OOS/O3L-O on 000220, one core spray subsystem was 
declared inoperab It, rr sul ting in operation in degraded evade 
Caused by water hammer damage due to seat leakage from core 
spray injection check valves Pipe supports repaired 
BIGIARELLIiM U Northeast Utilities 00/03/17 Ip 


0003200517 Forwards updated LER 79-0i9/O3X-l 

OPEKA. J F Northeast Utilities 80/03/19 5pp 


—8003280522 Updated LER 79-019/03X-1 on 79062B, during refueling outage, 
all testable primary containment isolation valves were local 
leak rate tested Ten out of 00 isolation valves found to 
have leakage in excess of Tech Specs 
BIOIARELUI/M U Northeast Utilities 00/03/19 5pp 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


6003170125 Advises that design mods for dietel driven fire pump It water 
supplyjfire detector locations inside containment tc diesel 
generator spla&h sh i el ds . submitted 791102, are acceptable 
Fire protection review status enc t 
LAINAS,G Plant Systems Branch 00/02/12 2pp 


B003190047 Responds to 79Ji02 info Itr re fire protection design mods 
for SER Design details reviewed 6 found acceptable 
SCHWENCERi A Qperating Reactors Branch 1 00/02/27 2pp 


8003070390 Ack receipt of questions on state 6 local plans resulting 
from NflC review of facility emergency plans NRC Ik FEMA 
Regional Advisory Committee roles unclear NRC questions will 
be Included in meeting w/state Regional Advisory Committee 
CZECH, L D New Vork. State of 00/03/03 Ip 


0OO317O16B Forwards revised safeguards contingency plan Plan withheld 
(ref 10CFn2 790) 

CAHILU/U J Consolidated Edison Co of New York 00/03/07 Ip 


G Adjudicatory correspondence 


6003170099 Requests meeting to discuss NRC recommendations re UCS 
petition concerning facilities 

« Westchester Peoples Action Coa 1 1 1 Ion. Inc 00/02/13 Ip 


0003120330 Requests that Citcens' Committee for Protection of Environ 
000213 filing be denied docketing, ci ting violation of NRC 
regulations 

DAVIS, J P Consolidated Edison Co of New York 00/02/2) 2pp 


0003030520 Reiterates schedules for Commission 00021) confirmatory 
order requirements 30-day requirements to be completed by 
800312. 60-day by 8004 1 1 . 9a-day by 00051 1, 120-day by 000610 & 
6-month by 0008 1 I 

CAHILL/W J Consolidated Edison Co of New York 60/02/26 ip 


0003210100 Comments on director decision on UCS petition Decision is 
spurious & irresponsible due to failure to address UCS 
petition questions Urges Commission to convene formal 
adjudicatory proceeding before licensing board 
FINK.S New Vor)(, State of 00/02/27 2pp 


—8003210117 Expresses concern re NRC decisicni not to close facilities 
Recommends that ASLD be set up/record be compiled of UC0 
petition items that operation of facilities be suspended 
until commissioners make final decision 
BOWMAN, M a Affiliation. Unknown 80/02/23 2pp 


—8003210126 Expresses concern re NRC decision against UCS petition re 
continued operation of facilities Requests that public 
hearings be held within 50 miles gf facility 
RODRIQUEZ, P APf 11 latlon Unknown 00/02/20 2pp 


6003240062 Responds to 900128 itr re UCS petition under 10CFR2 206 re 
facility reactors Forwards determination it associated 
orders NRC donied request far shutdown of Units 2 h 3 
W/a end 

DEMT0N,H R Office of Nuclear Reactor Regulation 00/02/29 Ip 


— 0003240066 Requests that NRC suspend operations of facility until 
safety issues are resolved Provides specific steps NRC 
should take before facility should be allowed continued 
operatl on 

BRDDSKYrR L Welch ester County, NV 00/01/20 3pp 


‘0003240074 Statement of R Brodsky before NRC workshop on proposed rule 
requiring NRC concurrence in evacuation h emergency plans 
BRODSKY. R L Wesch ester County. NY 00/01/28 6pp 


8003130399 Responds to 791207 Itr re UCS petition under tOCFRS 206 
NRC decision it associated orders enc 1 Bhutdown of Units 
2 3 will not be ordered Dotermlnat ion will be reviewed 

by Commission U/o ends 

DENTON, H R Office of Nuclear Reactor Regulation 00/03/03 Ip 


— 0003130402 Urges NRC to expedite determination re UCS petition to 
shutdown Units 2 & 3 Dackflttlng essential safety features 
U developing realistic evacuation measures should be 
priority items 

FINK., 8 New York. State of 79/12/07 2pp 
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50031^0103 R*ipand« to B0012& Ur r» UCS pvtition lender 10CFR2 20i> NRC 
dccliion ii Aiiocl^tfl-d order* end Bhuidoiijn of Unit* S 3 
uiill nob III ordered Oi-ltrmkna b ion ulll b« rcviiuod 
ConiALl *»lon Vl/o enc U 

DEMTOM, H R Of#Ur of Ni^cUar Reactor Regulation 60/03/03 ip 


*■**8003190111 Riquetts ISRC to ichedule public htarino li determination 
r» UC 8 pititUn Requetb bated on u;ldctpr«ad concern for 
bealtb 1 : lafetij of community 

SGIANCR^V. J NeuJ York. State of 00/01/25 Ip 


SOOSl^OSOO Reiponds to Village Independent Democrat* 791210 Itr re 
UC 6 p e 1 1 tl on, Sh ubdoun of Unit* 2 Ic 3 will not be ordered 
Dacition ha* been referred bo Cotamlseion for revleu 
Diternination U. aetociated order* enc 1 U/o end* 

DENTObff il R Office of Nuclear Reactor Regulation 80 / 03/03 2 pp 


5003170379 Metnorandum in r**pon«e to NR-C B00215 request for comment* on 
directar'i decielon under IDCFR2 20 & NRC thould decline to 
review 600S11 deciiion No info suggest* that director abueed 
dUcrctlon in ang wag 

DAVI&i J P * BRANDENQURQ^ D Con * 0 1 1 da t ed Edison Co of Neiu york 
60/03/10 35pp 


Q0032700SI Order granting etteniion until B00331 for Commietion to 
elect whether to review director'* GOOSll decifion denying 
petition under iOCrR 2 206 

CHiLKiS 0 Office of the Secretarv O-f the Commission 50/03/17 

H 


6003250513 Requc*ts util response to NltC B00227 Ur Alto request* other 
util iubuhittals re director decision on UC 8 petition t( 
commitments made bg NRC to Conunisslon on B002OSf i nc Lud ing 
notice of meetings between NRC it util 
UEtSB.E R Sheldon. Harmon 4 Mei*s aO/ 03 /IB 2pp 


H General torrespondenc e 


50l}3060l4d Request* response re util plan* for providing ofe space for 
resident NRG personnel First resident will assume new duty 
station by 600430 All resident inspector* will be onsite by 
800607 

GRIER. B H Region t. Ph iladel phia. Office of the Director 
BO/0 1/15 ] p 


’0030700-30 Ack receipt of S00205 Itr r* facility operation Forwards 
600211 director's decision responding to UCB 790917 
petition N/o end 

E16ERHUT. D 0 Division of Operating Reactor* 50/02/22 Ip 


-6003070032 Urges facilities to remain active due to safe perf urmanta it 
need for power 

OflOSBiR A Columbia Un I v BD/02/05 Ip 


6003250511 Submit* suggested distribution list for expediting mall 
dell very of NRC studies 

PEOPLESi D L ComEnonwcalth Edison Co 60/03/14 Gpp, 


P Operating license stage documents cor reepond once 


8003170317 Notifies that M Antonatti currently uorkkng on items re 
Indian Point 2 water supply tn diesel generator protection. 

Indian Point 3 sprinlcloT lysiDyster Creek sprinklar syt it 
cable spreading room & Trojan welding shield 

HACDQUOALL. E A Brookhaven National Laboratory 79/09/20 Ip 


0003170197 Forward* draft NOftEO-0430. ■•Cladding Swelling & Rupture 
Hodel* for L5CA Analytl*** topics for discussion sent to 
fuel vendors Requests cottifnents by G 0 OIO 7 

EfSEMfUr.D 0 Division of Operating Reactors 79/12/20 I9pp 


— 8003170371 Draft "Cladding Ewalling |c -Rupture Models for LQCA 

Performance Branch 79/11/30 


fiaslhlllty of 
of 


/27 


8003130154 Forwards Amend 60 to License DPR*26 p safety evaluation 8 ^ 
notice of issuance h aval lability 

SCHHENCER. A Operating Reactors Branch i GO/Ol/26 2 pp 


— 6003130161 Amend 60 to License DPR'^26i Implementing secondary water 
Chemistry monitoring program to inhibit steam generator tube 
degradac ion 

8 CHNENCER> A Operating Reactor* Branch I 60/Oi/SB 24pp 


-■’*6003130169 Safety evaluation supporting Amend 60 to License DPR-26 
a Office of Nuclear Reactor Regulation B0/01/2B 3pp 


--8003130174 Notice of issuance i> availability of Amend 60 to License 
DPR-26 

BCKNEKCERp A Operating Reactor* Branch ] 80/01/20 2pp 


8003200610 Confirm* acceptability of util action* re turbine rotor disc 
concern identified by Uostinghause on 791030 
EISEMHUT. D 0 Division of Operating Reactor* 80/01/04 Ip 


8003190130 Notification of 800220 meeting w/Con Ed. Comm Ed U PASNV in 
Bethesda.hD to discus* severe accident mitigation features 
for facilities Proposed agenda end 

OLSHANfL Operating Reactors Branch I REEVE 81 E Operating 
Reactors Branch 1 ipre /91030) 80/03/14 3 pp 


8003190130 Notification of B00220 meeting w/Con CrfiComm Ed t PASNT in 
Bethetda. MD to discuss suvere accident mitigation features 
for facilities Proposed agenda er*c I 

OLSMAH.L Operating Reactors Branch 1 80/02/14 3pp 


5003190776 Ack receipt of B00204 preliminary evaluation re potential 
lyi stability Impacts in southeastern NV area if plant did 
not operate 800315'-B10 1 01 Detailed evaluation not required 
at this time 

VOUNGQLOOD.D J Co*t Benefit Analysis Branch 00/02/14 ip 


■6003190702 Respond* to 800131 request te power *y* reliability in case 
of plant shutdown for extended period Preliminary evaluation 
Indicates reserve mai'gin* adequate to provide reliqble 
electric sve in state ft southeastern NV areas 
UEINER.RG Energy. Dept of BD/02/O4 2 pp 


Q003190B11 Notification af 000221 meeting w/utils to discuss schedule & 
guidelines for review of environ qual if icat i on of equipment 
necessary to safety at 11 SEP facilities plus 2ion I Indian 
Point 

O'CONNOR. P Operating Reactors Oranch 2 60/03/14 Gpp 


5003190136 Corrected notification of 000220 meeting w/Con Ed. Comm Ed 6 
PAEKV in Dethesda.hD to discus* se.^ere accident mitigation 
features for facilities Starting time has been changed to 
9 ao AH 

0L6HAN.L Op erati no fteac tor* Branch I RCEVEQ, E Operabing 
Reacbort Branch 1 fPre 791030) 60/02/19 Ip 


B003200122 Cornnenss on proposed rule tOCfRSO urges establishment nf 
objective criterion foi max permissible time to accomplish 
evacuation of emergency lone 

WEI 8 S.E R Union of Concerned Scientists WEIBB. E R Sheldon. 
Harmon U W»l*t 80/02/19 5pp 


— 8003200126 "Impact on NV City of Reactor Accident* at Indian Point." 
statement to NV City Council corrected on 790620 Supporting 
documenta t i on enc I 

DEVEA. J Princeton Univ 00/06/11 49pp 


G003130320 Summary of 6002^0 meeting uj/utils 1. NRC re accident 
mitigation feature* for facilities 

DLbHAN.L N Operating Reactor* Branch I 80/02/21 4 pp 


— 6003130357 Forward* near-site study for facilities in response to NRC 
79J205 requests for 60-day crash effort 

PEOPLES. D L Cpmmonujealth Edison Co CAHILL. W J Consolidated 
Edison Co, of New York OAVIB. J F Power Authority of the State 
of New York 80/02/19 Ip 


—8003130364 ''Indian Point & lion Near Site Study " 

« Comflionwealth Edison Co • Consolidated Edison Co of New Vork 
* Power Authority of the State of New York, 80/02/20 73pp 


B003i9C045 Forwards evaluation qf actions taken to satisfy THI Leisons 
Learned Task Fore# Category A itetnt Evaluation based on util 
documentation & dltcutslon qt 000124 t 25 site visit 
BCHWENCERtA Operating neactori Br«neh I iPre 791030) 50/02/21 

2pp. 
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— 0003190058 "Evaluation of Liceti^se Compliance u/Categori/ A Items of NRC 
Raconimendations Resulting from TMI -8 Lessons Learned " 

Attendee list from 80024-25 meeting end 

* Operating Reactors Branch 1 (Pre 791030) SO/02/21 I3pp 


8003130017 Notifies of data Indicating fission gas release rate from 
LHR fuel pellets increases u/burnup No licensing action 
required for operating reactors Users of Ifest inghouse fuel 
must quantify burnup if new design criteria violated 
SCHWENCER.A Operating Reactors Branch I 00/02/25 2pp 


8D03190065 Forwards requests for addl info required to continue 
licensing action review Schedule for providing addl info 
requested iiiithln 10 dags 

SCHWENCER^A Operating Reactors Branch 1 80/02/27 3pp 


80032BOI79 Discusses 800221 meeting re environ qualification of 
electrical equipment Inclusion in program exempts facilities 
from responding to IE Bulletin 79-OlB &EP qualification 
program schedule (< submittal content end 
SCHUENCERiA Operating Reactors Branch 1 80/03/05 5pp 


800317031^ Provides schedule for submittal of requested addl infotper 
NRC 800227 request Info concerns overpressure protectloni 
heavg load control near spent fueli fire protec t ic»n» ft Iters 
i inservice testing program 

CAHILL. U U Consolidated Edison Co of New York 80/03/07 Ip 


8003140208 Forwards final responses to NRC. "Interim Position for 
Containment Purge Vent Valve Qperabi 1 1 tg* " electrical 
bgpass review results w/status of long-term valve 
qua 1 if Icat i on program status 

ZARAKA 8 .P Consolidated Edison Co of New York 80/03/11 llpp 


0003170300 Forwards actions taken to comply w/NRC 000211 confirmatory! 
order re stationing vendor representatives on si tei 1 icensee 
re-examiltation of ventilation intakes ^ revision to 
qualification requirements of reactor operators 

ZARAKASrP A Consolidated Edison Co of New York 80/03/11 4pp 


0003180958 Responds to NRC Itr re LWR pi imary coolant sys preisure 
isolation valves Plant specific reliability analysis based 
on WASH-1400 performed Check valve failure meaningful only 
if motor-operated valves mispos i ti oned 

CAHILL. W J Consolidated Edison Co of New York 80/03/14 d>pp 


8003250484 Forwards responses to NRC 800225 Itr re turbine di*c 
integrity to operate Westinghouse low pressure turbines 
Affidavit application requesting withholding of 
proprietary info end Response withheld iref I0CFR2. 7901 
CAHILL. W J Consolidated Edison Co of New York 80/03/19 95pp 


0 Inspection reports. IE Bulletins correspondence 


0003060695 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups St state atty 
general ofcs. copies of escalated enforcement c orrespondance 
sent by KRC to licensees 

ORIERiB H Region 1. Philadelphia. Office of the Director 
79/11/29 Ip 


8003040307 Responds to Item 6 of TE Bulletin 79- 17, Revis ion I, "Pipe 
Cracks in Borated Water Sys at PWR Plants '* Normally 
acceptable piping lines were visually inspected for 
indications of leakage No indications identified 
CAHILL. W J Consolidated Edison Co of New York 00/01/24 Ip 


0003130059 Confirms 800129 telcon extending invitation to attend 300207 
meeting in King of Prussia.PA re requirements in IE Bulletin 
79-OlBi "Environ Qualifications of Class IE Equipment " 

Proposed agenda encl 

DRIER. 0 H Region 1. Phi ladelphia. Office of the Director 
80/01/30 2pp, 


8003190293 Forwards safety analysis of actions taken in responod to IE 
Bulletin 79-13. "Cracking in Feedwater Sys Piping '* 

Nondestructive insps << analytes performed are sufficient to 
ensure piping integrity 

8 CHWENCER.A Operating Reactors Branch 1 00/02/12 4pp 


0003190209 Ack receipt of 800210 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-247/79-23 
BRUNNERiE J Region 1. ph i ladelphia, Reactor Operations Nuclear 
Support Branch 80/02/22 Ip 


—8003190294 Responds to NRC 800119 Itr re violations noted In IE Imp 
Rept 90-247/79-23 Corrective actions: quadrant power tilt 
calculation sheet revised to note Tech Spec tilt limit. 

GAHILL.W J. Consolidated Edison Co of New York 80/02/10 2 pp, 


—6003190300 Forwards IE Insp Rept 50-247/79-23 on 791 111-1208 & notice 
of violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch flO/Ol/lS 2pp 


— 0003190305 Notice of violation from Insp on 791111-1200 

« Region i, Ph i lade! phia. Office of the Director BO/Dl/lt Ip 


— S003190307 IE Insp Rept 90-247/79-23 on 791111-1200 NoncompUance 
noted failure to recogniie quadrant power tilt calculation 
result in excess of Tech Spec limit 

JOHNeON, J . REBELOWKSI.T Region 1. Ph iladtlphia. Office of the 
Director KI 8 TERfK Region h Philadelphia. Reactor Operations 
Nuclear Support Branch 80/01/11 llpp 


6003120685 Advises of greater probability of potential problem w/crack 
formation in feeywag 4. bora ssctlons of Hestinghousa 1000 rpm 
low pressure turbines Forwards request for addl Info re 
turbine discs 

EI 8 ENKUT 1 D Q Division of Operating Reactors 80/02/29 4pp 


8003140085 Forwards IE Info Notice 80-06. “Notification of Significant 
Events " No action roqulred 

GRlERiO H Region 1. Philadelphia. Office of the Director 
00/02/27 I p 


8003120447 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

ORIER.B H Region 1* Philadelphia. Office of the Director 
80/02/29 1 p 


8003140359 Forwards supplemental info to IE Dullstin 79 -OlB* "Environ 
Qualification of Class IE Equipment " Response required 
ORIER.B H Region !• Rh 1 ladelphia. Office of the Director 
00/02/29 7pp 


8003180273 Forwards IE Circular 00-03, "Protection From Toxic Oas 
Haiards " No written response required 

CRIER, D H Region 1. Philadelphia, Office of the Director 
00/03/06 tp 


0003180029 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Maiard Associated w/Closed Cooling Sys for Dptrating Power 
Plants ** No wrlttrn response required 

ORIER.B H Region Ir Philadelphia. Office of the Director 
00/03/07 ip 


0003190242 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/03/07 Ip 


0003260273 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
InstruAent Sys Power Supply During Operation " No specific 
action or response required 

ORIER.B H Region 1. Philadelphia. Office ef the Director 
00/03/07 Ip 


8003260302 Forwards IE Bulletin 80-05. "Vacuum Cond ition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action & written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/03/10. fp 


0003260117 Forwards IE Bulletin 80-06, "Engineered Safety Feature 
(E 8 F) Beset Controls " Written response required 
ORIER.B H Region 1. Ph 1 ladelphia. Dffica of the Director 
80/03/13 Ip. 


0003290267 Forwards IE Info Notice BO-tl. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys “ No action or written response required 
QRIER.B^H Region 1. Phi ladelphia. Office of the Director 
a 0 / 03 /i 4 . Ip. 


8003260080 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devlcff on Safety-Re lated Equipment " No written response 
requ Ired. 

ORIER.B H, Region 1. Ph I ladelphia. Office of the Director 
00/03/14. Ip 


R Periodic operating reports ${ related correspondence 


8003090237 Forwards ^'Effluent I. Waite DitposPl aemiannual Rept, Jwl-Dec 
1979. " 

CAHIUL.W. J ConsDlidated Edison Co of New York 00/02/29 Ip. 
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— B003050243 "Effluont Ditpocal Semiannual Rep t. Jul-Dec 1979 

• C&n«ondafced E6i%on Co of New York 7?/l2/3t 43pp 


G003170444 FoTurar4« data ^pecil'iad in Section 401 certification for 
Fab 19^a0< inc lud ins data re ipeciea c-ode«> c 1 rculatlng uater 
tampi^rofs alectrlcal outpi/ti r i vcr uater d i schargoi chcmi cal 
diKharjes t dailij counts from intake acreent 

HONTIpW a Canto! idatad Editon Co of New Vork QO/03/10 I7pp 


8003160470 Foruardt "Quarterly Rapt on Beitmlc Monitoring Network in 
Vicinity of Indian Point. MY - Con Ed Project WCC/12 j S ep t-Nov 
1977 ” Sequence data retulting from 600117 earthquake end 
CAHILL, W J ContoUdatcd Editon Co of New York 80/03/13 2pp 


0003180476 "Quarterly Rept on Seismic Monitoring Network in Vicinity of 
Indian Paint. NY " Con Ed Project HCC/ia. Sept-Nov 1979 " 

« Naoduard-Cl u d e Consultants, Ire BO/Ol/OB 37pp 


6D031G0503 Forwards monthly opcTeting rept for Feb 1980 

CAHILL.M J Consolidated Edison Co of New York 00/03/14 Ip 


■8003180506 Monthly operating rept for Feb 1990 

EtCH.E Consolidated Edison Co of Now York 80/03/06 7pp 


8003240529 Forwards monthly rept of daily fish counts for Feb 1980 
CAHILL.N J Consolidated Edison Co of New York BO/03/14 Ip 


— S003240531 Monthly rept of daily fish count from intake screens for Feb 
1980 

« Consolidated Edison Co of New York 80/03/14 4pp 


8003290506 Forwards "Thermal Survey Program. Rout Ine Monthly Thermal 
Monitor Ing, Sep t 1977 Surveg.Rept 5 " 

CAHILL<4I J Consolidated Edison Co of New York 80/03/14 Ip 


■8003250510 "Therinal Survey Progi am. Routine Monthly Thermal Monitoring, 
Sept 1977 Survey, Rept 3 " 

* Consolidated Edison Co of New York 80/03/31 lOOpp 


3 Reportable occurrences, LERs h related correspondence 


6003170290 Forwards updated LEfi 79-0l6/03X«t 

ZARAV^AS.P Consolidated Edison Co of New York 80/03/10 3pp 


■8003170277 Updated LER 77~0S6/03!{*'1 on 790613, while conducting shock 
suppressor Jnip/at end of cycle operation. noted snubber 
8R-M24 on line NS-3 had fluid level less than required 
Caused not determined Snubber replaced 

MAKEPEACE, JM Consolidated Edison Co of New York 60/03/10 
Ip 


8003180376 Forwards LER 80-001 /03L-0 

ZARAHA5,P Censolldated Edison Co of New York 80/03/10 )p 


--8003180377 LER B0-OOI/O3L-O on 000209, during turbine Imp outage, 
leakage indicated through pressure relief valve PCV-119a 
uhlls in hot shutdown, Caused by deterioration of T-ring seat 
in lO-inch Fisher-type 9200 butterfly valve 

MAKEPEACE. J M ConsoHdated Edison Co of New York 80/03/10 

Ip 


T Hearing transcripts on non-ant i true t matters 


6003120606 Transcript of 239th ACR3 general meeting on 800307 Pp 1-379 
* ACR8 - Advisory Commit beo on Reactor Safeguards 80/03/07 
30Opp 
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F Security^ medical, emergency ^ fire protection plans 


B003170486 Forwards comments on supplementary items re fere protection 
review for facilities 

MACDQUQALL.C A Drookhavtn National Laboratory 79/10/08 6pp 


8003030438 Notifies that no detection sys is needed in refueling floor 
firs detection sys Area has low fire loading Make-up water 
6 condensate cooling available in event of equipment loss 
JANECEK, R F Commonwealth Edison Co 80/02/25 2pp 


8003090424 Forwards fire protection reviei,: of Items 3 1. 5 & 3, I 6 re 
water supression sys gas suppression ly s, respect! vely 
HALLiR E Brookhavtn National Laboratory 80/02/26 3pp 


6003040284 Forwards response to NRC 791022 request for info re safe 
shutdown analysis for fire Describes means for taking plant 
from hot shutdown to cold shutdown Analysis does not rely on 
repairs or addition of matls Repair procedures unnecessary 
JAHECEK.R F Commonwealth Edison Co B0/02/S9 7pp 


6003050550 Forwards response to Item B(l> In NRC 791022 Iti L drawings 
re fire protection safe shutdown analysis Control circuit 
design will be submitted by B00601 Drawings available in 
Central Files only 

JAMACEK.R F Commonwealth Edison Co 80/02/29 7pp 

8003180467 Forwards input on Item 3 i i2 of fire protection review re 
portable ventilation equipment 

HAUL,R C Brookhaven National Laboratory 80/03/10 2pp 


8003210534 Forwards "Preliminary Evacuation Time Study of lO-Mile 
Radius Emergency Planning Zone " Rept findings should be 
considered preliminary 

PEOPLES. D L Commonwealth Edison Co 00/03/11 4pp 


— 8003210549 "Preliminary Evacuation Time Study of 10-Hlla Radius 
Emergency Planning Zone " 

♦ Stone t- Webster Engineering Corp BO/Ol/31 57pp 


0 Adjudicatory correspondence 


8003070295 Forwards confirmatory order lequirlng licensee to install 
recirculation pump ti ip by 80J231 as stated in 790329,1130 
800204 Itrs of commitment 

DENTON, H R Office of Nuclear Reactoi Regulation 60/02/21 Ip 


— 8003070303 Confirmatory order requiring licensee to install 
recirculation pump trip or in alternative place maintain 
facility in cold shutdown or refueling mode of operation 
by 001231 

EISENhUT,DO Division of Operating Reactors 60/02/21 4pp 


H Oenerol correspondence 


8001100406 Responds to NRC 791220 I tr re facility decommissioning U 
petition for public hearing Disposal of decontamination 
wastes IS generic problem Suggests NRC hold public hearing 
DERKKiO Environmental Policy Institute 80/01/07 ip 


I Financial information 


8003250541 Forwards annual financial rept For 1979, statement of 
Internal cash flow projected for 1980 6 narrative statement 
to which cash Flow projection is anneied, exp lain! ng 
projection It dealing w/capital expenditures 
NEXON, H H Commonwealth Edison Co 80/03/16 6pp 


P Operating license stage documents 6 correspondence 


0003170197 Forwards draft NURe(J-0630, "Cladding Swelling 1, Rupture 
Models for I OCA Analysis" ^ topics for discussion sent to 
fuel vendors Requests commonts by 600109 

EI6ENHUT,0 0 Division of Operating Reactors 79/12/20 I9pp 


•8003170371 Draft "Cladding Swelling & Rupture Models for LOCA 
Analysis " 

P0HER8, D A Core Performance Branch 79/11/30 106pp 


e0O31tO463 Forwards add! documentation re compliance w/5tctlon 2 I 4 of 
Lessons Learned Task Force Category A items Containment 
isolation sys reviewed to assure that diverse containment 
isolation signals satisfy safety-grade requirements 
PEOPLES, 0 L Commonwealth Edison Co 80/02/25 57pp 


8003030373 Responds to NRC 800121 Itr requesting addl info re 
containment vent it purge sys All valves modified to require 
closed position For control switches prior to manual reset 
Drawings available in Central Files only 
JANECEK, R F Commonwealth Edison Co 00/02/20 4pp 


8003070396 Forwards responses to NRC 800121 questions re containment 
vent purge sys Also forwards list oF process & 

Instrumentation ^ schematic drawings of vent 6 purge sys 
JANECEK. R F Commonwealth Edison Co 00/02/20 App 


0OO'327O346 Summary of 800222 teUon w/NRC re 800219 Itr concerning 
factor of safety on shell type expansion anchors on safety- 
related piping sys 

PEOPLES. DL Commonwealth Edison Co 00/02/29 2pp 
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8003250353 Forward* NRC 
w/Category A Item* of 
TMl-*2 Le»»on* Learned 

satlifac ton Iv met 

ZIEKANN.D Operating 


800305 ^'Evaluation of Licensee Coflipliatice 
NRC RecQtnmendatlons Resulting from 
" All rei^uirements have been 

Reactors Branch 2 80/03/05 iSpp 


8003120336 Foruards 1£ Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response re<iulred 

KEPPLER. J Q Region 3. Chicago, Office of the Director 80/02/29 

Ip 


8003180345 Responds to 000223 request for info re existing primarg 
coolant si/s pressure isolation valves 
NAUOHTON. 14 F Commonwealth Edison Co 80/03/14 3pp 


8003140321 Forwards supplemental info to IE Bulletin 79-OlDi "Environ 
Quallficatian of Class IE Equipment " Response required 
KEPPLER. J Q Region 3. Chicago, Office of the Director 80/02/29 

0pp 


6003310175 Notification of 800320 meeting u/utils St OE in Betheida/MO 
to discuss technique St analysis methodologg of keyway/bore 
insp on turbine roters 

HANNQNi J , QEVANiR Operating Reactors Branch 3 80/03/14 2pp 


8003270371 Forwards proposed Tech Spec page changes to allow average 
power range monitor gain 8« adjustments for off-normal 
peaking factors Also forwards errata t: addenda sheet for 
NEOO“2414£»A 

PEOPLES, D L Commonwealth Edison Co 80/03/24 2pp 


— 8003270372 Errata addenda sheet for NEOO-24146Ai 1 ssulng replacement 
for Page 4-9 

* General Electric Co NED0-24146A 79/12/31 2pp 


— 8003270373 Proposed Tech Spec page changes, al 1 owing average power range 
monitor gain adjustment,* for off-noroial peaking factor* 
tt Commonwealth Edison Co 60/03/24 14pp 


0 Inspection reports, IE Bulletins & correspondence 


8003190007 Forwards IE Circulai 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLER,J 0 Region 3, Chicago, Office of the Director 80/01/31 
Ip 


6003120140 Forward* lE Cltcular 80-02. "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/02/01 

Ip 


8003200405 Forwards IE Insp Rapt* 50-010/80-02,60-237/60-02,50-249/ 
80-02,50-254/80-02 h. 50-265/80-04 on flOOllO No noncompliance 
not«d 

KEpPLER,sJ 0 Region 3, Chicago, Office of the Director 80/02/05 

2pp 


—8003200400 IE Insp Repts 50-010/80-02,50-237/80-02,50-249/80-02, 
50-254/00-02 it SO-265/00-04 on 800110 No noncompliance 
noted Major areas inspected discussion of recent personnel 
errors 

KEPPLER, J 0 . SPEBSARD.R L Region 3, Chicago, Office of the 
Director HEISHMAN, R F Region 3, Chicago, Reactor Operations 
Nuclear Support Branch 00/01/28 4pp 


8003140169 Forward* lE Bulletin 80-03, "Los* of Charcoal from 8td Tgp* 
11, Two-Inch, Tray Adsorber Cells '♦ Action required 

KEPPLER, JO Region 3, Chicago, Office of the Director 80/02/06. 

Ip 


B003110092 Forwards IE Bulletin 80-04, "Analysis of PWR Main Steam Line 
Break W/Contlnued Feedwater Addition " WriHen response 
reqUi red 

KEPPLER, J 0 Region 3< Chicago, Office of the Director 60/02/06 
Ip 


8003190316 Forwards IE Info Notice 80-05, "Chloride Contamination of 
8af a ty-Related Piping V Components " No written response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/02/08 
Ip 


8003110244 Forward* corrected IE Bulletin 80-04, "Analyii* of PWR Main 
Steam Line Break W/Contlnued Feedwater Addition " Previous 
IE bulletin should have stated for info only No written 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/02/14 

Ip 

8003120675 Forward* IE Info Notice 80-06, "Notification of Significant 
Events " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/02/27 

Ip 


8003200076 Forwards response* to IE Bulletin 79-27, "Los* of Non-Clae* 
IE Instrumentation Control Power 8y* Bus During 
Operation " 

PEOPLES, D L Commonwealth Edison Co, 80/02/28. 25pp. 


8003270112 Forward* raactcr lists of plant protection sys in response to 
IE Bulletin 79-OlB, "Environ Qualification of Class IE 
Equipment " Includes equipment required to function In event 
oF LOCA, main steam or energy line break 
PEOPLES, D L Commonwealth Edison Co 60/03/04 ?lpp 


B0031B0229 Forward* IE Circular 80-03, "Protection From Toxic Gas 
Hatard* " No written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/03/06 
Ip 


8003260148 Forward* IE Info Notice 60-09, "Possible Occupational Health 
Haxard Associated M/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLER, J O Region 3, Chicago. Office of the Director 80/03/07 
i P 


8003260029 Forward* IE Info Notice 80-04, "BUR Fuel Exposure in Excess 
•of Limits " No action or response required 

KEPPLER, J O Region 3, Chicago. Office of the Director 60/03/10 
Ip 


8003260426 Forward* IE Info Notice 00-10, "Partial Lost of Non-Nuclear 
In«trument Sy* Power Supply During aperation " No specific 
action or response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 60/03/10 

ip 


a0OD27OS2O Forward* NRC evaluation of util response* to IE Bulletin 
79-08, "Event* Relevent to BWRs Identified During TMI 
Incident " 

IPPDUITO, T A Operating Reactors Branch 3 80/03/10 42pp 


6003260233 Forward* IE Bulletin 00-06, "Engineered Safety Feature 
IE8F1 Reset Control* " Uritten response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/03/13 

Ip 


9003250070 Forward* IE Info Notice 80-11, "Generic Problem* U/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director BD/03/14 

Ip 


8003260282 Forwards IE Circular 80-04, "Becuring of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
requlrad 

KEFPLER, J O Region 3. Chicago, Office of the Director 00/03/M 

Ip 


R Periodic operatlug reports it related correspondence 


8003050601 Forwards radioactive effluents 6 occupational radiation 
expoiure* rept for 1979, constl tuting Part 2 of operating 
rept 

8TePHEN80N,B D Commonwealth Edison Co BO/02/11 Ip 


—8003050611 Radioactive effluents It occupational radiation exposures 
rept for 1979, co-ntt i tuting Part 2 of operating rept, 

* Commonwealth Edison Co 79/12/31, 19pp 


8003280349 Forward* "Bemiannual Radioactive Effluent Rept.Jul-Dec 
1979 " 

STEPHENSON, B B Comnnonwea 1th Edison Co 80/02/11 Ip 


—8003280358 "Semiannual Radioactive Effluent Rept,Jul-Dec 1979 " 
« Commonwealth Edi«on Co 60/02/11, 16pp 


8003100149 Forward* "Annual Operating Rept for 1979 " 
STEPHENSON, 8 B. Commonwealth Edison Co 80/02/22 Ip 


— 8003100153 "Annual Operating Rept for 1979 " 
■* Commonwealth Edison Co Q0/Q2/22 31 pp 


0803180487 Forward* monthly operating repts for Feb 1980 
STEPHENBON, 8. D Commonwealth Edison Co. 80/03/07, Ip 
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"-6003*00493 Monthlij oper^tjng repts ^or Feb 1900 

C IESKKIEHIC?. S CofPmonujealth Edison Co 00/03/04 17pp 


S Reportable occurrence's* LEfis tr related coTrospondence 


B003040531 Forward* l-ER BO-009/0 J T-O 

STEPHENSON* a B Commonwealth Ed 1 eon Co 8O/0a/2& p 


— B003040539 LER SO-O05/OIT-O on 300213/ dihi le its S/l> tnode/MSIV scram 
Hmtfc sutfcthe* were checked V of lA limit swStche** tujo found 
to have setpoints preater than lOli Caused bg switch out of 
caUhr Limit switches readjusted 

HOVCHYNBKVi M Commotiueal fth Edison Co 80/02/25 Ip 


8003050370 Forwards L£R B0-004/0aL-O 

STEPHENSON. Q B Commonwealth Edison Co B0/O2/2B Ip 


— 6003050373 LER BO-004/03L-0 on eo0202i while increasing load by 2 Mwe 
per hour/alarms received in control room indicating failed 
jet pump Jet pump 13 failed Cause ^ con active action will 
be described in supplemental rrpt 
* Commonwealth Edison C& flO/02/28 3pp 


0003190951 Forwards LCfl 0O-OO7/O3L-O 

STEF HENSON. D B Commonwealth Edison Co 00/03/12 Ip 


—8003190569 LER 80-00//03L-0 on 800309. duri ng local leal rate test of 
cgntalnment vent 1 i ne^ measured leakage exceeded Tech Specs 
Investigation showed valve AO*’3“ 1 601-23 leaking through 
Caused bij normal expected wear of rubber seats 
OtHDARi J Commonwealth Edison Co 00/03/18 2pp 


0003190549 Forwards LEfi 00-006 /Oau-O 

STEPHENSON* B U Commonwealth Ed Hon Co 80/03/13 Ip 


—8003190576 LEfi 80-006/03L-0 on 00021 5. dur mg local teak rate test 
performed on A Feedwater inboard check valve 3-220-SBA 
measured leakage exceeded Tech Specs Caused bi^ worn seat/ 
disc assembly pins 

CIESLA. T A Commonwealth Edison Co 80/03/13 2pp 


;KET S-O-250 TUflUEY POINT PLANT. UNIT 3 


Secwrity. medical/ entergencg t( ftre protection plans 


/03070D05 Notification of 000226-20 meeting w/uti 1/ state ^ local 
officials & public in Homestead. FU re emergcncg plans 
5CHWENCSR/A Operating Reactors Branch L 60/02/20 3pp 


1003070393 Notification of 800227-30 meetings w/util/ state county 
officials U public in Homes tead ■ FL to discuss emergency 
plans for facility 

CROTENHUIBiH Operating Reactors Branch 1 60/02/20 Ip 


003210402 Responds to NRC 791129 1 tr re evacuation time estimates 
Final repts will be submitted by 800430 
UimiOjR E Florida Power 6 Light Co 60/03/16 Ip 


Adjudicatory correspondence 


H General correspondence 


0003110662 Comments on documents reviewed indicating steam generators 
to he in advanced stage of degradation Recently completed 
insp t* maint program produced discovery of metal fragments 
in Generators 38 8c 3C Requests NPC hearing in Miami 
DNCAVAOb.M P Oncavage* Mar k 80/01/29 2p p 


J Insurance t indemnity inforjration 


6003040613 Advises of util request to amend Indemnity Agreement B-46 to 
incorporate expanded Nuclear Mutual Limited “Nuclear Area“ 
illustrated on attached Drawing 5610-6-PA. Revis i onn 1 plus 
turning basin portion of Intake canal 

DINITZ.I Marsh hcLennan. I nc / M M Nuclear Consu 1 tan t S . I nc Div 
80/02/25 2pp 


80032SO'430 Forwards Endorsentent 51 to NELIA Folicy NF-105 

FIEDLER. J Marsh 8 ticLennani Inc . M 8< M Nuclear Consu 1 tan ts/ Inc 
Div 80/03/19 3pp 


P Operating license stage documents r correspondence 


9G03170|97 Forwards draft NUREG-0630/ "Cladding Swelling 8< Rupture 
Models for LO-CA Analysis” tr topics for discussion sent to 
fuel vendors Requests comments by 000107 

ElSENMUTr D 0 Dl-rision of Operating Reactors 79/12/20 19pp 


-►’9003170371 Draft “Cladding Swelling 8- Rupture Models for LOCA 
Analysis '* 

PONERS’D A Core Perfaimance Branch NUREG-0630 79/11/30 

106pp 


8003060624 Notifies of coaipletion of generic bounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand mare than SO ECCB actuations 

8CHNEMCFR* A Clperattng Reactors Branch 1 79/12/20 Ip 


0003130274 Foruiaids safety evaluation re steam generator water hammer 
Technical evaloatlon by E'G&C Idaho. Inc also encl 
SCHHENCERrA Operating Reactors Branch 1 80/02/04 2pp 


— OOOJ13D20O &afcty evaluation concluding steam generator water hammer is 
not likely to occur at facilities 

a Office af Nuclear Reactor Regulation 00/01/31 3pp 


-"0003130297 "Steam Generator Uater Hammer Technical Evaluation " 
e FO L 0* Inc BO/Ol/31 Bpp 


G003190703 Advises that review of proposed mods to Tech 0pecs re ) ou- 
lotu generator water level reactor trip setpoint change has 
been completed & are acceptable Forwards safety 
ova I ua t i on 

LAIMAS. 0 Plant Systems Branch 00/02/17 Ip 


— 0003190799 Safety evaluation supporting mods to Tech Specs re low-low 
generator water level reactor trip setpoint change Mod will 
increase miri setpoint From 5 to 15X of narrow range 
instrument scale 

« Plant Systems Branch 80/02/19 2pp 


003040320 Confirms tclcon re pleadings to be served on N Chonln HH 
Harnage an behalf of M Dneavage Updated «vc list end 
C0LL*N A Stefrli Hector Davis 00/01/31 App 


0003060709 Requests to make limited appearance 
prehearing 

NEWELL. J R Affiliation Unknown 00/02/15 


statement at licensing 
Ip 


C003190097 Advises that sehadule for Issuance of El8 per Commission 
800304 memorandum L ordetiuill be provided when established 
Issuance of Elg eliminates Contention 1 in proceeding 
GOLDBERG. S G Hearing Branch 2 8G/03/06 Ip 


I 000225 motion to withdraw as 
VO in steam generator 


8003170057 Forwards safety n/aluation supporting util actions re 
cracking in feedwater sys piping Nondestructive insps 8< 
analyses sufficient to ensure piping integrity until 
completion of further study 

SCHUEMCER.A Operating Roactors Branch 1 00/02/22 3pp 


“-□0031700S7 Safety evaluation supporting actions in response to IE 
Bulletin 79-13 “Cracking in Feedwater Piping " 

« Operating Reactors Branch 1 00/02/22 2pp 


8003130023 Notifies of data indicating fission gas release rat* from 
LNR fuel pallets increases u/burnup No licensing action 
required for operating reactors Users of Westinghouse fuel 
muit quantify burnup if new design criteria violated 
SCHHENCERi A Operating Reactor* Branch 1 00/02/25 2pp 


nsing Board Panel 80/03/11 Ip 


3003270009 Order gronting MP Oncavage cpunial RA Marshall 800229 motion 
ta withdraw from proceeding re OL amend te permit steam 
generator repairs Certificate of 8vc enc ! 

DDWERSiE 8 Atomic Safely and Licensing Board Panel 80/03/11 
3pp 


8003040474 Roqudot amends to Licenses DPR-31 DPR-41 revising Tech 
Specs re control rod position rod position indication 
Tech Specs Pages 3 2-2 «► 3 2-3 h Table 4 J-1 end 
UNRIG. R E Florida Power Light Co 00/02/27 2pp 


—8003040473 Revised Pages 3 2-2 i' 3 2-3 it Table 4 1-i to Tech 8peC» re 
control rod position &c red position indication 
a Florida Power Si Light Co 60/02/27 3pp 
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8003280382 Nol;i i cail on of 600304 meeting in Dethesdft«MD to discuss 
steam generator plugging program 

OROTEMHUIS) Operating Reactors Orancti i B0/02/S7 2pp 


6003040494 Foiwards Attachment 1 to 900123 Itr -submitting info re 
potential effect of neu Fuel clad research data on ECCS 
analysis Page omitted From original submittal 
UHRIO, R E Florida Power tc Light Co 60/02/28 5-pp 


8003060565 Forwards tables containing max predicted values of Fei for 
Unit 3< For life oF Cycle Unit 4/Cycle 6 for burnup 
greater than 3i 770 MWD/MTU Tables Forwarded for info only 
UHRlGiR E Florida Power ^ Light Co 00/03/03 3-p p 


6003200007 Summary of 8001 U meeting w/Dechtel & licensees re masonry 
uall pipe support structural interdisciplinary 
coordination 

LiCCIARDOiR Operating Reactors Dranch t 60/03/03 16pp 


6003110605 Forwards addl info in support of 600213 req,uest for OL amend 
changing Tech Specs to F<i limit of I 99 
UHRIOiR E Florida power U Light Co 60/03/05 Bpp 


6003110563 Forwards info re check valve cycling in response to NRC 
791130 Itr Valve program meets ASHE Section XI code 
requirements except for specific relief requested 
UHRIOIR E Florida Power Light Co 60/03/06 3pp 


8003170266 Forwards addl documentation requested during NRC Jan 1990 
short term Lessons Learned Task Force implementation 

review Info re emergency power supp 1 y^ d i rect indication of 
valve position tc plant shielding review Included 
UHRIO. R E Florida Power U Light Co 60/03/10 43pp 

6003200364 Forwards response to NRC 800223 Itr re LWR primary coolant 
sys pressure isolation valves Surveillance tests to assess 
check valve status are not being performed on check valves 
in Event V arrangements Flow diagrams encl 
UHRIO, R E Florida Power t Light Co 60/03/17 6pp 


8003810425 Responds to 7911(9 Ur requesting addl Info on condensate 
polishing dem inera It xers ^ steam generator repair 
Installation of demineral i ler sys does not require mod to 
Tech Specs 

UKRIO. R E Florida Power e< Light Co 60/03/19 13pp 


•6003210423 "Disposal of Spent Powdex Ion Exchange Matls*'* for FL Power 
S' Light Co 

HUNIN*R Affiliation Unknown 7'9/10/as Bpp 


8003240424 Forwards addl info re imp 1 ementatinri schedules for Tht 
short-term Lessons Learned Task Foice requirements* per 
NRC 800306 request Describes containment Isolation mods« 
revised operating procedures It conti ol switch mods 
UHRIO. R E Florida Power 6 Light Co 80/03/19 3pp 


6003240534 Forwards suppl to proposed Tech Spec amend to Licenses 
DPR-31 h DPR-41 submitted on 7/0125 

UHRIO.R E Florida Power It light Co BO/03/20 6pp 


— 6003240536 Application to amend App A of Licenses DPR-31 6 41 to change 
Tech SpecSiTable 4 1-1 re load < flu* curves 
UHRlOiR E Florida Power 6 Light Co 77/01/25 Ip 

— B003240543 Proposed Tech Spec change* Table 4 1-1 re test of instrument 
channels 

* Florida Power L Light Co 77/01/25 Ip 

— B003840S45 Safety evaluation supporting amend to App A of Licenses 
DPR-3t U 41 

e Florida Power ^ Light Co 77/01/25 2pp 


6003260381 Forwards response to NRC 800225 Itr re disc integntfi in 
Uestlndhoute 1800 RPM low pressure nuclear turbines 


— 8003270260 IE Insp Repts 50-250/ /9-32 t< 50-251/79-32 on 791 S 14-15 No 
noncompl lanc e noted Major areas inspected IE Qulletin 79-t4i 
“Seismic Analysis for As-fluxJt Safety-Related Piping Sys “ 

HERDT.*A R Region 2. Atlanta^ Reactor Construction U Engineering 
Support Branch CDMPTOR, R M Region 2. Atlanta. Office of the 
Director 80/01/04 4pp 


8003190598 Forwards IE Imp Rapts 50-250/79-36 S* 50-251/79-39 on 
791212-14 No noncompl lance noted 

DRVANTi J C Region 2. Atlanta. Reactor Construction ^ Engineering 
Support Branch 80/01/08 2pp 


—6003190602 IE Insp Repts 50-250/79-36 50-251/79-38 on 791212-14 No 

noncocnp 1 katre e noted Major areas inspected pipe support 
baseplate designs using concrete expansion anchor boltsi 
proc edures. uxork activities U records 

HERDT.A R Region 2* Atlantai Reactor Construction L Engineering 
Support Branch ANO* W P Region 2* Atlanta. Office of tha 
Director 60/01/07 4pp 


0OO3O6O66B Forwards IE Ensp Repts 50-250/79-37 6< SO-251/79-37 on 
791211-14 No noncompliance noted 

KENNA* W B Region 2. Atlanta* Safeguards Dranch BO/Ol/24 2p p 


— B00306067S IE Insp Repts 50-350/79-37 fc 50-251/79-37 on 791211-14 No 
noncompl lane e noted Major areas inspected socurltg plant 
organi la tion. protected area physical barriers it vital area 
physical barriers Details withheld (ref iOCFR2 790) 

TOBIN. N J Region 2, Atlanta. Safeguards Branch PERNV.C D 
Region 2. Atlanta. Office of the Director 80/01/22 Ip 


8003120735 Forwards IE Insp Repts 50-250/79-34 L 50-251/79-34 on 
79l2iO-l'l No noncompl lance noted 

LEUlB* R C Region 2. Atlanta* Reactor (Iperations Nuclear Support 
Branch 60/01 /2? 2pp 


—6003120740 IE Insp Repts 50-250/79-34 f* 50-251/79-34 on 791210-14 No 
non-c omp 1 1 anco noted Major aieas inspected previous Insp 
findings rt OA insp on 790312-16 it 19-21 

UPRIGHT* C M Region 2. Atlanta* Reactor Operations Nuclear Support 
Dranch DROIM EE* V L . ASHENDFN. M C Region 2. Atlanta. Office of 
the Director 60/01/25 7pp 


8003110211 Forwards IE Insp Repts 50-250/79-42 fc 50-251/79-42 on 
791226-27 No noncomp Uance noted 

liENNAtbl D Region 2. Atlanta* Bafeguards Branch QO/01/30 2pp 


—6003110216 IE Imp Repts 50-250/79-42 50-251 /77-.42 on 791226-27 No 

noncompl i anc e noted Major areas inspected nuclear matl 
control, accounting procedures < ontrol . aud 1 1 of records & 
rep t s. storage it internal control 

0IULE6PIE. F F * TODD* 0 A Region 2* Atlanta. Safeguards Branch 
aO/Ol/25 3pp 


800319010/ Forwards IE Circular 79-25. Suppl A. “Shock Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY.J P Region 2, Atlanta. Office of the Director 80/01/31 
IP 


8003120027 Forwards IE Circular 90-02. "Nuclear Power plant Staff Work 
Hour* " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/01 
IP 


B003190616 Forwards IE Insp Repts 50-250/60-01 L 50-251/00-01 on 
600106-11 No noncompliance noted 

BRYANT, J C Region 2. Atlanta. Reactor Construction it Engineering 
Bupport Branch 60/02/04 2pp 


—6003190624 IE Imp Repts 50-250/60-01 8* 50-251/90-01 dti 600108-11 No 
noncompliance noted Major areas Inspected ifisorvlce insp 
data review it evaluation, wpl d iiig i nondestructive testing. 

IE Bulletin 79’13 it UP Imp of nonle/safe ends 

HERDTi A R . BLAKE. J Ragloh 2. Atlanta. Office of the Director 

eo/02/01 6pp 


Application for withholding proprietary info L affidavit 6003180060 Forwards IE Bulletin 60-04. 'Analysis of PWR Main Steam Line 

end Portion of response withheld (ref 10CFR2 790) Dreat M/Contltiued Feedwater Addition "* Mntten response 

UHRIOiR E Florida Power I* Light Co 80/03/20 I9pp required 

O^REILLV.J P Region 2, Atlanta. Office of the Director 80/03/06 

2pp 

Q Inspection reports, IE Uulletins U correspondence 


9003190422 Forwards IE Info Notice 80-05* ’•Chloride Contamination of 

800327025S Forwards lE Insp Repts 50-250/79-32 Ik 50-251/79-32 an Baf aty-Rel ated Piping 6 Components “ No written response 

791114-15 No noncompliance noted required 

MURPHY, C E Region 2, Atlanta. Reactor Construction U Engineering O'REILLY.J P Region 2, Atlanta. Office of the Director 0O/OE/OB 

Support Branch BO/01/07 2pp Ip 



44 


DOCKETED ITEMS 


e003{>7000A Forwards safetg analgsLs h notifie* that evaluation of plant 
re cracking in feedwater sgs complete Nondestructive tnsp h 
arvalgies peiforned for flaujed piping sufficient pending 
ouiner group & NRC Pipe Crack Studg Oroup r ecoRimendat 1 ons 
SCHiJENCER.A Cperattng Reactors Branch 1 B0/02/S2 4pp 


a0O3l40423 Forwards IE Info Notice 79-37» ’’Cracking in Low Pressure 
Turbine Discs*” u/errata sheet ii request for info related 
to turbine disc cracks Replg requested within 20 dags 
EISENHUT^DO Division of Operating Reactors B0/02/2S Gpp 


3003140041 Forwards lE Info Notice BO-06* “No-tif i cation of Significant 
Events " No action required 

O'REILLT. JP Region 2, AtUnka. Office of the Director 00/02/27 

IP 


30031E0177 Forwards sopp lemental info to l€ Bulletin 79'*01I3< "Environ 
Qualification of Class IE Equipment *“ No response required 
O^RElULf.J P Region 2. Atlanta. Office of the Diiector 00/02/29 
2pp 


800319-OD20 Foruiards IE Info Notice 00-07. “Pump Shaft Fatigue 
Cracking *’ No response required 

O'REILUV.J F Regjon 2< Atlanta* Office o# the Director 00/02/99 
2PP 


G0032400SD Responds to LE Bulletin 79''27. "Lott of Noticlass IE 
Instrumentation &i Control Power Sgs Gus During Operation " 

No design mods needed Results of prior revietu of IE Circular 

79-02 remain valid U support conclusions 

yURlO. H E Florida Power K Light Co 00/03/03 2pp 


8003100137 Fonuards IE Circular BO-0'3. "Protection frorti Toiic Oaa 
haiards “ No written response required 

O'REILLY. J P Region 2. Atlanta* Office of the Director ao/03/Od. 

2pp 


0003140400 Forwards IE Info Notice 00-10. "Partial Loss of Non-Nuclear 
Instrument Sgs Potuer Supply During Operation " No specific 
action or response required 

D'REILLY.J P Region S. Atlanta, affice of the Director 60/03/07 
I4pp 


003160074 Forwards IE Info Notice 00-09. "Possible Occupational Health 
Hazard Associated u/Closed Cooling Sgs for Operating Power 
Plants " No written response required 

O'REILLY. J P Region 2. Atlanta* Office of the Director 80/03/07 

2pp 


9003100305 Forwards IE Info Notice 60-08 "States Co Sliding Link 
Electrical Terminal Block ” No specific action or response 
r equBsted 

Q'REILLY.J P Region 2. Atlanta* Office of the Director 8D/03/07 

2pp 


0003270024 Forwards IE Bulletin 00-05. "Vacuum Condition Resulting in 
Danage to Chemical Vol Control Syi tCVCSl Holdup Tan%* ” 

Action written response required 

O'REILLY.J P Region 2. Atlanta* affice of the Director 00/03/10 
If 


80032^0219 Forwards IE Bulletin 00-06* 'Engineered Safety Feature 
(ESF) Reset Controls " Written response required 

□ 'REILLY. J P Region S. Atlanta. OfftcB of the Director 60/03/(3 

2pp 


Q003250S65 Forwards IE Info Notice 00-11, "■Oaneric Problems W/ASCO 
Valves In Nuclear Applications (ncluding Fire Protection 
Sy I No action or written response required 

O'REILLV.J P Region 2. Atlanta* Office of the Director 0D/O3/14 

tp 


8003260171 Forwards IE Circular 00-04* "Securing of Threaded Locking 
Bevicee on Safety-Re lated Equipment " No larittan response 
required 

O'REILLY. J P Region 2* Atlanta. Office of the Director 00/03/14 

2pp 


R Periodic operating reports L related correspondence 


30031S0344 Forwards "Radioactive Effluent Release Beta. Jul-Dec 1979." 
5/ "Environ Radiological Monitoring Program Summary* 

Jul-Dec 1979 " 

UHRIOrR E Florida Power -jc Light Co 00/03/03 ip 


— 0003100415 "Radioactive Effluent Release Data, Jul-Dec 1979 " 
e Florida Power 4 Light Co 80/02/22 16pp 


— 8003180422 "Environ Ra-d i a log i ca 1 Monitoring Program Summer y . Ju 1 -Dec 
1979 " 

a Florida Power it Light Co 60/02/22 I2pp 


8003240346 Forwards "Rep t of Farsonnal Exposure for 1979 " 
LTHRIO. R £ Florida Power ^ Light Co 80/03/20 Ip 


—8003240349 "Rept of Personnel Exposure for 1979 " 
a Florida Power 4* Light Co 00/03/20 Ip 


S Reportable occurrences. LERs 5 related correspondence 


8003170470 Forwards LER 60-002 /03L-0 

SCHMIDT- A D Florida Power fr Light Co 00/03/03 Ip 


—8003170471 LER B0-0O2/03L-0 on 800203. dur Ing startup. Vni ts 3 «* 4 
condensate storage tanks dfrcreased to less than 185*000- 
■gallon requirement Caused by eicessive water treatment plant 
output during Unit 3 power physics testing 
BCHDPPMAN.M A Florida Power t Light Co 00/03/03 2pp 


0003310300 Forwards LER 80-003 /03L-0 

aCHMIDT.A D Florida Power 5^ Light Co 60/03/13 Ip 


— 6003310305 LER a0-003/03L-0 on 600212. dur ing power escalation following 
ref ue 1 1 ng* reac tor power indicated by power range nuclear 
instrumentaii on was law Caused bq bypass valve on feedwater 
transmitter 3B not fully closed t NTS improperly adjusted 
eCHOPMAMN.H A Florida Power t Light Co 80/03/13 9pp 


DOCKET 50-251 TURKEY POINT PLAUF. UNIT 4 
F Security* medical, emergency fire protection plans 


G00307000S Notification of 000226-20 meeting u/util. state & local 
officials 8* public in Homos tead* FL re emergency plans 
SCHtlENCER.A Operating Reactors Branch ) 80/02/20 3pp 


0003070293 Notification of 800227-26 meetings u/uttl* state county 
officials // public in Homestead.FL to discuss emergency 
p Ians for fac i t i ty 

GRQTENHUfS.M Operating Reactors Branch 1 00/02/20 ip 


0003210402 Responds to NRC 791129 I tr re evacuation time estimates 
Final repts will be submitted by 800430 
UHRIO.R E Florida Power t Light Co 80/03/18 ip 


0 Adjudicatory correspondence 


G00304Q320 Confirms telcon re pleadings to be served on N Chonin t/ HH 
Harnage on behalf of M Oncavage Updated sve list end 
COLL. N A Steel. Hector t Davis GO/Ot/31 4pp 


8003060709 Requests to make limited appearance statement at licensing 
preh ear ing 

NENELL. J R Affiliation Unknown 80/02/15 ip 


8003120614 Order modifying 800L02 show cause order to require Unit 2 
shutdown after Unit I reaches full power it Unit 3 shutdown 
on 300315 Qualified person must be provided in control room 
to monitor certain valves 

DENTON. H R Office of Nuclear Reactor Regulation 60/02/07 3pp 


0003190064 Forwards NRC 800207 4 22 Ikr, u order modifying 800102 
shew Cause order re request for notification of decision 
concerning electric lys reliability impacts associated w/ 
implementation TMl— 2 short-term requirements 

YOONQGLOODi D J Division of Site Safety Environmental Analysis 

80/02/26 2pp 


—0003190073 Forwards order modifying 600102 show cause order for 
facilities in response to 6001)5 request to allow sequential 
shutdown of plants 

DEMTON.H R Office of Nuclear Reactor Regulation 80/02/07 2pp 


--*0003190077 Order modifying 600102 order to show cause why licensee 
should not implement all Category A lessons learned 
requirements by 600215 shutdown facilities 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/07 3pp 


-•*8003190081 Forwards order modifying 600102 show cause order in response 
to completed review of power reliability info It status of 
implementation of Category A requirements Good cause has 
been shown to extend shutdown to Q0D315 

DENTQN.H R Office of Nuclear Reactor Regulation 60/02/14 2pp 
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0003190097 Advises that schedule for issuance of EIS per Commission 
B00304 memorandum U order. will he provided when established 
Issuance of ElS eliminates Contention 1 in proceeding 
OOLODE0O. S C Hearing Branch S 00/03/06 Ip 


8003S5017t Order granting RA Marshall 000225 motion to withdraw as 
intervenor MP Oncavage representative in steam generator 
repairs proceeding 

QOWERSr E 5 Atomic Safety and Licensing Board Panel 00/03/11 tp 


0003270008 Order granting MP Oncavage counsel RA Marshall 800229 motion 
to uithdrau) from proceeding re QL amend to permit steam 
generator repairs Certificate of 8vc and 

BGHERSiE S Atomic Safety and Licensing Board Panel 00/03/11 
3pp 


K Oeneral correspondence 


8003110662 Comments on documents reviewed indicating steam generators 
to be in advanced stage of degradation Recently completed 
insp ?« maint program produced discovery of metal fragments 
in Generators 3B t< 3C Rec^uests NRC hearing in Miami 
□MCAVAOErM P Oncavage. Mark 00/01/29 2pp 


vl Insurance indemnity information 


0003040613 Advises of util request to amend Indemnity Agreement 0''46 to 
incorporate expanded Nuclear Mutual Limited "Nuclear Area" 
illustrated on attached Drawing 5610*’6'-2A» Revts ionn 1 plus 
turning basin portion of Intake canal 

DINITZ. I Marsh i McLennan, tnc . M tc M Nuclear Consul tantSi Inc Olv 
00/02/25 2pp 


0003250430 Forwards Endorsement 51 to NELIA Policy NF“iB5 

FIEDLER. J Marsh V McLennan. Inc . h L M Nuclear Consu Itant t . I nc 
Div 00/03/19 3pp 


P Operating license stage documents V correspondence 


8003170197 Forwards draft NURE0-0630i "Cladding Swelling Rupture 
Models for LOCA Analysis" ^ topics for discussion sent to 
fuel vendors Requests comments by 000109 

EiaENHUT.D 0 Division of Operating Reactors .79/12/20 19pp 


~~8003170371 Draft "Cladding Swelling Rupture Models for LQCA 
Analysis " 

POWERS. 0 A Core Performance Branch NUREO-0630 79/11 /3D 

106pp 


0003060624 Notifies of completion of generic bounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could moot likely 
withstand more than 50 ECCB actuations 

SCHWENCERiA Operating Reactors Branch 1 79/12/20. Ip 


8003130274 Forwards safety evaluation re steam generator water hammer 
Technical evaluation by E060 Idaho. Inc also end 
SCHWENCERrA Operating Reactors Branch 1 00/02/04 2pp 


‘0003130280 Safety evaluation concluding steam generator water hammer is 
not likely to occur at facilities 

e Office of Nuclear Reactor Regulation 00/01/31 3pp 


-.<•0003130207 "Steam Generator Water Hammer Technical Evaluation 
a EO Gi Inc 00/01/31 0pp 


0003190703 Advises that review of proposed mods to Tech Specs re low- 
low generator water level reactor trip setpoint change has 
been completed & are acceptable Forwards safety 
evaluation 

LAINASiO Plant Systems Branch 00/02/19 Ip 


— 8003190799 Safety evaluation supporting mods to Tech Specs re low-low 
generator water level reactor trip setpoint change Mod will 
increase min setpoint from 5 to 15^ of narrow range 
Instrument scale 

e Plant Bystems Branch 00/02/19 2pp 


8003170057 Forwards safety evaluation supporting util actions re 
cracking in feedwater sys piping Nondestructive insps U 
analyses sufficient to ensure piping integrity until 
completion of further study 

SCHNENCER.A, Operating Reactors Branch 1 00/02/22 3pp 


— @003170059 Safety evaluation supporting actions in response to IE 
Bulletin 79-13 "Cracking in Feedwater Piping " 
a Operating Reactors Branch 1 00/02/22, 2pp 


8003130023 Notifies of data indicating fission gas release rate from 
LNR fuel pellets increases w/burnup No licensing action 
required for operating reactors Users of West i nghous e fuel 
must quantify burnup if new design criteria violated 
6CHUENCER. A Operating Reactors Branch 1 00/02/25 2pp 


0003100100 Fottuards NRC 000207. 14 V 22 Itrs re energy supply during 
unit shutdown 1. order modifying 600102 show cause order, 
tn response to 000201 t 05 request for NRC decision 
YDUNOBLQOD. B J Cost Denefit Analysis Branch 00/02/26 2pp 


— 0003100192 Forwards order modifying 800102 show cause order for 
facilities Order extends Unit 3 shutdown to 600315 
DENTON.H R Office of Nuclear Reactor Regulation 00/02/07 Spp 


— 0003100195 Forwards order modifying 000102 show cause order for 
facility Order extends Unit 1 shutdown to 600315 

DENTON.H R Office of Nuclear Reactor Regulation 60/02/14 ip 


— 0003100200 Forwards Amend 44 to License DPR-41 reflecting changes 
to Tech Specs In response to 000123 application W/p end 
SCHNENCERiA Operating Reactors Branch 1 60/02/22 Ip 


— 0003100205 Approves continued operation of unit through 000331 until 
containment isolation circuitry is Installed, in compliance 
w/Lesson Learned Task Force Requirement 2 I 4 
REID.R W Operating Reactors Branch 4 00/02/15 2pp 


—0003100206 Summanies DOE review re impact on energy supply in FL 
during shutdown of nuclear generating units in Feb I* March 
Reliable svc cannot be maintained Request NRC decision 
NEINER.R E Energy. Dept of 00/02/05 4pp 


— 8003100214 Bummarites DOE review re impact on energy supply in VAi KC L 
SC during implementation of TMI-2 Losions Learned Task Force 
short-term requirements Reliable svc cannot be maintained 
Requests NRC decision 

UEINER.R E Energy. Dept of 00/02/01 4pp 


8003040474 Request amends to Ltceniei DPR-31 ti DPR-41 revising Tech 
Specs re control rod position S' rod position Indication 
Tech Specs Pages 3 2-2 t 3 2-3 K Table 4 l-l end 
UHRIO. R E Florida Power t. Light Co 00/02/27 2pp 


—9003040478 Revised Pages 3 2-2 L 3 2-3 U Table 4 l-l to Tech Specs re 
control rod position ^ rod position indication 
* Florida Power 1< Light Co 00/02/27 3pp 


0OD32BO302 Notification of 800304 meeting In BethesdajMD to ditcufs 
steam generator plugging program 

GROTENHUIS.M Operating Reactors Branch I 90/02/27 2pp 


0003040494 Forwards Attachment 1 to 000123 Itr submitting info re 
potential effect of new fuel clad research data on ECC8 
analysis Page omitted from original submittal 
UHRIG. R E Florida Power Light Co 00/02/23 5pp 


8003060565 Forwards tables containing max predicted values of Fq for 
Unit 3. for life of Cycle 7.& Unit 4. Cycle 6 for burnup 
greater than 3.770 MUD/MTU Tables forwarded for info only 
UHRIO.R E Florida Power kt Light Co 00/03/03 3pp. 


0003200007 Summary of 800111 meeting w/Beebtel & licensees re masonry 
wall pipe support structural interdisciplinary 
coord inatlon 

LICCIARDO. R Operating Reactors Branch 1 60/03/03 I6pp 


0003110605 Forwards addl info In support of 000213 request for QL amend 
changing Tech 9pecs to Fq limit of 1 99 
UHRIO.R E Florida Power U Light Go 00/03/05 Bpp 


8003110563 Forwards Info re check valve cycling in response to NRC 
791130 Itr Valve program meets ASME Section XI code 
requirements except for specific relief requested 
UHRIO.R E Florida Power Si Light Co 80/03/06 3pp 


0003170360 Forwards addl documentation requested during NRC Jan 1900 
short term TMI-2 Lessons Learned Task Force Implementation 
review Info re emergency power supply . d Irect indication of 
valve poeitlon ^ plant ihtaldlng review Included 
UHRIO.R E Florida Power f* Light Co 00/03/10 43pp 


0003200384 Forwards responee to NRC @00223 Hr re LWR primary coolant 
sys preffure isolation valves Surveillance tests to aiiesi 
check valve status are not being performed on check valves 
In Event V arrangements Flew diagrams enc I 
UHRIO.R E Florida Power «< Light Co 80/03/17 6pp 
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8003210425 R«tpond« to 791119 I tr r»que«tins oddl info on cond«n«ate 
polishing dami nera U i » 4< steam generator repair 
Installation of dcmlneral i j sr ii|s dce« not require <DOd to 
Tech Spies 

UHRIO.R E Florida Pouer «. Light Co 80/03/18 I3pp 


— BOO321O4S0 "Disposal of Spent PtmJdex Ion Euhang* Matla. " for FL Power 
& Light Co 

KUNIN.H /affiliation Unknown 79/10/25 Bpp 


8003210430 Forwards respari«« to h!RC 8D022S request for Info re disc 
integrlttj in IJestlnghouse 1000 rpm low pressure nuclear 
turbine Certain West mg house identified Info withheld 
ipif 10CFR2 770) Westinghouse uifchPioldjng appllcatUO one 1 
UHRIOiR: E Florida Power 8« Light Co 80/03/19 llpp 


B003240424 Forwards addl info re Implementation schedules for TMI 
short-term Lessens Learned Task Forte requirements- per 
NRC 000306 request Describes containment isolation <nddsp 
revised operating procedures control switch mads 
UHRIO.fi E Florida Power & Light Co 80/03/19 Spp 


0003240534 Forwards supp I to proposed Tech Spec amend to Licenses 
DPR-31 ^ DPR-41 submitted on 770123 
UHRIO.R e Florida Power ^ Light Co 00/03/20 6pp 


'"”6003240538 Application to amend App A df Llcenstt DPfi^Sl ^ 41 to change 
Tech Specsi Table 4 1”1 re load L flux curves 
UHRlOrR E Florida Power I Light Co 77/01/25 Ip 


'8003240S43 Proposed Tech Spec e hange* Tab I e 4 l-l re test of instrument 
channels 

« Florida Power L Light Co 77/01/55 Ip 


— 6003240545 Safetg evaluation supporting amend bo App A of Licenses 
DPR-31 S- 41 

» Florida Power L Light Co 77/01/2S 2pp 


Q rnspsetion reports/ IE Dulletins i« correspondence 


6003270252 Forwards IE Insp Repts 50”250/79-3a fc 50-251/79-32 on 
791lI4”15 Mo noncompllanc^ noted 

HURPHY<C E Region 2/ Atlanta. Reactor Construction It Engineering 
Support Branch 80/01/07 2pp 


— 8003270260 IE Insp Repts SO-250/79-32 U 50-251/79-32 on 791114-15 Mo 
noncomp 1 1 ance noted Major areas inspected IE Qulletin 77-14. 
'"Seismic Analysis for As-8ulLt 8af etg-Re 1 ated Piping Egs *' 

HERDT*A fi Region 2/ Atlanta. Reactor Construction & Ertginoaring 
Support Branch CQHPTOR/0 M Region 2. Atlanta/ Office of the 
Director 60/01/04 4pp 


0003190590 Forwards IE Insp Repts 50-250/79-30 U 50-251/79-33 on 
791212-14 Mo noncenp 1 i ance noted 

BftYANTiJ C Region 2/ Atlanta/ Reactor Construction U Enslneorlng 
Support Drench 00/01/08 2pp 


—8003190602 IE Insp Repts 50-250/79-30 I 50-251/79-30 on 791212-14 No 
none omp ] ia nee noted Major areas inspected pipe support 
baseplate designs using concreti eipansion anchor bolts, 
procedures/ work activities A records 

HEftOT.A R Region 2. Atlanta. Reactor Construction L Engineering 
Support Branch ANO. M P Region 2. Atlanta. Office of the 
Director 80/01/07 4pp 


Q003060669 Forwards IE Imp Rapt* 50-250/79-37 A 50-251/79-37 on 
791211-14 Mo noncompliance noted 

KENNAj W 0 Region 2. Atlanta* Safeguardi Branch 00/01/24 2pp 


— 8003060675 IE Intp Repti 30-250/79-37 6 50-251/79-37 on 791211-14 No 
noncompHanca noted Major areas Inspected security plan, 
organ t tafclonj protected area physical barriers |c vital area 
physical barrlert Details withheld <ref 10CFR2 790J 
TODIKiW J Region 2. Atlanta* Safeguards Branch, FERNY. C D 
Region 2/ Atlanta. Office of the Director 60/01/22 Jp 


8003120735 Forward* I£ Insp Repts 30-230/79-34 I. 50-251/79-34 on 
791210-14 Mo nonconp lianct noted 

LEUISfR C Reglcti 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/01/27. 2pp. 


—0003120740 IE In«p Repts 50-850/79-34 50-281/79-34 on 791210-14 No 

nencoiep 1 i ance noted Major areas inspected previous insp 
finding* re QA Usp on 790312-16 4 19-21, 

UPRIOHTj C M Region 2r Atlanta* Reactor Operations Nuclear Support 
Branch. BROWNLEE, V L . A&MENDEN*HC Region 2. Atlentir Office of 
the Director . 60/01/25, 7pp 


0003110211 Forwards IE Insp Repts 50-250/79-42 6 50-251/79-42 on 
791226-87 No nan c omp 1 i «nc e noted 

KEMNAjW Q Region 2. Atlanta. Safeguards Branch 60/01/30 2pp 


—0003110216 IC Insp Repts 50-230/79-42 «. 50-251/79-42 on 791226-27 Wo 
none omp I iancB noted Major areas inspected nuclear mabl 
c ontr 0 - 1 . ac c Qun i 1 ng pioceduros c o n tro ] > aud 1 1 of records 
rapt */ storage 6 internal control 

OlLLESFiE. F P . TODD. 0 A Region 2. Atlanta. Safeguards Branch 
00/01/25 3pp 


8003190107 Forwards IE Circular 79-25. Suppl A. “Shock Arrestor Strut 
Assembly Interference " No uintten response required 
O'REILLV/J P Region 2. Atlanta. Office of the Director 60/01/31 
Ip 


8003120027 Forwards IE Circular 60-02. “Nuclear power Plant Staff Work 
Hours " Ho written response required 

Q'REILLY.JP Region 2. Atlanta. Office of the Director B0/O2/OS 
Ip 


8003190616 Forwards IE Insp Repts 50-250/60-01 «< 50-251/60-01 on 
60010B-11 No nancump I iance noted 

BRYANT. J C Region 2/ Atlanta. Reactor Construction Engineering 
Support Branch 00/02/04 2pp 


--6003190624 IE Insp Repts 5O-2SO/Q0-OI «< 50-251 /BO-Ol on 600106-11 No 
npneamp ] I anc e noted Major areas inspected inservice Insp 
data review 4. eva 1 uat i on. ueld i ng t nondestructive testing. 

IE Oulletin 79-13 LP insp of noiile/safe ends 

HERDT. A R I BLAHE. J Region 2> Atlanta. Office of the Director 

00/02/01 6pp 


6003160060 Forwards IE Qulletin 60-04* “Analysis of PHR Main Steam Ltni- 
Break M/Contmued Feedwater Addition “ Written response 
r equ i red 

O'REILLY. J P Reglan 2* Atlanta. Office of the Director 60/02/08 

app 


6003190422 Forwards IE Info Notice 60-05. "Chloride Con tarn i nation of 
Safety-Related Piping t> Component* " No written response 
requited 

O'REILLY. J P Region 2, Atlanta. Office of the Director 60/02/00 
1 P 


8003070006 Forwards safety analysis it notifies that evaluation of plank 
re cracking in feedwater sys complete Nondestructive insp if 
analyses performed for flawed piping sufficient pending 
owner group V NRC Pipe Crack Study Croup recommendations 
SCHWEMCER.A Operating Reactors Branch 1 60/02/22 4pp 


6003120676 Advises of greater probability of potential problem u/cratt 
formation in keyway 1. bore socfciions of Westinghause 1000 rpm 
low pressure turbines Forward* request for add) info re 
turbine discs Response required within 20 days of receipt 
EIBENHUT. D 0 Division of Operating Reactors 00/02/25 5pp 


Q003I40041 Forward* IF Info Notice 00-06, “Notification of Significant 
Events "■ No action required 

O'REILLY. J P Region 2. Atlanta* Office of the Director 00/02/27 
Ip 


8003180177 Farvards supplemental info- to IE Bulletin 79-010. "Envlroin 
Oua 1 I f icatlon of Clast JE Equipment " No response required 
□ 'REILLY. JP Region 2. Atlanta, Office of the Director 00/02/29 

2pp 


8003190020 Forwards IE Info Notice 60—07, "Pump Shaft Fatigue 
Cracking " No response required 

□'REILLY, J P Region 2, Atlanta. Office of the Director 00/02/29 
2pp 


8003240085 Responds to IE Dullefcin 79-87. "Loss of Nonclass IE 
Instrumentation if Contra! Power Sys Bus During Dperation " 

No design mods needed Results of prior review of IE Circular 

79-02 rcimain valid ^ support conclusions 

UHRIO.R E Florida Power it Light Co 00/03/03 app 


0003100137 Forwards IE Circular BO-03, "Protection from Toxic Oat 
Hasards " No written response required 

□'REILLY* J P Region 2. Atlanta. Office of the Director 80/03/06 

app 


8003140400 Forwards IE Info Nofclcf 00-10. "Partial Lost of Non-Nuclear 
Inttrumenb Sys Power Supply During Operation " No specific 
action or response required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 00/03/07 
14pp 
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0003100074 Forward* IE Info Notice 00-09. "Potaible OccUpAtional Health 
Haiard Associated w/Clo 4 ed Cooling for Gperatlng Power 
Plants " No written response required 

Q'REItLYiJP Region 2i Atlanta# Office of the Director SO/03/07 

2 pp 


0003180305 Forward* lE Info Notice 80-00 “States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY# J P Region 2# Atlanta# Office of the Director 80/03/07 

2pp 


S003270024 Forward* IE Bulletin BO-05# “Vacuum Cendition Resulting in 
Damage to Chemical Vol Control Syi (CVCSl Holdup Tanks 
Action i* written response required 

O'REILLY# J P Region 2. Atlanta# Office of the Director 90/03/10 

Ip 


8003190439 Requests addl month hegond currentlg authorlied nine months 
for operation prior to neit steam generator Insp Forward* 
info presented at 000304 meeting w/NRC it lists technical 
justifications for addl month of operation U/Cl«i* III fee 
UKRIOiR E Florida Power i< Light Co 80/03/11 30pp 


0003260219 Forwards IE Bulletin 8 O-O 61 “Engineered Safet<| Feature 
(£ 8 F> Reset Controls " Written response required 

O'REILLYjJ P Region 2# Atlanta, Office of the Director QO/03/13 

2 pp 


8003190409 Forwards steam generator Insp program planned for Apr 1980 
UKRIOjR E Florida Power t< Light Co 80/03/14 2pp 


0003250565 Forwards lE Info Notice SO-ltp “Generic Problems W/A0CQ 
Valvas In Nuclear Applications Including Fire Protection 
8 Vt " No action or written response required 

□'RElLLYiJ p Region 2# Atlanta, Office of the Director 60/03/14 

ip 


B003260J71 Forwards IE Circular 00-04, “Securing of Threaded Locking 
Devices on 8 af etV'I^e loted Equipment “ No written response 
required 

O'REILLYiJP Region 2, Atlanta# Office of the Director 00/03/14 

8pp 


R Periodic operating reports related correspondence 


0003100344 Forwards ''Radioactive Effluent Release Data, Ju l-Dec 1979#“ 
t« "Environ Radiological Konitonng Program 8 ummarv» 

Jul-Dec 1979 '• 

UHRIOiR E Florida Power it Light Co 80/03/03 Ip 


—8003180415 ''Radioactive Effluent Release Dat*,Jul-Dec 1979 '♦ 
* Florida Power 4i Light Co 80/02/22 t 6 pp 


— 0003100422 "Environ Radiological Monitoring Program Summarv# Jul-Dec 
1979 ♦' 

» Florida Power & Light Co 80/02/22 I2pp 


0003240346 Forwards "Rept of Parsonnal Exposure for 1979* “ 
UHRIO.R E Florida Power Light Co 80/03/20 Ip 


— 8003240340 “Rept 0 # Personnel Exposure for 1979 “ 
a Florida Power Light Co 00/03/20 Ip 


8 Reportable occgrrenees. LERs it related correspondence 


8003170187 PNO-n-00-026 on 000214/ Unit 4 tripped from 56X power when 
main feed regulator valve 4C failed open Failure caused 
high steam generator level resulting in isolation of main 
feedwater for steam generator & subsequent turbine trip 
ELRODrS A # HAHTIN/R D Region 2# Atlanta# Office of the Director 
00/02/14 Ip 


0003310205 Forwards LER 0O-OO2/O3L-O 

SCHMIDT/ A D Florida Power it Light Co 80/03/17 Ip 


—0003310209 LER 80“002/03L-0 on 000214/ for I7-h during hot ehutdownr 
condensate storage tank contained les* than 109rOOO gallons 
required bv Tech Specs Caused bg failed sea) u/resultlnp 
gear damage on agitator transmission Agitator was replaced. 
8CH0PPMAN. M, A Florida Power it Light Co 00/03/17. 2pp. 


8003310325 Forwards LER 80-004/03L-0. 

SCHMIDT. A, D Florida Power it Light Co 00/03/17. ip. 


—■8003310330 LER aO**004/03L-0 on 800216# while at hot shutdown# condensate 
storage tank contained less than 05i 000 gallons for 4-5. 

Caused bg broken drive belt on agitator Motor remounted to 
accept available drive belt 

5CHOPPhAN#M A Florida Power S# Light Co 80/03/17 2pp 


DOCKET 50-252 IINIV OF NEW MEXICO RESEARCH REACTOR 


0 Inspection reports. IE Bulletins |c correspondence 


8003110406 Forwards IE Circular BO-02# "Nuclear Power Plant Staff Work 
Hours No written response required 

SEYFRir, K V Region 4/ Dallas# Office of the Director 00/02/01. 

»P 


DOCKET 50-254 QUAD-CITIES STATION, UNIT I 


F Security, medical, emergencg t# fire protection plans 


600317-04B8 Forward* comments on supplementarv item* re fire protection 
review for facilities 

MAC DOUG ALL I E A Drookhavan National Laboratorg 79/10/09 6 pp 


6003030436 Notifies that no detection sijt is needed In refueling floor 
fire detection sy* Area has low fire loading Make-up vater 
V condensate cooling available in event of equipment loss, 

JANECEK. R F Commonwealth Edison Co 00/02/25 2pp, 


8003040264 Forward* response to NRC 791022 request for Info re safe 
shutdown analvsls for fire Describes means for taking plant 
from, hot shutdown to cold shutdown AnaLt|*is does not relg on 
repairs or addition of metis Repair procedures unntcessarg 
JANECEKiR.F Commonwealth Edison Co 80/02/29 7pp 


8003050550 Forwards response to Item 8 <t) In. NRC 791022 Itr I< drawings 
re flra protection safe shutdown analysis Control circuit 
design -util be submitted bg B00601, Drawing c available In 
Central Files only 

JANAGEK#R F Commonwealth Edison Co 00/02/29. 7pp 


8003140251 Forwards "Fire Protection 9afe Shutdown Ana bg« t *# Bupp 1 2* 
Cold Shutdown " 

JANECEHift F Commonwealth Edison Co 80/03/04 ip 


—•8003140269 "Fire Protect ion Safe 6 hutdoun Ana 1 gt 1 1 # 6 upp 2# Cold 
Shutdown " 

# Commonwealth Edison Co 80/01/31. I2pp 


6003210534 Forwards "Prel i minarg Evacuation Time Btudg of lO-IKile 
Radius Emergencg Planning Zone Rcpt findings should be 
considered preliminarg 

PEOPLES# 0 L Commonwealth Edison Co. 80/03/11. 4pp 


— 8003210555 "Preliminarg Evacuation Time Btudg of 10~HlIs Radius 
Emergancg Planning Zone " 

e Stone It Webster Engineering Corp 00/01/31 51pp. 


0 Adjudicatorg correspondence 


0003070295 Forwards confirmatory order requiring license* to install 
recirculation pump trip bg 801231 as -stated in 790329# 1130 
it 600204 Ltrs of commitment 

DENTON# H R Office of Nuclear Reactor Regulation B0/02/SI, ip 


— 8003070305 Conftrmatorg order requiring licensee to Install 
recirculation p-ump trip or# in alternative# place & maintain 
facility in cold shutdown or refueling mode of operation 
bg 601231 

£ISENHUT#D 0 Diviilon of Operating Reactors 60/02/21. 4pp 


H General correspondence 


8003100622 Request* facility 790722 6 ER U placement Oh NRC mailing 
list for future updated 8 ER 1 

HALL# R E Drookhavan National Laboratory 60/03/06 Ip 


I Financial information 


8003250541 Forward* annual financial rept for I979r statemant of 
Internal cash flow projected for 1990 i narrative statement 
to which cash flow projection Is annexe d# esp la Ining 
projection t» dealing w/cap(tal espendltures. 

NEXONi H H Commonwealth Edison Co, 60/03/16. 6pp 
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P Gperatlng license stage do-cum*-nta A corresp ander>-c e 


0003170197 Foruards draft ■riUREO^OASO. "Cldddtfig Sujclling A Ruptura 
Models for 1.0CA Artalgais" f' topics for discussion stnt to 
fuo] i^endOTS Requests coirnents b if GOOlO? 

EISENHUT.D 0 Division of Operating Reactors 79/12/20 I9pp 


— 8003170371 Draft “Cladding Spelling ^ Rupture Models for t,0CA 
Analysis “ 

POWERSi D A Core Per f o r r>ianc e Branch 79/11/30 lO&pp 


800306-0060 Discusses 800124 ncetinj w/otil at site re safetif impact 
assessment of near-term OL issues In NtJREG-0660 Info 
provided util will be cwnsidered in MAC actions re 
resumption of issuance of QLs 

HEISHMAN^R F Region 3« Chicagoi Reactor Oporations Ifuclear Support 
Branch 80/02/22 Ip 


3003110463 Faruards addl documentation re complianco u/Section 2 1 4 of 
Lessons Learned Task Force Category A items Containment 
Isolation sgi reviewed to assure that diverse containment 
isolation signals satisfy safeti^ -grade requirements 
PEOPLES. D L Commonuealth Edison Co 00/02/2& 57pp 


0003190005 Confirms 800219 telcon informing of 000237 meeting w/util in 
Olrn Ellyn. IL to discuss radioactive mat! transportation, 
specific transportation regulation violation t NRC 
en-forcement options 

KEPPLER.JO Region 3. Chicago. Office of the Director 60/02/25 

Ip 


9003030373 Responds to WRC 800121 Itr requesting add] info re 
containment vent A purge sys All valves modified to require 
closed position for control su^itthes prior to manual resot 
Drawings available in Central Files only 
JAHECEK/ R F Comtiunuoa J tJ> Edison Co 80/02/28 4pp 


9003070396 Foruiards responses to tJRC Q00121 questions re containment 
vent I purge sys Also foruards list of process h 
instrumentation A schematic drawings of vent A purge sys 
JANECEK. R F Commonwealth Edison Co 80/02/26 4pp 


9003270346 Summary o-f B00222 telcon w/flRC re S00219 Hr concerning 
factor of safety on shell type eipansion anchors on safety- 
related piping sys 

PEOPLES. D L Commonwealth Edison Co 80/02/29 2pp 


S003190457 Forwards listing of changes tests A e iperiinents completed at 
facility during Feb 1900 Bum-nary of safety evaluation 
included 

KALlVIAMAHtS. N Commonwea It h Ed i s a n Co 80/03/05 3pp 


80032SC353 Poriiiards NRC S00305 ’Evaluation of Licensee Conipl lance 
w/Catejory A Items of NRC Rec airmenda tiona Resulting from 
TMI-2 Lessons Learned " All requirements have been 
satisfactorily met 

Z I EM AWN. D Operating Reactors Dranch 2 BO/03/05 ISpp 


0003160345 Responds to 800223 request for info re existing primary 
coolant sgs pressure isolation valves 
MAUOHTQM. W F Commonwealth Edison Co GO/03/14 3pp 


0003240464 Forwards proposed amends to App A Tech Specs to Include 
extended eiposure max average planar linear heat generation 
rate curves Extended exposures for fuel types have been 
analyied by GE S< incorporated into tJEDQ-24l46A 
PEOPLES, D L Commorwealth Edison Co 80/03/19 2pp 


--90032*10471 Errata t Addenda Sheet 2, replacing Page 4-9 to "LOCA 
Analysis Rept for Facilities “ 

» Genera] Electric Co NEDO-24146A 79/04/30 3pp 


0003240492 Proposed Tech Spec page c hanges, reptac ing Pages 3 5/4 5-9 
Figure 3 5-1 (Sheet I of 4>, Figure 3 5-1 iSheet 2 of 4J, 

Figure 3 5-1 (Sheet 3 of 4» «- Figure 3 5-1 (Sheet 4 of 41 
* Coflimorwea 1 t h Edison Co 90/03/19 6pp 


0 Inspection reports. IE BuUatins 8< correspondence 


8003040349 Appeals denial of FOIA request for NRC rept re investigation 
of alleged security breaches at facilities 
RUNMINOEN.fi Affiliation Unlnown 60/01/20 Ip 


8003190007 Forwards IE Circular 79-25-Suppl A, “Shpck Arrestor atrut 
Assembly Interference " No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/01/31 


6003120140 Forwards IC Circular 90-02. "Nuclear Power Plant Staff Work 
hours " No written response required 

KEPPLGRi J 0 Region 3. Chicago. Office of the Director 80/02/01 


8003200405 Forwards IE Insp Repts 50-0i 0/90-02, 50-237/80-02. 50-249/ 
80-02,50-254/80-02 & 50-265/00-04 on 8001 10 No noncompliance 
noted 

KEPPUERr vi 0 Region 3. Chicago. Office of the Director 80/02/05 

2pp 


—8003200400 ]E Insp Repts 50-010/80-02.50-237/60-02,50-249/80-02. 
50-254/80-02 4t 50-265/80-04 on 6001 10 No none omp J i anc e 
no-ted Major areas inspected discussion of recent personnel 
errors 

KEPPLER. J Q Region 3. Chicago. Office of the Director 60/01/20 

4pp 


G003140169 Forwards IE Bull at in 80-03. "Loss of Charcoal from Std Typo 
1 1. Two-1 n< b. Tray Adsorber Cells *' Action required 
HEPPLER. -J G Region 3, Chicago. Office of the Director 80/02/06 

Ip 


8003280647 Ack receipt of 800117 itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-254/79-27 U 
50-265/79-24 

HiriD. J A Region 3. Chicago. Safeguards Branch 00/02/06 ip 


— 8003290654 Responds to NRC 791227 Itr re violations noted in IE Insp 
Repts 90-254/79-27 ti 90-265/79-24 Corrective actions weeds 
4c brush removed from isolation area Portions withheld (ref 
I0CFR2 7901 

PEOPLES. 0 L Commonwealth Edison Co 00/01/17 Ip 


6003110092 Forwards IE Dulletin e0-04r "Analysis of PUR Main Steam Line 
Break W/Continued Feedwater Addition " Uritten response 
required 

l/EPPLCR.J 0 Region 3. Chicago. Office of the Director 80/02/08 
ip 


8003190316 Forwards IE Info Notice 90-05. "Chloride Contaminat ion of 
8afe ty-'Pe I a ted Piping 5 Components “ No written response 
r equ i red 

KEPPLER.J 0 Region 3, Chicago. Office of the Director BO/O2/0B 
IP 


8003310440 Forwards Waste Packaging Insp Rept 79-06A on 791126-26 No 
noncompliance noted 

DAVIB.A D Region 3. Chicago. Fuel Facility Materials Safety 
Branch eO/03/13 2pp 


—8003310452 Waste Packaging Insp Rept 79-06A on 791126-20 No 
noncompliance noted Major areas inspected shipping paper 6 
DOT placarding requi rements. rad i ation I evels. removab I a 
contamination 4t DOT marking 4 labeling requirements 
PATTER. J P r BROWN, R A Region 3, Chicago. Fuel Facility 5« 
Materials Safety Branch 80/02/13 4pp 


6003110244 Forwards corrected IE Bulletin 00-04. "Analysis of PWR Main 
Steam Line Break W/Continued Feedwater Addition " Previous 
|£ bulletin should have stated for info only No uritten 
response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 30/02/14 
ip 


0003040367 Responds to appeal re denial of FQIA request for NRC rept 
concerning Investigation of alleged security breaches NRC 
FBI conclude that info teloase would jeopardize enforcement 
actions Document withheld Iref FOIA Exemption 7} 

DlRCK8rl4 J Office of Nuclear Material Safety L Safeguards 
00/02/26 Ip 


0003120675 Forwards lE Info Notice 80-06, "Notification of Significant 
Events ” No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/02/27 

ip 


8003200076 Forwards responses to IE Bulletin 79-27. "Loss of Non-Class 
le Instrumentation 4^ Control Power Sys Dus During 
Operation " 

PEOPLES. 0 L Coeimonweal th Edison Co 90/02/26 25pp 


8003120336 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking “ No response required 

KEPPLER.J O Region 3, Chicago. Office of the Director BO/02/29 
\P 


8D03140321 Forwards supplemental info to IE Bulletin 79-010, "Environ 
Qualification of Class IE Equipment " Response required 
KEPPLER.J 0. Region 3. Chicago, Office of the Director 00/02/29 
8pp 
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6003270112 Foruflrdi mastar H»t» of plant protection lya in response to 
1£ Bulletin 79'01B< "Environ Oual i fleet ion of Class IE 
Equipment " Includes e<iuipntetit required to function In event 
of UOCAimain steam or energti line breaV 
PEOPLESi D L Commonwealth Edison Co 00/03/04 9lpp 


8003160229 Forwards IE Circular 80“03i "Protection From Toitc Oas 
Hazards " No written response required 

KEPPUERiJ O Region 3. Chicago. Office of the Director 60/03/06 

ip 


6003260146 Forwards IE Info Notice 80-09. **Possible Occupational Health 
Haiard Associated U/Closed Cooling Sgs for Operating Power 
Plants " No written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director BO/03/07 
Ip 


8003260426 Forwards IE Info Notice 60-10. "Partial Lots of Non-Nuclear 
Instrument &vs Power Supplg During Operation " No specific 
action or response required 

liEPPLERjJ 0 Region 3. Chicago. Office of the Director 80/03/10 
Ip 


6003270220 Forwards NRC evaluation of util responses to IE Bulletin 
79-00. "Events Relevant to DWRs Identified During TMI 
Incident *’ 

IPPQLITOiT A Operating Reactors Branch 3 60/03/10, 42pp 


6003260288 Forwards IE Bulletin 60-06. "Engineered Safety Feature 
(E8F) Reset Controls " Written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/03/13 
Ip 


8003290070 Forwards IE Info Notice 80-11, "Generic Problems U/A8CO 
Valves in Nuclear Applications Including Fire Protection 
Sgs " No action or written response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 60/03/14 

Ip 


6003260202 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Saf ety-Related Equipment " No written response 
required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 80/03/14 

Ip 


R Periodic operating reports related correspondence 


6003050417 Forwards errata sheet for semiannual rept for Apr-June, 1979 
4* semiannual rept for radioactive effluents it occupational 
radiation exposure for Jul-Dec, 1979 

KALlVIANAKISi N Commonwealth Edison Co 60/02/06 Ip 


— 6003050419 Errata sheet for effluent ti waste disposal semiannual rept. 
Apr-Jun* 1979 

« Commonwealth Edison Co 80/02/06 Ip 


— 6003050423 Semiannual rept for radioactive effluents It occupational 
radiation exposures for July-DfC 1979 
« Commonwealth Edison Co 60/02/06 IBpp 


3 Reportable occurrences. LERs related correspondence 


6003060626 FDIA request for info re facility securl ty< 760321 
overexposure inc Ident* 791209 radioactive water release it 
791204 sabotage attempt 

ROMIC.B Affiliation Unknown 80/01/29 Ip 


8003210177 Forwards Info re missing section of weld on exposed Fuel 
Channel 91736 during channeling operatlonf in spent fuel 
storage pool Weld failure due to specific mfg defect unique 
to channel it aggravated by rough handling 
KALIVIANAK15, N Commonwealth Edison Co 00/02/14, 2pp 


6003060637 Responds to FOIA request for info re facility security, 
760321 overexposure Inc tdent, 791209 radioactive water 
release it 791204 sabotage attempt Forwards documents listed 
in App A No document available re grand jury inquest 
FELTON, J.M Division of Rules and Records 60/02/21, 3pp 


—0003060644 Forwards IE Insp Repts SO-204/76-lO it 50-269/76-08 re imp 
on 760330-0402. 

FIORELLItO. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 76/04/21 2pp 


— 6003060692 IE tnsp Rept 90-254/76-10 it 50-269/76-06 on 760330-0402 
Noncompliance noted liquid effluent release i< personnel 
radiation exposure 

KNOP.R C , FElERABENDtC, D, Region 3, Chicago, Office of the 
Director, 76/04/02. 9pp 


— 8003060663 RO 760330. while revieulng personnel exposure rept for 
760112-0321 discovered that mechanical foreman received 
whole body radietlon exposure of 3 130 rem Caused by 
employee failure to log daily personal dosimeter readings 
RALIVIANAKI8. N Commonwealth Edison Co 76/04/29 9pp 


— 6003060671 Forwards response to NRC 760521 1 tr re steps taken to 
correct violations noted in IE Insp Repts 90-254/76-10 it 
50-265/76-08 Util 760409 rept describes 760323 discharge of 
liquid radwaste 

DOLOER, R L Commonwealth Edison Co 76/05/18 2pp 


— 8003060680 Forwards RO 90-254/76-14 & rept re first quarter 1976 
overexposure RO only 

PROSECKY.M A Commonwealth Edison Co 76/05/18 Ip 


—8003060686 Forwards RO 90-254/76-14 

KALIVIANAKIS.N Commonwealth Edison Co 76/04/09 Ip 


—8003060690 RQ 90-254/76-14 on 7603 26. while performing review of 
previous 24-hrs radwast* d i schargas, d 1 scharge rate was 
discovered In error by factor of tO Caused by personnel 
error in calculating discharge rate 
* Commonwealth Edison Co 76/04/09 3pp 


— 8003060695 Ack receipt of 760429 Itr re radiation exposure of 
Individual Cause of noncomp ] lane e Sc actions to preclude 
recurrence will be reviewed during future insp 
THOMPSON. D Office of Inspection & Enforcement. Office of the 
Director 76/05/20 Ip 


—8003060701 Ack receipt of 760918 Itr informing NRC of steps taken to 
correct items of noncompliance noted in 760421 Itr 
Corrective actions will be examined during future Insp 
FIORELLI.O Region 3, Chicago, Reactor Opfratlons Nuckear Support 
Branch 76/09/26 Ip 


—8003060739 IE Imp Rept 50-254/79-29 4- 50-263/76-08 on 791105-1214 No 
items of noncompliance noted Major areas inspected malnt 
plant operations, refuel ing act ivl t i* s . cal 1 br. rad iat i on 
protec fci on, independent areas 5 unusual event 

CRISEOTIHOS.N . SPESSARD.R L Region 3. Chicago. Office of the 
Director 79/12/14 6pp 


0OO317O3S9 Forwards UER 80-004 /03L-G 

KALIVIANAKIS.N Commonwealth Edison Co 80/02/26 Ip 


— 8003170397 LER 80-004/031.-0 on 800219. while performing reactor low-low 
water level callbr test. proc edure OlS-ll. level switch 
LI9-1 -263-72A failed Caused by slight misalignment of 
mercury wetted magnetic switch u/actuatlng magnet 
HAFERA.T Commonweal th Ed 1 son Co. 80/02/26 Ip 


6003200406 Forwards LER 80-003 /03L-0 

KALIVIANAKIS.N Commonwealth Edison Co 80/03/06 Ip 


—8003200410 LER ao-003/03L-0 on 600206. while performing procedure 
OOB lOOO-3,ftHR to suppression chamber dump valve, HO t-lOOl- 
36AfClrcult breaker tripped out Caused by burned out 
400/i20-volt transformer in circuit breaker cabinet 
CLARK, D Commonwealth Edison Go 60/03/06 3pp 


8003200383 Forwards lupplemsntal LER 79-040/03L-i 

KALIVIANAK18,N Commonwealth Edison Co 80/03/07 ip 


—6003200389 Supplemental LER 79-040/03L-1 on 791213, duT Ing Instrument 
cKtc k I var iatlons in suppression pool level noted between 
reading on control room panel 901-3 ^ local sight glass, 
exceadlng Tech Specs Caused by crud on sensing lines 
KOPACZrJ Commonwealth Edison Go 80/03/07 3pp. 


DOCKET 80-299 PAL18ADEB NUCLEAR PLANT 


F Security, medical* emergency U fire protection plant 


0003310094 Forwards trip rept re NRC 800114-18 review of facility 
emergency plans i, MI emergency p Ians. Revi sed plan 
inearporating corrected deficiencies should be forwarded to 
Ofc of Nuclear Reactor Regulation within five wks 
ZiEHANNrD L Operating Reactors Branch 2 00/02/29 2pp. 


— a00331Q099 Summary of BOOH4-18 trip rept re review facility emergency 
plane it HI emtrgancy preparedness plans Forwards summary of 
findings Ic emergancy plan araas requiring further attention 
AXEL80N, M L Regions, Chicago, Office of the Director. 80/01/24 

8pp 
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8003050304 Advfsiet that propo'sed PJr* protection rtod» uiU not be 
completed big Feb 1780 as specified bv Anend 4S to DPR-20 
Detector or sys mods are comp 1 ete« but sprinkler -tys modf 
uill not be completed until Q00307 

HOFFKAN* D P Carolina Power it Llpht Co 60/02/29 Ip 


0003070251 Forwards final revised *»te etnorgencij plan, in response to 
NRC 000117 request 

HOFFMAN. D P Consumers Power Co 60/03/03 Ip 


— 8003070293 Revised site emergency plan 

« Consumers Power Co 80/03/01 I54pp 


0 AdjUdicatary correspondence 


80'032b0224 First round of I nterrojator i es S< request for production of 
documents directed to NRC Requests description of basts 
leading to issuance of 771109 notice of violation St to 
Imposition of civil penalties 

HILLER^N I . MURPHy. P H . BIELAWSKI,A F Consumers Power Co 
80/02/21 23pp 


— 8003260235 Notice of filing re first round of interrogator 1 es & request 
for production of dotuments directed to NRC Same request 
it interrogatories previously mailed to NRC on S002S1 
Certificate of Sve end 

MURPHY* P M Consumers Power Co MURPHY. P M Isham* Lincoln l< 

Deale 80/02/25 3pp 


0003130004 Memorandum order authorising conduction of discovery w/o 
prehearing conference Discovery status should be reported 
every month beginning 800401 

SMITH. I H Atomic Safety and Licensing Hoard Panel 00/02/29 2pp 


8003190519 Forwards Corpimlssion 800304 order directing NRC to prepare 
EIS re replacement of steam generators 
DARTH. C A Hearing Branch 3 80/03/10 ip 


8003310435 Advises that NRC will prepare ElS rt replecemint of steam 
generators I per end Commission 000304 order 
OARTHi C A Hearing Branch 3 80/03/20 ip 


I Financial information 


9003120341 Forwards ''Annual Rept to BharehoH trs* 1979 
PERRY. P A Consumers Power Co 80/03/07 4Spp. 


P Operating license stage documents tc correspondence 


0003170197 Forwards draft NURE0-0fi30. "Ckedding Swelling It Rupture 
Models for LOCA Analysis” V topics for discussion sent to 
fuel vendors Requests comments by 800109 

E!S£NKUr. D 0 Division of Operating Reactors 79/12/20 19pp 


— aOOSi?^!?! Draft "Cladding Swelling & Rupture Models for* LOCA 
Analysis " 

POWERS, D A Core Perfarmance Branch NUREe-0630 79/11/30 
I06PP 


8003200546 Notifies that Dlv of Operating Reactors has contracted u/ 
ORNL to review operating eeperience performance recorde of 
Palisades It RE 9i nna in SEP Requests participation of one 
employae part-time 

EISENHIIT, D 0 Division of Operating Reactors FIN D-0092“'0 
00/01/24 Ip 


[, — B003200S52 Provides guidance Ik funding tP support NRC review of 

I aperating experience le performance record of Palisades it 

, RE Oinna Reaua>fc« acaeptanca by signing end NRC Form 173. 

Work ■■ 

sloti of operating Reactors FIN B-0098-0 


iiid of Operating Experience Ic 
rk it ml leilonts 

gulation FCN 8^0092^0 


8003120764 Forwards fire protection SER suppl.Addl info submitted by 
util on 780919 It 29 resolving incomplete items identified in 
780901 SER Info providing design criteria for Mode 311. 

3 1 5. 3 1 10 L 3 1 18 overdue Fire protection status end 
UAINA9, 0 Plant Systems Branch 30/01/31 3pp 


—8003120768 Fire protection SER sup pi 

e Office of Nuclsar Reactor Regulation 60/01/31 app 


eoosiaois? Requests addl info for review of 8EP Topic ^1-4. 
■•Containment Isolations Sys, *' within 30 days 
ZIEMANN, D L Operating Reactors Branch 2 00/02/11 3pp 


6003070274 Requests references to docketed info re BEP topics for NRC 
review in response to 800117 meeting Info due within 90 

days 

ZIEMANN.DL Operating Reactors Dranch 2 80/02/14 2pp 


8003270083 Requests list of refs for specific topics be provided to 
docketed info inciuding VI-7 A 3, VI-7 B. VI-10 A.VII-l A ^ 

VH-2* to aid NRC in SEP review Forwards Comm Ed 790326 Itr 
submitting list of refs to aid NftC in review of SEP 
ZIEHANN. D L Operating Reactors Branch 2 00/02/14 2pp 


800320015-5 Requests that util perform review of environ qualification 
of safety-related rioctrical equipment against end 
guidelines Also requests that util attend 800221 meeting in 
Betheida.MD re qua 1 i f ica tion review process 
ZlEHANN/0 L Operating Reactors Branch 2 00/02/19 40pp 


8003260462 Forwards request for addl info to complete review of GEP 
radiological topics 

ZIEMANN.DL Operating Reactors Branch 2 80/02/19 3pp 


8003060257 Forwards request For change to Tech Specs for License 
DPR-20 L excerpt from XN-NF-77-59 Exxon Nuclear rept 
HOFFMAN. D P Consumers Power Co 80/02/26 2lpp 


'—8003060261 Page changes for proposed Tech Specs change For License 
DPR;-20* addling addl radical peaking factor 
a Consumers Power Co BO/02/26 ilpp 


8003110532 Forwards requests for change to Tech Specs to incorporate 
addl radial peaking factor into reactor core operating 
cond i tions 

HOFFMAN* 0 P Consumers Power Co 80/02/26 Ip 

— 6003110536 Requests for change to Tech Spec. Sec t ion 3 IO.ro total 
Interior rod radial peaking factor Excerpts from Exxon 
Nuclear Co rept on Cycle 3 reload analysis end e 
# Consumers Power Co 80/02/26 31 pp 


6003940327 Forwards "Safety Analysis of Interim Actions Taken to 
Eliminate Feedwater Piping Cracks " Repair program, 
nondes true t i ve insps I' leakage tests adequate until further 
recominendations evaluated 

ZIEMANN, D L Operating Reactors Dranch 2 80/02/26 6pp 


8003030204 Forwards response to 790606 Itr requesting addl info re 
degraded grid voltage 

FROST. 8 R Consumers Power Co 80/02/27 6pp 


BOO30405SO Foru/ards response to NRC B00205 request for info support ing 
vttl contention re Lessans Learned Task Force Category A 
requirements Hast* gas U chemical vol control sys need not 
be included in sys Integrity & shielding review programs 
FROST. 8 R Consumers Power Co 00/02.^27 i7pp 


0003040964 Faruards "Facility Steam Generator Repair Rept." Revision 5 
i Suppl Ir "'Const Opening Rept " 

HOFFMAN, D P. Consumers Power Co 80/02/29 2pp 


— 8003040371 "Facility Steam Generator Repair Rept." Revision 5 
e Consumer* Power Co 60/02/29 20pp 


■6003040576 "Const Opening Rept." Supp I to steam generator repair 
rept 

s Consumers Power Co. 80/02/29 49pp 


8003Q50494 Requests correction to 000227 Itr re util response to 
Lessons Learned Task Force Category A requirements Ltr 
should be distributedl to OL Ziemann of Qfc of Nuclear 
Reactor Regulation 

HOFFMAN. D P Consumers Power Co 00/02/29 Ip 


8003070955 Submits list of drawings for safety sys motor-operated valve 
control circuits. in response to 791012 request 
MOFFKAN. D P Consumers Power Go BO/03/03 2pp 


8003130577 Forwards drawings per NRC 791012 request re safety sys 
motor'*opera ted valve control circuits Drawings available in 
Central Files only 

HOFFMAN, D P Consumers Power Co 00/03/03. 9pp 


—8003130561 "Schematic Diagram Safety Injection Motor Operated Valves 
Sheet 2 -of 2. 

♦* Bechtel Corp 77/04/03 ip 
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— 8003130585 "Schematic Diagram Safetg Injection Motor Operated Valves " 
Sheet 3 of 4 

* flechtel Corp 70/09/05 Ip 


60031900^2 Forufards IC Circular 79-25. Supp 1 A. '‘Shocli Arrestor Strut 
Aescmbig Interference ' No uiritfcen response required 
ItEPpLER.J 0 Region 3. Chicago, Office of the Director 80/01/31 
Ip 


- -BO0313O5Q7 "Schematic Diagram Safety Injection Hntar Operated Valves “ 
Sheet 2 of 2 

♦ Bechtel Corp 80/03/03 Ip 


--8003130590 "Schematic Diagram Safety Injection Motor Operated Valves 
Sheet 1 of 4 

^ Bechtol Corp 78/10/21 ip 


—8003130572 "Schematic Diagram Safety Injection Tank Motor Operated 
Valves Sheet 1 of 2 
» Bechtel Corp * 79/04/03 Ip 


— 8003130579 "Schematic Diagram Vol Control Shutdown Cooling X* Press 
Relief Motor Operated Valves " Sheet 2 of 4 
* Bechtel Corp 70/01/16 ip 


6003120168 Forwards lE Ctrculai 00-02, "Nuclear Power Plant Staff Worfc 
Hours " No written respcnse required 

KEPPLERp J <f Region 3. Chicago, Office of the Director 80/02/01 
IP 


8003310480 Forwards IE Insp Rept 50-255/79-23 on 791210-14 fy notice of 
violation Notice of violation withheld tref I0CFR2 790) 

HINDpJ a Region 3 p Chicagop Safeguards Branch 80/03/05 2p p 


—B003310467 IE Insp Rapt 50-255/ /9-a3 on 79iaiO“14 Major areas Inspected 
security program aud 1 1 , 1 ighting K, access control 
(ref 10CFR2 790) 

HtNDiJ A Region 3< Chicago, Safeguards Branch SCHAPER. J F « 
MADEOAp T J Region 3, Chicago, Office of the Director BO/Ol/28 
IP 


8003200007 Summary of 800111 meeting w/Dcchtel U licensees re masonry 
wall ^ pipe support structural interdisciplinary 
coordination 

LICClARDQiR Operating Reactors Branch 1 BO/03/03 16pp 


6003140213 Forwards IE Bulletin 80-03, "Lass of Charcoal from Std Type 
n, Ttuo-Inch. Ti ay Adsorber Cells Action required 
KEPPLERpJ 0 Region 3. Chicago, Office of the Director 60/02/06 
ip 


8003100193 Forwards Revision I to 791227 Ur re response to 
requirements resulting from review of TMl-2 accident 
HDFFMANi D P Consumers Power Co 60/03/04 90pp 


8003110389 Advises NRC that plant containment bldg tendon surveillance 
program will not be conducted In 1980 bgt rescheduled for 
1901 Tech &pccs permit extension 
HOFFMAN, D P Consumers Power Co 00/03/04 Ip 


8003110652 Responds to NRC 79080B Itr re adequacy of station electric 
distribution sys voltages Test lesulls will be submitted for 
review upon completion of test U computer case 
HUSTON, R W Consumers Power Co 80/03/07 7pp 


6003140240 Forwards final i ept, "Investigation of Meteorological Impact 
of Mechani ca l-I)rof I Cooling Towers " Changes in 
meteorological variables beyond site boundary due to cooling 
tower operations are minimal 

FROST, S R Consumers Power Co 00/03/10 ip 


6003110117 Forwards IC Bulletin 80-04. "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
requ 1 red 

KEPPUER.V G Region 3, Chicago, Office of the Director 60/02/08 

Ip 


6003190335 Forwards IE Info Notice 00-05, "Chloride Contamination of 
Safety-Related Piping Components " No written response 
required 

KEPPUER.JC Region 3, Chicago, Office of the Director 00/02/08 
IP 


0003210034 Forwards IE Insp Kept 50-295/79-19 on. 79U08-09 t* 14-16 U 
notice of violation 

DAVIS, A B Region 3. Chicago, Fuel Facility V Materials Safety 
Branch 90/02/00 2pp 


—8003210039 Notice of violation from Insp on 79U0B-09 it l4-i6 
e Region 3, Chicago, Office of the Director 60/02/06 2pp 


— B003140242 Final repl, "Investigation of Meteorological Impact of 
Hochanlcal-Draf t Cooling Towers " 

RYZNER. E , BAKER, D G , WEBER, M R Michigan. Univ of 320158 
BO/01/31 I52pp 


0003170343 Submits long-term cooling equipment mod bimonthly status 
rept for Feb 6 Mar 1960 Bechtel is preparing final design 
details for long-term cooling mods Mods are still scheduled 
for 1981 refueling outage 

FROST, 8 R Consumers Power Co BD/03/1Q Ip 

0003130943 Forwards responses to NRC Ouestions 4 6 ^e seismic input 

into facility piping design 

MARUSICH, R M Consumers Power Co 80/03/11 277pp 


0003170301 Responds to NRC 800303 request for info re seismic analysis 
for as-buili safety-related piping sys (stub-in branch 
connections) Piping c lass i f i cations HQ,HC OB use stub-ln 
branches in fabrication 

FR08T, & R Consumers Power Co 80/03/11 12pp 


8003210396 Responds to 800223 Itr No mods or addl surveillance programs 
needed to verify operation of in-series check valves 
isolating high pressure primary coolant sys from LPIS 
piping 

HOFFMAN, D P Consumers Power Co 00/03/10 3pp 


8003270490 Forwards response to NRC 800225 Hr requesting site specific 
^ ganei 1C turbine info re cracking in low pressure turbine 
discs Generic info submitted by Westinghousa on 800314 
Proprietary version withheld (ref 10CFR2 790) 

HOFFMAN, D P Consumers Power Co BO/03/21 3lpp 


Q Inspection reports, IF Bulletins ^ coi respondence 


8003140424 Forwards IE Info Notice SO-03, "Main Turbine 
Electrohy draul ic Control Sys ♦' No specific action or 
response required 

KEPPLERiJ G Region 3, Chicago, Office of the Director 60/01/31 

Ip 


— B003210043 IE Insp Rept 50-255/79-19 on 791106-07 ^ 14-16 
Noncompliance noted failure to make pioper evaluation re 
presence of radioactive mat! in refuse before release for 
burial t. to follow procedures 6 overexposure of employee 
fisher, U L Region 3, Chicago. Fuel Facility K Materials Safety 
Branch HEUTER.t J Region 3, Chicago, Office of the Director 
a0/D2/06 IGpp 


8003270001 Forwards suppl to IE Insp Rept 50-255/78-30 on 7Bl 127-1201 
Addresses specific inspector "observations" 

KEPPUER.J G Region 3, Chicago, Office of the Director 60/02/13 
2pp 


—0003270009 Suppl to IE Insp Rept 50-255/78-30 on 761127-1201 Addresses 
specific ins-pector " o-osorvat ions", Inc lud ing perceived 
strengths t weaknesses of mgt control sys to be used in 
subsequent perf ormanc e evaluations 

F(3STER, L E , SIMKULE.M V Region 3, Chicago, Office of the 
Director OAGLIARDO, J C Region 3, Chicago, Reactor Construction 

^ Engineering Support Branch B0/01/i7 4Gpp 


0003070319 Forwards IE Insp Rept 50-295/00-01 on 000123-25 
Imp rept & notice of violation withheld (ref 10CFR2 770) 

HIND, vi A Region 3. Chicago, Safeguards Branch 60/02/25 app 


—9003070322 IE Insp Rept 50-255/80-01 on 600123-25 Noncompliance noted 
failure of licensee to comply W/10CFR70 54 4 referenced 
instruction for completion ^ distribution of Forms NRC-741 
(Paragraph 9) Uxthheld (ref 10CFR2 /90) 

FINLEY, A 0 , PATTERSON, J P Region 3, Chicago, Office of the 
Director HIND, A Region 3. Chicago, Safeguards Branch 
80/02/22 Ip 


8003280464 Forwards site-specific general questions It generic questions 
re turbine discs discussed in IE Info Notici! 79-37 
Probability of cracking in low pressure turbine discs is 
greater than previously assumed by Uestinghouse 
EISENHBT, D 0 Division of Operating Reactors 00/02/25 6pp 


0003030311 Forwards addl info re IE Bulletin 79-14 Explanation of 
stress intensification factors In local piping components 
•nc 1 

FROST, 8 R Consumers Power Co 60/02/27 4pp 



B2 
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BaO31S0j]94 Forwards IE Infa Notice GO^Ob* *‘No-ti fl cation of Significant 
£v«rit« *' No action required 

KEPPLERi J 0 Region ChlcagOi Office of the Director BD/02/27 

Ip 

8Q031SD355 Forward* IE Info Notice 80^07, "Pump Shaft Fatigue 
Cracking “ No retponee required 

KEPPLERi J 0 Region 3i Chicagai Office of the Director 00/02/29 

ip 


B003J4032S Forward* suppiemontai info to IE DulUtin 79 -OIBp "Environ 
Qua 1 i f tea t ion of Cla«* IE Equipment " No rrsponfe required 
HEPPLER.s) Q Region 3. Chicago, Office of the Director 00/02/29 
Bpp 


8003060522 Revise* 800214 response to lE Bulletin 79-i4, correc t Inj 
tgplng error on Page 2 of attachment 
FROST. 8 R Coniumers Power Co 00/03/03 4pp 


8003250424 Respond* to IE Bulletin 79-27 Preferred AC buses have 
undervoltage alarms which annunciate in control room Loss of 
any single instrument Ir control bus will not prevent 
opiratoTi from tafely shutting down from main control room 
HDFFMAN, D P Consumer* Power Co 00/03/03 4pp 


8003110509 Discusses commitment made in response to IE Bulletin. 79-08 
MeasuTiments taken on 79k002 indicate that fuel element 
transfer tube shielding effectively preclude* any 
appreciable radiation hazard 

HOFFMAN. 0 P Consumers Power Co 00/03/04 Ip 


8003180236 Forward* IE Circular 80-03, "Prottction From Torse Oas 
Haiards " No written response required! 

KEPPLERiJ 0 Region 3, Chicago. Office of the Director 00/03/06 

Ip 


8003260183 Forwards IE Info Notice GO-09. ''Possible Occupational Health 
Haiard Associated N/Closed Cooling Sys for Operating Power 
Plants " No written retponse required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/03/07 
Ip 


S003260493 Forward* !E Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/10 
If 


6003260539 Forward* EE Dulletin 00-05, "Vacuum Cond i t Ion Resulting in 
Damage to Chemical Vol Control Syi iCVCS) Holdup Tank* " 

Action 4 written response required 

KGPPLER,>.l 0 Region 3, Chicago. Office of the Director 00/03/10 
Ip 


8003260413 Forward! IE Qulletin OO-O&i "Engineered Safety Feature 
lESFl Reset Controls ■" Written response required 

REPPLERti^f <9 Region 3. Chicago, Office of the Director 00/03/13 

Ip 


0003250094 Forwards IE Info Notice 80-il, '‘Generic Problems U/ASCO 
Valves in Nuclear Application* Including Fire Protection 
Sys " No action or written response required 

KEPPLERiJ G Region 3, Chicago. Office of the Director 80/03/14 
IP 


8003260248 Forwards IE Circular 80-04, "Securing of Treaded Locking 
Devices on Saf ety-Rela ted Equipment “ No written response 
required 

KEPPLER,J G Region 3, Chicago. Office of the Director 00/03/14 

Ip 


8003250503 Responds to lE Oulletin 00-03 U addresses potential loss 
of charcoal Prom charcoal filter* sys Visual exam of 
charcoal adsorbers indicates no proMems 
FROST. 8 R Consumers Power Co B0/03/2Q 2pp 


R Periodic operating reports l> related correspondence 


0003060479 Forwards "Radioaettve Effluent in Haste Disposal Bemlannual 
Rept,JuI-Dec 1979 " 

HOFFMAN. D P Consumers Power Co 60/02/29 Ip 


—8003060485 "Radioactive Effluent U Waste Disposal Semiannual ftept,Ju|- 
Dic 1979 " 

* Consumers Power Co 80/02/29 9pp 


0003060408 Forwards "Annual Rapt of Changes, Tests tx Exp er iments, J979 ■' 
HOFFMAN. D P Consuners Power Co 00/02/29 Ip 


—8003060490 "Annual Rapt of Changes. Test* L Experiments, 1979 
« Consumers Power Co 79/12/31 3pp 


0003060535 Forwards "Radioactive Effluent Haste Disposal Semiannial 
ReptiJu 1-Dec 1979 " 

HOFFMAN, D P Consumers Power Co 80/02/29 Ip 


— 8003060538 ‘'Radtoac t ive Effluent 6 Waste Disposal Semiannual Rept, 
Jul-Oec J979 " 

• Consumars Power Co 80/02/29 9pp 


8003110470 Forward* monthly operating rept for Feb 1980 
ADAMS. W E Consumers Power Co 80/03/03 Ip 


—8003110480 Monthly operating rept for Fob 1900 

BODTKE,P J Consumers Power Co 00/03/03 4pp 


3003130561 Forwards "Rept of 1979 Occupational Exposure 
HOFFMANN. D P Consumer* Power Co 00/03/03 ip 


— B003I30563 "Rept of 1979 Occupational Exposure 
» Consumers Power Co 80/03/03 Ip 
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F Security, medical, emergency t rire protection plans 


0003240019 Forwards summery of NRC vital area analysis fiequeits 
position of analysis S' proposed changes to physical security 
program Vital area analysis summary withheld 
<r#f 10CFR2 770) 

IPPOLITO, T A Operating Reactors Branch 3 00/02/15 2pp 


8003260369 Forwards evacuation time estimates provided by Hamilton. 
Laurence U Limestone Counties No unusual evacuation 
constraints requiring special planning measures identified 
One oversiie map end Hap available in Central Files only 
H]LL0,L f1 Tennessee Valley Authority 00/03/20 9pp 


K General correspondence 


6003030339 Forwards estimates of incremental occupational man-rem 
exposure resulting from temporary onsite storage of low 
level radioactive trash described in util 000121 Itr 
MILLS, L ft Tennessee Valley Authority 00/02/25 4pp 


K Utility Final Safety Analysis Report (F8AR> 6 amends 


8003190421 Forwards Amend 70 to F8AR 

MILLS.L li Tennessee Valley Authority 00/03/14 2pp 


—8003190426 Amend 70 to FSAR 

e Tennessee^Va I ley Authority 80/03/10 43pp 

P Operating license stage documents & correspondence 


8003170197 Forward* draft NUREO-0630. "Cladding Swalllng Rupture 
Models for UOCA Analysis" %t topics for discussion sent to 
fuel vendors Requests comments by 800107 

FIGENHUT, DC Division of Operating Reactors 79/12/20 I9pp 


--8003170371 Draft "Cladding Swelling I. Rupture Models for LQCA 
Analysis " 

POWERS, D A Core Performance Branch NURGO-0630 79/11/30 
I06pp 


6003030068 Forwards Amends 57.52 1 30 to Liceniis DPR-33i DPR-d2 li 
DPR-6B. respec t ive ly , sa f ety evaluation notice of issuence 
It ava Uab 1 1 i ty, 

IPPOLITO* T A Operating Reactors Branch 3 80/01/31 3pp 


—8003030070 Amends 57,52 % 30 to Licenses DPR^33, DPR-52 V DPR-6a, 
respec t i ve 1 y . Chang ing limiting conditions for operation Ic 
surveillance requirements to levels used prior to 000114 
IPPOLITO, T A Operating Reactors Branch 3 80/01/31 31pp 


-'■800303007 4 Safety evaluation supporting Amends 37r 52 I, 30 to Li certs as 
DPR-33, DPR-52 it DPR-68, respect Ive ly 
a Operating Reactors Branch 3 BO/Ol/31 2pp 


— 6003030080 Notice of issuance availability of Amends 57,52 I, 30 to 
Licensee DPR -33. DPR- 52 it OPR-68 respectively 
IPPOLITO, T. A Operating Reactors Branch 3 BO/01/31, 2pp 
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B003040149 Discusses proposed changes to Tech Specs re removal of LPCI 
loop selection logit El et tp t ca 1« instrumentation S control 
aspects of pi oposed Tech Specs changes ape acceptable Safety 
evaluation enc 1 

LAIMAS. O Plant Systems Oranch 80/02/11 Ip 


— ‘B0030A019S Safety evaluation supporting proposed Tech Specs changes re 
LPCI sys mods 

* Office of Nuclear Heactor Regulation QO/02/li 2pp 


8003240580 Confirms B00131 request to visit facility on 800219-20 to 
revieu/ V veiify implementation of Tm -2 short-term Lessons 
Learned Task Forte requirements Visit to include control 
rooms, ons i to technical support ctr fv operations support ctr 
IPPQLlTO.T A Operating Reactois Branch 3 00/02/11 3pp 


8003030003 Foriuards Amends 58.53 1< 31 to Licenses DPR- 33 . DPn-52 U 
DPR -681 respec tivo lyi safety evaluation ^ notice of issuance 
V ava liability 

IPPOLITO. T A Operating Reactors Branch 3 80/02/13 2pp 


—0003030087 Amends 58.53 31 to Licenses DPR-33, OPR -32 ^ DPR-^B. 

respec t ively I increas ing duties of nuclear safety revieiu 
board V increasing membership of plant operations revieu 
committee 

iPPDLtTQ. T A Operating Reactors Branch 3 SD/02/13 3Spp 


—0003030089 Safety evaluation supporting Amends 58,53 U 3i to Licenses 
DPR-33, DPR-52 V DPR-60. respec tivel y 

IPPOLITO. T A Operating Reactors Branch 3 80/02/13 4pp 


--0OO3O3OO72 Notice of issuance I availability op Amends 58.33 &< 31 to 
Licenses DPR-33, DPR-52 V DPR-ia. respect ively 
IPPQUITO.T A Operating Reactors Branch 3 80/02/13 2pp 


B003140119 Forwards request for addl Info re isolation of main steam 
lines follouiing high temp logic actuation 

IPPOLITO, T A Operating Reactors Branch 3 60/02/10 3pp 


8003130304 Forwards Amends 59 fit 54 to Licenses DPR-33 4 DPR-5B, 
respec t ive ly, safety evaluation fi notice of issuance fit 
aval lab 1 1 1 ty 

iPPOUlTOi T A Operating Reactors Branch 3 00/02/25 2pp 


— 8003130310 Amend 59 to License DPR-33 changing Tech Specs 
for min test ?, calibr frequency for surveillance 
instrumentation Tech Specs end 

IPPOLITO, T A Operating Reactors Branch 3 60/02/25 9app 


-“8003130317 Amend 54 to License DPR-52 changing Tech Specs 
for limiting safety sys setting Tech Specs end 
IPPOLlTOiT A Operating Reactors Branch 3 00/02/25 27pp 


--8003130326 Safety evaluation supporting Amends 59 b 54 to Licenses DPR— 
33 K DPR-52i respec tlvB ly 

e Operating Reactors Branch 3 80/02/25 9pp 


—8003130330 Notice of issuance b availability of Amende 59 U 54 to 
Licenses DPR-33 |< DPR-52. respec t ively 

IPPOLITO. T A Operating Reactors Branch 3 80/D2/25 2pp- 


8003240125 Forwards request for addl info re containment purge ays fic 
containment venting sys 

IPPOLITO, T A Operating Reactors Branch 3 80/02/26 4pp 


Q003200047 Forwards NRC evaluation of actions taken by util to satisfy 
Lessons Learned Task Force Category A recommendations 
Concludes that all Category A requirements have been met 
satisfac tor i Ig 

IPPOLITO, T A Operating Reactors Branch 3 80/02/29 16pp 


8003180352 Requests MRC permission to utilize cable warehouse re low 
level radioactive trash storage for period up lo two yrs 
Revised Page 2 to 000121 amend request end 
CROSS, J II Tennessee Valley Authority 80/03/13 2 pp 


—8003180353 Revised Page 2 to license amend request 
a Tennessee Valley Authority 80/03/13 ip 


8003210387 Forwards response to NRC 600223 request info re LWR primary 
coolant sys pressure isolation valves Continued operation 
of facil,lty justified GLs should not be mad i fi ed, suspended 
or revoked 

NILLiL M Tennessee Valley Authority. 60/03/14. 2pp 


0003210496 Forwards response to NRC 791213 request for Info re losi of 
offsite power events No events of complete loss of power 
id entif 1 id 

HILLS*L M Tennessee Valley Authority 80/03/14 4pp 


3003240494 Foruards response to NRC 791217 request for addl Info re 
operation of facility w/ons recirculation loop Response 
comprised of genorat background fit operating exparience info, 
operating histograms l> responses to specific requests 
MILLS. L K Tennessee ValUy Authority 80/03/17 7pp 


6003260460 Foriuards evaluation of containment purge sys, in responsa to 
NRC 791025 request 

MILLS, L H Tennessee Valley Authority 80/03/17 9pp 


8003260369 Foruiards evacuation time estimates provided by Hamilton, 
Lawrence U Limestone Counties No unusual evacuation 
constraints requiring special planning measures identified 
One overslto map end Map available in Central Files only 
MILLS. U M Tennessee Valley Authority 60/03/20 9pp 


0003280540 Forwards comments re NUREO/CR-0660 in response to NRC 790604 
request Does not agree that refrigerated starting air dryers 
should be installed on starting air sys Ambient air temp 
range greater than temp for which dryers designed 
KILLS.L M Tennessee Valley Authority 00/03/21 2pp 


Q Inspection raporfcst IE Bulletins fi, correspondence 


B003190324 Forwards IE Insp Repti 50-259/79-39,50-260/79-39 fit 
50-296/79-39 on 791015-1109 No noncomp I iance noted 
LENIsjR C Region 2, Atlanta, Reactor Operations Nuclier Support 
Branch 00/01/09 2pp 


—8003190332 IE Insp Bepts 50-259/79-39,50-260/79-39 b 50-296/79-39 on 
791015-1109 No n-oncompl lance noted Major areae inspected 
plant operat i ons, p Lant tours, ROt, refuel ing, maint, physical 
protection $ radiation area controls 

DANCE, H C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 8ULL1VAN,R F Region 2, Atlanta, Office of the Director 
80/01/00 4pp 


0003050355 Forwards IE Insp ftepts 50-259/79-46,50-260/79-46 fit 
90-296/79-46 on 791127-1207 No noncompliance noted 
LEWI 8 .R C Region Atlanta, Reactor Operations Nuclter Support 
Branch GO/Ol/17 2pp 


—0003050360 IE Insp Repts 50-259/79-46,50-260/79-46 fit 50-296/79-46 Oh 
791127-1207 No noncompliance noted Major areal inspected 
plant opera t ions, p lant tours, ROi, refueling, maint, physical 
protection L radiation area controls 

DANCE, H C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch SULLIVAN, R F Region 2, Atlanta, Office of the Director 
0O/Oi/17 4pp 


0003250117 Ack receipt of 791217 Itr informing NRC of *T*ps taUn to 
correct violation noted in IE Insp Repts 90-259/79-37. 

50-260/79-37 b SO-296/79-37 

LEWIS, n C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/Ol/17 ip 


—8003250139 Responds to NRC 79U26 Itr re violation noted In IE Insp 
Repts 50 - 25 ^/ 79 - 37 , 50 - 260 / 79-37 fi< SO-296/79-37 Corrective 
actions refrigerant purifier replaced u/redaimtr unit Check 
valve replaced liquid indicator 

MILLS, L M Tennessee Valley Authority 79/12/17 Dpp 


— 0OO325O166 Forward* IE Insp Repts 50-259/79-37,50-260/79-37 b 
50-296/79-37 on 791106-09 fii notice of violation 
LEWIS. R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 7-9/11/26 2pp 


—9003280172 NotsC* of violation from Insp on 791106-09 

* Region 2, Atlanta, Office of the Director 79/11/23 Ip 


— B003250179 lE Imp Repts 50-259/79-37, 50-260/79-37 li 50-296/79-37 on 
79ll06-0<f Noncompllance noted failure to review sy» deiigTi 
changes re control bay air conditioning sys 

DANCE, H C Region 2, Atlanta, Reactor aperatlons Nuclear 0upport 
Branch CHASE, J W , PRICE, D S, Region 2, Atlanta, Office of the 
Director 79/11/23 3pp 


8003030066 Informs that util will provide addl info re IE Bulletin 
79-010 re environ qual if ication of class IE equipment. Review 
for OL appltc-ants will bo handled through normal review 
process, 

MILLS. L M Tonntiset Valley Authority 00/01/25 2pp 
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0002070001 Respondi to IE QuUdtin 79'OlOr "Environ Qu^l 1 f ie>a tion of 
ClaiS le Equiptnont “ Bulletin applies only to operating 
plants Info responsive to bulletin uill be provitfetf for 
Broun* Ferrq fa-cClities 

KILLS, L M Tennessee Valley Authority 60/01/25 2pp 


9002170052 Foruartfs IE Info flotice QQ^^OS. ‘*Hain Turbine 
Electrohydrauli c Control Sys " Ho specifit action or 
responta required 

a^RElLLV, JP fteaion 2, Atlanta, Office of the Director 80/01/31 

3pp 


6OO3l90J2>l Forii/ards IE Circular 79-23.SUPPI A* "Shock Arrestor Strut 
Assefl»bly Interference Mo uritten response requireif 
O'HElLLViJ P Region 2. Atlanta, Otfice of the Director 80/01/31 
Ip 


8003190619 Poroards IE Insp Repts 50-359/90^01,50-360/30-01 tt 
50-296/BO-O5 on 800116-lB Ns none ompl lance noted 
STDHR, J P Region 3, Atlanta, Fuel Facility i< Materials Safety 
Branch 60/03/04 2pp 


—0003190623 IE Insp Repts 50-259/80-01.50-260/30-01 |r 5O-296/B0-01 ©n 
G00116-1B Ma noncot^pl lanc » noted Maior areas Inspected 
administrative controls, thermal 1, chemical discharses, 
chemical usage, ] 1 cansee event repts & environ eurvettlance 
JENKINS. 0 R Region 3, Atlanta. Fuel FacLlity Materials Safety 
Branch CUWNINOHAH- A L Region 2, Atlanta, Office of the 
Director BO/02/04 3pp 


3003260019 Foruards )£ Info Notice 80-04, "BUR Fuel Exposure in Excess 
of Limits '' No action or response required 

O'ReiLLY, JP Region 2, Atlanta. Office of the Director BO/02/04 

Ip 


B003200336 Foruarrf* monthly status rept for work re IE Dulletin 79-14 
Rept represents status of iLtort as of 600201 
MILLS, L M Tennessee Valley Authority 00/02/07 ip 


8003210269 Discusses 7909Q4 shipment of 165 five-gallon drums of low 
specific activity radwaste from facility to Darnueil NRC did 
not issue notice of violation because matter referred to 
DOT 

STOKRrJP Region 2, Atlanta, Fuel Facility h flaterlaU Safety 
Branch 60/02/07 3 pp 


— 60D3210272 Foruards comments in response to JT Sutherland 791030 Itr re 
Chem-Nuc 1 ear Qys. Ino 790911 inSf Brace blocking of 
radioactive matls shipment In question uas satisfactory 
MILLS. L M Tennessee Valley Authority 80/01/2B 2pp 


aOO3J8OO02 Forward# IE Bulletin 00-04, "^Analysis of PWB Main Steam Line 
Break W/Contlnued Feedwater Addition " No written required 
O^RElLLYr J P Region 2, Atlanta, Office of the Director 60/02/08 

2pp 


8Q03190441 Forwards IE Info Notice 80-05. ''Chloride Contamination of 
Safety-Related Piping 6 Components ■' Mo written response 
required 

O'RBILLYjJ P Region 8. Atlanta, Office of the Director B0/02/0S 
IP 


6003250371 forwards lE Insp ftepts 50-259/60-02, 50-260/80-03 6 
90-296/60-03 on 800121-24 No noncomp 1 lanc e noted 
LEHIB, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Drench 80/02/11 2pf 


—8003230332 IE Insp Repfrs 50-289/00-02,50-260/80-02 k 90-296/80-03 on 
B0C12I-24 No noncofflp 1 1 ance noted Major areas inspected 
refueling activities of Unit 1 In preparation for Cycle 4 Sc 
review of Unit 3 startup testing at Cycle 3 

UPRIOHT.C ri. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch JULIAN, C Region 2, Atlanta. Office of the Director 
60/02/06 4pp 


6003130761 Forwards supplementary response to lE Bulletin 79-18, 
••Audibility Problem* Encountered on Evacuation of Personinel 
from High Noise Areas ^ Total upgrading of etisting public 
eddrese 6 evacuation eys necessary 

MILLS, L M Tennessee Valley Authority 80/02/12 2pp, 


8003210044 Forwards IE Insp Refte 50-259/60-04.50-260/80-04 50-296/ 

80-04 on BOOiai No noncamp 1 lance noted, 

O'RElLLViJ P Region 2. Atlanta. Office of the Director 80/02/13 

2pp 


— 80532100S4 IE Insp Rept# 50-259/60-04. 50-260/60-04 «, 50-296/00-^4 fl-t 
800121 No noncomp 1 lance noted Major areas inspected 
procedures to ensure restoration of normal containment 
penetration closure conditions 

UEUIS.R C Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch SULLIVAN, R F Region 2, Atlanta. Office of the Director 
00/02/12 Gpp 


80030603+7 Ack receipt of 791217 Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-259/79-34, 
SO-260/79-34 50-296/79-34 

LEMIS.R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/02/15 Ip 


— 8003060356 Responds to NRC 791121 Itr re violation* noted in IE Ins# 
Repts 50-259/79-34,50-360/79-34 U 50-296/79-34 Corrective 
actions div procedure revised to define temporary 
alterations under unusual circumstances 
MlLLS.L M Tennessee Valley Authority 79/12/17 SpP 


—8003060363 Forwards IE Insp Repts 50-259/79-34.50-260/79-34 6 
50-296/79-34 on 790917-1012 t notice of violation 
LENIS.R L Region 2, Atlanta, Reactor Operation# Nuclear Support 
Branch 79/11/21 2pp 


—8003060367 Notice of violation from insp on 790917-1012 

# Region 2. Atlanta, Office of the Director 79/11/21 If 


—8003060376 IB Insp Repts 50-259/79-34.50-260/79-34 50-296/79-34 or 

790917-1012 Noncompllance noted installation of nonapproved 
jumper* In main steam line tunnel high-temp monitoring 
safety circuit 

DANCE, H C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch SULLIVAN. R F Region 2. Atlanta, Office of the Director 
79/11/21 5pp 


6003100015 Forwards supplemental response to IE Bulletin 79-07 URS/ 
Qlume computer run indicates that algebraic summation of 
cod irec t 1 onal components or Intermodal components was not 
used for seismic analysis of recirculation loop it piping 
MILLS. L M Tennessee Valley Authority 80/02/15 2pp 


8003140056 Forwards IE Info Notice 60-06. "Notification of Significant 
Events "■ No action required 

O'REILLY. JP Region a, Atlanta, Office of th» Director 80/02/37 

ip 


8003160189 Forwards supplemental info to IE Bulletin 79-OlD. "Environ 
Oual 1 f icatlon of Class IE Equipment " No response required 
O'REILLY, JP Region a, Atlanta, Office of the Director 80/02/29 

2pp 


B003190039 Forwards IE Info Notice 60-07, "Pump Shaft Fatigue 
Cracking No response required 

□ 'REILLY, JP Region 2, Atlanta. Office of the Director 80/02/29 
Spp 


8003210097 Requests addl six wVs to respond to IE Bulletin 79-27 
Response will be submitted by 600411 

MILLS, L M Tennessee Valley Authority 00/02/2? Ip 


80031B<>i58 Forwards IE Circular 00-03. 'Protection from Toxic Oa# 
Hazards '■ No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 60/03/06 

2gp, 


8003140387 Forwards IE Info Notice 60-10, "Partial Loss of Non-Nuds-ar 
Instrument 8ys Power Bupply During Operation " No specific 
aebioin or response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director BD/03/07 

2pp 


8003180090 Forwards IE Info Notice 00-09, "Possible Occupational Health 
Haierd Associated w/Closed Cooling 8yt for Operating Power 
Plant# " No written response required 

0 'REILLY, J P Region 2, Atlanta. Office of the Director 60/03/07 
Spp 


8003190003 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REIULY, J P Region 2, Atlanta. Office of the Director 80/03/07 

3pp 


80-03240277 Requests addl time to respond to IE Bulletin 79-01 Submit# 
projected fchedule for issuance of response 
MtLL8, L M Tennessee Valley Authority 80/03/07. 2pp 
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8003260112 A<;Ii r«celpt of Q00227 1 tr inforrrtitig NOG of stops taken to 
correct vlolstioni notod In IE Imp Repts 90-~2S9/79‘'44i 
50-260/79-44 8« 80-296/79-44 

ST0Hft,J P Region 2i Atlontei Fuel FaclUtg i Materials Safotg 
□ranch 00/03/07 Ip 


— 6003260131 Responds to NRC 800201 1 tr re violations noted in IE fnsp 
Ripts 50~2S9/79-44, 50-260/79-44 4. 50-296/79-44 Corrective 
actions required efficiency h activity cKecks completed 
Results in agreement ii>/ confirmatory measuremnts 
HILLS. L M Tennessee Valley Authority 80/02/27 3pp 


--8003260144 Forwards IE Insp Repts 50-259/79-44. 30-260/79-44 tc 
50-296/79-44 on 791217-20 4 notice of violation 
STQhR. J P Region 2. Atlanta. Fuel FatlUty t Materials Safety 
Branch 00/02/01 2pp 


—8003260158 Notice of violation from Insp on 791217-20 

* Region 2. Atlanta. Office of the Director 80/01/31 Ip 


—8003260175 IE Imp Repts 50-259/79-44.50-260/79-44 4c 50-296/79-44 
on 791217-20 Noncomp 1 lance noted failure to perform annual 
daficieney Ic activity checks for OriLl) counting syt 
HaNTOOMERY. D K Region 2. Atlanta. Office o4 the Director 
JENKINS. 0 R Region 2. Atlanta. Fuel Facility It Materials Safety 
Branch 80/01/31 Spp 


0003270073 Forwards IE Bulletin 79-14 progress rept for Mar 1980 
MIULS.L M Tannesiee Valley Authority 80/03/07 ISpp 


6003260253 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(E8F1 Reset Controls " Written response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 80/03/13 
Spp 


8003250572 Forwards IE Info Notice BO-lt. •'Oanerlc Prohlems M/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Syt " No action or written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 60/03/14 

Ip 


0003260181 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on Saf etg-Related Equipment " No written response 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 60/03/14 
3pp 


R Periodic operating reports It related correspondence 


8003180376 Forwards monthly operating rept for Feb 1980 

ABERCRQhillG. H L Tennessee Valley Authority 80/03/10 Ip 


—8003100380 Monthly operating rept for Feb 1980 

THOM. T Tennessee Valley Authority 80/03/01 3app 


8 Reportable occurrences. LERt 1( related correspondence 


8003040607 Forwards LER aO-010/03L-0 

CALHOUN, J R Tennessii Valley Authority 80/02/27 Ip 


—8003040614 LER 60-010/03U-0 on 600129. during scheduled refueling 
outage. found that various instrument tensing line hangers in 
HPCl pump room were broken Caused by uater hammer while 
warming HPCI syt Hangers repaired 
a Tennessee Valley Authority 80/02/27 2pp 


8003050450 Forwards LER 0O''O12/O3L-O 

CALHOUN. J R Tennotsee Valley Authority 80/02/29 Ip 


—0003050453 LER 0O-O12/O3L-O- on 800201. during refueling outage, damaged 
electrical tc mechanical overspeed protection atsemblles 
found on reactor core isolation cooling turbine Caused by 
unclear installation instructions Assemblies repaired 
e Tennessee Valley Authority 00/02/29 2pp 


8003120415 Forwards LER 00-01 7/OlT-O 

CALHOUN. J R Tennessee Valley Authority 00/03/05 Ip 


—0003180420 UER 80-017/01T-0 on 000221. detal led analysis revealed that 
restraint R-l on drywell sump pump dlscharg# line was 
adequate but restraint R-10 needed mod to aasurt Integrity 
during seismic event Cause not stated 
o Tennessee Valley Authority 00/03/05 Spp. 


0003170460 Forwards updated LER 79-030/03U-i 

CALHOVNtJ R Tennessee Valley Authority. 80/03/11 Ip 


— 8003170463 Updated LER 79-035/03U-1 on 791203. dur ing surveillance 
testing. HPCI stop valve FCV-73-ia would not stay open Caused 
by insufficient compiession on spring on hydraulic trip 
mechanism Spring compressed 

« Tennessee Valley Authority BO/03/n 2pp 


8003170480 Forwards updated UER 79-010/OlT-l 

CALHDUN. J R Tennessee Valley Authority 80/03/1 J Ip 


—8003170463 Updated LER 79'OIB/OIT-I on 790823.ak 95'/. power, msp per 
IE Bulletin 79-14 found restraints on certain CSSC ays 
inoperable under design specs Caused by pipe vibration b/or 
improper installation during const 
a Tennassee Valley Authority 80/03/11 2pp 


8003180594 Forwards LER QO-022/03U-0 

CALHOUN. J R Tennessee Valley Authority 80/03/12 ip 


—8003180598 LER aO-022/03L-0 on 800212. during scheduled refueling 
outage, total leak rate of primary containment penetrations 
eiceeded Tech Spec limit Caused by wear of valve seating 
surfaces Valves repaired tn retested 
a Tennasse-e Valley Authority 80/03/12 Spp 


0OO31BO541 Forwards LER eO-Ol0/O3L-O 

CALKOUN.J R Tennessee Valley Authority 80/03/14 Ip 


—8003180547 LER 0O~O18/O3L-O on 000217. during refueling operations 4 kV 
shutdown board B alternate feeder failed to close during 
board transfer test Cause unknown Failure appears random 
a Tennessee Valley Authority 80/03/14 2pp 


8003180610 Forwards updated UER GO-O0e/O3L-l 

CALHOUN. J R Tennessee Valley Authority 80/03/14 Ip 


—8003180617 Updated LER ao-OOa/03L-l on 800127. dur Ing scheduled 
refueling outage.HPCl turbine had crack in coupling bearing 
support pedestal Possibly caused by water hammer in main 
steam supply 1 1 ne 

« Tennessee Valley Authority 60/03/14 2pp 


8003180611 Forwards LFR SO-0i9/0lT-0 

CALHOUN. J R Tennessee Valley Authority 80/03/14 Ip 


— 8003180618 lER 00-019/011-0 on 800301. during winter storm. Of f site 
161 kV power sources were lost for sii minutes Caused by 
high winds 4 ice loading Condition compounded by improper 
lineup of Athens line protective lone relays 
« Tennessee Valley Authority 80/03/14 2pp 
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r Security# medlcali emergency b fire protection plans 


8003240019 Forwards summary of NRC vital area analysis Requests 
position of analysis & proposed changes to physical security 
program Vital area analysis summary withheld 
iref 10CFR2 790> 

IPPOLITO. T A Operating Reactors Branch 3 00/02/15 2pp 


8003260369 Forwards evacuation time estimates provided by Hamilton. 
Laurence i Lifnestone Counties No unusual evacuation 
constraints requiring special planning measures identified 
One Qverslie map encl Map available in Central Files only 
I11LL8.L M Tennessee Valley Authority 80/03/20 9pp 


H Oeneral correspondence 


600303D339 Forwards estimates of incremental occupational mati-rem 
exposure resulting from temporary onsite storage of low 
level radioactive trash described in util 800121 Itr 
MIUL8.L<M Tennessee Valley Authority BO/02/25 4pp 


K Utility Final Safety Analysis Report iFBAR) l< amends 


8003190421 Forwards Amend 70 to FBAR 

HILL6.L M Tennetsae Valley Authority 60/03/14 2pp 


—0003190426 Amend 70 te FBAR 

a Tennestae ValLog Authority 80/03/10 43pp 
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P Qpcrabing licence U c (^rrc >P ondiduce 


0003170197 Ft^rwards draft MUReO-0630. “’Cladding SwBlllns *. Rupturo 
Models for LOCA Analysis" t/ topics for dJSCussiDh sent to 
fuel vendors Requests comments by 600107 

EISEHHUT.J) G Division of Operating fleactors 77/13/20 I9pp 


'-8003170371 Draft "Cladding Sue I liny fr Ruptore Models for LQCA 
Analysis '* 

POWERSiJ) A Core Performance Branch hJ0REG-Od>30 79/11/30 
lO^pp 

0003030060 Fortuards Amends 57.32 l> 30 to Licenses DPR-33i DPR*-52 ic 
DPR-6B. respective ly. sa fe ty evaluation U. Ttotice of issuance 
& aval labil ity 

IPPCLITO^T A Operating Reottops Dranch 3 0O/Ol/3i Opp 


— S003030070 Amends 57,53 i 30 to Licenses DPR -33. DPR -52 «* J>PR-6B, 
respect i velyi c hanging limiting conditions for operation !c 
surveillance requirements to levels used prior to 800il4 
IPPOLITD.T A Operating Reactors Branch 3 00/01/31 3lpp 


— 0003030074 Safety evaluation supporting Amends 57<S2S«30 to Licenses 
DPR-33. DPR-52 t> OPR-68, respec tl vely 
* Operating Reactors Branch 3 80/01/3) 2pp 


'-8003030000 Notice of issuance 4 availability of Amends S7< 92 & 30 to 
Licenses DPft’'33, OPR-52 t* dPR- 60 respecttvely 
IPPDLITO.T a Operating Reactors Orartch 3 BO/Ol/31 2pp 


0003040149 Discusses proposed changes to Tech Specs re re<nov<tl o# LPCI 
loop selection logic Elec trica I , i nstrumentat Ion t ceriitrol 
aspects of proposed Tech Specs changes are acceptable Safety 
evaluation end 

LAINAS, G Plant Systems Branch 90/02/11 Ip 


— 8003040159 Safety evaluation supporting proposed Tech Specs changes re 
LFCI sys ftiods 

a Office of Nuclear Reactor Regulation 60/02/11 2pp 


3003240500 Confirms 800131 request to visit facility on 000219-20 to 
review t verify implementation of TMl-2 short-term Lessons 
Learned Task Force requirements Visit to include control 
rooms, snsite technical support ctr t< operations support ctr 
IPFOLITO. T A Operating Reactors Branch 3 90/02/11 3pp 


3003030003 Forwards Amends 58.53 I 31 to Licenses OPR-33, DPR-S2 f> 
DPR-69, T espec tlvely , safety evaluation fc notice of tsauance 
& ava liability 

IPPOLITO, T A Operating Reactors Branch 3 00/02/13 Spp 


'-0003030087 Amends 50,53 31 to Licenses OPft-33, DPR-52 tc DPH-60, 

resp ectt ve ly . increasi ng duties of nuclear safety review 
board f< increasing meniber shi p of plant operations review 
eommi ttee 

IPRCLI TO, T. A Operating Rfractors Branch 3 BO/02/13 35pp 


— 8003030087 Safety evaluation supporting Amends 58.53 S' 31 io Licenses 
DPR-33. DPR-52 L DPR'60, respective i y 

IPPOLITO. T A Operating Reactors Branch 3 90/02/13 4pp 


- -3003030072 Notice □# issuance availability of Amends 50.53 iL; 31 to 
Licenses DPR-33, DPR-5S ti DPR-ABi respect Ive I y 
IPPOLITO, T A Operating Reactors Branch 3 00/02/13 2pp 


8003E40117 Forwards request for addi info le isolation of main steam 
lines following high temp logic actuation 

IPPOLITO, T A Operating Reactors Dranrh 3 60/02/10 3pP 


0003130304 Forwards Amends 59 & 54 to License* OPR-33 U BPR-52. 
respec t ively. safety evaluation V notice of issuance L 
aval lab l U ty 

IPPOLITG. T A Operating Reactors Branch 3 30/02/25 2pp 


—8003130317 Amend 54 to License DPR-52 changing Tech Specs 
For limiting safety sys setting Tech Specs end 
IPPOLITO, T A Operating Reactors Branch 3 00/02/25 27pp 


■8003130326. Safety evaluation supporting Amend* 59 & 54 to License* DPR- 
□3 L DPR-52r respactiva 1 V 

* Operating Reactors Branch 3 80/02/25, 9pp 


'0003130330 Notice of issuance availabiUtg of Amends 59 it 54 to 
Licenses DPH-33 DPR-52, rasp »c tive I y 

JPPOLITO, T A Operating Reactor* Branch 3 00/02/25 Spp 


8003240125 Forwards request for add! info re containment purge «yi £, 
containment venting sys 

IPPOLITO.T a Operating Reactors Branch 3 00/02/26 4pp 

000330004/ Forwards NRC evaluation of actions taken by util to satisfy 
Lessons Learned Task Force Category A recommendations 
Concludes that all Category A requirements have been met 
satisfactor i ly 

IPPOLITO.T A Operating Reactors Branch 3 00/02/29 J6pp 


30031B0352 Requests MRC permission to utiliie cable warehouse re low 
level radioactive trash storage for peiiod up to two yrs 
Revised Page 2 to 000121 amend request enc 1 
CROSS, J M Tennessee i^alley Authority 00/03/13 2pp 


— BG0316O353 Revised Page 2 to license amend request 
« Tennessee Valley Authority B0/03/i3 ip 


0003310307 Forwards response to NRC 0OOP23 request info re LWR primary 
coolant sys pressure isolation valves Continued operation 
of facility justified OLs should not be mod i f led. suspended 
or revoked 

MILL. L M Tennessee Valley Authority 00/03/14 2pp 


8003210496 Forwards response to NRC 791213 request for info re loss of 
offsite power events No events of complete loss of power 
id entt fled 

MILLS. L H Tennessee Valley Authority 90/03/14 4pp 


0003260400 Forwards evaluation of containment purge sys, in response to 
NRC 791025 request 

HILLS. L H Tennessee Valley Authority 00/03/17 9pp 


8003200546 Forwards comments re NUREG/CR-0660 in response to NRC 790604 
request Does not agree that refrigerated starting air di yers 
should be instolled on starting air sys Ambient air temp 
range gi eater than temp for which dryers designed 
MILLS. L H Tennessee Valley Authority 00/03/21 2pp 


0 Inspeciton reports. IE Bulletins tr coi r ospondenc e 


0003190324 Forwards IE Insp Ropts 50'2S9/79-a9, 50-260/79-39 b 
50-296/79-39 on 791015-1109 No honcomp 1 i anc e noted 
LEUIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Dranch QO/Ol/09 2pp 


— B003190332 IE Insp Hepts 50-259/79-39. 50-260/79-39 50-296/79-39 on 

791015-1109 No none omp 1 lance noted Majof areas inspected 
plant operations, plant tour s, RQs . refue 1 1 ng, mamt. phy s 1 ca I 
protection 4. radiation area controls 

DANCE,H C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch SULLIVAN. R F Region 2, Atlanta. Office of the Director 

eo/oi/oa 4pp 


8003050356 Forward* IE Insp Repts 50-359//9'46, 50-260/79-46 L 
50-296/79-46 on /9l 127-1207 No noncomp I lance notod 
LEUIB. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch aO/Ol/t? 2pp 


—8003030360 IE Insp Repts 50-259/79-46.50-260/79-46 50-296/79-46 on 

791127-1207 No noncomp 1 lance noted Major areas inspected 
plant opera 1 1 oris , p lant tours. RDs . refue 1 ing, ma int, phys leal 
protection 4 radiation area controls 

SANCEiH C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch aULLlVAM,R F Region 2. Atlanta, Office of the Director 
00/01/17 4pp 


G00325-0li7 Ack receipt of 791217 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-259/79''37, 

50-260/79-37 «< 50-296/79-3/ 

LEWIS, R C Region 2. Atlanta, Reactoi Operations Nuclear Support 
Branch 80/01/17 Ip 


0003250139 Responds to NRC 791126 Itr re violation noted in IE Insp 
Repts 50-259/79-37,50-260/79-37 6 50-296/79-37 Corrective 
actions refrigerant purifier replaced ui/redaimer unit Check 
valve replaced liquid indicator 

MILLS. L M Tennessee Valley Authority 79/12/17 3pp 


— 8003250166 Forwards IE Insp flepts 50-259/79-37,50-260/79-37 6 
50-296/79-37 on 79S 106-09 L notice of violation 

LEWlSiR C Region 2^ Atlanta, Reactor Opetations Nuclear Support 
Branch 79/11/26 2p p 


—0003250172 Notice eF violation from insp on 791106-09 

* Region. 2. Atlanta* Office of the Director 79/11/23 Ip 
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— 8003250179 IE Insp fiepti 50-259/ 79-37- 50-260/79-37 tt 50-296/79-37 on 
79 1 106-09 None omp U «nc e noted ^allure to revleu &gs design 
changes re control bag air conditioning sgs 

DANCEflt C Region 2t Atlantai Reactor Operatio-ns Nuclear Support 
Dranch CHASE# J W < PRiCE#D S Region 2# Atlanta* Office of the 
Director 79/11/23 3bp 


8003030066 Informe that util ulll provide addi info re IE DoLletin 
79-OlB re environ (qualification of class IE eiquignetit Ravieui 
for QL applicants ujill be handled through normal revieu 
prot e so 

KlLLSi L N Tennessee Valleg Author! tg BO/Ot/25 2pp 


6003070001 Responds to IF Qulletin 79-OlB* ’’Efivlroix Qualification of 
Class IE Equipment " Qulletin applies onlg te operating 
plants Info responsive to bulletin will be provided for 
Drowns Ferrg facilities 

NlLLSi L M Tennessee Valleg Authority 80/01/25 2pp 


B003170052 Forwards IE Info Notice SO-03# "Main Turbine 
Elec brohgdraul ic Control Sgs " Ho specific action or 
response required 

O'RElLLYi J p Region 2* Atlanta# Office of the Director 80/01/3) 
3pp 


6003190)24 Forwards IE Circular 79-28# Suppl A# "Shock Arrestor Strut 
Assembly Interference " No written response required 
O'RElLtYrJ P Region 2* Atlanta# Office of the Director OO/Oi/31 
Ip 


8003190619 Forwards IE Insp Repts 50-289/80-01*50-260/80-01 
50-296/80-01 on 600116-18 No noncompliance noted 
8TDHR» J P Region 8i Atlanta# Fuel Facility t< Materials Safety 
Branch 80/02/04, 2pp 


—8003190623 IE Insp Repts 50-259/80-01.80-260/60-01 50-296/60-01 on 

800116-18 No noncompliance no-tvd Major areas inspected 
adml nis trat iv« contro 1 s# thermal t chemical discharges, 
chemical usage. 1 ic ensee event repts t. environ surveillance 
JeNKINB#0 R Region 2. Atlanta. Fuel Facility U Materials Safetg 
Branch CUNNINGHAM. A L Region S* Atlanta. Office of the 
Director 80/02/04 3pp 


8003860019 Forwards IE Info Notice 60-04i "BUR Fuel Exposure in Excess 
of Limits " No action or response required 

O^REILLY. U P Region 2. Atlanta, Qffict of the Director 80/02/04 
IP 


6003200336 Forwards monthly status rept for wort re IE Bulletin 79-14 
Rapt represents status of work as of 600201 
MILLS# U M Tennessee Valley Authority 80/02/07 tp 


8003210269 Discusses 790904 shipment of 165 five-gallon drums of low 
specific activity raduaste from facility to Barnwell NRC did 
not issue notice of violation because matter referred to 
DOT 

9T0HR*J P Region 2# Atlanta# Fuel. Facility tt Materials Safety 
Drench 80/02/07 3pp 


— 8003210272 Forwards comments in response to UT Sutherland 791030- Itr re 
Chem-Nuclear Sys. Inc 790911 Insp Brace blocking of 
radioactive mails shipment in question was satisfactory 
HILLSiLM Tennessee Valley Authority aO/Ot/28 2pp 


8003160082 Forwards IE Dulletin 80-04i "Analysis of PUR Main Steam Line 
Break U/Contlnu»d Feedwater Addition " No written nquired 
O'REILLY* J P Region 2# Atlanta. Office of the Director 60/02/09 

2pp 


3003190441 Forwards IE Info Notice 80-05# "Chloride Contamination of 
8a f aty-Ralated Piping it Components " No written response 
requ 1 rad 

O^RElLLYrJP Region a. Atlanta# Office of the Director 60/02/0S 

Ip 


8003250371 Forwards IE Insp Repts 50-259/80-02# 50-260/80-02 S< 
50-296/80-03 on 800121-24 No noncqmp 1 i anc e noted 

LEUISi R. C Rsgion 2# Atlanta# Reactor Operations Nuclear Support 
Branch 80/02/ li 2pp 


—8003230382 IE Insp Repts 50-259/80-02.80-260/00-02 t* 30-296/00-03 on 
800121^24 No ttoncamp tlance noted Maj«r areas inspected 
refueling activities of Unit 1 in preparation for Cycle 4 U 
revia-u of Unit 3 startup testing at Cycle 3 

UPRiOHTtC M Region 2# Atlanta# Reactor Operations Nuclear Support 
Branch JUUIAN#C Region 2# Atlanta. Office of the Director 
80/02/08 4pp 


S003lS076t Forwards supplementary response to IE Bulletin 79-18. 
"Audibility Problem* Encountered on Evacuation of Personnel 
from High Noise Areas " Total upgrading of existing public 
ad-dress 6 evacuatxon sgs necessary 

MILLSiL H Tennessee Valley Authority 00/02/12 2p p 


B003210044 Forwards IE Insp Repts 50-259/00-04,50-260/00-04 50-296/ 

80-04 en 000121 No noncompl iance noted 

O'REILLY. J P Region 2# Atlanta# Office of the Director 00/02/13 

2 pp 


—0003210054 IE Insp Repts 50-259/00-04.50-260/00-04 £i 50-296/00-04 on 
B0D121 No noncompliance noted Major areas inspected 
procedures to ensure restoration of narmal containment 
penetration closure conditions 

LEUIS. R C Regien 2 Atlanta. Reactor Operations Nuclear Support 
Branch SULLIVAN.RF Region 2. Atlanta. Office of the Director 
80/02/12 3pp 


8003060347 Ack receipt of 791217 Itr informing NRC of steps taken to 
correct vlaiations noted in IE Imp Repts 50-259/79-34. 
50-260/79-34 50-296/79-34 

LEHIS#R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Drench 00/02/13 Ip 


— 8003060356 Responds to NRC 791121 Itr re violations noted In IE Insp 
Repts 50-259/79-34* 50-260/79- J4 6 50-296/79-34 Corrective 
actions div procedure revised to define temporary 
alterations under unusual circumstances 
MILLS. L M Tennessee Valley Authority 79/12/17 2pp 


’8003060363 Foru/ards IE Insp Repts 50-259/79-34.30-260/79-34 It 
50-296/79-34 on 790917-1012 U notice of violation 
LEWIS. R L Region 2. Atlanta# Reactor Operations Nuclear Support 
Branch /9/)l/21 2pp 


—8003060367 Notice of violation, from insp on 790917-1012 

«■ Region 2. Atlanta. Office of the Director 79/11/21 Ip 


Q003100015 Forwards supplemental response to IE Dulletin 79-07 VR&Z 
Blume computer run indicates that algebraic summatio-n of 
C odirec tional -components or intcrmodal components was not 
used for seismic anaLyiis of recirculation Loop 6 piping 
MILLS. L M Tennessee Valley Avthority 60/02/15 2pp 


8003140056 Forwards IE Info Notice 80-06. 'Notif i cation of Significant 
Events " No ection required 

O'REILLY.-J P Region 2, Atlanta. Office of the Director 80/02/27 
Ip 


0003160109 Forward* supplemental Info to IE Bulletin 79-Olfl. "Environ 
Qualification of Class iE Equipment " No response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/29 
app 


6003190039 Foruards t£ Info Notice 00-07. ''Puirp Shaft Fatigue 
Cracking ” No response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 60/02/29 

2pp 


8003210097 Requests addl six wki to respond to IE Bulletin 79-27 
Response will be submitted by 600411 

MILLS. L. M Tennessee Valley Authority 80/02/29 tp 


8003180156 Forwards IE Circular 00—03. "Protection from Toxic Oas 
Hazards *' No written response required 

Q'REltLV, J P Region 2. Atlanta. Office of the Director 00/03/06 

2pp 


8003140307 Forwards IE Info Notice BO-iD# "Partial Loss of Non-Nuclear 
Instrument Qgs Power Supply During Operation " No specific 
action nr response required 

O'REILLV.J P Region 2, Atlanta# Office of the Director 0O/Q3/O7 

2pp 


8003160090 Forwards IE Info Notice 80-09# "Possible Occupational Health 
Haiard Associated w/Closed Cooling Sys for Operating Power 
Plants " Np written response required 

0-'REIULY#J P Region 2# Atlanta# Office o# the Director 00/03/07 
2pp 

8003190003 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY. JP Region 2. Atlanta, Office of the Director 00/03/07 

3pp 


800324027? Requests addl time to respond to IE Bulletin 79-01 Submits 
projected schodirle for issuance of response 
MILLS* L M Tennessee Valley Authority 80/03/07 2pp 
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8003?60HS Ack receipt of 6002^7 Itr iTifoTinilig KIRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/ Z?** 44- 
50-260/79-44 !, 50-296/79-44 

STQHR-J f Region 2, Atlant<i> Fuel Facility !< Materials Safety^ 
Branch 80/03/07 Ip 


-‘-0003260131 Responds lo WfiC 800201 Itr re violations noted in IE Insp 
Ropts 50-259/79-44, 50-260/79-44 U 50-296/79-44 Corrective 
actions required efficiency t activity checks completed 
Results in agreement %j/ c ont-i rmatory measui emnts 
MILLS^L M tennessee Valley Authority BO/02/27 3pp 


—0003260144 Forwards JE Jtisp Repts 50-259/79-44. 50-260/79-44 t 
50-296/79-44 on 791217-20 1/ notice at violation 
STOHR. J P Region 2. Atlanta. Fuel Facility Materials Safety 
Oranch 60/02/01 2pp 


--9003260150 Notice of /lolatlon from Insp on 791217-20 

* Region 2t Atlanta, Office of the Director QO/OJ/31 Ip 


--6003260175 IE Insp Repts 50-259/79-44,50-260/79-44 U 50-296/79-44 
on 791317-20 Noncomp 1 lance noted failure to perform annual 
deficiency t activity checks for OelUil counting sys 
flONTOOMEfiVi D f1 Region 2. Atlanta. Office of the Director 
JENKINS, G R Region 2, Atlanta. Fuel Facility 6 Materiali Safety 
Branch 80/01/31 8pp 


8003270073 Forwards IE Bulletin 79~j4 progress rapt for Mar 1900 
MILLS, t 11 Tennessee Valley Authority BO/03/07 ]3pp 


0003260253 Forwards IE lluUetin 60-06, "Engmrercd Safety Feature 
JEEFl Reset Controls " Written response required 

O'RElLLf.J P Region 2. Atlanta, Office of the Director BO/03/13 
2pp 


0003250572 FoTuaids IE Info Notice 80-11, "Generic Problcois W/ASCO 
Valves in Nuclear Applications tncludlns Fire Protection 
Bys " No action or written response required 

O'RFILLV, J P Region 2, Atlanta. Office of the Girector eD/03/U 
IP 


6OO326OJ01 Forwards IE CircuJai 90-04. "Securing of Threaded Locking 
Devices on 6a f ety-Re la ted Equipment ” No written response 
r oquired 

□ ’REILLV, J F Region 2, Atlanta, Office of the Director 80/93/14 
3pp 


R periodic opoiating reports !> iclated correspondence 


9O&31SO370 forwards monthly operating rept for Feb 1980 

ABERCRDMaiF, H L Tetinossee Valley Authority 80/03/10 Ip 


— G003ib03BC iKnnthly operating rapt 'for Feb 1900 

TffOM T tennessee Valley Authority 00/03/01 32pp 


S Reportable occurrences, LERs U related correspondence 


&OO307O355 Forwards LER 80-007 /03L-0 

CALHOUN, J R Tennessee Valley Authority 80/03/03 Ip 

--8QO3O7O350 LER fiO-007/03L-0 on 600203, d uring normal opera tion, reac to-r 
recirculation pump £li tripped Caused by pickup df 
recirculation motor generator set generator stator temp 
relay Tests run, no problems found 
* Terinessee Valley Authority 80/03/03 2pp 


0003070372 Forwards LER B0-O06/O3L-0 

CALMOUN, J R Tennessee Valley Authority 00/03/03 Ip 


— 8003070374 LKR 80-006/03L-0 on 0OO2O3, ul> 1 1 e running electrical checks 
on recirculation pump, r sac tor recirculation pomp 2A uas 
accidentally tripped Caused by ml sinterp rota 1 1 on of labels 
on recirculation pump trip breakers 

NORRIS, J R Tennessee Valley Authority 00/03/03 2pp 


6003110621 Forwards LER 0O-OOB/O3L-O 

CALHOUN, J R Tennessee Valley Authority 80/03/06 Ip 


—8003180536 Updated LER 80-002 03L-1 on 79i222. dur i ng cold 
shutdown, f 1 ouj control valve 2-FCV-68-79 on r oc 1 rc ulat i on 
sys uiotild not operate Caused by improper installation of 
motor pinion gear by manufacturer 
« Tennessee Valley Authority 30/03/11 2pp 


0003180531 Forwards LER 80~009/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/03/12 ip 


— 80Q3180544 I ER QO-009/03L-0 on 000213, d ur i ng normal oper a 1 1 ofl, sle** 
line 0 rad lat 1 on mom tor a-Rri-90-139 failed downscale 
resulting in half scram A half isolation Caused by loss of 
power output from power drawer Power drawer replaced 
* Tennassee Valley Authority 00/03/12 3pp 


0003180537 Forwards LER e0-0lO/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/03/13 Ip 


--8003100543 LER ao-0lO/09L-0 on R00216, dur 1 ng hot shutdown, crack uai 
found in HPCI turbine coupling bearing support pedestal 
Probably caused by water hammer while warming HPC 1 from out- 
of-sve condition New pedestal installed 
* Tennessee Valley Authority 80/03/13 2pp 


8003210535 Forwards LER 60-011 /O3L-0 

CALHOUN, J R Tennessee Valley Authority 80/03/17 Ip 


— 60032)0541 LER 30-011/03L-0 on 900217, dur mg hot shutdown, 400 voU P**! 
board PR failed to transfer ptoperly duiing manual transfer 
Caused by dirty moveable contacts on normal breaker Contacts 
cleaned ^ board transferred properly 
* Tennessee Valley Authority 80/03/17 2pp 


8003260566 Forwards LER 0O-O12/O3L-O 

CALHOUN, J R Tennessee Valley Authority 00/03/19 Ip 


—0003260579 LER BO-012/03L-0 on 800223. while in cold shutdown for MPCl 
turbine bearing support pedestal ropa i r s, un i t was unable to 
return to sve Caused by out of sve condition pf HPCI Repair* 
completed f on 1 i returned to 

* Tennessee Valley Authority 80/03/19 3pp 
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F Security, medical, emergency V tire piotoction plans 


8003370290 Provides fire protection review of SER supp) items 
submitted by licensee Requests response' within 20 days if 
requirements to resolve issues will bo satisfied 
LAINAS, 0 Plant Systems Branch 80/01/21 I6pp 


8003100216 Forwards results of NRC evaluation of supplemental items to 
plant fire protection program Requests addt info within 20 
days 

SCHMENCER.A Of orating Reac tors Branch 1 80/02/06 I7pp 


8003170027 Forwards e/aluations of fire protection program submittals 
Includes list of submittals V status ?, evaluation of item* 
that are comp let e , unacceptab 1 e or require addl info 
5CHWENCER.A Operating Reactors Branch I 80/02/21 10pp 


8003250492 Responds to NRC 800221 Itr re fire protection program 
Discusses insulation of p Ipes. portabl e e x Ungui shers, lube 
oil shielding sgs . elec tr i caI cable penetrations L fire door 
supervis 1 on 

UTUEV.E E Carolina Power t, Light Co 00/03/10 21pp 


B003SQ0535 Informs that util wi ] 1 comply w/QA guidelines for fire 
protection i fce,rnis specific in Section 1 0 of Reg Crulde 1 (SO 
i snad vertentl y omitted fi om 0OO31B response Fire protection 
OA program will comply w/guideline* by 001031 
UTLEV, E E Carolina Power Light Co 00/03/25 ip 


J Insurance ^ indemnity information 


8003070287 Forwards certified Endorsement 50 to MAELU Policy MF-49 
GRAHAM, W E Carolina Power Z Light Co 80/02/27 app 


— 800311071? LER flO-OOQ/OGL-O on 000206, while conducting automatic 8003070302 Forwards certified Endoisement 3 to NELIA Binder ED-21 L 

deprcssuri latiorv sys logic functional test, relay 10A-K26 MAELU Binder )ta-2l 

manually operated in place of relay SE-K26 causing GRAHAM. W E Carolina Power • Light Co 80/02/27 5pp 

TOC I rculat 1 on pump 21) trip Caused by operator error 
* Tennessee Valley Authority 80/03/06 2pp 


0003)80527 Forwards updated LER 80-002/03L-) 

CALHOUN, J R Tennessee Valley Authority 60/03/11 Ip 
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P Opsr^tin^ license stage documents t* correspondence 


90O3170J97 F^oruards draft NUREO-*0630< "Cladding Suielling tr Rupture 
Models for LQCA Analysis" topics for discussion sent to 
fuel vendors Requests comments by 000109 

EI8ENHUT*t) Q Division of Operating Reactors 79/12/20 I9pp 


— 0003170371 Draft “Cladding Swell ing Rupture Models for LDCA 
Analysis “ 

POWERS, D A Core Performance Stanch NUREO-0630 79/11/30 
lOApp 


6003060620 Notifies of completion of generic hounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facilltij could most likely 
withstand more than SO ECCS actuations 

8CHMENCER,A Operating Reactors Branch 1 79/12/20 Ip 


B003260622 Forwards request for addl info re containment purge sys S# 
containment venting sys Info should be provided within 43 
days 

8CHWENCER, P A Operating Reactors Dranch I 00/01/09 3pp 


B003140055 Advises of adequacy of repair progi ami nondes true t ive ineps 
t- leakage testing performed to ensure maintaining integrity 
of feedwater piping until recommendations of owners group it 
NRC study group have been evaluated Safety analysis enc I 
6CHWENCER, A Operating Reactors Branch t 00/02/22 6pp 


0003130039 Notifies of data indicating fission gas release rate from 
LWR fuel pellets increases w/burnup No licensing action 
required for C“E or Exxon fueled Pl^Rs Users of Nestinghouso 
fuel must quantify burnup If new design criteria violated 
SCHWENCERjA Operating Reactors Branch 1 60/02/23 3pp 


B0032700S1 Summary Of 800209 meeting w/CF-t'L in BethesdaiMD re shielding 
requirements resulting from TMI Lessons Learned Task Force 
recommendation Supporting documentation end 
NEIOHBOR8, D Operating Reactors Branch 1 80/03/04 lOpp 


BOO310O469 Forwards final rept, '‘Steam Oenerator Water Hammer 
Evaluation “ 

REECE, J W Reece Engineering Associates 60/03/14 Ip 


— 0003180482 "Steam Generator Water Hammer Evaluation 

REECEi vl W Reece Engineering Associates 80/03/13 3lp-p 


6003190632 Responds to NRC 600223 request for info re LUR primary 
coolant sys pressure isolation valves Periodic leak tests 
continuous monitoring have consistently demonstrated 
acceptable valve performance Interface tables end 
UTLEYiE E Carolina Power b Light Co 80/03/14 Bpp 


Q00320043S Forwards proposed ETS (nonrad id ogical) for facility 
UTLEYrE E Carolina Power t Light Co 60/03/17 Ip 


•'-6003200436 Proposed ETS (nonrad iolog leal > for facility 
a Carolina Power U Light Co 80/03/17 i9pp 


8003250431 Forwards responses to NRC 800223 request for info re turbine 
disc integrity in operating Westinghouse nuclear low 
pressure turbines Proprietary version of site-specific 
responses withheld (ref 10CFR2 790) 

UTLEYrE E Carolina Power ^ Light Co 90/03/10 40pp 


Q Inspection reports, IF Bulletins it correspondence 


0003190983 Forwards IE Insp Rept SO-261/79-30 on 791211-14 Mo 
noncompUance noted 

LEWISrR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/01/14 2pp 


— 8003190309 IE Insp Rept 90-261/79-30 on 791211-14 Ne none oaip 1 lane e 
noted Major areas inspected procedures, p lant operations, 
licensee event followup U IE bul I etin, notice It circular 
f ol lowup 

KELLOGG, P sJ Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch MCHENRYrT J Region 2, Atlanta, Office of tha Director 
80/01/11 7pp 


8003170007 Forwards IF Info Notice 60-03, ^‘Main Turbine 
Electrohydraul 1 c Control Bys *' No specific action or 
response required, 

O^REILUY, J P Region 2, Atlanta, Office of the Director 80/01/31, 
8PP‘ 


8003190060 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference “ No written response required 
0'REtLUY,JP Regions, Atlarita, Office of the Director 60/01/31 

IP 


6003120007 Forwards IE Circulai 60-02. "Nucleai Power Plant Staff Work 
Hours No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/01 

IP 


Q003180116 Forwards IE Bulletin 80-03. “Loss of Charcoal From Std Type 
1 1 < Two- 1 nch , Tray Adsorber Cells “ Action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/02/06 

2pp 


6003210039 Ack receipt of 600108 1 tr informing NRC of steps taken to 
correct violations noted in IF Insp Rept 50-261/79-23 
DRVAINT, J C Region 2, Atlanta, Reactor Construction v Engineering 
Support Dranch 80/02/06 ip 


— 6003210063 Responds to NRC 791214 i tr re violations noted in lE Insp 
Rept 50-261/79-29 Corrective actions seismic restraints will 
be revcrificd U di screpanc i e s identified All data will bo 
reviewed by stress analyst 

STARKEY, R D Carolina Power U Light Co BO/Ol/08 4pp 


•0003210069 Forwards IF Insp Rept 50-261/79-29 on 791113-14 6 notice of 
violation 

MLfnPHY.,C E Region 2, Atlanta, Reactor (Construction U Engineering 
Support Dranch 80/12/14 2pp 


--0003210073 Notice of violation from insp on 791113-14 

« Region 2, Atlanta, Office of the Director 79/12/11 2pp 


— 600321007/ IE Insp Rept 50-261//9-25 on 791113-14 Noncomp I lance noted 
failure to maintain adequate QA records to identify all 
pipe support* 6 restraints per IE Bulletin 79-14 

HERDT, A R Region 2* Atlanta, Reactor Construction b Engineering 
Support Dranch WILCOX* J D , MODENOS, L Region 2, Atlanta* Office 
of the Director 79/12/11 4pp 


0003180034 Forwatds It Bulletin 00-04, "Analysis of PWR Mam Steam Lino 
Break U/Cuntinued Feedwater Addition " Written response 
required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 00/02/00 

2pp 


6003190390 Forwards IE Info Notice 60-05, "Chloride Contaminat i on of 
Safety-Related Piping L Camponents " No written response 
required 

O'RElLLViJ P Region 2, Atlanta, Office of the Director 80/02/00 
IP 


6003140471 Forwards IE Info Notice 79-3/. "Cracki ng in Low Pressure 
Turbine Discs'* ui/errata sheet 6 request for info related to 
turbine disc cracks Reply requested within 20 days 
EI8ENH3T. !> Q Division of Operating Reactors 60/02/2S 3pp 


6003140036 Forwards IE Info Notice 80-06, "Notification of Significant 
Events " Mo action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/02/27 

fp 


6003060571 Responds to IL Bulletin 79-27 Electrical sys tt compemonts 
vital to plant safety designed as Class I considered 
adequate for puuiering safety L nonsaf oty-rolated 
ins trumen tat ion 

FURR, 0 J Carolina Power ^ Light Co 80/02/28 5pp 


6003180169 Forwards supp 1 omental info to IE Bulletin 79-OlB, "Environ 
Qualification of Class SE Equipment " No response required 
O'REILLY, J R Region 2, Atlanta, Office of the Director 60/02/29 

8pp 


8003190309 FoTWards IE Info Notice e0-07> "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, JP Region 2. Atlanta, Office of the Director 60/02/29 f 
2pp 


8003160112 Forwards IE Circular 60-03, "Protection from Toxic Gas 
Hazards " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/03/06 

2pp 


8003140406 Forwards IE Info Notice 80-10, “Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation “ No specific 
action or response required 

□ ‘‘REIULY../ P Region 2, Atlanta, Office of the Director 80/03/07 

app 
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G0031B00&9 Foruiardi IE Info Notitft B0-09i "Po^slbls Occupational Health 
Hazard Ai.taciated' u/Cloie-i Coollrtj Sv» Operating Power 
Planti " No written retpon*® ref^otrad 

Q'ftEILLY, J P Region S> Atlanta. Office o# the Director 30/03/a7 

2pp 


aOO3l0Ol2‘i Forward! IE Info Notsce 80-0S "States Co Sliding Link 
Electrical Terminal Sloci '' No epeclfit action or responao 
reciue«ted 

a-'REILLV#J P Has ion 2. Atlanta^ Officv of the Director 80/03/07 
Spp 


S Reportable occurrences. LERs b related con espondent e 


8003240475 Forwards LFR 60-003/031-0 

STARKEVrR 0 Carolina Poujpr S< Light Co 00/03/21 Ip 


— S0032404S4 lER 80-003/034.-0 on 80022 1 * tuh 1 1 e installing jeismlc 
restraint per mod 492- 1 6, p inhole leak acc 1 dental ly cut in C 
chemical if vo) control sys holdup tanh inlet piping Caused 
by personnel rot clearing line prior to welding 
STARKEY. R D Carolina Rower & Light Co 0O/O3/2i 3pp 


6003270034 Foruardf IE Dulletin ao-OS. "^Vacuuiii Condition Resulting in 
Dantage to Chemical Vcl Control Sy* (CVCSl Holdup Tanks 
Action ic written response required 

O'^REIULYj J P Region 2. Atlanta. Office of the Director fl0/03/l0 

ip 


8003270200 Ack reteipt of 80020S Jtr infor/Jilng HRC of step* taken to 
corTect deviation noted in IE Insp Rept 90-261/79-29 
1]RYANT«J C Region 2. Atlanta. Reactor Construction 1. Engineering 
Support Branch 00/03/11 Ip 


'—0003270296 Respond* to NRC 000321 Itr re deviation noted in TE Tnsp 
Rept 50-261/79-2? Corrective actions nonindicating valve 
inside auiiliary bldg was loctid open if appropriate 
operating procedure revised 

STARKEY.R B Carolina Pouiar t Light Co 00/02/05 3pp 


--a00327030l Forward* IE Tnjp Rept 30-261/79-29 on 79^1210-14 if notice of 
davia tion 

BRYANT. J C Region 2. Atlanta. Reactor Construction Sc Engineering 
Support Draneh 0O/-OJ/21 2PP 


— BOD327030? Notice of deviation fron insp on 791210-14 

a Region 2. Atlanta^ Office of the Ptrrctor 60/01/16 Ip 


—8003270317 IE In»p Rept 50-261/79-29 on 791210-14 Noncomp 1 iance noted 
inadequate U substandard control k sectional valves for fire 
protecticn uater tg* 

KiLLERiHfi Region 2. Atlanta.- Office of the Pirector 

CONLON. T E Region 2. Atlanta. Reactor Construction $> Engineering 

Support Branch 80/01/16 I2pp 


0OO326D2O3 Porwarde IE Bulletin 60-06. “Eng knee red Safety Feature 
(ESPk Reset Control* *' Ifritten retponsi required 

O^REIULY.J P Region 2. Atlanta. Office of the Dire<tor 80/03/13 

2pp 


0003250547 Forward* IE Info Hetiee 00-11. ^'generic Problem* H/ASCO 
Valves in Nuclear Application* Including Fire Protection 
Syt " No action or written response required 

O'REILLY.J p Region 2. Atlanta. Office of the Director 00/03/14 

ip 


0OO326O£1O7 Forwards ib Circular 00-04. ^'Securing of Threaded Locking 
Devices on Saf e tg-Re la ted Equipment " No written response 
required 

O'REILLY, >fP Region 2. Atlanta, Office of the Director SO/03/14 
2pp 


R Periodic operating report* & related correspondence 


BD03C40176 Forward* "Effluent L Haste Disposal Semiannual Rept. 
Jul-Oec 1979 '* 

STARKEY. R B Carolina Power i Light Co 00/02/27, ip 


—8003040163 ‘‘Effluent tc Hatta Oltpeiel Semiannual Rept.Jul-Dec 1979 " 
• Carolina Power k Light Co B0/C2/27 BIpp 


DOCKET 50-262 BRIGHAM VOUNO I/NIV RESEARCH REACTOR 


0 Inspection reports. lE Bulletins 6 correspondence 


00031 10361 Fofwards IE Circular 80-02, "Nuclear power Plant Staff Work 
Hour* '* No written response required 

SEYFRJT, K V Roglon 4, Dallas. Office of the Director 0O/-O2/Ot 

Ip 


8003170050 Forwards IE Insp Rept 50-262/80-01 on 000117 No 
noncomp I lanc e noted Insp rept details withheld 
<ref 10CFR2 7901 

HADSEN.O L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 90/02/19 2pp 


— 0008170055 IE Insp Rept 50-262/80-01 on 800117 No none omp I i arcs notad 
Major areas Inspected security p Ian. protec tion of SNM. 
security organl ^a tion. acc e ss c ontrol. a larm sys. keys Zt locks 
& communi cat t ons Details withheld <ref 1-CFR2 790> 

EVANS. C A Region 4. Dallas. Office of the Director rlADSEN. 0 L 
Region 4. Dallas. Reactor Operations Nuclear Support Branch 
00/02/15 Ip 


DOCKET 50-263 MDHTICELLO NUCLEAR GENERATING PLANT 


F Security, medical, emei gency 6 tire protection plans 


0003170377 Discusses fire protection review. Item 3 1 lOA(4l.re prophiil 
to reroute diese) fuel piping to bypass intake structure 
pump room Ut i 1 791004 pioposal should be accepted 
MACDGUOALL, E A Brookhaven National Laboratory 79/12/18 Ip 


8003050367 Forwards fire protection review of Item 3 2 41 I 1 re- interior 
hose s tat 1 onsf h ose reach drywell 

HALL. R E Drookhaven National Laboratory 00/02/26 &pp 


0003040462 Submits evaluation of need for drywcll fire detection sys 
required by NRC 790029 safety evaluation Insta Hat ion. of 
fire detectors in drywel 1 is not required Detectors will not 
pick up incipient fires due to large amount of air movernont 
MAYER. L a Northern States Power Co 80/02/29 2pp 


8003050478 Forwards fire protection review o-f Item 3 2 3 re fire pumps, 
completing facility review 

HALL.R E Drookhaven National Laboratory 80/02/29 2pp 


6003110544 Nodi flee commitment in MRC 790920 fire protection safety 
evai uat ion. Sec 1 1 on 3 I 15 Alternate 2S0-volt power source 
to HPCl will be provided 

MAYER. L 0 Northern States Power Co 80/03/05 Ip 


I Financial information 


6003240361 Forwards Annual Financial Rept 1979 

DflLfSVEN.A D Northern State* Power Co 80/03/10 Ip 


60030404 13 Forwards "1979 Annual Operating Rept on Oecupationa} — 8003240364 Annual Financial Rept 1979 

Exposure" ^ "J979 Annual Operating Rept on Changes# Test* 2< a Northern States Power Co 80/02/20 40pp 

Eiperiments " 

STARKEY. R D Carolina Fewer !< light Co 80/02/27 2pp 

J Insurance t indemnity information 


— 8003040415 "1979 Annual Operating Rept on Occupational Eiposwre “ 
s Carolina Power 6 Light Co 79/12/31 2pp 


— 0003040417 ^'1979 Amii/al Operating Rspfc ori Change*. Tests It Esparlaienfc* 
» Carolina Power t Light Co 80/02/27 2pp 


8003130469 Forwards montlily operating rept for Feb 1900 
STARKEY. R B Carolina Rower k Light Co 00/03/07 Ip 


8003040390 Forwards Endorsement 3 to MAELU Binder X0-i7 k Endorsemsnt 3 
to NELIA Policy ED-17 

JOHNSON, fl G Northern States Power Co 80/02/26 5pp 


80030404-7a Forward* Endorsement 53 bo NELIA Policy NF-174 L Endorsement 
45 to IfAELU Policy MF-5i 

JOHNSON, B O Northern States Power Co 80/02/26 3pp 


— 8003130473 Monthly operating rept fpr Feb 1980 

WATFORD. M L Carolina Power k Light Co 00/03/04 3pp 
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P Operating license stage documents t correspondence 


8003170197 Forwards draft NUREC-0630( “Cladding Su^e 1 1 i ng -It Ruptuie 
Models for LQCA Analgsis" h topics foi discussion sent to 
fuel vendors Requests comments bg B00109 

EISENHUTiD 0 Division of DperatiTig Reactors 79/12/20 19pp 


-"0003170371 Draft “Cladding Suielling % Rupture Models for LQCA 
Ana 1 g s i s " 

PQWERBt D A Cora Performance Dranch 79/11/30 106pp 


800303005& Forwards Amend A3 to License DPR-22- saf etg evaluation GIA t* 
notice of Issuance ^ availabilitg 

IPPQLIT0< T A Operating Reactors Oranc h 3 80/02/12 2pp 


— 600303005B Amend d3 to License DPR-2S« r evi s ing operating tlmit niln 
critical power ratios average planar linear heat 
generation rote limitations on fuel 

IPPOLITO/T A Operating Reactors Branch 3 80/02/12 7pp 


"0003030061 Safetg evaluation supporting Amend 43 to License DPR-32 
a Operating Reactors Branch 3 60/02/12 l^pp 


—0003030063 ElA supporting Amend 43 ^o I icense DPR-22 
» Operating Reactors Branch 3 77/02/13 2pp 


"’'6003030065 Rotlcc of issuance f< availabilitg it negative declaration re 
Amend 43 to License DPR-22 

IPP0L1TQ<T A Operating Reactors Qtanch 3 BO/02/12 2pp 


6003120722 Submits details of review progiani for SaisaiU Class I 
piping ^ supports^ in response to RRC 000107 request One 
phase of two-phase renowal will be complete bg Mar 19Q0 
OILBERTS, D F Northern States Power Co 00/02/13 2pp 


B003040533 Infoims that local leak rate testing or standbg liquid 
control sgs isolation check valve XP-6 indicated leakage 
eiceoded Tech Spec criteria for individual isolation valves 
Cause under investigation 

ELlASONrL R Northern States Power Co 00/02/26 Ip 


6003050529 Forwards drawings tt addl info requested in NRC 000107 I tr re 
problems associated w/contatnment venting & purging Drawings 
available In Central Files onlg 

MAYERrL □ Northern States Power Co BO/02/26 6pp 


6003200262 Summary of 000221 meeting u/Nt>TECH North ern States Power 
Go re on-line leakage detection sgs for BWR feedwater 
noi i les 

SNAIDERiR P Systematic Evaluation Program Branch (Pre 791030) 
80/02/27 5pp 


0003190729 Notification of 600306 meeting w/util in BethesdatHD to 
discuss Implementation of Categorg A Lessons Learned Task 
Force requn ements 

KEVERNf T A Operating Reactors Branch 3 60/02/29 2pp 


0003240254 Forwards Amend 44 to License DPR-22 if notice of issuance 
a va 1 1 a b 1 1 i t g 

iPPOLITOrT A Operating Reactors Branch 3 00/02/29 3pp 


■0003240257 Amend 44 to License nPn-22» revi s ing Toch Specs concornlng 
integrated containment leak testing to be consistent w/ 
current std Tech Specsi NURE0-0123i Revis i on 2 
IPPOLITQ. T A Operating Reactors Branch 3 80/02/29 Bpp 


— B00324026I Notice of issuance ^ availability of Amend 44 to License 
t)PR-22 

IPPOLITORT A Operating Reactors Branch 3 BO/02/29 2pp 


8003060544 Forwards Revision 1 to offsite dose calculation manual 
HAYERjL 0 Northern States Power Co 00/03/03 Ip 


— 8003060546 Revision I to offsite dose calculation manual 
e Northern States Power Co 00/02/29 lOOpp 


6003200007 Summary of 800111 meeting w/Dechtet it licensees re oiasanrg 
wall tc pipe support structural Interd i sc 1 p 1 Inarii 
coordination 

LtCClAROOiR Operating Reactors Branch I 00/03/03 16pp 


0003120440 On 0OO3O3 j local leak rate toiling of primary containment 
vent isolation valve AQ 2896 indicated that leaka^je 
exceeded acceptance criteria Cause Is being invae ti gated 
ELIASON. L R Northern State* Power Co 60/03/04 Ip 


0003120483 Responds to NRC 600223 request for info re primary coolant 
sgs pressure isolation valves Valve configuration for RHfi if 
core spray sgs is check valve In series w/normallg closed t> 
normally opori motor operated valves Oversije drawings encl 
HAVER. L 0 Northern States Power Co BO/03/07 5pp 


0003170451 Or a00307> 1960 local leak rate testing of torus 
instrument air isolation valve CV-7956 indicated that 
leakage exceeded acceptance ciiteria for irtdividua] 
isolation valves Cause under investigation 
ELIASON. L R Northern States Power Co 00/03/07 Ip 


8003260602 Requests status of 13 unresolved license amend lequests Also 
requests copy of any addl amend requests i replacement pages 
for granted requests 

FERMAN. J g Minnesota. State of 60/03/19 2pp 


0 Inspection reports^ IF Bulletins ( correspondence 


6003130131 Forwards lE Insp Rept 30-263/79-20 on 791218-20 U notice 
of violation 

HElSHMANiR F Region 3« Chicago. Reactor Construction tf Engineering 
Support Branch 80/01/30 2pp 


—8003130140 Notice of violation from insp on 791218-20 

* Region 3. Chicago. Office of the Director 80/01/20 ip 


—8003130147 re Insp Rppfc SO-263/79-20 on 791218-20 NoncompUance noted 
plant operated ui/fuel exposure greater than 30.000 MND/STU 
790501-1221 w/o request for Tech Spec change 
CHOULES.N C .• WARNICK.R F Region 3, Chicago. Office of the 
Director 00/01/28 4pp 


0003140469 Forwards IE Info Notice 60-03. "Main Turbine 
Electro-hydraulic Control Sye “ No specific action or 
response required 

KEPPLEfl.J 0 Region 3. Chicago. Office of the Director 00/01/31 

ip 


0003190036 Forwards IE Circular 79-28. 6uppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/01/31 
Ip 


000312016/ Forwards IE Circular 80-02. “Nuclear Power Plant Staff llork 
tfours ' No written lesponse required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/02/01 

tp 


8003140246 Forwards IE Bulletin 60-03. “Loss of Charcoal from Std Type 
I If Tuo-Inc hi Tray Adsorber Colls “ Action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/02/06 

Ip 


8003110137 Forwai ds IE BulUtin 60-04. “Analysis of PNR Main Btsam Line 
Break kJ/Contlnued Feedwater Addition “ Written response 
required 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 00/02/00 

Ip 


0003190460 Forwards IE Info Notice 00-08. '^Chloride Contamination of 
Saf ety^Related Piping 4 Components " No written response 
requimd 

HEPPLER.J 0 Region 3, Chicago. Office of the Director 00/02/00 

Ip 


8003110190 Forwards corrected IE Bulletin 00-04. 'Analysis of PWR Main 
Steam Line Break U/Centlnued Feedwater Addition " No written 
response required 

KEPPt-ER.J 0 Region 3i Chicago. Office of the Director 0-0/02/14 
IP 


0003120692 Forwards IE Info Notice 80-06. '‘Notification of Significant 
Events " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/02/27 
tp 


8003260259 Responds to IE Bulletin 79-27 Sufficient alarms 4 automatic 
Initiations would be caused by loss of power on buses to 
alart operator Has no Invarteps that supply power to sys 
that could affect ability to achieve cold shutdown 
OILBERTS. D E Northern States Power Co 00/02/20 2pp 


8003120387 Forwai^ds IE Info Notice 00-07. "Pump Shaft Fatigue 
Cracking “ No response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 90/02/29 
Ip. 
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6003140331 ?up-p J tmental info to IE 79“0lB. “EnviT'on 

Qud 1 1 f teat I ori of C)a%s |£ Eq^uiprnvnt ” Rc-ipance rsi^tiired 
KGPPLERp J C Region 3. Chicago, Office of the Pirector 80/02/29 
QPP 


G0033I0025 Ack receipt 0 -f 600213 Itr re steps taken to pcTform 
sgsternatse revieuf of Seismic Class I piping (i supports, per 
IE Du 1 1 etrin 79- 1 A 

FlORELLl^O Region 3i Chicagoi Reactor Construction Engineering 
Support Qroneft BO/03/03 Ip 


8003130458 Forwards Revision 5 to "ASM£ Code Section Xl Insepvice Insp 
4- Testi-ng Program 4 Info Required for NRC Review of Requests 
for Relief From ASHE Code Section XI Requirements " 

HAVER, L n Northern States Power Co 80/03/C& UpP 


S003ieo24a Forwards IE Circular 80*03. ’'Protection From Tone O’as 
Hacards " No written response required 

KEPPLER. J C Region 3, Chicago. Office of the Director 90/03/06 

Ip 


8003260190 Forwards IE Info Notice 80-09, ''Possible Occupational Nealth 
Hatard Associated U/Closed Cooling 8gs for Operating Power 
Plants ” No written response required 

HePPLf^R.J 0 Region 3. Chicago, Office of the Director 90/03/07 

Ip 


Q00326007S Forwards IE Info Notice QO-04. "BUR Fuel Exposure In Excess 
of Limits ■■■ No action or response required 

KEPPLER.J Q Region 3, Chicago. Office of the Director 80/03/10 
IP 


D00326050D Forwards IE Info Notice 00- lO, ’’Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " Mo specifa-c 
action or response required 

KEPPLER,J O Region 3, Chicago. Office of the Director 80/03/10 

tp 


8003270099 Responds to IE Bulletin 79-OlB Forwards Mster list of sgs 
components required to function under postulated accident 
cond I tions, component evaluation worksheets for components 
inside containment -Sc sve condition profiles 
OIL^ERTG. D E Northern States Power Co 90/03/12 70pp 


6003310002 Responds to IE Bulletin 60-03. "Loss of Charcoal from 8td 
Type 11.2 Inch. Tray Adsorber Cells “ Standby gas treatment 
siis has Darneby-Ch eneq Type FC~I521 i- FC-2649 cells secured 
by studs t retaining clips Deficient cells not identified 
OILBERTS. D E Northern States Power Co 60/03/12 Spp 


0-003260313 Forwards IE Bulletin 90-06, "Engineered Safety Feature 
CESFl Reset Controls " Written response required 

KEPPLER.i/ O Region 3, Chicago. Office of the Director 60/03/13 
1 P 


0003290116 Forwards IE Info Notice 90-11. "Oanerlc Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
By s " No action or written response required 

KEPPLER. J O Region 3. Chicago, Office of the Director B0/03/i4 

Ip 


8003260361 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on 5a f ety-Re lated Equipment '' No written reiponte 
required 

l^EPFLER.JO Region 3. Chicago. Office of the Director 00/03/14 

in 


8003250542 Responds to IE Bulletin 79-0111 Unqualified splices found 
Inside containment in control cable* for inboard h6tv 
solenoid valves will be replaced during current refueling 
outage 

ELIABON.L 8 Northern states Power Co 00/03/16 Ip 


R Periodic operating reports related c o-rreipondence 


8003030400 Forwards "Annual R*pt ot Occupational Exposure.” rept of 
change* to OA plan L annual rept of changes. tes tf L 
experiments 

MAYER. L D Northern States Power Co 80/02/28 Spp 


— 0003030401 ’’Annual Rept of Occ upat lonal Exposure •* 
* Northern States Power Co, 00/02/20 ip 


9003030402 Changes to 'QA program far operations phase of facility 
a Northern State* Power C® 80/02/28 3pp 


8003170267 Forwards mofithlg operating rept for Feb 1900 
HAVER. L □ Northern States Power Co flO/03/lD Jp 


— 3003170269 Monthly operating rept for Feb 1900 

MVRADO, A L Northern States Power Co 80/03/04 4pp 


8003310256 Forward# revised monthly operating rept for Fob 1980 
KAYER-L D Northern States Power Co 80/03/29 Ip 


— 8003310258 Revised monthly operating rept for Feb J90O 
nvRASO. A L Northern States Power Co 00/03/20 Ip 


8003310107 Forwards "Radiation Environ Monitoring Program Annual Rept, 
1979 ” 

NARD. E C Northern States Power Co 80/03/26 Ip 


— 0003310191 '’Radiation Environ Monitoring Program Annual Rept. 1979 “ 
a Northern Stata* Power Co 60/02/12 46pp 


S Reportable occurrence*. LERs 4 related correspondence 


8003040916 ftO A02-86A ^ AO2-06D main steam outboard isolation valves k 
HpCl-9 HPCI exhaust line check valve found to leak in excess 
of tests specified Cause not stated 

ELIA8DN. L R Northern States Power Co 80/02/25 Ip 


8003120607 RO on 600303. cable routing review revealed lack of physical 
separation between certain cables U lack of interlock 
pressure signal* to meet F6AR separation criteria Resolution 
of items is being pursued by plant personnel 
ELlASdN.L R Northern States Power Co 00/03/04 ip 


8003110513 RO on 800223, dur mg local leak rate tes t ing. reac tor core 
isolation cooling sys exhaust check valves 9 S' 10 indicated 
excessive combined leakage Repair# made to both Koiatxon 

valves 

ELIASON.L R Northern States Power Co 60/03/06 ip 


8003170313 RO en 800306, dvr ing outboard MSIV repair. flow path existed 
between secondary containment b turbine bldg Caused by 
turbine stop valve work in progress when M8IV main poppet 
was pulled No corrective action discussed 
ELIASON.L R Northern States Power Co 00/03/07 ip 


0003160633 RO on 800307, local leak rate testing of primary containment 
drywell equipment drain sump isolation valves AO 2561 A A B. 
indicated leakage exceeded Tech Spec limit Cause under 
investigation 

ELIASON.L R Northern States Power Co 80/03/10 Ip 


6003160635 RQ on 60031 1 . w/reactor mode switch in refuel position, rod 
withdrawal block was not received when refueling bridge was 
over core Caused by maladjusted actuating arm of limit 
swi tch, which opens when bridge Is ovet care 
ELIABDN.L R Northern States Power Co BO/03/11 ip 


0003340405 Forwards LER BO-007/01T-0 

MAYER. L 0 Nortnern States Power Co 80/03/17 Ip 


—8003240407 LER ao-007/DlT-O on 800303. during refuel shutdown, cab J • 
routing for HPCf k automatic depi essuri zat ion sy# cables 
identified lack of physical separation between automatic 
dapressur i zat i on sys cables % ones for div of HPCI sensors 
SMITH. 0 R Northern States Power Co 80/03/14 ip 


8003240422 ftO 000314, local leak rate testing of MSIV AQ 2-0OA indicated 
that leakage exceeded acceptance criteria for MSIVs as 
defined by Tech Specs Cause being investigated 
ELIASON.L R Northern States Power Co 80/03/17 ip 


8003250403 Forwards LER aO-Oll/OlT-0 

MAYER, L 0 Northern States Power Co 80/03/20 ip 


— 8003250409 LER 0O-OU/OIT-O on 600306. during refueling outage, repa irs 
tu outboard MSIV stop valve revealed flow path between 
secondary containment L turbine bldg when MSIV poppet was 
pvllait Caused by lack of preventive procedure controls 
OVERLID, r Northern States Power Co 00/03/20 Ip 


B003240S5I Forwards LER 8O-013/0IT-0 

MAYER. L 0 Northern States Power Co 80/03/21 Ip 


0003240564 LER 0O-OI3/O1T“O on 800309, during refueling operation*, rod 
withdrawn block not received when refueling bridge traversed 
core Caused by actuating arm out Of adjustment Components 
readjusted & Interlocks tested prior to refueling 
MYRADO. A, L Northern States Power Co 00/03/21 Ip 


0003310330 Forwards LER 80-OQ6/03L-0 

MAYER, L □ Northern States Power Co 00/03/26 ip 
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— 800G31036S LER BO-OOA/OaU-0 an G00226« during r>fu«ling out^gvi i«van 
af main «tsam line area temp «ii>itche« found to trip above 
required level Caused eetpalnt drift Suiltches recallbr 
HfLLiU J Northern Stabef Pouer Co &0/03/26 Ip 


DOCKET 90-264 DOW CHEMICAL CO 


H General correspondence 


G003030549 Informs of recent personnel changes In reactor operations 
Reactor Operations Committee chairnan H Gill replaced by 
J Mackirhealth physicist 8 Noivtiood replaced by J Parsons 
senior reactor operator P North replaced by J Simpson 
LANGNERiR R Doui Corning Corp 80/02/22 ip 


O Inspection reports^ IE Qulletins correspondence 


6003120084 Forwards IE Circular 0O-O2» ‘‘Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLERiJ G Region 3i Chicago^ Office of the Director 80/02/01 


DOCKET 50-265 QUAD-CITIES STATION. UNIT 2 


F Securityj medical, emergency ^ fire protection plans 


8003170488 Forwards comments on supplementary items re fire protectio-n 
review for facilities 

MACDOUOALLfE A Srookhaven National Laboratory 77/10/08. 6pp 


6003030438 Notifies that no detection sys is needed in refueling floor 
fire detection sys Area has low fire loading mate-up water 
condensate cooling available in event of equipment loss 
JANECEKiR F Commonwealth Edison Co 00/02/25 2pp 


8003040264 Forwards response to NRC 771022 request for Info re safe 
shutdown analysis for fire Describes means for taking plant 
from hot shutdown to cold shutdown Analysis does not rely on 
repairs or addition of metis Repair procedures unnecessary 
JANECEK/R F Commonwealth Edison Co 80/02/29 7pp 


6003090590 Forwards response to Item 0<1) in NRC 771022 Itr Ic drawings 
re fire protection safe shutdown analysis Control circuit 
design will be submitted by 600601 Drawings available in 
Central Files only 

JANACEK.fi F Commonwealth Edison Co 60/02/29 7pp 


6003140251 Forwards "Fire Protection 6afe Shutdown Analysis. 6upp I 2. 
Cold Shutdown *' 

JANECEKiR, P Commonwealth Edison Co 60/03/04 Ip 


— 6003140267 "Fire Protection Safe Ghutdown Ana lye Is. 8upp 2. Cold 
Shutdown " 

e Commonwealth Edison Co GO/Oi/31 I2pp 


B003210934 Forwards "Preliminary Evacuation Time Study of lO-Mlie 
Radius Emergency Planning Zone " Rept findings should be 
considered preliminary 

PEQPLESiD L Commonwealth Edison Co 60/03/11 4pp 


— 6003210555 "Preliminary Evacuation Time Study of 10-Hile Radius 
Emergency Planning Zone " 

« Stone Hebster Engineering Corp 60/01/31 51pp 


0 Adjudicatory correspondence 


6003070278 Forwards confirmatory order tequiring llceneee to install 
recirculation pump trip by 801231 as stated In 790329.1130 
^ 600204 Itrs of commitment ' 

DENTON. K R Office of Nuclear Reactor Regulation 60/02/21 Ip 


— 6003070307 Confirmatory order requiring licensee to InstaU 
recirculation pump trip or in alternative place U maintain 
facility in cold shutdown or refueling mode of operation 
by 801231 

EIBENHUT.D Q Division of Operating Reactors 60/02/21 4pp 


H General correspondence 


8003160622 Requests facility 790722 8ER & placement on NRC mailing 
list for future updated SERs. 

HALLrR. E. Brookhaven National Laboratory 60/03/06 Ip, 


1 Financial information 


6003230541 Forwards annuel financial rept for 1 779, s t-tement of 
intarnel cash flow projected for 1780 b narrative statement 
to which cash flow projection l« anneied, e&p ) alning 
projection it dealing u/capital expenditures 
NEXQNi H H Commonwealth Edison Co 60/03/ 16 &pp 


P Operating license stage documents & correspondence 


8003170197 Forwards draft NOREQ-0630i "Cladding Swening (< Rupture 
Models for LQCA Analysis" S' topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISENHOTjD 0 Division of Operating Reactors 79/12/20 i9pp 


— 8003170371 Draft “Cladding Swelling Rupture Models far LQCA 
Ana lysis " 

PONERB. 0 A Core Performance Dronch 79/1 1/30 106pp 


6003060068 Discusses 600124 meeting u/uti) at site re safety impact 
assessment of near-term CL issues in NUREG~0660 Info 
provided by util will be considered in NRC actions re 
resumption of issuance of OLs 

HEISHMAN. R F Region 3* Chicago. Reactor Operations Nuclear Support 
Dranch 60/02/22 Ip 


8003110463 Forwards addl documentation re camplianee w/6ection 2 1 4 of 
Lessons Learned Task Force Category A Items Containment 
isolation sys reviewed to assure that diverse containment 
Isolation signals satisfy safety-grade requirements 
PEOPLES. D L Commonwealth Edison Co 80/02/25 57pp 


8003190005 Confirms 800217 tclcon informing of 600227 meeting u/uti 1 in 
Glen Ellyn. lU to discuss radioactive rnatl transportation, 
specific transportation regulation violation %> NRC 
enforcement options 

KEPPLER, JG Region 3. Chicago. Office of the Director 80/02/25 
ip 


6003030373 Responds to NRC 800121 Itr requesting addl info re 
containment vent it purge sys All valves modified to require 
closed position for control switches prior to manual reset 
Drawings avaii«ble in Central Files only 
JANECEKiR F Commonwealth Edison Co 80/02/26 4pp 


6003070396 Forwards responses to NRC 800121 questions re containment 
vent it purge sys Also forwards list of process St 
ms trumentatlon S- schematic drawings of vent S« purge lyi 
JANECEK.n F Commonwealth Edison Co 80/02/26 4pp 


6003270346 Summary of 800222 telcon w/NRC re 600219 Itr concerning 
factor of safety on shell type expansion anchors on safety- 
related piping sgs 

PEOPLES. D L Commonwealth Edison Go 60/02/29 2pp 


6003190457 Forwards listing of changes. tests 6 experiments completed at 
facility during Feb 1960 Dummary of safety evaluation 
Inc luded 

KALIVIANAKIS.N Commonwoalth Edison Co 60/03/05 3pp 


6003250393 Forwards NRC 600305 "Evaluation of Licensee Compliance 
w/Category A Items of NRC Recommendations Resulting from 
TI1I-2 Lessons Learned " All requirements have been 
satisfactorily met 

ZIEMANN.D Operating Reactors Dranch 2 60/03/05 19pp 


6003110432 Forwards revised proposed Tech Specs Pages 1 1/S 1-8.1 1/ 
2 l-3i 1 1/2 I 6. 1 i/2 i-9 ir 3 1/4 1-1 Average power range 
monitor gain adjustment option has been eliminated from 
proposed amend 

PEOPLES, D L Cammonwealth Edison Co 60/03/07 2pp 


—0003110437 Revised proposed Tech Specs Pages 1 1/2 1-2.1 1/2 1-3.1 1/8 
1-8.1 1/2 1-9 tt 3 1/4 1-1 . eliminating average power range 
monitor gain adjustmont sections 
* Commonwealth Edison Co 80/03/07 6pp 


8003180345 Responds to 800223 request for info re existing primary 
coolant sys pressure isolation valves 
NAUOHTON.W. F Commonwealth Edison Co 60/03/14 3pp 


6003240464 Forwards proposed amends to App A Tech Specs to include 
extended exposure max average planar linear heat generation 
rate curves Extended exposures for fuel types have been 
analysed by OE Incorporatad into NEDa-24l46A 
PEOPLE6.D L. Commonweal U Edison Co 80/03/19 2pp 
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'-80032*10471 Errata Addenda Sheet 2. replacing Page 4-9 to "LOCA 
Ana Ig tie Rept for FacHities ” 

e Oeneraj Electric Co NED0-24146A 79/04/30 Opp 


■8003240490 Proposed Tech Spec page changeCi rep lac mg Papes 3 5^1 (Sheet 
1 of 9), Figure 3 5-1 CSheet 2 of 5)iFigure 3 S-1 (Sheet 3 of 
91, Figure 3 9-1 (Sheet 4 of 5J t Figure 3 5-1 
(Sheet a of 51 

* Coflimonwea 1 th Edison Co 80/03/19 6pp 


0003310184 Foruards Amend 51 to Licen'Se DPR''30# taf et y evaluation t 
notice of iicuance 4c ava i lab i I i tg 

IPPOLlTOi T A Operating Reactors Branch 3 fiO/03/20 2pp 


■8003310189 Amend 91 to License DPR-OO* changing Tech Specs to support 
util rivleu of future reloads U modifying Condition 3 C to 
allure conservative 4 iax critical pourer ratio operating limit 
during coastdoun operation 

1PP0LIT0,T A Operating Reactors Branch 3 90/03/20 51pp 


— 8003310192 Safety evaluation supporting Amend 51 to License DPR~30 
a Office of Nuclear Reactor Regulation 80/03/20 Spp 


-''80033 10-1 9& Notice of issuance L availability of Amend 51 to License 
DPR-30 

iPPOLlTTOiT A Operating Reactors Branch 3 80/03/20 2pp 


0 Inspection reportsi IE Sulletins & correspondence 


8003040349 Appeals denial of FOIA lequest for NRC rept re investigation 
of alleged security breaches at facilities 
RUNNTNOEN, R Affiliation Unlnoun 80/01/20 ip 


8003190007 Forwards IE Circular 79-25/ Suppl A* "Shock Arrestor Strut 
Assembly Interference " No urltten response required 
J^EPPLERiJ 0 Region 3/ Chicago* Office of the Director flO/Ol/31 

sp- 


8003120HO Forwards 1C Circular e0-02i '^Nuclear Pouer Plant Staff Nork 
Hours " No written response required 

KEPPLER/J Q Region 3. Chicago/ Office of the Director 80/02/01 

IP 


8003800405 Forwards IE insp Repti 50-010/80-02.50-237/90-02.50-249/ 
80-02,50-294/80-02 ti 50-2^5/80-04 on 800UO No noncempl lance 
noted 

KEfPLERi^l 9 Region 3. Chicago. Office of the Director 80/02/05 

app 


—8003200408 1C Jnsp Repts 30-010/00-02* 50-237/60-02. 50-249/80-02. 
30-294/80-02 &; 3O-2f)5/B0-O4 on 000110 No noncomp lUnc «| 
noted Major areas inspected discussion of recent personnel 
errors 

KEPPLERrJ 0 Region 3, Chicago* Office of the Director 80/01/29 
4pj> 


S0031401-6? FaPuariTs IE Bulletin 80-03. "Loss of Charcoal from Std Type 
1 1. Two-Inch* Tray Adsorber Cell! " Action required 
KEPPLER/xi 0 Region 3. Chicago. Office of the Director, 90/02/06 
if 


8003230647 Ac k receipt of 80011? i tr informing NRC of steps taken to 
correct violations noted in IE Insp Repti 50’'294/79-&7 6 
30-269/79-24 

HiNOiJ. A Region 3# Chicago. Safeguards Branch 80/02/06 Ip 


— 8003230654 Responds to NRC 791227 1 tr re violations noted U IE Insp 
Ripts SO-294/79'27 U 50-265/79-24 Corrective actions weeds 
t( brush removed from isolation area Portions withheld (ref 
10CFR2 790 » 

PCOPLEB. D.L Commonwealth Edison Co 80/01/17 Ip 


800311009-2 Forward's IE Bulletin 80-04* "^Analgsis of PUR Main Steam Line 
Break H/Contlnued Feedwater Addition " Mrittrn response 
required 

KEPPLEfi.sf, 0 Region 3* Chicago/ Office of the Director. 80/02/08 
if- 


8003190316 Forwards IE Info Notice 80-09* "Chloride Contamination of 
8af ety-Rel eted Piping l< Components No written reiponse 
required 

HEFPLER/J.O Region 3. Chicago* Office of the Director 80/02/08 

Ip. 


8803310440 Forwards Waite Packaging Insp Rept 79-06A on 79H26-2S No 
n one omi 1 lance noted. 

BAVlSiA.a Region 3* Chicago/ Fuel Faculty & Materials Safety 
Branch. 80/02/13 2pp 


— 8003310452 Waste Packaging Insp Rept 79-06A on 791126-20 No 
noncompliance noted Major areas inspected shipping paper b 
DOT placarding requi rements. rad 1 ati on lev* 1 s. removable 
contamination 4 DOT marking i labeling requirements 
PATTER. J P / BROWN. R A Region 3. Chicago. Fuel Facility U 
Materials Safrty Branch 80/02/13 4pp 


8003110244 Forwards corrected IE Bulletin 00-04. "Analysis of PWR rtair 
Steam Line Break W/Continuod Feedwater Addition " Previous 
IE bulletin ihould have stated for info only No written 
response required 

HEPPUER/ J 0 Region 3. Chicago. Office of the Director 00/02/14 
ip 


8003040367 Responds to appeal re denial of FOlA request for NfiC r«pt 
concerning investigation of alleged security breaches NRC 
FBI conclude that info release would jeopardiie enforcement 
actions Document withheld (ref FOIA Erempiion 7) 

DIRCKS.U J Office of Nuclear Material Safety 6 Safeguards 
aO/OS/26 Ip 


6003130-673 Ac k receipt of 800219 J tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50*265/79-27 
HEISHHAN.R F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch 00/02/26 Ip 


--8003130676 Responds to NRC 800126 1 tr re violations noted in IE Imp 
Rept 50-265/79-27 Corrective actions annual retraining 
program for employees will be reviewed it necessary changes 
will bo made 

PEOPLES/ D L Commonwealth Edison Co 80/02/19 4pp 

Q003120675 Forwards IF Info Notice 00-06. "Not i f icati on of Significant 
£\enba " No action requiied 

KEPPLER. J G Region 3. Chicago. Office of the Director 80/02/27 
ip 

0OO32OOO76 Forwards responses to l£ Bulletin 79-37. "Loss of Non*CLai» 
IE Instrumentation 4c Control Power Sy * Bus During 
Operation " 

PEOPLES. D L Cdflimortwea 1 th Edison Co 80/03/28 29pp 


8003130336 Forwards IF Info Notice 00-0/. "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/03/89 

Ip 


6003140121 Forwards supplemental info to IE Bulletin 79-OlD. "Environ 
Dual 1 f Ication of Class IF Equipment " Response required 
KEPPLER.J G Region 3. Chicago. Office of the Director 80/02/29 
epp 

000327011? Forwards master lists of plant protection sys in reiponse to 
IE Bulletin 79-OlB. '^■Fnviron Dual i f teat i on of Class IE 
Equipment " Includes equipment required to function in event 
of LOCA.main steam or energy line break 
PEOPLES. 0 t Commonwealth Edison Co 80/03/04 9lpp 


□003180329 Forwards IF Circular 00-03, "Protection From Tome Gas 
Haiards " No written response required 

KBPPLER.U 0 Region 3. Chicago. Office of the Director 80/03/06 
Ip 


0003260148 Forward* IE Info Notice 80-09. "Possible Occupational HeaMh 
Hajard Associated N/CloseJ Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLER.J© Regiin 3. Chicago. Office of the Director 80/03/07 

IP 

□003260426 Forwards IE Info Notice 0O~iO. "Partial Loss of Non-Nuclear 
instrument Sys Power Supply During Operation *' No specific 
action or response required 

KEPPLER.J G Region 3. Chicago. Office of the Director SO/03/10 

Ip 

8003270220 Forwards NRC evaluation of util responses to IE Bulletin 
79-08. "'Events Relevant to ONRs Identified During TMI 
Incident " 

IPPOLITO. T A Operating Reactors Branch 3 00/03/10 42pp 


8003260380 Forwards IE flulletin BO-06. "Engineered Safety Feature 
(ESFl Reset Controls “ Written response required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 80/03/13 

ip 

8003250070 Forwards JF Info Notice BO-11. “Generic Problems W/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sys *' No action or written response required 

KEFPLER.J G Region 3. Chicago. Office of the Director 90/03/1* 

<P 
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a003260SB2 ToruArdi IE Circular a0~04i "Securing of Threaded Locking 
□•vicet on S«f etij^^Related Ec^uiptnant " No (written retponit 
re<iulred 

KEPPUER* J 0 Region 3i Chicago^ Office of the Director 80/03/14 

ip 


R Periodic operating reportf & related correepondence 


8003090417 Foruardt errata sheet for temlannual rept for Apr-'June< 1979 
$i lemiannuaL rept for radioactive effluents it occupational 
radiation exposure for Jul-Dec* 1979 

KALIVIANAKI8. N Cortmonueal th Edison Co ao/02/0& Ip 


— 8003090419 Errata sheet for effluent it uaste disposal semiannual rept* 
Apr-Jun# 1979 

a Commonuealth Edison Co SO/02/06, Ip 


— 8003050423 Semiannual rept for radioactive effluents U occupational 
radiation exposures for July-Dee 1979 
« Commonuealth Edison Co QO/02/0& I8pp 


S Reportable occurrences^ LERs it related correspondence 


8003060A2Q FOIA request for info re facility securityi 760331 
overexposure inc identi 791S09 radioactive uater release it 
791204 sabotage attempt 

ROMIC.B Affiliation Unknown 80/01/29 ip 


0003130928 PNa-ni-ao-029- on 8002001 industrial accident occurred in 
area of torus involving loss of two fingers by contractor 
Ko gross contami nation was detected due to low contamination 
levels in torus area 

CHRISSOTIMQS.N i BPESSARDi R L Region 3. Chicago^ Office of the 
Director 60/03/08 ip 


0003040547 Forwards supplemental LER 0O-O3O/O3L-1 

KALIV1ANAK10I N Commonwealth Edison Co 00/02/19 Ip 


—8003040994 Supplemintal LER 79-OaO/03L-l on 791220. while performing 
surveillance procedures OOS 30-2. R HR sve water vault bed 
plate drain cheek it bed plate drain valve AO 2-4999-99 
failed to close Caused by component failure Ualve rebuilt 
HANNUM D Commonwealth Edison Co 00/02/19 Ip 


0003060637 Responds to FOIA request for info re facility security. 
760321 overexposure inc ident. 791209 radioactive water 
release 6 791204 sabotage attemp t, Forwards documents listed 
in App A. No document available re grand jury inquest 
FELTON. J M Division of Rules and Records 00/02/21 3pp 


--8003060644 Forwards IE Insp Repts 90-294/76-10 U 80-269/76-00 re insp 
on 760330-0402 

FlORELLIfO Region 3. Chicago. Reactor Operations Nuclear Oupport 
Branch 76/04/21 2pp 


--0OO3O6O692 IE Insp Rept 90-294/76-10 U 90-269/76-00 on 760330-0402 
Noneomp 1 iance noted liquid effluent release 6 personnel 
radiation exposure 

KNOPrR C r FElERADENDrC D Region 3« Chicago. Office of the 
Director 76/04/02 9pp, 


--0003060663 RO 760330. while reviewing personnel exposure rept for 
760112-0321 discovered that mechanical foreman received 
whole body radiation exposure of 3 130 rem Caused by 
employee failure to log daily personal dosimeter readings. 
RALIVlANAKiSi N Commonwealth Edison Co 76/04/29 9pp 


—0003060671 Forwards response to NRC 760921 itr re steps taken to 
correct violations noted In IE Insp Repts 90-294/76-10 6 
90-269/76-00 Util 760409 rept describes 760323 discharge of 
liquid radwast# 

BOLDER. R L. Commonwealth Edison Co 76/09/18 2pp. 


—0003060600 Forwards RO 90-294/76-14 t. rept re first quarter 1976 
overexposure RQ only end 

PRO0ECKY. K A Commonwealth Edison Co 76/09/10 ip. 


—8003060699 Aek receipt of 760429 Itr re radiation exposure of 
Individual Cause of noncompl iance ^ actions to preclude 
recurrence will be reviewed during future insp. 

THOMPSON. D Office of Inspection li Enforcement. Office of the 
Director. 76/09/20. ip 


—8003060701 Ack receipt of 760918 Itr informing NRC of steps taken to 
correct items of noncompHance noted In 760421 Itr. 

Corrective ections will be examined during future insp. 

FIOREUI.O. Regions. Chicago. Reactor Operations Nuclear Support 
Branch. 76/09/26. Ip 


— 8003060712 PNO-79-OS7 during refueling outags.RHR heat exchanger 
draining operation was terminated when unplanned release of 
radioactive liquid was suspected Caused by equipment 
operator opening all valves feeding instrument header 
CMR10&OTIMOS, N . SPESSARD.R 1 Region 3, Chicago. Office of the 
Director 79/12/10 2pp 


— 8003060727 PNO-79-057A updating PNO-79-057 gross gamma analysis of 
water in storm sewer-oil separator sgs indicates release of 
radioactive liquid to MS River did occur Caused by partially 
open diffuser gate allowing cana} discharge into river 
CHRIS80TIMC1S. N . 6FES8ARD.R L Region 3. Chicago. Office of the 
Director 79/12/lC Ip 


—0003060739 IE Insp Rept 90-254/79-25 i* 50-265/76-00 on 791105-1214 No 
items of noncompliance noted Major areas inspected maint 
plant operations, refuel ing ac t i vi 1 1 es« cal ibr. radiation 
protection. Independent areas & unusual event 

CRISSOTIHOS. N . SPE6SARD. R L Region 3. Chicago. Office of the 
Director 79/12/14 6pp 


8003170452 Forwards supplemental LER 0O-OOi/O3L-i 

HALIVIANAKIB. N Commonwealth Edison Co 00/02/29 Ip 


— 0003170497 Supplemental LER BO-001/03U-1 on 800100. while performing 
80LC relief valve setpoint ch ech, rel ief valves RV 1109A U RV 
IkOSD actuated above Tech Spec liaxli; Caused by relief valve 
setpoint drift Vfatves removed, insp ected 1. rebuilt 
YAKRENNALO. J Commonwealth Edison Co 80/02/29 Ip 


0003200390 Forwards LER 0O-OO3/OaL-O 

HALIV1ANAHI6. N Commonwealth Edison Co 00/03/01 Ip 


— 0003200404 LER 80-003/03U-0 on 000213. while performing procedure 
QtB 39-2.reactor bldg ventilation sys would not reset after 
test isolation Caused by burnt CR 120 rslag Relay 1709-109 
replaced in functional test sucesifully completed 
UYKOFF. 0 Commonwealth Edison Co 00/03/01 Ip 


0003120409 Forwards updated LER 79-027/03L-1 

KALIVIANAKIS. N Commonwealth Edison Co BO/03/04 Ip 


—6003120413 Updated 79-027/03L-1 on 79U26.Six occurrences identified 
whereby excessive leakages were measured w/respeet to 
primary containment Isolation valves Caused by component 
failure 6 seating problems 

KAN. 6 Commonwealth Edison Co 00/03/04 12pp 


8003200412 Forwards LER ao-004/03L-0 

KALlVIANAKte.N Commonwealth Edison Co 00/03/06 ip. 


— 0003200415 LER 80-004/03L-0 on 000219. while performing procedure 
OMS 700-i. automatic blowdown timer 2a7-i05A took i32-s to 
time out. eiceedlng Tech Spec limit Caused by Instrument 
setpoint drift Timer adjusteit &. verified to be iOO-s 
UAHRENNALD.J Commonwealth Edison Co 60/03/06 ip 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT. UNIT I 


F Security, medical, emargency it fire protection plans 


600317-0299 Forwards r acommendatione for fire protection design review 
Items 3 1 2 I. 3 1 23 r* carbon dioxide hose reel noiiles & 
smoke exhaust 

MACDOUOALL.E A Rrookhaven National Laboratory 79/11/30 Spp 


0003060931 Forwards info re open fire protection issuei review Enel 1 
summariies status of open issues Enel 2 it NRC evaluation of 
design description for proposed detector installations Util 
791220 proposal for detector placement is acceptable 
LAmA6iO Plant Systems Branch 00/02/05 6pp 


0003280029 Forwards open items resolution of Incomplibe items for 
790802 fire protection program re safety evaluation rept 
Requests response within 30 days 

8CHMENCER.A Operating Reactors Branch 1 00/03/09 4pp 


8003280455 Bubmlts comprehensive evaluation on three util fire ditector 
analyses, separately evaluated by 0NL on 000303.0212 U. 

791130 NRG should study effects of congestlonj ventl lation/ 
stratification on detector performance 

BACCIO. J Drookhaven National Laboratory. 60/03/20 3pp 
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G AS ju<f icator^^ corrupondenic e 


8003050263 NotiTses that NRC 800J03 order nodifgJng 791130 confirmatorg 
order did not arrive until period for re^oeetxng hearing had 
expired No ac knoLul ed genent recelrGd re 791126 petition to 
intervene 

FALK I K M Uisconfin's Environmental Decade 60/02/11 Ip 


B003ldO143 Response in opposition to tJRC 800211 motion to deny 
intervEnor re<t.iiest for hearing on Commission 791130 
conf I r-matortj order Injury may be inflicted hy inaction per 
Medical Committee vs SEC 

Falk* K M Wisconsin's Environmental Decade BO/02/23 7pp 


6003040514 Notifies that intervener is beinig served u>/pertinent 
documents Reijoests that Commission enforce or parte rule* 
against util & institute specific procedures to ensure that 
future ex parte documents are not considered 
FALK> K M Wisconsin's Environmental Decade 60/02/26 2pp 


8003030526 Petiticns Commission to deny impending re^iuest to continue 
operation for too uts % to order shutdown until completion 
of adjudicatory hearing re tube degradation issue 
CHAPNOFF.C Shau. Pittman, Potts & Trowabridge BO/02/28 Ip 


8003030536 Peq.uests emergency amend to Coirnniss i t>n 791130 confirmatory 
order, so that Unit 1 can remain in svc,unti9i 600310* due to 
Unit 2 shutdown caused by 600227 secondary leakage in eecass 
of tech Spec limit 

CHARhOFFi G Shaui. Pittman, Potts ^ Trowtridge 80/02/20 3pp 


H General; correspondence 


3003060)36 Forwards bJUREG/CR-O) 99, "nadtol og 1 cal Assessment of Steam 
Ganerator Removal S< Replacement." in response to 79112? )tr 
Util has made no request to replace steam generators W/o 
end 

EISEhT-iOT, D G Division of Operating Reactors 80/0t/04 Ip 


60030605SS Requests clarification of Licensee 600226 1 tr stating that 
five defective tubes found during Oct 1979 insp util b« 
pu i led 

FALK;H li Wise dm in's Environmental Decade 30/03/02 Ip 


8003310090 Respond$ to FOIA requests for documents r« plant safety 
identified by accession ^ rept numper. author, descr ip t ion it. 
nuftter of pages Foruards documents luted in App A Documents 
5 26 partially withheld (ref FOIA Exemption A) 

FELTON, J M Division of Rules and Records 80/03/03 6pp 


— 'S00331010S RO 50-266/7S-IB on 751217, dur i ng facility refue 1 ing, fa 1 led 
fuel assembly discovered ori 0-03 fuel rods Caused by water 
impingement through, baffle plate while failed assembly was 
in Cycle 2 Position H-J Thorough insp program is underway 
DURSTEIN.S Wisconsin Public Service Corp 75/12/30 9pp 


P Qperating license stage documents Ic correspondence 


E003170J97 Forwards draft NUREO-0630i "Cladding Swelling 3e Rupture 
Models foi LQCA Analysis" 6 topics for discussion sent to 
fuel vendors Requests comments by 800109 

ElSENHUTfD G Division of Operating Reactors 79/12/20 19pp 


--8003170371 Draft "Cladding Swelling 8< Rupture Models for LOCA 
Analysis '' 

POWERS, D A Core Performance Branch NUHEO-0630 79/11/30 
i06pp 


B003060639 Notifies of completion of generic bounding revieu re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
uithitand mote than 50 ECCS actuations 

SCHWENCER, A Operating Reactors Branch l 79/12/20 Ip 


800312073+ Requests aniite 000206 6 07 meeting to discuss resjionses 
to end info need* re inservice testing program 
SCHNENC£R,A Operating Reactors Orahch 1 80/01/03 8pp 


8003090121 Wotificatton of 000225 meeting w/otll in Bethesda^HD to 
discuss imp lementatton of Lessons Learned Task Force 
Category A i terns 

TRAMMELL, C Operating Reactors Branch 1 60/02/19 Ip 


80030501+6 Sumjfvary of 600102 meeting w/Peter Anderson of MI Environ 
Decade re stsam generator-s Clement* 0001 13 memo- end 
0AUTER.GD Commission 80/02/19 Spp 


0003240175 SurTiman I ee 800102 visit by P Anderson of WI Environ Decade 
re steam gonerator* at util Potential ex parte question 
involved Conversation siirilar to summary of end ML 
Clements 600116 memo Recommended sending Itr to NfiC 
SAUTER,G D Commission 80/02/19 Ip 


— 8003240182 Summai 1 1 es 800102 meeting w/P Anderson of WI Environ Decade 
concerning petition filed re facility Author unaware that 
proceeding had commenced Discussed desirability of 
metallurgical analysis of tubes identified in 791116 LER 
CLEKeNTS,W L Commissi or 00/01/16 ip 


3003120407 Summary of 000206 meeting u/util Westinghouse re turbine 
disc iTispa Lists of attendee* 6 summary of disc fracture 
analysis end 

TRAMMELL. C M Operating Reactors Branch 1 QO/02/21 5pp 


8003030516 Forwards addl fee in response to NRC G00205 Itr re revieu 
b approval of Tech Spec Change Request 61 Fee submitted 
under protest 

FAV, C W Wisconsin Electric Power Co 80/02/22 2pp 


8003050502 Forwards amend fees re Tech Spec Change Request 59, i n 
response to 800802 Ltr dismissing util protest against 
payment Ut i I believes fee inappropriate 
FAY, C W Wisconsin Electric Power Co 80/02/25 2pp 


6003130036 Notifies of data indicating fission gas release rate from 
LWR fuel pellets increases ui/burnup Mo licensing action 
required for operating reactors Users of Westinghouse fuel 
must quantify burnup if new design ciiiena violated 
SCH' 'NceR<A Operating Reactors Dianch 1 60/02/25 2pp 


8003190249 Summary of 300206 meeting ui/util re forthcoming steam 
generator tuba insp required by 791130 confirmatory order 
TRAMMELL, C M Operating Reactors Branch 1 00/02/27 0pp 


8003060460 Responds to 80022 <p Itr from Wl Cn/iron Decade to NRC w/ 
complaint about not I'eceif^lng pertinent documents io 
facilities All info re Unit t served Unit 2 no longer subj 
of proceedings 

CHARNOFFrG Shaw. Pittman. Potts b Trowbridge 80/02/29 2p p 


8003200007 Summary of GOOlll meeting w/Bechtel t licensees re masonry 
wail V pipe support structural interdisciplinary 
coord ina t ion 

LtCCIARDO.R Operating Reactors Branch 1 80/03/03 I6pp 


6003270+65 Discusses 800308 maating w/util f, Uostinghouse at site ro 
explosively plugged tube removal process, assoc la ted 
radiation exposure b impact on outage time 
SHAO, L C Engineering Branch 00/03/12 2pp 


0OO3I9O573 Forwards response to NRC 800225 5 0304 requests for addl 
info re util irnp lementat i on of i commitment to requirements 
of NUftEO-0570 Revisions to emergency operating procedures 
ensure proper use of prossurizer heaters during accidents 
FAY, C M Misconsin Electric Power Co 00/03/14 76pp 


0003260372 Forwards response to NRC 800225 ltr re safety significance 
of keyway cracking in low pressure turbine rotor discs 
Application for withholding proprietary info 6 affidavit 
end Portion of response withheld (ref 10CFfl2 790) 

DURSTEIN. 5 Wisconsin Electric Power Co 80/03/19 24pp 


Q Inspection reports, lE Dutletms 6 correspondence 


0003190952 Forwards IE Insp Repts SO-266/79-19 JJ, 50-301/79-21 on 
791204-07. 14~15 & 18 No no nc amp i lance noted 

HEISHMAN, R F Regian 3, Chicago, Reactor Operations Nuclear Support 
Branch 30/01/30 2pp 


"8003190963 IE Insp Repts 50-266/79-19 t. 50-301/79-21 on 791204-07, 
14, 15 S« 18 No none omp 1 1 anc a noted Major areas inspected 
bulletin foil owup , nonr ount i ne event follewup /, independent 

losp 

SMITH, J 0 , MARNICK, R F Region 3, Chicago. Office of the 
Director □0/01/29 5pp 


9003140472 poruaids IC Info Notice 80-03, "Mam Turbine 
El actrohydraul ic Control Syi ’* No specific action or 
response required 

KEPPLER, vf G flagion 3, Chicago, Office of the Director 00/01/31 

tp 


8003190044 Forwards IE Circular 79-25, Soppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLERf^/ O Region 3, Chicago, Office of the Director 00/01/31 
Ip 
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9003120196 Forwards IE Circular 00-02. “Nuclear Power Plant Staff Work 
Hours “ No written response required 

KEPPLER.J G Region 3, Chicago, Office of the Director BO/OS/Ol 
Ip 


B00314025S Forwards IE Bulletin 00-03, “Loss of Charcoal from 3td Type 
11 p Two- 1 nc h , Trac^ Adsorber Cells “ Action required 

i^EPPLER. J 0 Region 3, Chicago, Qffice of the Director BO/02/06 

ip 


9003200495 Foiwardt IE Insp Repts 50-266/79-14 «< 50-301/79-16 on 
791011,1114-15.1217-19 U 800107-09 

FIQRELLI.O Region 3, Chicago, Reactor Construction £« Engineering 
Support Branch 80/02/07 2pp 


—8003200506 IE Itisp Repts 50-266/79-14 50-301/79-16 on 79101 1. U 14-15, 

1217-19 ^ S00107-OQ No noncompliance noted Major areas 
inspected OA/OC program, imp lementlng proceduresi work 
activities >/ nondestructive examination of data 
DANIELSON, D H Region 3, Chicago, Reactor Construction V 
Engineering Support Branch NARD.K D Region 3, Chicago. Office 
of the Director QO/02/04 I6pp 


B003110150 Forwards I£ Bulletin 00-04, “Analysis of PNR Main Steam Line 
Dreak U/Continued Feedwater Addition “ Written response 
required 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/02/00 
IP 


0003190372 Forwards IE Info Notice 80-05, “Chloride Contamination of 
Safety-Related Piping 4 Components “ No written response 
requ ired 

i^EPPLERiJ G Region 3, Chicago, Office of the Director 90/02/08 

ip 


6003280182 Forwards IE Insp Rept 50-266/80-01 on 000108-11 No 
noncomp 1 lanc e noted 

HCI9HMAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Dranch 80/02/12 2pp 


-'8003280191 IE Insp Rept 50-266/80-01 on 000108-11 No noncomp 1 lance 
noted Major areas inspected incore/excore cal ibr. isothermal 
temp coefficient measurement, target axial flux difference 
calculation 6 shutdown margin determination 
CHQU.E T , STREETER, T Region 3, Chicago. Office of the 
Director 00/02/06 App 


8003310460 Forwards IE Insp Repts SO-266/79-20 U 50-301/79-22 on 
791211-12 No noncomp 1 lance noted 

DAVIS. A B Region 3. Chicago, fuel Facility Materials Safety 
Branch 80/02/16 app 


-8003310468 IE Insp Repts 50-266/79-20 SO-301/79-22 on 791211-12 No 

noncompliance noted Major areas inspected licencee actions 
in response to IE Bulletin 79-19, “Pac kag ing of Low Level 
Radwasts for Transport Burial " 

FISHER, U L Region 3, Chicago, Fuel Facility Materials Safety 
□ranch GREGOR, L R Region 3, Chicago. Office of the Director 
00/02/08 7pp 


0003140430 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs," w/errata sheet U request for info related to 
turbine disc cracks Reply requested within 20 days 
EISENHVT, D G Division of Operating Reactors 00/02/25 3pp 


6003030501 Forwards steam generator insp plan which will be conducted 
during shutdown to perform tests raquia'ed by 791130 
Confirmatory Order for mod of license 8vc list end 
CHARNOFFrO 0haw, Pittman, Potts V Trowbridge 00/02/26 2pp 


0003310401 Forwards response to lE Bulletin 79-27, 'Loss of Nonclass IE 
Instrumentation V Control Power Sys Bus During Operation “ 

Loss of power to any instrument bus will not affect ability 
to go to safe shutdown 

FAY.C W NlsCOnsln Electric Power Co 80/02/29 3pp 


6003240571 Ac k receipt of 800211 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-266/79-18 4 
50-301/79-19 Revised notice of vlolution end 

DAVIS, A B Region 3, Chicago. Fuel Facility 4- Materials Safety 
Branch B0/O3/03 2pp 


— 0003240579 Revised notice of violation from insp on 791126-30 Item of 
noncomp 1 lance changed from infraction to deficiency 
* Region 3, Chicago. Office of the Director 60/03/03 lp> 


—8003240593 Responds to NRc 900111 Itr re violation noted in I£ Insp 
Repts 50-266/79—10 3U 50-301/79-19 Corrective actlonsj 
checklist revised to include space to ack receipt of 
acceptable analysis results 

EDY,C W Nisconsin Electric Power Co 80/D2/11 2pp 


6003IB0251 Forwards IE Circuiai 80-03, “Protection From Toxic Gas 
Hazards " No wtitten response required 

KEPPLERrJ G Region 3. Chicago. Office of the Director 60/03/06 

Ip 


0003110649 Forwatds supplemental progress rept In response to IE 
Bulletin 79-14, '"aeismic Analysis for As-Duilt Safety- 
Related Piping Sys " Next rept will be forwarded during 
May 1980 

FAY, C U Wisconsin (Electric Power Co 00/03/07 6pp 


6003260195 Forwards IE tnfo Notice 90-09. “Possible Occupational Health 
Hazard Associated W/Ctosed Cooling Bys for Operating Poi/ier 
Plants “ No written response required 

KEPPLERtJ 0 Region 3, Chicago. Office of the Director 00/03/07 

Ip 


8003260517 Forwards lE Info Notice BO-iO, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation “ No specific 
action OT response reqiulrqd 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/03/10 
tp 


0003260556 Forwards IE Bulletin BO-OS, “Vacuum Condition Resulting in 
Damage to Chemical Voi Control Sys (CVCS) Holdup Tanks “ 

Action t written response required 

KEPPL6R,J 0 Region 3^ Chicago. Office of the Director 90/03/10 
ip 


8003260329 Forwards IE Bulletin BO-06, “Engineered Safety Feature 
(ESP) Reset Controls " Written response required 

KEPPLERi J 0 Region 3. Chicago, Office of the Director BO/03/13 
Ip 


0003250127 Forwards IE Info Notice 80-11, "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/03/14 

Ip 


8003260275 Forwards IE Circular 00-04. "Securing of Thread Locking 
Devices on Safety-Related Equipment “ No written response 
required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 00/03/14 

Ip 


R Periodic aperaiing reports 6 related correspondence 


— 0OO3O3OSO5 Steam generator insp plan, Mar 1900 

FAY.C N Wisconsin Electric Power Co 00/02/22 5pp 


9003060547 Forwards “Annual Results 6 Data Rept. 1979 “ 
FAY, C W Ml scons in Electric Power Co 80/02/27 Ip 


0003120694 Forwards IE Info Notice 00-06, "Notification of Significant 
Events " No action required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 00/02/27 
IP 


--D003060549 "Annual Results 6 Data Rept. 1979 “ 

a Misconsln Electric Power Co 79/12/31 lOOpp 


8003120432 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required. 

K£PPLER,J G Region 3, Chicago, Office of the Director 80/02/29 

ip 


8003140339 Forwards supplemental info to lE Dulletin 79-010, "Environ 
Qualification of Class IE Equipment “ Response required 
KEPPLCRfJ G, Region 3, Chicago, Office of the Director 00/02/29 
0PP 


0003070357 Forwards “Semiannual Monitoring Rept,Ju)-Dec 1979 " Contains 
info re plant releases, new fuel receipts, envl ron 
radiological monitoring U leak testing of sources 
FAY.C M Miiconsin Electric Power Co 60/02/27 Ip 


— 0003070359 "Semiannual Monitoring ReptiJul-Dec 1979 " 
4 Wisconsin Electric Power Co, 79/12/31 I5pp 


0003100539 Forwards monthly operating repts for Feb 1980 
FAY, C U Misconsin Electric Power Co 80/03/10 Ip 
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— BOOSEQOS^a Moffi-thlv oparatin® repti #or Fab 1900 

FAy< C Wi«cdTi«in Electric Pouer Co 00/00/06 lOpp 


DOCKET 50-2A7 FORT ST VflAiN NUCLEAR OENERATIMO STATION 


F SBcuntgr medicali enerpencv ^ fire protection plane 


8003110620 Forward* "Pre 1 1 minar Evacuation Time Study of lO-mile 
Radiu* Emerpency Planning Zone‘'<ln teiponfe ta NRC 79112? U 
B0012? Itr* Final leiue of etudv will be forwarded upon 
review completion 

WARErtUaURO, [> W J^uliUt Service Co of Colorado BO/03/05 Ip 


--800311062? "Preliminary Evacuation Time Study of lO'^Mlle Radlue 
Emerflency Planning Zonf ” 

•* Stone t Nebeter Engineering Carp 00/02/29 46pp 


■P Operating licenee itagc documintc S* c orree pondence 


0003120307 Req.ueste designation of Tri-State hotor Trantit terminal In 
Pacate I lo> li> a» eafe haven for ipent reactor fuel ihipmtnt 
Map end 

WAREMDQURGtD Public Service Co of Colorado 79/12/21 Zpp 


8003180114 Ack receipt of 791221 proprietary requeet for add 1 safe 
haven on approved tprnt fuel route Concure with deiignatien 
of location End withheld (ref 10CFR2 7901 

tlCCORKLEi G N Phg*ical Security Llcenting Dranch 80/01/24 Ip 


8003130280 Forward* revised lye deicription reflecting change* made by 
planned loop vpllt mod of helium circulator audliary tye, 
fnaervice date scheduled for SlOiOl 

SWARTrF E Public Service Co of Colorado 00/03/03 37pp 


8003190470 Forward* omitted Paget 4-129 through 4-132 corrected Page* 
5-95 & 5-96 to GA-D15369i ‘‘ Inveati gatlon of Reactor 
FI uctua 1 1 onSf Vo I ir" -Sc "];nva«tigat i one of Reactor 
Fluctua ti oni* Vo 1 2t" reipectively 
SWARTRF £ Coniutner* Power Co 80/03/10 2pp, 


—0003190403 Errata to " Inve* 1 1 gatlons of Reactor FI uc tuati one^ Vol l*" 
con*l»ttng of omitted Page* 4-129 through 4-132 
« Oen»raE Atomic Co (cub* of Oulf Oi ) Co I GA-01S369V1 
00/03/10 4pp 


— 8003190488 Erra ta to "Investigation of Reactor Flue tuaklonsi Vo I 2*” 
consisting of corrected Pagee 5-95 1* 5-96 

* Genera ) Atomic Co i«ub* of Gulf Oil Co 1 GA-D15369 V2 

60/03/ 10 2PP 


0003250578 Forward* '^Interim Rept 14i Initial Approach to Power Teiti 
(B-Serie*) for 791123-600222 " 

NAREMDQgRG,Q Public Service Co of Colorado 50/03/10 Ip 


—9003250501 “interim Rept 14< Initial Approach to Power Tett* <D-8er4ei) 
for 791123-800222 ” Future Interim rept* will submit reiult* 
of power level* above 70/> 

• Public Service Co of Colorado 80/02/22 2pp 


6003260597 Forward* "Initial Approach to Power Teit* ( P-8er i e*)r *' 
Interim Rept 14 for period ending 800222 

WAREMBOURO. D Public Service Co of Colorado 00/03/lD tp 


--B003260603 "Initial Approach to Pouer Te*t* <B-Serle • ) » " Interim Rept 
14 for period ending 800222 

* Public Service Co of Colorado 80/03/10 2pp 


Q Cnepectlon reportir IE Qulletin* 4( curr eipandenc e 


0003060416 Forward* IE lTi«p Rept 50-267/79-22 on 791201-26 4< notice of 
violation 

HAQSENfO L Region 4i Oallaii Reactor Operationi Nuclear Support 
Branch 60/01/10 2pp 


—8003060422 Notice of violation from Insp on 791201-28. 

» Region 4r Dallas^ Office of the director, 00/01/10 2pp 


—8003060420 IE Inep Rept 50-267/79-22 on 791201-20 Mpncompl lane e noted 
failure to follow procedure* It write procedure^ 

UESTERMAN. T F, i GOLLlNSi R E ^ 8MI7K. R Aigion A, Dallas* Office of 
the Director. SO/Ok/lO lOpp 


00031 ID3S6 Forwards lE Circular Bil>-02r '^Nuclear Power Plant Staff Work 
Hours " No written response required 

SEYFAlTrK, V Region 4* Dallast Off tea of the Director 00/02/01 

Ip 


0003140159 Forward* IE Bulletin 80-03* "Los* of Charcoal trom Std Type 
1 1« Two-tne h« Tr ay Adsorber Cell* '* Action required 
SEVFRIT«K V Region 4. Dallas, Office of the Director 60/02/06 
IP 


0003110205 Forward* IE Bulletin 80-04, "Analysis of PWR Mam Steam Lini 
Break N/Contmued Fssdwatar Addition " No written reiportse 
required 

SEYFRlTiK V Region 4, Dallas* Office of the Director B0/02/OB 
IP 


8CD3250602 Forward* IE Info Notice 80-05* "Chloride Contamination of 
Sa fety-Related Piping Hi Component* " No written response 
required 

SErFRIT,K V Region 4* Dallas, Office of the Director 00/02/08 
IP 


8003190981 Ack receipt of 800201 Itr informing NRC of step* taken to 
correct violation* noted in IE Inap Rept 50-267/79-22 
MADSENjG L Region 4* Dallas, Reactor Operation* Nuclear Support 
Branch 80/02/15 ip 


— 8003190990 Responds to NRC 80D1 10 ttr re violations noted in lE ln»P 
Hept 50-267/79-22 Corrective action* maint personnel sent 
Itr amphatiilng cleantines* requirement* Electrical crew 
received memo re recording 4 performing requirements 
LEE*Q R Public Service Co of Colorado 80/02/01 2pp 


9003250156 Forward* IE Investigation Rept 50/267-80-03 on 900120-30 No 
noncompliance noted 

MAl>SENt 0 U Region 4* Dallas* Reactor Operation* Nuclear Support 
Branch 80/02/19 2pp 


—8003250160 IE Investigation. Rept 50-267/80-03 on 80012Q-30 No 
noncomp 1 lane e noted Major area* inspected alleged irregular 
security practice* of Stanley Smith Security Sys, Inc 
contract sves Detail* withheld (ref 10CFR2 790) 

KAOSEN, G L Region 4, Dallas. Reactor Operations Nuclear Bupport 
Dranch KERR, R K * COLLINS* R Region 4. Dallas, Office of the 
Director 80/02/06 3pp 


9003140028 Forward* IE Info Notice 9D-06, "Notification of Significant 
Event* " No action required 

SEYFRIT.K V Region 4. Dallas* Office of the Director 80/02/27 

tP 


8003120325 Forward* IE Info Notice 80-0/, "Pump Shaft Fatigue 
Cracking " No response required 

seVFRITrK V Region 4, Dallas, Office of the Director 00/02/29 
IP 


8003140317 Forward* supplemental info to IE Bulletin 79-0IIl< "Environ 
Quellflcatlon of Class IE Equipment " Response required 
S£VFR1T«K V Region 4, Dallas, Office of the Director 60/02/29 
7pp 


8003260561 Forward* "Insefvice Insp ^ Testing Proposed Tech Spec* 
Surveillance Requirement* Prestreised Concrete Reactor 
Vefseli t "Inservice Insp Testing Program Surveillance 
Requirements Review for Preitrossed Concrete Reactor " 
FULLER, J K Public Service Co of Colorado 00/03/03 Zpp 


— 8003260565 "Inservlce Inip ^ Testing Proposed Tech Specs Surveillance 
Requirement* Prestressed Concrete Reactor Vessel," draft 
Revision 2 

e Public Service Co of Colorado BO/02/27 Upp 


— 6003260571 "Inservice Insp A Testing Program Surveillance Requirements 
Review for Prestressed Concrete Reactor Vessel," Revision 2 
« Public Service Co of Colorado 80/02/27 15pp 


— 0DO326D576 "Inservice Insp ft Testing Proposed Tech Spec SorveilUnte 
Requirements Prestreised Concrete Reactor Vessel Internal*," 
draft Revision 2 

* Public Service Co of Colorado 80/02/27 6pp 


— 8003260576 "Inservice Insp t Testing Program Surveillance Requirement* 
Review^ far Pre*tres*ed Concrete Reactor Vessel Internal*," 

Revision I 

• Public service Co of Colorado 00/02/27 22pp 


9003100106 Forwards IE Circular 90-03r "Protection from Toilc Ga* 
Haiards," No written response required 

SEYFRITiK V Region 4, Dallas. Office of the Director 80/03/06 
Ip 
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8003180011 Foruards IE Info Notice BO~lO. ‘^Partial Loss of Non-Nucloar 
Instrudient Sijs Potifer Supplij During Operation *' No specific 
action or response required 

SEVFRIT, K V Region *1, Dallas, Office of the Director 90/03/07 
IP 


8003190229 Forwards IE Info Notice a0*-08 'States Co Sliding LinV 
Electrical Terminal Block No specific action or response 
requested 

SEVFRIT.K V Region 4, Dallas, Office of the Director 90/03/07 

Ip 


Q003260134 Foruards IE Info Notice 80-09, "Possible Occupational Health 
Hatard Associated W/Closod Cooling Sqs for Operating Pouer 
Plants •' No written response required 

QEVFRIT.K V Region 4, Dallas, Office of the Director 90/03/07 

ip 


0003260356 Forwards IE Quiletin 90-06, "Engineered Safetij Feature 
(ESP) Reset Controls '* Written response required 

SEYFftiT.K V Region 4, Dallas, Office of the Director 90/03/13 

tp 


90032S0421 Forwards l£ Info Notice 80-11, ‘'Oenerlc Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8ga " No action or written response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 80/03/14 
ip 


8003260331 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on 8af etg-Related Equipment No written response 
required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 80/03/14 

ip 


R Periodic operating reports it related correspondence 


8003090484 Forwards "Annual Operating Rept, Number 9, Jan-Dec 1979 
WAREMDOURO, D Public Service Co of Colorado 80/02/2S Ip 


8003120442 Forwards "Environ Radiation Surveillance Program Summarg 
Rept, Third Fourth Quarters 1979." Ik "Ecological Konltoring 
Progress Rept, Jul-Dec 1979 " 

BUART.F £ Public Service Co of Colorado 90/02/26 Ip 


“-'8003120446 "Fnviron Radiation Surveillance Program Sutnmarg Rept, Third 
tn Fourth Quarters 1979 " 

JQKNSaNi J E Colorado State Univ 80/01/31 t47pp 


—8003120450 "Ecological Monitoring Progress ReptiJul-Dec 1979 " 
OLPVERiF a Thorne Ecological Institute 80/02/04 133pp 


8003170270 Forwards monthly operating rept for Feb 1980 

WAREMBQURO, D Public Service Co of Colorado 80/03/11 Ip 


•8003170274 Monthly operating rept for Feh 1980 

OAHM, J N Public Service Co of Colorado 90/03/01 9pp 


S Reportable occurrences, LERs 6 related correspondence 


8003250009 PNP-IV-QO-OIO on 000304, hydraulic oil fire occurred in 
turbine bay Caused by hydraulic oil leakage from valve 
flange on to hot steam traps Fire extinguished immediately 
by security guard Platteville Fire Dept notified 
WE8TERMAN, T F , MADSEN, 0 L Region 4, Dallas. Office of the 
Director 00/03/05 ip 


8003170426 Forwards LER 80-009/017-0 

WAREMDOURO, D Public Service Co of Colorado 80/03/10 13pp 


—0003170430 LER 80-009/OtT-0 on 80022S, wh 1 1 e in shutdown cond » ti on, tost 
evaluation determined bistable trip modulosiwhan used w/MTU 
for calibr of process trips, induced calibr off-set which 
Could allow trips outside Tech Specs Ristables recallbr 
OAHM, J W Public Service Co of Colorado 90/03/10 Ip 


0003250528 Forwards LER 80-002/03X-1 

WAREMDOURO, D Public Service Co of Colorado 80/03/18 9pp 


—8003250533 LER aO-002/03X-l on 800107, startup channel scram protection 
at tow counts per second found not operable during region 
constraint device Installation Caused by improper setpoints 
on high voltage cut off from wide range to startup channels. 

OAHMi U W, Public Service Co. of Colorado 80/03/10 Ip. 


0003250552 Forwards LER 90-007/03L-0 

MAREMBOUROr D Public Service Co of Colorado 80/03/18 5pp 


— 0003250555 LER BO-OO/ZO^L-O on 000219. dur mg testing, two of 12 helium 
circulator seal malfunction pressure differential switch 
units tripped outside limits Caused by dirt accumulation ir> 
electrical switches Switches adjusted 

GAHM j U Public Service Co of Colorado 00/03/18 Ip 


8003310351 Fowards LER 79-04 1 /03X“2r final suppl 

WAREMDDURG, D Public Service Co or Colorado 00/03/lB Ipp 


— 8003310357 LER 79-041 /03X-2 final supplement on 791005, mal func tions im 
circulator speed measui ement caused loss of high speed 
signals Caused by signal cable connection resistance change 
Modifiers adjtjsted New connectors installed Circuits tested 
OAHM, J W Public Service Co of Colorado 80/03/18 6pp 


9003310373 Forwards supplemental LER 78~005/03X-3 

WAREMDOURO, D Public Service Co of Colorado 00/03/10 7pp 


— 8003310378 Bupp Lementa I LER 7B“005/03X'-3 on 7901 11, operat ions personnel 
observed that malfunctions in circulator speed measurement 
resulted in loss of high speed signals Caused fay circuit 
unbalance in connectors 

OAHH, J W Public Service Co of Colorado 00/03/10 Ip 


8003250490 Forwards LER 80-008/03L-0 

WAREMDOURO, D Public Sei vice Co or Colorado 80/03/19 4pp 


—9003250502 LER 80-008/031-0 on 8002J9, dur ing routine sur/eil lance 
testing, setpoints for low flow on one dewpoint moisture 
monitor i for fued low-low flow on another monitor found 
less than min acceptable Caused by instrument calibr drift 
GAHMi 3 M Public Service Co of Colorado 00/03/19 Ip 


8003250535 Forwards LER 80-006/031-0 

WAREMDOURO, D Public <?ervice Co of Colorado 80/03/19 4pp 


— 800385053? LER 90-006/03L-0 on 000216, w/reactor at less than 2X power, 
vent stack snubber V9S-117 was inoperable t degraded mode 
of Tech 5pec LCO 4 3 10 ensted Caused by taking reactor 
critical w/vent stack snubber out of sve for malht 
GAHM, J W Public Service Co of Colorado 80/03/19 )p 


8003310328 Forwards LER Q0-O12/01T-0 

WAREMDOURO, D Public Service Co of Colorado 00/03/25 Ip 


—8003310334 LER 90-012/01 T-0 on 000311, while facility was operating at 
less than 2X power, or i f ice /alves not set for equal flows & 
temp limit was exceeded Caused by inafaillty to close orifice 
valve to equal flow position Valve freed up 
GAHM, J M Public Service Co of Colorado 60/03/25 9pp 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency \ fire protection plans 


8003240152 Requests that util .'orify proper installation of water flow 
alarms in dry pipe suppression sys VA Moore 600115 memo St 
791206 transfer of load responsibility end 
LAINAB, G Plant Systems Branch 80/01/24 2pp 


8003050442 Forwards "Fire Qualification Test on Silicone Foam Floor 
Penetration Seals " Describes testing which successfully 
demonstrated 3~h firs rating for installed cable penetration 
firs stops 

PARKER. W 0 Duke Power Co 80/02/26 Ip 


— 8003050445 "Fire Qua J I f tcation Test on Silicone Foam Floor Penetration 
Seals " 

PISH, M D , HARTZELL.O E . DEHART. R C Southwest Research 
Institute 79/07/05 450pp 


G Adjudicatory correspondence 


8003200241 Responds to 800118 Itr re potential Impact of simultaneous 
shutdown of facilities Util submitted sufficient info to 
justify sequential shutdown 

RE1D,R W Operating Reactors Branch 4 80/02/29 Ip 


— 8003200247 Discusses NRC order that util most complete certain work at 
facility or shut down units Expresses concern re impact on 
power supply if facilities are shut down simultaneously 
Suggests sequential shutdown for NUREQ-Q570 Implementation 
6HAM.R M Electricities of North Carolina 80/01/lB Ip 
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H Otn«r«l corr«ipond*nc » 


6003190849 Rsipontfi fto G-O-Oi^S Itr to President Carter requesting Info 
re plents u(/«limilar detigin to TMI~2 Fro^ 7 idfeft list of all 
Slcl4 designed plants 

DENTON.H R Office of Nuclear Reactor Regulation SO/Ofi/14 Ip 


U Ineurance 1; Indennltg Information 


8003100356 foruardi Endonementi 56 U 57 to NELIA Policy NF-183< 
Eniforf tmenti 12 it 13 to NELIA Policy NF** 240, Endorsement 3 to 
WEHA Binders ED-^2, 23 it 24. Endor sement 42 to MAELU Policy 
Endorsement 3 to MAELU Binders XB-22r23 Sc 24 
SANDERS, F D Duke Power Co 00/03^11 ISpg 


P Operating license stage documents U corTetpondenc e 


0003170197 Forwards draft NUREO-0630, "CUdding Swelling it Rupture 
Models for UOCA Analysis" l< topics for dlscussipn sent to 
fuel vendars Requests comments hq 600109 

EtSENKor, 0 6 Division of Operating Reactors 79/12/20 19pp 


— 8003170371 Draft "Cladding Swelling tc Rupture Models for LOCA 
An a i y 1 1 1 '* 

POWERS, D A Core Performance Branch NUREO-0630 79/U/30 
lOApp 


6003100021 Notification of 800221 meeting w/B8iW in Bethesda.HD to 
discuss BAW-1584i "Auilliary Feedwater Sys Reliability 
Analyiei-Oentri c Reft for Plants w/B4»W Reactors 
CAPRAjiR A Btandardl sat 1 on Drench 80/02/13 Ip 


60021502S5 Forwards flAW-lS97( ''Effects of Asymmetric LOCA Loadings, 
Phase li Status," on behalf of Slil4 177 fuel assembly owners 
group. Final rept will be submitted by 800701 
TAyL0R,<J H Babcect b WlUftr Co 00/02/14 Ip 


8003060604 Forwards Airends 81.91 6 78 to Licenses DPR-38, DPR-47 
0FR-95i retptc tivaly, safety evaluation it notice of Issuance St 
ava llablli ty 

REIDtR W Operating Reactors Branch 4 80/02/22 2pp 


—8003060692 Amends 81.81 Si 78 to Licenses DPR~30, DPR-47 it DPR-55. 
respective ly, revls lug Tech Spec rt engineering safety 
features 6 allowing Unit 1 to operate at full rated power 
during Cycle 6 

RElDiR U Operating Reactors Branch 4 60/02/22 34pp 


--8003060699 Safety evaluation supporting Amends BlrGl 6 78 to Llceniee 
DPR-^OBi DPR-'47 6 DPR"’35, re*pe< 1 1 vely 

* Office of Nuclear Reactor Regulation 60/02/22 6pp 


—0003060708 Notice of Issuance & ayallahlUty of Amends 01.81 t« 70 to 
Licenses DPR-3e. DPR-47 Sc 0PR-95r respec ti veiy 
REIDiR W Operating Reactors Branch 4 00/02/22 2pp 


0003070057 Forwards Amends 60.80 it 77 to Licenses OPH-3S, DPR-47 it 
DPR‘-55i resptc tlve ly, safety evaluation it notice of issuance 
it avallab 1 1 1 ty 

REID, R H Operating Reactors Branch 4 60/02/22 2pp 


■’'B0030700&1 Amends 00,80 it 77 to Lictnses DPft-30. DPR-47 |< DPR-S5, 
r tip active I yi adding Tech Spec 4 17 re steam generator tubing 
surveil lane a 

RE10,R W Operating Reactors Branch 4 GO/02/22 ISpp 


— 8003070‘C!66 Safety evaluation suppl supporting Arnendf 00.80 k 77 to 
Licenses DPfl-3a, DPR-47 L DPR-5S. respectlvel y 
e Office of Nuclear Riactor Regulatian 60/02/22 3pp 


— 9003070073 Notice of Issuance it availability of Amends GO. 80 it 77 to 
LIcensti DPR-ae, OPft-47 U OPR-55. reipac tlveJy 
REIDiR W Operating Reactors Branch 4, 00/02/22, 2pp 


0003190429 Notification of 000313 nteting w/BtW in BeihesdarMD to 
dlicusf small break operating guidelines 
CAPRAiR A Gtandard 1 cation Branch 00/02/22 Ip 


0003310133 Netificatlcn of canceltatien of 800313 nitetlng w/0ScW in 
Bethesda.MD to discuss small break LOCA operating 
guide 1 1 net, 

CAPRA, R A Assistant Director fop Btandard i< Advanced Reactors 

80/02/22. Ip 


6003190133 Informs that Equifax is under contract to study feasibility 
of performing epidemiologic studies on health effects of 
eiposure to low level ionising radiation Info will be used 
in making recommendations to Congress 

RElD.R M Operating Reactors Branch 4 NRC -01 *-79-010 80/02/23 

2pp 


0003070361 Forwards supplemental info re NUREG-057B Items in response 
tp NRC 600222 request Direct vaJve position indication 
equipment inside containment has been seismically it 
envl ranmem tal ly qualified to withstand accident environ 
PARKER, 14 D Duke Power Co 80/02/29 4pp 


8003190507 Forwards supplemental response to NURE0-057B re design 
review of plant shielding it environ qualification of 
equipment for space sys for use in post-accident operation 
Timely NRG response requested 
PARKER. Ul 0 Duke Power Co 00/03/07 6pp 


8003140393 Forwards response to NRC requests for info re non-nuclear 
Instrumentat 1 on/ i ntegr ated control sys failures Corrective 
actions should preclude recurrence of event similar to 
Crystal River No QL mods necessary 
PARKER. M C Duke Power Co 80/03/12 I7pp 


9003180609 Forwards response to NRC 600223 request re LWR primary 
coolant sys pressure isolation valves No mods to OL 
nec essary 

PARKER. W 0 Duke Power Co 80/03/13 4pp 


6003200463 Notifies that results of work concetning Questions 6 9 on 

degraded grid voltages will be forwarded by 000530 
PARKER. W O Duke Power Co 80/03/13 Ip 


8003210496 Forwards response to NRC 791213 request for info re loss of 
offsite power events No events of complete loss of power 
identified 

MILLS.U II Tennessee Valley Authority 00/03/14 4pp 


0003200449 Forwards eorreeted i espouse to 600312 |tr,Item 4. re aidreis 
info available to operator following various NNI/IC8 power 
events 

PARKER. W 0 Duke Power Co 00/03/17 2pp 


8003270396 Requests mad of 000331 commitment date for implementing add) 
cooling loop to spent fuel cooling sys Mod will be achieved 
as soon as possible Present sys is adequate until Unit I 
refuels in 1961 

PARKER. N 0 Duke Power Co 60/03/21 ip 


0003270369 Forwards pioposed amend to Tech Spec s. Sec 1 1 on 4 3, for 
approval by 600430 Class 3 fee 6 affidavit end 
PARKER. N 0 Duke Power Co 80/03/24 Spp 


— 8003270370 Proposed amend to Tech Specs. Sect i on 4 3 re testing 
following opening of sys. lowering leak test pressure from 
current levels to those required by ASME codes 
» Puke Power Co BO/03/24 ip 


8003280467 Submits info re procedures for coping w/comb inat ions of 
loss of 1 nstrumentat i on V control functions, des 1 gn review 
analv«i« & correction of electrical deficiencies 
PARKER. H 0 Duke Power Co 60/03/24 2pp 


fl Inspection reports. IE Bulletins ft correspondence 


0QO3O5OL7B Forwards IE circular 77-01 . "Mai func tions of Limitorgge 
Valve Operators " 

MOSELEV.N C Region 2. Atlanta, Office of the Director 77/01/06 
3pp 


8003050277 Fowards IE Insp Repts 50-269/60-02,50-270/00-01 ftc 
30-267/80-01 on 800109-11 Ne noncompliance noted 

BRYANT. J C Region 2. Atlanta, Reactor Construction fti Engineering 
Support Drench 00/01/24 2pp 


—0003050261 IE ln»p Repts 50-269/00-02, 50-270/B0-01 ft- 50-207/80-01 on 
800109-11 No Tioncomp 1 sance noted Major areas inspected pipe 
support baseplate designs using concrete expansion anchor 
bolts ft, teisfliic analyeis of piping 

HERDTiA R Region 2. Atlanta, Reactor Construction fti Engineering 
Support Dranch MDDENOS.L . ANOp W P Region 2. Atlanta. Office of 
the Director 00/01/24 3pp 


0003200026 Forwards update to Info provided on 791029. 1106 U 1207 Itrs 
In responise to IE Bulletin 79-14 Includes summary of seismic 
input nonconformance throughh 80010B Remaining items will 
be completed during upcoming refueling outage 
PARKERrH. 0 Duke Power Co, 80/01/24 lOpp 
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6003120200 Ack receipt of 791214 4 800114 Itr* infprnilng NRG of itepi 
taken to correct violations noted in IE Insp Repts 
50-269/79-25, 50-270/79-23 h 50-267/79-25 

STGHRpJ P Region 2, Atlanta# Fuel Facility it Materials 6afet<j 
Branch 00/01/30 Ip 


— B003120209 Responds to NRC 791121 Itr re violations noted in lE Insp 
Repts 50-269/79-25i SO-270/79-23 U 50-207/77-25 Corrective 
actions keg locks oJill be installed on all permanent high 
radiation area doors 

PARKER, W 0 Duke Power Co 80/01/14 2pp 


— 8003120214 Responds to NRC 791121 Itr re violations noted In lE Insp 
Repts 50-269/79-25.50-270/79-23 4 50-207/79-25 Corrective 
actions health phgslcs personnel are making surveys to check 
high radiation area doors 

PARKERfW 0 Duke Power Co 79/l2/i4 3pp 


— 0003120217 Forwards IE Insp Repts 50-269/79-25# 50-270/79-23 
50-287/79-25 on 791009-12 Ic notice of violation 
O'REILLY, J P Region 2# Atlanta, Office of the Director 
79/n/21 2pp 


—0003120221 Notice of violation from insp on 791009-12 

* Region 2, Atlanta# Office of the Director 79/11/21 Ip 


--B003120226 IE Insp Repts 50-269/79-25# 50-270/79-23 90-287/79-25 on 

791009-12 Noncamp 1 lance noted failure to keep entrance to 
high radiation area locked 

0ID8aN#A F Region 2# Atlanta# Fuel Facility U Materials Safety 
Branch HOSEY# C M Region 2# Atlanta# Office of the Director 
79/11/14 7pp 


8003170031 Forwards IE Info Notice 80-03# "Main Turbine 
Elec trohy draul ic Control 3ys " No specific action or 
response rec^uired 

O'REILLY# J P Region 2# Atlanta, Office of the Director 80/01/31 

2pp 


8003190095 Forwards IE Circular 79--25#auppl A# "Shock Arrestor Strut 
Assembly Interference " No written response reciuired 
O'REILLY# J P Region 2# Atlanta# Office of the Director 80/01/31 
Ip 


8003120021 Forwards lE Circular 0O''O2# "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY# J P Region 2# Atlanta# Office of the Director 80/02/01 
Ip# 


8003270044 Ac k receipt of IE Insp Repts 50-269/79-34. 90-270/79-38 
90-287/79-40 on 791126-27 1204-05 No proprietary info 

PARKER. W 0 Duke Power Co 80/02/05 Ip 


—0003270049 Forwards IE Insp Repts 50-269/79-34# 50-270/79-38 U 
50-207/79-40 on 791126-27 1204-05 No noncompliance noted 

BRYANT, J C Region 2# Atlanta# Reactor Construction St Engineering 
Support Branch 80/01/14 2pp 


—0003270093 IE Insp Repts 50-269/79-34# 50-270/79-30 St 50-287/79-40 on 
791126*27 St 1204-05 No noncomp i lance noted Major areas 
inspected HPI mod welding St records reviewiwork observation 
St inservice Insp records, 

HERDTrA R Region 2# Atlanta# Reactor Construction St Engineering 
Support Branch EC0NQM08#N Region 2. Atlanta. Dfflct of the 
Director 00/01/11 epp 


8003160127 Forwards IE Bulletin 80-03# "Loss of Charcoal From 8td Type 
11# Two-Inch# Tray Adsorber Cells " Action required 

O'REILLVixj P Region 2# Atlanta, Office of the Director 80/02/06 
2pp 


8003210269 Discusses 790904 shipment of 165 five-gallon drums of low 
specific activity radwaste from facility to Barnwell NRC did 
not Issue notice of violation because matter referred to 
DOT. 

BTOMR.J, P Region 2# Atlanta# Fuel Facility S. Materials Safety 
Branch 60/02/07 2pp. 


— 80032102/2 Forwards comments in response to JT Sutherland 791030 Itr re 
Chem-Kuclear Bys# Inc 790911 Insp Brace blocking of 
radioactive matli shipment in question was satisfactory 
MiLLSiL, M Tennesiqo Valley Authority 00/01/28 2pp 


6003180036 Forwards IE Bulletin 80-04# "Analysis of PWR Main Steam Line 
Break U/Contlnued Feedwater Addition " Written response 
required 

O'REILLY# vl. P Region 2# Atlanta# Office of the Director 80/02/00 

2pp 


8003190409 Forwards IE Info Notice 80-05# "Chloride Contamination of 
Safety-Related Piping <# Components No written response 
requ Ired 

O'REILLY. J P Region 2, Atlanta# Office of the Director 00/02/08 
IP 


8003060237 Ack receipt of IE Insp Rept 50-269/80- 1 on 800103 No 
proprietary info 

PARKER. W D Duke Power Co 00/02/13 Ip 


— 8003060244 Forwards IE Insp Rept 50-269/00-01 on 800103 No 
noncomp 1 tanc e noted 

BRYANT. J c Region 2# Atlanta, Reactor Conitroction it Engineering 
Support Branch 80/01/21 2pp 


— 8003060246 IE Insp Rept 90-269/80-01 on 000103 -No noncompl lance noted 
Major areas inspected steam generator feedwater line 
radiography 4. IE Bulletin 79-13 activities 
CflOWLEY#D R # HERDT, AR Region 2. Atlanta# Office of the 
Director 80/01/17 4pp 


0003100031 Responds to IE Bulletin 79-17 No Indication of leakage 
through cracks in stagnant borated water syi piping observed 
during visual eKamination 
PARKER# U Q Duke Power Co 00/02/13 ip 


8003190988 Ack receipt of IE Insp Repts 50-269/00-02# 50-270/80-01# U 
SO-207/aO-Ol No proprietary info 
PARKER/H 0 Duke Power Co 00/02/15 Ip 


8003170041 Responds to lE Bulletin 79-17# Item 2ib) rf ecamination of 
weld samples in stagnant borated water sys No weld cracking 
was observed Lists specific welds examined 
PARKER. U 0 Duke Power Co 00/02/18 Ip 


6003180153 Discusses cracking in auxiliary feedwater noxzle found 
during insps re IE Bulletin 79-13 Retaining wires were added 
to Unit 1 sleeves to assure that sleeve would not move if 
collar failed Unit 2 will be modified Unit 3 is exempt 
PARKER. U 0. Duke Power Co 00/02/10 3pp 


8003190115 Ack receipt Of 800206 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 90-269/79-39# 
50-270/79-36 

BRYANT# J C Region 2. Atlanta# Reactor Construction & Engineering 
Support Branch 80/02/21 Ip 


—8003190120 Responds to NRC 000109 Itr re Violations noted in IE Insp 
Repts 50-269/79-39 50-270/79-36 Corrective actions 

security force members involved in inc ident. counseled on 
necessity to follow established security procedures 
PARKER. W 0 Duke Power Co '00/02/06 3pp 


—8003190132 Forwards lE Insp Repts 50-269/79-39 4« 50-270/79-36 on 
791203-05 4t notices of violation Apps A 1« B App B Page 4 
of insp rept withheld (ref L0CFR2 790) 

MURPHV#C E Region ?# Atlanta# Reactor Construction Engineering 
Support Branch 00/01/09 2pp 


—8003190135 Notice of vlolat ion. App A# from insp on 791203-09 
« Region 2# Atlanta# Office of the Director eO/01/09 ip 


—0003170140 IE Insp Repts 50-269/79-39 t< 50-270/79-36 on 791203-05 
Noncompl lance noted hangars had attachments not shown on 
surveillance aS’-built design drawings Portions withheld 
(ref lOGFRR 790) 

ANO.U P Region 2# Atlante# Office of the Director HERDT# A R. 
Region 2# Atlanta. Reactor Construction 4c Engineering Support 
Branch 79/12/19 4pp 


6003190716 Summary of 791100 meeting w/B4<U owners group in Bethesda#MD 
re responses to IE Bulletin 79-05C 
CAPRA#R A Standard! lation Branch, SO/02/24 llpp 


8003130208 Informs NRC that examinations required by Item 2 of IE 
Bulletin 79-13 ware completed on 000201 4^ several re|tcteblf 
indications identified Continued operation of sys justified 
by end consultant review 
PARKER. H Q Duke Power Co 00/02/25, lOpp 


'*-8003130214 "Examination of Radiographic Films Considerations of Held 
Integrity of Pip-t Butt Helds In 3 1/2-Inch OD by 0 435 inch 
Hall Fiodwater Piping *' 

THIELSCHrH# Helmut Thlelsch 80/02/02 I8pp 


6003140030 Forwards IE Info Notice 00-06# "Notification of Significant 
Events " No action required 

O'RElLLYivlP Region 2# Atlanta. Office of the Director 80/02/27. 

Ip 
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00031^0183 Ack receipt o-f 800220 Itr informing HRC of steps taken to 
correct violations not'd in ua«t« packaging Insp ftept 
13000039/79-09F 

STOHR.J P Region S, Atlanta. Fuel Facilitij & Materials Bafett^ 
Qrarch 80/02/27 Ip 


— B003190192 Ack receipt of waste packaging Insp Rept 1 5000039/ 79''0BF on 
791218 No proprietary *nfo 
PARKER. W 0 Duke Power Co 80/02/20 Ip 


— 8003190201 Forwards waste packaging Insp Rept 15OOOO39/79’-O0F on 
791218 it notice of violation 

8T0KR.J P Region 2. Atlanta. Fuel Facility & Materials Safety 
Branch 80/01/30 2pp 


8003190211 Notice of violation from Insp on 791210 

* Region 2> Atlanta. Office a# the Director 00/01/30 2p p 


--8003190235 l^aste packaging Insp Rept 1 5000039/ 79-O0F of licensee- 
shipper vehicles on 7912SQ Moncomp I iance noted empty labels 
on cask 

BROUN. R A , POTTER. J P Region 2. Atlanta. Fuel Facility it 
Materials Safety Branch 00/01/17 6pp 


8003240049 Inform NRC that response to IE Bulletin 79-27. "Loss of 
Non^Class tE Instrumentation t Control Power Sye Dus During 
Operation.'* has not been completely reviewed internally 
fteeponse uiLt be transmitted by Q00307 
PARKER. W □ Duke Power Co 00/02/20 Ip 


8003100171 Forwards supplemental info to IE Bulletin 79-OlB. "Environ 
Oual I f Icat i on pf Class I£ Equipment *' No rssponse required 
O'ftElLL'/iJ P Region 2. Atlanta. Office of the Director 80/02/29 

2pp 


8003100322 Forwards IE Info Notice 30-07. "Pump Shaft Fatigue 
Cracking " No response required 

D'REELLY, J P Region 2. Atlanta. Office of the Director 00/02/29 
2pp 


8003100123 Forwards IE Circular 60-03. “'ProtectJon from Tone Oas 
Haxardt " No written response required 

a'REILLY.i/ P Region 2. Atlanta. Office of the Director 00/03/06 

2pp 


8003120533 Forwards respc^nse to IE Sullettn 79-27 Lists buses supplying 
pouer to control sys biinging plant to cold shutdown Re- 
reviewed !C Circular 79-02 Problems would not occur due to 
differences in sys design Response being reevaluated 
PARKER. W 0 Duke Pouer Co 80/03/07 7pp 


0003140414 Forwards IE Info Notice BO-lO, ^'Partial toss of Non-Nuclear 
Instrument Sys Pouer Supply During Operation. " No specific 
action or Ttiponse required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 00/03/07 

2pp 


8003180070 Forwards IE Info Notice 80-09, "Possible Occupational Health 
Hatard Associated u/Closed Cooling Eys for Operating Power 
Plants '* No written reiponse required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 00/03/07 
2PP 


8003180133 Forwards IE Info Notice 80-00 ’*Gtates Cq Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REliLY. JP Region 2. Atlanta. Dtflce of the Director 00/03/07 

2pp 


8003270226 Act receipt of 800320 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/79-35. 

30-270/79-32 t 50-287/79-35 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/03/07 
f P 


0-269/79-35. 50-270/79-32 ht 
Corrective 
ea e. 30ND-152 
ted 


— G0032702S9 TE Insp Repts 50-269/79-35.50-270/79-32 4 50-207/79-35 
on 791127-30 None omp I lanc e noted failure to follow 
procedures re contamination area 6 failure to label 
containers of radioactive matl 

HOSEY. C ft Region 2. Atlanta. Office of the Director OIQBON.AF 
Region 2. Atlanta, Fuel Facility 4 Materials Safety Drench 
80/01/26 7pp 


6003270029 Forwards IE Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vo I Control Sys (CVC8) Holdup Tanks " 

Action t written response required 

D'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/10 
IP 


0OO3S6O2O6 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(EBFl Reset Controls " Written response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/03/13 

2pp 


Q003250''61 Forwards IE Info Notire BO-ll. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys '* No action or written response required 

O'REtLLY.JP Region 2. Atlanta, Office of the Director 00/03/14 

Ip 


0003260166 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Sa f ted Equipment " No written response 
requ 1 red 

O'REILLY, df P Region 2, Atlanta. Office of the Director BO/03/14 

2pp 


ft Periodic operating reports t related correspondence 


8003050433 Forwards "Semiannual Effluent Release Rept.Jul-Dec 1979 " 
PARKER. 0 Duke Power Co 80/02/27 Ip 


•-0OO3O5O434 "Semiannual Effluent Release Rept.Jul-Dec 1979 " 
e Duke Power Co 00/02/27 Bpp 


800319051B Forwards monthly operating repts for Feb 1980 
PARKER. U 0 Duke Power Co 80/03/14 Ip 


--8003190922 Monthly operating repts for Feb 1980 
REAVI8. 0 A Duke Power Co 80/03/14 16pp 


0 Reportable occurrences^ LERs V related correspondence 


0003170179 PNO-1 1-00-024 on 800213. dur ing hydrostatic testing of Unit 1 
RGB following refueling leakage discovered from manway 
gaskets on steam, generator A Investigation revealed improper 
gaskets installed on Units 1.2 L 3 

GUtCK. 0 R . MARTIN.R Region 2. Atlanta, Office of the Director 
00/02/13 Ip 


0OD32OO423 Forwards LEft 80-004/03L-0 

PARKER. U 0 Duke Power Co BO/03/17 3pp 


■0003200430 LER B0-004/03L-0 on 800216. HPSW pump B was declared 
inoperable tc removed from sve when routine insp discovered 
leakage from motor pump Caused by water erosion of motor 
cooler tubes Leaking tubes soldered it pressure tested 
LENIS. 8 n Duke Power Co 60/03/17 Ip 


DOCKET 50-270 OCONEE NUCLEAR STATION. UNIT 2 


F Stcurity. medical, omergency it fire protection plans 


8003240152 Requests that util verify proper installation of water flow 
alarms in dry pipe suppression sys VA Moore 000115 memo & 

791206 transfer of lead responsibility end 
LAINASiO Plant Systems Branch 00/01/24 2pp 


0003050442 Forwards “Fire Qualification Test on Silicone Foam Floor 
Penetration Seals " Describes testing which successfully 
demonstrated 3-h fire rating for installed cable penetration 
fire stops 

PARKER. N □ Duke Power Co BO/02/26 Ip 


—Hyuj./7024 1 Forwards IE Imp Repts 50-269/79-35,50-270/79-32 U —0003050445 "Fire Qualification Test on Silicone Foam Floor Penetration 

50-207/79-35 on 791127-30 L notice of violation Seals " 

STOHR.J p Region 2, Atlanta. Fuel Facility it Materials Safety PIBM, M D . HARTZELL. O E , DEHART. R C Southwest Research 

Branch 80/01/20 2pp Institute 79/07/05 450pp 


— 0003270249 Notice of violation from insp on 791127-30 

* Region 2. Atlanta. Office of the Director 90/01/28 Ip 
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(S Ad ju<J lc*torg correspondenc® 


8003120BH Order modifying a0Di02 show cause order to req,ulr« Unit 2 
shutdoujn after Unit 1 reaches full pouer h Unit 3 shutdown 
on 800315 Qualified person must be provided in control room 
to monitor certain valves 

DENTQNi H R Office of Muclear Reactor Regulation 60/02/07 3pp 


8003190064 Forwards NRC 000207 *< 22 Itrs « order modifying B00102 
show cause order re request for notification of decision 
concerning electric sys reliability impacts associated w/ 
Implementation TMI-2 short-term requirements 

YOUKODLOODi B J Division of Sit* Safety tt Environmental Analysis 
aO/02/26 2pp 


— 8003190073 Forwards order modifying 800102 show cause order for 
facilities in response to OOOilS request to allow sequential 
shutdown of plants 

DENTONrH R Office of Nuclear Reactor Regulation 60/02/07 2pp 


6003100021 Notification of 800221 meeting w/D&U in Bethesda.ND to 
discuss BAM-1584i "Auxiliary Feedwater Sys Reliability 
Analy ses-Oenerlc Rapt for Plants u/D^N Reactors " 

CAPRA^R A Btandardliation Branch 00/02/13 Ip 


0003060684 Forwards Amends 81.01 & 70 to Licenses DPR-38. DPR-47 U 
DPR-S5j respectively I safe ty evaluation &< notice of issuance St 
aval lability 

REtD«R U Operating Reactors Branch 4 00/02/22 2pp 


—8003060692 Amends 61,01 tc 79 to Licenses DPR-38. DPR-47 & JDPR-55. 
respectively, revis i ng Tech Spec re engineering safety 
features It allowing Unit 1 to operate at full rated power 
during Cycle 6 

RElDiR W Operating Reactors Branch 4 00/02/22 34pp 


--6003060699 Safety evaluation supporting Amends 01,01 & 78 to Licenses 
DPR-3B, DPR-47 <, DPR-55, respect ively 

« Office of Nuclear Reactor Regulation 60/02/22 8pp 


— B003190077 Order modifying 800102 order to show cause why licensee 
should not implement all Category A lessons learned 
requirements by 600215 shutdown facilities 

DENTON, H R Office of Nuclear Reactor Regulation 00/02/07 3pp 


8003030563 Forwards answer to Commission G00207 order modifying 600102 
order to show cause Up-to-date data re power reliability 
will be reviewed by early Mar Proposed Unit 3 shutdown date 
tulll be submitted after 800315 
PARKER, N 0 Duke Power Co 80/02/27 Ip 


— B003030572 Response to B00207 order modifying 800102 order to show 
cause If power reliability data warrants extension of 000315 
shutdown date for Unit 3 extension is not granted, 
applicant will request hearing Info will be filed by 600310 
PARKER, N a Duke Power Co 00/02/27 4pp 


G003250476 Response to NRC 000207 order modifying NRC 600102 order to 
show cause re Category A Lessons Learned Task Force 
short-term requirements Requests hearing re whether meaturts 
should be implemented par proposed schedule 
PARKER, g 0 Duke Power Co 80/02/27 4pp 


6003200241 Responds to 600116 Itr re potential impact of simultaneous 
shutdown of facilities Util submitted sufficient info to 
justify sequential shutdown 

RE1D,R N Operating Reactors Branch 4 00/02/29 Ip 


— B003200247 Discusses NRC order that util must complete certain work at 
facility or shut down units Expresses concern re impact on 
power supply if facilities are shut down simultaneously 
Suggests sequential shutdown for NUnEG-D57B Implementation 
BHAbl, R N Electricities of North Carolina 60/01/18 Ip. 


H Oeneral correspondence 


6003190049 Responds to 000122 Itr to President Carter requesting info 
re plants w/simllar design to TMt~2 Provides list of all 
6t'N designed plants 

D£NTQN,H R Office of Nuclear Reactor Regulation. 60/02/14 Ip 


J Insurance indemnity Information 


3003180356 Forwards Endorsements 56 U 57 to NEUIA Policy NF~182i 
Endorsements 12 & 13 to NELIA Policy NF*'248, Endorsement 3 to 
NELIA Binders EB’'22. 23 ^ 24, Endorsement 42 to MAELU Policy 
MF-61 Endorsement 3 to MAELU Binders XD-22, 23 4( 24 
9ANDER6, F D Duke Pouer Co 00/03/11. 15pp 


P Operating license stage documents &. correspondence 


7906250091 Forwards memos discussing B McDermott concerns ra shutdown 
of plants 

R088rD F Division of Project Management, 79/05/17 Ip 


— 7906250112 Discusses 0 McDermott 790S14 memo re safety of Bl<W plants 
Dlsagrtes w/B McDermott position favoring shutdown. 

HAA88,VI P Quality Assurance Branch 79/05/19 2pp 


B0O3170197 Forwards draft NURE0-0630r "Cladding Swelling 1* Rupture 
Models for LQCA Analysis" 4( topics for discussion sent to 
fuel vendors Requests comments by 60010? 

EiaENKUT, D Q Division of Opbratind Reactors 79/12/20 19pp 


—8003060700 Notice of issuance availability of Amends 01, Bl it 76 to 
Licenses DPR-QB, DPR-47 << DPR-5S, respec tlvely 
R£ID,R M Operating Reactors Branch 4 00/02/22 2pp 


8003070097 Forwards Amends 80.80 ^ 77 to Licenses DPR-39, DPR-47 
0PR-5S, respec tively, safety evaluation S: notice of issuance 
ib availability 

REIDfR N Operating Reactors Branch 4 00/02/22 2pp 


—0003070061 Amends 00.60 b 77 to Licenses DPR-30, DPR-47 b DPR-S5, 
respectively, adding Tech Spec 4 17 re steam generator tubing 
survci 1 lance 

REID, R U Operating Reactors Branch 4 60/02/22 15pp 


—6003070066 Safety evaluation luppl supporting Amends 00,60 b 77 to 
Licenses DPR-38/ DPR-47 b DPR-55. respec tlvely 
« Office of Nuclear Reactor Regulation 00/02/22 3pp 


—0003070073 Notice of issuance b availability of Amends 80,80 b 77 to 
Licenses 0PR-3a, DPR-47 b DPR-55, respectively 
REIOiR N Operating Reactors Branch 4 60/02/22 2pp 


6003190429 Notification of 600313 meeting w/BbN in Dethllda.MD to 
discuss small break operating guidelines 
CAPRA, R A Btandardliatlon Branch 00/02/22 Ip 


0003310133 Notification of cancellation of 000313 meeting w/SbW In 
&eth*sda,MD to discuss small breek LQCA operating 
guidelines 

CAPRA.R A Assistant Director for Standard b Advanced Reactors 
60/02/22 ip 


6003190133 Informs that Equifax is under contract to study feasibility 
of performing epidemiologic studies on health effects of 
exposure to low level ionlxing radiation Info will be used 
in making recommendations to Congress 

REID*R W Operating Reactors Branch 4 NRC-01-79-010 BO/02/25 

2pp 


6003100180 Forwards NRC 800207,14 b 22 Itrs re energy supply during 
unit shutdown b order modifying 000102 show cause order, 
in response to 800201 b. 03 request for NRC decision 
YOUNQBLDQD, 0 J Cost Benefit Analysis Branch 00/02/26 2pp 


— 0003100192 Forwards order modifying 800102 show cause order for 
facilities Order extends Unit 3 shutdown to 600315 
DENTON.H R Office of Nuclear Reactor Regulation 60/02/07 2pp, 


—6003 100214 Summarlifs DOE review ra impact on energy supply in VA, NC b 
8C during implementation of TMI-2 Laisoni Learned Tesk Force 
short-term requirements Reliable ivc cannot be maintained 
Requests NRC decision. 

WEINER, R E. Energy, Dept, of 60/02/01 4pp 


6003070361 Forwards supplemental info re NUREO-0970 items In response 
to NRC 800222 request Direct valve position indicetlon 
equipment inside containment has been selsmically b 
environmentally qualified to withstand accident environ 
PARKER, M 0 Duke Power Co 80/02/29 4pp 


0003200007 Summary of 000111 meeting w/Becbtel b licensees re masonry 
wall b pipe support structural inWrd isc ipl inary 
coordination 

LICCtARDO.R Operating Reactors Branch 1 00/03/03 16pp 


—8003170371 Draft "Cladding awelUng b Rupture Models for LOCA 
Analysis " 

PQNER8, 0. A. Core Psrformancf Branch, NOREO-0630 79/11/30 


106pp 
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DOClCf- riED ITEIWS 


OaifJoso? Forward? supplemental response to NUREG-057Q re design 
□# piap^ shtelding t< environ qtia 1 i Pica 1 1 on of 
1 p tTi.ii^'n t for space sys for use in post^accident opcr-itiOTi 
response? requested 

I Q OuVe Poiuer -Co 00/03/07 6pp 


nOD3l 40303 Fo^^u'ard5 response to NRC requests tfer info re non-nuclear 
I n i tr umentd t I on/ i n tegratod control sqs failures Corrective 
sctJoTis should preclude recui rente of g .rent sir'ilor to 
Cryst«il filler No OL nods Tiecessary 
FARwen- W C Duke Power Co 00/03/12 I7pp 

0003190177 Substitute of 80111^ application for proposed changes to 
aoch Specs allpulng tuH power operation of Cycle 5 based 
upon extended Ci/cle 4 QAW 1 &65. Revi sian Ir "Cycle D, Revision 
I' "Cycle 5 Reload Rept' end 
PARKCU.M O Bute Power Co 80/03/12 2pp 


--00031 00207 Revised pages to proposed Tech Specs re safety limits for 
reactor cpro f/ nrctectivc instrumentation V control rod 
positiO'D^to allou full poupT opeiation of Cycle based upon 
ext ended Cycle 4 

» Duke Power Cp 00/03/12 JQpp 


-‘'Q003 IG0210 "'Cycle 5. Reload Rept<' Revision I 

* Babcock ?C Wilcox Co CAM-154,5 00/03/31 45pp 


^ 0003190447 Notifies of uithdrauii of 000227 request for heOTing ro t'JiC 
SOOSS? order Util mill shut down Unit 3 by 600315 in 
accor-dance u/Category A TNl-2 UessoHs Learned Task Force 
requirements Mild weather will pernit shutdoun 
FARKCn.M □ Duke Pouior Co 0O'O3/J3 2pp 


B003ie0f»09 Forwards response to NRC S0D223 request re UJR primdry 
coolant sys pressure isolation valvds No mods to Ou 
net- es sary 

FARKEn.W □ Duka Power Co 80/03/13 4pp 


fl0032004A3 Notified that results of work concerning Ouestions 6 fc 7 on 
•degraded grid voltages will be foruarded by 800530 
iMimGFl.W O Duke Power Co 80/03/13 ip 


8003S00447 Forwards corrected response to 600312 Itr.ltem 4 ,tp address 
info available to operator following various NNI/ICS pouti 
events 

PARl.^'Ett, W 0 Cuke Power Co 00/0 1/ 17 2pp 


8003^70398 Requests mod of DOiOOSt co ah It merit date for inplemonftng nddl 
cooling loop to spent fuel caoliny sys Moid will be achieved 
d-ft soon as possible Present sys is adequate until Unit t 
refuels m 1931 

PARKEftrlf a Duke Pouer Co 80/03/21 ]p 


8003270369 Foriurards proposed airignd to Tech 5p ec si Sec t ion 4 3, for 
approval by 600430 Class 3 fee affidavit end 
PARkCRpW O Duke Power Co 80/03/24 2pp 


'-•0003270370 Pr'Dp&sed amend to Tech Spec s. Sect leo 4 3 re testing 
following opening of sy s, tower 1 hg leak; test pressure fron 
current levels to those required by ASh£ codes 
» Duke Power Co 00/03/' 24 Ip 


00032eO-lA7 Submits info re procedure* for coping w/cambinatiions of 
loss of instrumentation &> control func t ions, desi gn review 
analysis &. correction of electrical deficiencies 
PARKtR. tJ □ Duke Power Co 80/03/24 2pp 


0 Inspection reports/ IE Dulletins 4. correspondence 


80030001.78 Forward* 3E circular 77-0li ‘ Mai functions af Limtorgoe 

v/alv0 Operators " 

riDSCUCVr W C Region 2, Atiantai Office of the Director 77/01/06 
PPP 


0003030277 Fou/ards IE Insp Repts 50- 26 9/00-02, 50-270/00-01 U 
5O-3O7/BO-01 on 800l09'*ll No noncornp I lance noted 

DRVANT- J C Region 2i Atlanta, Reactor Construction ?< Engineering 
Bu-ppart Dranch 00/01/24 2pp 


- - 80030 5028 1 IE Insp Repts 50-269/ 80-02/ 50-270/60-01 jj, 50-2e7/B0-'Ol on 
000109-11 Nc> noncompliance noted Major areas inspected pipe 
support baseplate designs using concrete expansion anchor 
bolts ft- seiifrn»« analysis df piping 

HEflPT.A H Region 2/ Atlanta/ fteactor Construction t Engineering 
Support Branch MODENOS, L » AN<>, H P Region 2, Atlanij, Office of 
the Director aO/CH/94 3pp 


aO^SPOC/OSh rolwards update to info provided on 791027,1106 / 1207 Itrs 
in response to IE Svlleiin 79-14 Includes summary of seismic 
input nonconf QT mance thi oughh 600108 Remaining items mill 
be CdfSpleted during upcoming refueling outage 
PARi\ER/W D Duke Power Co 00/01/24 tOpp 


Q0u 3 1 20200 Auk receipt Of 791214 K 800114 Itrs informing NRC of steps 
takesi to cofrert 'lolutions noted in IC Insp pepts 
50-247^/9-25, 50-2/0 '^9 23 50-287/79-35 

STOHF), J P Pogion 2, Atlanta, Fuel Facility h MatoriaU Safety 
Dranch BO/Ol/DO Ip 


--au03l20r09 Respoxkds to NRC 791121 Itr re violations noted in IE Irup 
Repts 50-269/79-25.50-270/79-23 t 5O'-307/79-25 Corrective 
actions key locks will be installed on all permanent high 
radiation area doors 

PARMER, If 6 Duke Powei Co uO/Ol/l4 ?pp 


— D0031202J4 Responds ta NPC 791121 Iti re violations noted in It Cntp 
ftepts 50-249/^9-25,50-270/79-23 t 50-2Q7/79-25 Corrective 
actions health physUs personnel ai e making surveys to check 
high ladiation area doors 

PARKER. W 0 Duke Power Co 79/12/14 3pp 


- 0003120217 Forwards IE Insp Repts 50-269/79-25,50-270/79-23 ♦, 
50-2e//79'2S on /9l()09-l? K notice Of violation 
O'REIULV.JP Region 2, /itlanta. Office of the Directoi 
79/11/21 2pp 


““6003120221 Notice of violation from ifisp on 791009-12 

Region 2, Atlanta Okfice of the Uitector 79/11/2: Ip 


— 6003120226 IE Insp Rept* 50-269/79-25, 50-270/79-23 «, 50-287/79-25 eh 
79io09 12 Nontomp I lance rvoted failure to keep entrance to 
high radiation area locked 

<iIDGOrirn F Regioti 2, Atlanta Fuel facility I Materials Safety 
Dranch HO'^EY, C ri Region 2, Atlanta. Office of the Director 
79/11/14 7pp 


F003170031 Forwaids IF Info Notice 00-03, "Main Turbine 
f 1 oc ti ohy drsul 1 C Contiol Sy s " No specific action or 
response requ 1 1 od 

□'REILLY, J P Region 2, Atlanta, Office of the Director BO/01 /3l 

2pp 


0003190075 foTWtirds IE Circulai /9-25rSuppl A, ''Shock Arteatoi Stiut 
Assembly Inteifeience " No wtitten response required 
O'REIUV, j p Region 2, Atlanta. Office of the Director 80/01/31 
IP 


6003120021 Torwaids IE Circular fl0'-02, '‘Nuclear Power Plant Staff Work 
Hours •’ No written 1 espouse required 

P'RElLL/rJ P Renton J, Atlanta, Office of the Director 00/02/01 
ip 


8003.:270044 Ac k receipt of IE Insp Repts 90*269/79-34,50-270/79-38 t 
50'"2Q7/79-4 -o on 791126-27 *■, 1204-05 No proprietary info 
PARitER.W 0 Duke Power Co 80/02/05 Ip 


'-0OU327OO49 Formal d» IE Insp Rept? 50-269/79-34,50-270/79-38 V 
50“'a87/79~40 on ‘’91126-27 4 1204-05 No noncomp 1 lance noted 
OflYANT, 0 C Region 2- Atlanta, Reactor Construction U Engineering 
Support lhanch 80/01/14 2pp 


—8003270053 IE Insp Repts 50-269/79-34,50-270/79-39 U 50-207/79-40 on 
791126-27 ^ 1204-05 No noncomp I lane 0 noted Major areas 
inspected HPI mod welding t records review. work observation 
f, Inservice insp records 

HErdt, A R Region 2, Atlanta, Reactor Construction Jk Engineering 
Support Branch ECQMDNOS. N Region 2. Atlanta, Office of the 
Director 80/01/11 Gpp 


0003180127 Forwards IE Dullotin 00-03. "Loss of Charcoal From Std Type 
I |j Two-Inch, Tray Adsorber Cells " Action required 

□ 'RErLLV.JP Region p. Atlanta, Office of the Director 00/02/06 

3pp 


8003180036 Forwards IE Qulletin B0'04, '‘Analysis of PWR Ham Stear^i Line 
Break W/Continued Feedwater Addition Written response 
requi red 

O'REILLY, JP Region 3 . Atlanta, Office of the Director 00/02/00 

2pp 


B003190405 Forwards IE Info Notice 00-05, "Chloride Contamination of 
Eaf ety-Rolated Piping // Components " No turitten response 
required 

O'REILL/, J P Region 2. Atlanta, Office of fhe Director 00/02/08 

Ip 
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8003100031 Responds to IE Dullottn 79-17 No indicatior of leakage 
through cracks m stagnant borated utatcr sgs piping observed 
during visual examination 
PARKER, W □ Duke Power Co 80/03/13 Ip 


B003190988 Ack receipt of IE Insp Repts 50-269/80-02,50-270/80-01. 
50-207/80-01 No proprietary info 
PARKER, W a Duke Power Co 80/05/15 Ip 


8003170011 Responds to IE Dullctin 79-17, Item aib) re examination of 
weld samples in stagnant tiorated watcT sys No weld crncking 
was observed Lists specific wolds oxanuncd 
PARKER, W 0 Duke Powei Co 80/03/18 Ip 


8003180153 Discusses cracking in auxiliary feedwater noiilc found 
during insps r© IE Qullotin 79-13 Retaining wires were added 
to Unit 1 sleeves to assure that sleeve would not move if 
collar failed Unit 2 will be modified Unit 3 is exempt 
PARKER, W 0 Duke Power Co 80/02/18 3pp 


8003190115 Ack receipt of 800206 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-269/79--39, 
50-270/79-36 

BRVANTf J C Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 00/02/21 Ip 


—8003190120 Responds to NRC 000109 Itr re violations noted in IE Insp 
Repts 50-269/79-39 ti 50-270/79-36 Corrective actions 
security force members involved in inc ident, counso led on 
necessity to follow established security procedures 
PARKER. W □ Duke Power Co 80 / 02/06 3pp 


—0003190132 Forwards lE Insp Repts 50-269/79-37 6 50-270/77-36 on 
791203-03 t' notices of violation Apps A 6 Q App D fc Page 4 
of insp ropt withheld (ref 10CFR2 790) 

MURPHVrC E Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 80/01/09 2pp 


— 6003190135 Notice of viqiat ion, App A. from insp on 791203-05 

e Region 5. Atlanta, Office of the Director 80/01/09 Ip 


—0003170140 IE Insp Repts 50-267/79-39 U 50-270/79-36 on /7 1203-05 
Noncompliance noted hangars had attachments not shown oit 
surveillance as-built design drawings Portions withheld 
(ref 10CFR2 790) 

ANQ,W P Region 2, Atlanta, Office of the Director HERDT, A H 
Region 2. Atlanta. Reactor Construction Engineering Support 
Branch 79/12/19 4pp 


8003190716 Summary of 791100 meeting w/D^W owners group in Ilcthesdar NO 
re responses to IE Qulleiln 79-05C 

CAPRA. R A Standardiiation Branch 80/02/24 llpp 


8003140030 Foiwards IE Info Notice 80-06. "Notification of Significant 
Events " No action required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/02/2/ 
IP 


8003190201 Forwards waste packaging Insp Rept i3OO0O37/79~OQr on 
791210 t notice of violation 

STQHR.U P Region 2, Atlanta. Fuel Facility It Materials Safety 
Branch 00/01/30 2pp 


8003240049 Infoims NRC that response to IE Bulletin 77-27. "Loss of 
Non-Class IE Instrumentation V Control Power 8gs Bus During 
Operation," has not been completely reviewed internally 
Response will bo transmitted by 800307 
PARKER, N □ Duke Power Co 80/02/28 Ip 


8003180171 Forwards supplemental info to IE Dulletin 79-OlD. "Environ 
Qualification of Class IE Equipment " No response required 
□'REILLY, J P Region H, Atlanta, Office of the Director 80/02/27 

app 


80031B0322 Forwards IE Info Notice 60-07, "Pomp Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/02/29 

2pp 


8003180123 Forwards IE Circular 00-03, "Protection from Toxic Qas 
Hazards " No written response required 

O'REILLY, J P Reg-lon 2, Atlanta, Office of the Director 80/03/06 

2pp 


8003120533 Forwards response to IE Bulletin 79-27 Lists buses supplysng 
power to control sys bringing plant to cold shutdown Re*” 
reviewed IE Circular 77-02 Problems would not occur due to 
differences in sys design Response being reevaluated 
PARKER. W 0 Duke Power Co 80/03/07 7pp 


□003140414 f oi wai ds IE Info Notice 80“lO, "Partial Loss of Non-Nucloar 
Instrument Sys Power Supply Dui Ing Operation " No specific 
uctian or response required 

Q REILl V. J P Region 2, Atlanta, Qtfice of the Director 80/03/07 

?pp 


BOcnieOO^O Foiwards IE Info Notice 00-09, 'Possible Occupational Health 
Hazai d Associated w/Closed Cooling Sys foi Operating Power 
Plants ' No uiilten response i oquired 

CJ'REILLY. J P Region 2. Atlanta, Office of the Director 80/03/07 

2pp 


00(iil3ul3J Ftii uJirils IF Info Notice 00-00 "Otates Co Sliding Link 
Elect! ical Terminal Block " No specific action or response 
requested 

O'REILLY, u p Region 2. ntlanta, Office of the Director 00/03/07 

2pp 


8003270226 Ack receipt of flUOJt’O 1 ti informing NSC of steps taken to 
correct violations noted in lE Insp Repts 50-269/79-35, 

50-270//9-32 6 50-2Q7/77-35 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/07 

Ip 


— 8003270233 AeV receipt of IE Insp Repts 50-269/ /9-aS. 50-270/ 79-32 6 
50-2S7//9-35 on 79U27-30 No proprietary info Corrective 
actions bolts moved to posted cootammat ion area h 3GWD--152 
valve closed properly Cleanup procedure initiated 
PARKER, N O Duke Power Co 00/02/20 Spp 


—00032/0241 Forwards lE Insp Repts 50-269/79-35. 50-270/79-32 6 
30-207/79-35 on 79112 '-30 t notice of violation 
STOUR, J P Region 2 Atlanta. Fuel Facility 6 Materials Safety 
Branch 00/01/20 2pp 


— 80032/0247 Moticu of siolation t-Ton insp on /7l 127-30 

» Region V, Atlanta. Offirg of the Dnoctor 80/01/28 Ip 


— 00032 /02S7 lb Insp. Rapt 3 50-269/79-35.50 270/79-32 Pa 50-207/79-35 
on /9l l5/~30 Nonconp 1 laoLe noted failure to follow 
procedures re contamination a? efl f failure to lab«l 
contaitieis of radioactive mat I 

KCIOFV.C t1 Region 2. Atlanta. Office of the Diroctor CIDSON. A F 
Region 2, ,itlanta. Fuel Fticilitg ^ Hatei iais Safety Branch 
80/01 /2B 7pp 


8003370029 forwards tb Bulletin 90-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol lontiol Sys (CVCS) Holdup Tanks " 

Action f wiitten lespoiise required 

O'REIlLi/jj P Region 3. Atlanta, Office of the Director 00/03/10 

ip 


Q003360206 Forwards IL Bui lot in 80-06. Engineered Safety Feature 
(ESF) Reset Controls " Nrittun i esponse required 

□'REILLY, J P Region 3. Atlanta, Office of the Director 80/03/13 
Spp 


0003350561 Forwards IE Info Notice 00-U. "Ooneric Problems IJ/ASCO 
Valves in Nuclear Applications tncluduig Fire Prote-ction 
6ys '' No action or written retiponse required 

O'REILLY, J p Region 2, Atlanta. Office of the Director OO/OJ/H 

Ip 


8003360166 Foiwards IC Circulqi 00-04. “Securing of Threaded Locking 
Devices on Safety-Related Equipment '* No written response 
required 

O'REIUIV.J P Region 3 Atlanta. Office of the Director 00/03/14 
2pp 


R Poi iodic operating i epurts A related correspondence 


8(303050433 Forwar ds "Semiannual Effluent Release Rept, Jul-'Oec 1979 
PARKER, N 0 Duke Powoi Co 00/02/27 Ip 


— 8003050434 "Semiannual Effluent Release Rept.Jol-Dec 1979 “ 
« Duke Power Co 00/02/27 0pp 


B003I9051G Forwards monthly operating ropts for Feb 1900 
PARKER, M 0 Duke Power Co 00/03/14 Ip 


—8003190533 Monthly operating repts for Feb 1980 
REAVIS, J A Duke Power Co 80/03/H lipp 


8 Reportable occurrences. LCRs A related correapond ence 


8003030542 Notifies that RO-270/79-a will be submitted by 000114 
PARKER. W 0 Duke Power Co 00/01/07 Ip 
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9003170179 PNO-ri-BO-024 on B002J3, durjrg hydrostatic totting of Lfr>i t 1 
RCS follouiing refucliriQ l&akage discovered fro^ manuoy 
gaikots on generator A Investigation ravfraLed improper 

gaskets installed on Units l>2 2r 3 

QUICH-D R , tTARTlM R Region 2, Atlanta, Office of the Director 
00/03/13 Ip 


Q003030475 RO 270/00-1 on 600220, SA core flood t^irvlt pre»»aur« eiceeded 
Tech Spec limit Caused by broken nub oTt manual isolation 
^alvej prevent 1 ng valve closure Qroken valve isolated & core 
flood tank pressure returned to uithln Tech Spec limit 
BDNDrR T Dote Power Co 80/02/20 Ip 


&0031205U Forward* LEfi BO-OOi/OlT-0 

PARKER, W 0 Duke Power Co 80/03/09 2pp 


— S003J20921 LER 90-001/OIT-0 on B0O220, pres sure in core flood tank 2A 
exceeded Tech Spec for biief period uihen nitrogen supply 
valve could not be closed Caused by failure of valve yoke 
Valve yoke stem replaced 

LEWISES R J>vlce Power Co 60/03/05 Ip 


DOCKET SO-271 VERKONT YANKEE NUCUEAH POWER ETATtOH 


E WRC Safety Evaluation Report ISERi, suppls S.. c orr etpondemc e 


8003200294 Informs NRC of commitments in response to NRC BD0220 
sup p leffiBTital S£fi re Sections 3 3^3-6 Proposed commitment 
implementation dates are unacceptable Submits proposed dates 
for imp 1 ementat 1 on 

C0MWAV,W F Vermont Vankee Nuclear Power Corp SO/03/lA 4pp 


F Eecurityf medical, emergency h tire protection plans 


800317035^3 Lists mod items which reg^utred addl info at time of SER 
issuance All items satisfactory 

MACDQUQALL, E A Draokhaverv National Laboratory 79/OB/08 Ip 


8003100170 Forwards safety evaluation reflecting fire protection, 
reyleu RoRuetts response to NRC positions eipressed uithin 
20 days 

IPPOLITD. T A Operating Reactors Branch 3 BO/03/20 2pp 


~-8003t00174 Safety evaluation reflecting fire protection review 
* Operating Reactors Branch 3 60/02/20 9pp 


80030505S3 Forwards add} info rei^uested by NRC 8001)3 1 tr re ga« 
suppression sys 4t fire barrier penetrations Also forwards 
drawings depicting conduit or cable tray floor or wall 
penetration h control room cabinets 

KCQDYf D E Vermont Yankee Nuclear Power Corp 60/02/26 4pp 


--8003050563 "Typical A CT-0OD Silicone Elastomer Conduit or Cable Tray 
Floor Penetration ” 
a Chemtrol Corp 79/10/24 3pp 


>8003050568 "Typical C 0*1-109 Room Temp Vulcaniiing Silicone Foam 
Condi/it or Cable Tray i^alL Penetration ” 

# Chemtroi Corp 79/10/24 2pp 


— 8003050576 "Typical D CT-~19 Room Temp Vulcanizing Silicone Foam Conduit 
or Cable Tray Floor Penetration " 

*■ Chemtroi Corp 79/10/25 2pp 


--S-0O3OSOSB3 "Typical E CT-19 Room Temp Vulcaniiing Silicone Foam 
Mechanical or Heat I ng< Ven t i 1 abion U Air Cand i t i onkng Mall 
Penetration "■ 

a Chemtroi Corp 79/10/25 2pp 


—9003050591 "Typical F CT-19 Room Temp Vulcanirsng Silicone Foam 
Mechanical or Heat ing . Vent 1 1 a t»on Air Cond t tlon Irig Floor 
Penetration " 

« Chemtro] Corp 79/10/25 2pp 


>8003050596 "Typical G CT-l? Room Temp Vulcanizing Silicone Foam Control 
Room Cab Inets ” 

* Chemtroi Cgrp 79/10/24 jp 


— 80030506CO "Typical 8 CT-800 Silicone Elastomer Conduit or Cable Tray 
Wall Penetration " 

* Cherntrul Corp 79/10/24 ip 


—8003050607 "Typical H CT-0OO Silicone Ela^tamer Cable Vault Room t« 
Reactor BUg " 

a Chemtrpl Corp 79/09/ i3 Ip 


I 


— 6003050619 "Cylinder & Valve Schematic for Switchgear Room (Neu> 6 
Cable Vault i- Dattery Room -iEiisting) " 
e Walter Kldde U Co , Inc 79/00/17 Ip 


— B003050622 "Diesel Fire Pump Fuel Oil Storage Tank Room 
Walter Hldde f* Co , Inc 79/00/17 ip 


—8003050619 "Carbon Dioxide Fire Protection Sys Piping Arrangement V 
Wiring Schematic for Switchgear Room <New> 6 Cable Vault 
4Eilsting Sys> " 

» Walter Kidde t/ Co , Inc 79/08/03 Ip 


8003210444 Forwards DNL input to plant tire protection review, Items , 

3 1 4,3 1 6.3 2 5,3 2 2.3 3 3 t 3 I 14 Water suppression j 

sys. gas suppression sys, flame retardant coatings i. air 

breathing apparatus are satisfactory ti should be accepted | 

KALL.R E Orookhaven National Laboratory 00/03/17 6pp 1 

\ 

i 

8003240436 Forwards addl info re contingency plan per 000213 request ' 

Plan withheld (ref 10CFR2 790) j 

CGNI.)AYj W F Vermont Vaiilcee Nuclear Power Corp 00/03/10 Ip j 


G Adjudicatory correspondence 

8003190617 Notice of substitution of counsel for NRDC R3 Wilson will 

replace RE Ayres fr AZ Roisman in proceeding | 

(<)JL80N,^R J Natural Resources Defense Council QO/02/14 3pp i 


80031207B7 Forwards confirmatory order confirming util 000204 
commitment re recirculation pump trip installation prior to 
operation 

DENTON. H R Office of Nucleaii Reactor Regulation 00/02/21 ' 3pp 


‘0003120791 Confirmatory order directing licensee to install 
recirculation pump trip or place facility in cold shutdown 
El9ENHVr,D O Division of Operating Reactois 00/02/21 4pp 


H General correspondence 


6003120480 Requests info concerning whether NRC has power or choice of 
shutting down nuclear plants NRC should not permit operation 
of nuclear plants when serious questions remain unanswered 
Reply requested 

LEONARD.M Affi I iat Ion Unknown 80/03/06 2pp 


1 Financial information 


9003310372 Forwards Annual Financial Statements 1970 U 1979 
CARET, U U Vermont Yankee Nuclear Power Corp 00/03/27 Ip 


—8003310377 Annual Financial Statements 1978 «. 1979 
» Affiliation Unknown 80/02/15 ISpp 


P Operating license stage documents it correspondence 


B003J70197 Forwords draft NUREO-0630. "Cladding Swelling 8* Rupture 
Models for LOCA Ana lys i s" 4c topics for discussion sent to 
fuel vendors Requests comments by 800109 

ElBENHUTiD G Division of Operating Reactors 79/13/20 19pp 


—8003170371 Draft "Claddins Swelling Rupture Models for LQCA 
Analysis " 

PQNERS, D A Core Performance Branch 79/11/30 I06pp 


0003170071 Ac k receipt of 790323 contingency plan Forwards request for 
addi proprietary info Response should be withheld per 
I0CFR2 790 Request for info withheld (ref IOCFR2 790) 

IPPDLITO.T A Operating Reactor* Branch 3 00/02/13 2pp 


8003040069 Requests payment of difference between Class MI t< Class If 
license fee re uti) 000125 application pioposlng 
organl lati anal changes to Tech Specs Changes considered to 

be of safety significance ' 

DIOC^SrR M License Fee Management Branch 00/02/19 Ip 


8003170216 Forwards Amend 66 to License DPR-28 

IPP0LITQ. T A Operating Reactors Dranch 3 BO/02/28 5pp 


— 600-3170239 Amend 56 to License DPR-20 replacing license conditions of 
App 8 w/water quality limits L surveillance requirements 
which fall within EPA » State of VT jurisdiction 
IPPOLITO, T A Operating Reactors Branch 3 00/02/22 2pp 


— 800317Q244 Notice of Issuance of Amend 96 to License DPR-20 
IPPOLITO. T A Operating Reactors Branch 3 00/02/32 2pp 

1 
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-■'8001170245 App B to ETS 

* Vermont Yanko* Nuclear Pauer Corp 80/02/05 lApp 


6003130172 flo 1 1 f i c at 1 on of B00305 meeting ui/util in DefchesdaiHD to 
discuss analysis methods to be used m suppott of future 
plant reloads 

ROONEV, V L Operating Reactors Branch 3 BO/02/29 Ip 


8003190732 Notification of 800310 meetl ng r resch edul ed from 000305, 
u/utll in BethesdaiMD to discuss reload analysis methods 
Room number also changed 

RCDNEY« V L Operating Reactors Branch 3 80/02/25 Ip 


B003040611 Foriuards program ground rules inadvertently omitted from 
800214 meeting minutes 

SMITH. R L Vermont Yankee Nuclear Poiuer Corp 80/02/28 2pp 


8003180314 Reviews ETS proposed per NRC 800222 Itr identifies areas 
which may require extensive revisions to current procedures 
Requests more time to evaluate needed changes Rewritten App 
0 Tech 8pec pages will be submitted by 600430 
SMITMi R L Vermont Yankee Nuclear Power Corp 80/03/13 Ip 


6003l'?0t44 Provides infoi in response to NRC 791213 Itr Util has not 
experienced event which caused concurrent loss of all 
offsite power sources Forwards tabulation of loss of offsite 
power events where less than all sources were lost 
CONWAY. W F Vermont Yankee Nuclear Power Corp 80/03/14 2pp 


— 6003l90Ii4S Discusses 721 lOB event After reactor scram, aux 1 1 iary 
transformer extensively damaged by fire Caused by mechanical 
failure of limit switch arm on turbine stop valve 2 Program 
developed to evaluate extent of equipment damage 
JONES. R F Vermont Yankee Nuclear Power Corp 72/12/13 6pp 


6003200493 Discusses review of high pressure primary coolant piping 
sye Event 5 valve conf igurati ott does not exist at facility 
No mods or changes to inservice insp U test program (e 
procedures necessary to increase valve reliability 
VANDENBUROH. D Vermont Yankee Nuclear Power Corp 80/03/14 2pp 


80D3210570 Forwards "Auxiliary Power 8ys Voltage Study'^ for facility, 
in response to NRC 790808 request for info re adequacy of 
station electric distribution sys voltages 

CONWAY, W F Vermont Yankee Nuclear Power Carp 80/03/17 2pp 


—8003210576 “Auxiliary Power Sys Voltage Study " 

JOHNSDN, P n , URBANDNSKI,S F Yankee Atomic Electric Co 
YAEC-1205 00/03/17 40pp 


8003310296 Application to amend License DPR-2Q consisting of proposed 
Tech Spec Change 79 Technical description of recirculation 
pump trip I analog trip sys enc I 

ORQCErR H Vermont Yankee Nuclear Power Corp 00/03/17 12pp 


■8003310298 Tech Spec Change Request 79 to reflect mods to recirculation 
pump trip 6 analog trip sys 

♦ Vermont Yankee Nuclear Power Corp 80/03/17 34pp 


B003280466 Advises that engineered safety feature info required by NRC 
will bo delayed due Co conflict w/schedule for response to 
IE Bulletin 80-06 Response will be submitted by 000531 
8MIITH, R L Vermont Yankee Nuclear Power Corp 00/03/24 Ip 


Q Inspection repoi it, IE Bulletins U correspondence 


8003060762 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups state atty 
general ofes, copies of escalated enforcement correspondence 
sent by NRC to licensees 

ORlERiB H Region 1, Ph 1 lade Iph ia, Office of the Director 
79/11/29 ip 


0003050023 Forwards IE Insp Rept 30-271/79-21 on 791128-30 No 
noncompliance noted 

BRUNNER. E J Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch 60/01/04 2pp 


—0003030029 IE Insp Rept 50-271/79-21 on 791128-30 No noncomp 1 lance 
noted Major areas inspected facility records U Insp tours of 
accessible plant areas, 1 icensee action on previous insp 
items U followup on IE bulletins Zt circulars 

RAYMOND, W J , 8TETKA, T F Region 1. Philadelphia, Office of the 
Director MARTINrT.T Region I, Philadelphia, Reactor Operations 
Muclear Support Branch 00/01/02 7pp 


8003030293 Responds to IE Bulletin BO-Ol, "Operability of Automatic 
Depr ee sur 1 lat ion Sys Valve Pneumatic Supply “ Automatic 
depres sur 1 lat ion sys accumulator sys are not periodically 
leak tested 

MQaDY, D E Vermont Yankee Nuclear Power Corp 80/Dl/lB 2pp 


8003040313 Submits supplemental response to IE Bulletin BO-Ot, 
"Operability of Automatic Depressuri lation Sys Valve 
Pneumatic Supply " Leak rate test will be performed on check 
valves in saf ety/rel ief valve air accumulator supply lines 
MOODY. D E Vermont Yankee Nuclear Power Corp 60/01/25 2pp 


B003190B63 Forwards IE Insp Ropt 50-271/79-20 on 791119-21 No 
noncomp 1 lance noted 

BRUNNCR. E J Region 1, Ph i lade I ph la. Reactor Operations Nuclear 
Support Branch 00/01/28 2pp 


—8003190070 IE Insp Kept 50-271/79-20 on 791119-21 No noncompl lance 
noted Major areas inspected pipe support t< restraint sys 
surveillance 6 Inservice insp program for Class I t< 2 
restraints 

FQLEY.T Region 1, Philadelphia. Office of the Director 
CAPHTON, D L Region J, Philadelphia. Reactor Operations Nuclear 
Support Branch 00/01/10 7pp 


B00313007S Confirms 000129 telcon extending invitation to attend 800207 
meeting in King of Prussia, PA re requirements in IE Bulletin 
79-OlB, "Environ Dual t ficat ions of Class IE Equipment " 

Proposed agenda end 

DRIER, D M Region 1* Philadelphia. Office of the Director 
00/01/30 2pp 


0003260334 Forwards IE Mgt Meeting Rept 50-271/80-01 Meeting results 
beneficial in establishing ofc of resident reactor inspector 
at facility 

BRUNNERiE J Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch 00/01/31 ip 


—8003260339 IE Mg t Meeting Rept 80-271/80-01 on 8001 10 at facility to 
discuss details re establishment of onsite ofc for two 
full-time NRC inspectors 

RAYMOND, W J , MCDSCAR, J J Region 1. Philadelphia. Office of the 
Director MARTIN. T T Region 1, Philadelphia. Reactor Operations 
Nuclear Support Branch 80/01/2? 2pp 


8003190696 Ack receipt of 800124 Itr informing NRG of steps taken to 
correct unresolved item noted in lE Insp Rept 50-271/79-17 
BRUNNHRiE.O Region 1, Ph 1 lade Iph la. Reactor Operations Nuclear 
Support Branch 80/02/20 Ip 


6003140127 Forwards IE Info Notice 80-06, "Notification of Significant 
Events " No action required 

ORIER.B K Region i. Philadelphia. Office of the Director 
60/02/27 Ip 


8003120566 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

ORIER.B H Region k. phi lade Iph la. Office of the Director 

ao/oa/29 Ip 


8003140391 Forwards supplemental info to IE Bulletin 79-OlQ, ^'Environ 
Qual i f Icatlon of Class IE Equipment “ Response required 
GRIER, D H Region t, Ph i 1 ade Iph ia, Office of the Director 
00/02/29 7pp 


8003160298 Forwards IE Circular 80-03, "Protection From Toxic Gas 
Haiards " No written response required 

GRIER, □ H Region I, Philadelphia, Office of the Director 
00/03/06 Ip 


6003180059 Forwards It Info Notice 80-09, "Possible Occupational Health 
Haiard Associated u/ciosed Cooling Sys for Operating Power 
Plants ” No written response required 

ORIER.B H Region 1. Phi I adelph ia. Office of the Director 
BO/03/07 Ip 


0003190295 Forwards lE Info Notice 80-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ORlERiD H Region 1, Ph i ladelphl a, Office of the Director 
00/03/07 Ip 


8003260371 Forwards IE Imfo Notice 90-10, "Partial Loss of Non-Nuclear 
Instrument Bys Power Supply During Operation " No specific 
action or response required 

QRIER,& H Region l, Philadelphia. Office of the Director 
00/03/07 Ip 
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B0032&04-63 Forwartfs IE Btilletin 80-05j “Vactiufli Condition t?eiulting »n 
Damage to Chemical k7o 1 Cantrol ICVCSJ Holdup Tank! “ 

Action it ii^ntten re»pon»e required 

QRIER.D H Raglan Fh.i lade Ifihia r Office of the Director 
80/03/10 tp 


fi0032fi0J70 Forwards IE QulLetin 80-06/ "Engineered Safety Feature 
lESFl Reset Controls Urttten reiponse required 
GAIERpB |i Region Ip Ph t lade 1 phtop Office of the Director 
90/03/13 Ip 


6003S50369 Forwards IE Info Notice 00-1 1> "Generic Prablems W/ASCO 
Valve* in Nuclear Application* Including Fire Protection 
Sv* " No action or written response required 
GRIER. D H Region I, Philadelphia, Office of the Director 
80/03/iq ip 


0003260000 Forwards lE Circular 80-0*1, ’Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
requJ red 

GftlERfQ H Region I, Ph i ladelph la. Office of the Director 
flO/03/14 Ip 


R Periodic opepatlng reports t related correspondence 


800317036S Forward* "Effluent L llaste Disposal Semiannual Rept. 
Rad i o-logical Impact on Nen.Vul-Dec 1979 " 

SMITH, R U Vermont /ankee Nuclear Power Carp 80/03/07 Ip 


— B0031703&7 "Effluent ic Haste Disposal Semiannual Rept^ Rad i olog ical 
Impact on hen*Jul-Qec 1979 " 

■* Vermont Vanke* Nuclear Power Corp 7^/12/31 53pp 


8G03170263 Forward* monthly operating rept for Feb 1900 

MOODY, D E Vermont Yankee Nuclear Power Corp 00/03/12 Ip 


■9003170265 Monthly operating rept for Feb 199'D 

DEERS, F C Vermont Yankee Nuclear Power Corp B0/03/S2 8pp 


S Reportable occurrences, LERs h related correspc»ndenc e 


8003040469 Forwards LER BO-007/03U-0 

CONWAY, N F Vernont Yankee Nuclear Power Corp 00/02/27 Ip 


9003040476 LBR fi-O-OOT/OSL-O on 000128, wh i le perf arming surveillance 
testing of HPCl sys, governor valve remained shut after 
turbine was shut down u/auviliary oil pump running Caused by 
actuator sticking 

CONWAY, W F Vermont Yankee NwcUar Power Corp aO/DS/27 2pp 


S0030&0550 Forwards LER QO-009/OaL“0 

CONWAY, H F Vermont Yankee Nuclear Power Corp 80/03/03 ip 


'000 3060556 LER 0O-OD3/O3L-D on 300203, dur 1 ng Feb 1980 shutdown, shock 
suppresser RR-2 found w/no visible fluid level In sight 
glass |( declared visible insp failure Cause of leakage 
unknown Snubber rebuilt ^ tested prior to relnsta llat i on 
CQNHAV, W F Vermont Yankee Nuclear Power Corp 80/03/03 2pp 


8003100551 Forward* UER 90-011/01P-0 

MURPHY, WP Vermont Yankee Nuclear Power Corp 00/03/13 Ip 


— BOO310O559 LER 80-011 /OiP-0 on 000312, 1 nves 1 1 gat ion of onsite power 
distribution sys revealed voltage for continuous operation 
cf some 400 volt sys loads below min required voltage Caused 
by Incomplete analysis of sgs when transformers replaced 
hURPhY, M P Vermont Yankee Nuclear Power Carp 80/03/13 2pp 


8003210561 Forwards UER eo-009/03L~0 

flUftPHY,W P Vermont Yankee Nuclear Power Carp 00/03/17, ip 


— 90032J0566 LER 60'009/03L-0 on 800229, dvr i ng sur vei IJance. tes tingrRHR 
ivc water pump F-B-IC failed to start Caused by broken lead 
on closing coil in circuit breaker Circuit breaker replaced 
MURPHY, W P Vermont Yankee Nuclear Fewer Corp aO/DS/l? Ip 


docket 50-272 0ALEH NUCLEAR CEHERATINO STATION, UNIT 1 


A App I Ication/construc tlon stage documents U correspondence 


8003140032 ^Assessment af Impact* of Ealem ^ Hope Creek Stations on 
Shortnote Sturgeon, Ac Ipenscr Drevinoitrum Lesueur " 

HAflhTlK-N T » WILBON. J H Division of Site Eafety U Environmental 
Analysis 80/03/31 101pp. 


F Security, medical, emergency t fire protection plans 


0003290044 Request* add 1 revision* to util 000104 safeguard* 
contingency plan within 30 dags as noted in enc I comments 
End withheld (ref 10CFR2 790) 

SCMHENCERrA Operating Reactor* Branch I 80/03/05 3pp 


G Adjudicatory correspondence 


3003070283 Respond* to 791018 petition requesting show cause order tc 
suspend or revoka OL Request denied but other actions still 
under consideration Forward* director's decision per 
10CFR2 20^ 

DENTON, H R Office of Nuclear Reactor neguiatlon 60/02/07 Ip 


— 0003070295 Director's decision per 2 206 denying request for suspinsitn 
or revocation of OL Requests for action re other facilities 
still under consideration 

DENTON. H R Office of Nuclear Reactor Regulation 60/02/07 5pp 


— 8003070200 Director's decision per 2 206 denying request for suspension 
or revocation of OL 

DENTOiy.H R Office of Nuclear Reactor Regulation 00/02/07 ip 


8003130050 Order granting extension until 000314 for Commission to 
elect whether to review Director's 800207 decision per 
lOCFRa 206 

CHiLKrS J Office of the Secretary of the Commission 00/02/20 
Ip 


0003260536 Joins w/llcen*ee request for official notice President's 
radioactive waste mgfc program consistent u/intervenors 
Colemans L Lower Alloways Creek position* opposing untried 
option of high density spent fuel storage N/news article 
ONSDORFF,K A New Jersey, State of 00/02/20 4pp 


8003130089 Notice of 800422 evidentiary heai ing at Salem County 
cour thou* e, Sa 1 em, NJ, re gross loss of water from spent fuel 
storage po-ol Testimony on Issue shall be filed on 800324 h 
objections on 800404 

HILHOLLIN.G L Atomic Safety and Licensing Board Panel 80/02/22 
Ip 


8003130101 Memorandum L order re intervenors A V E Coleman motions 
Denies reinstatement of Contentions 7, ? 6 13 Grants motion 
to supplement Contentions 2 & 6 Clarifies ASLB 790418 
questions it sets evidentiary healings per separate notice 
lilLHOLLiN, O L Atomic Safety and Licensing Board Panel 80/02/22 
]9pp 


0003130003 Erratum to NASLP 800223 memorandum is order re amend to OL 
"On" in Line IS, Page 10 should be "or " 

HlLHGLLlNiG L Atomic Safety and Licensing Board Panel 60/02/28 
ip 


8003250202 Response to SC Sholly 000117 first set of interrogatories 
Includes info re containment Isolation *ys & conditions 
defeating ECCB by reducing flow rate or turning off sgs 
N/Affidavits prof qualifications 
SHARTZ,L U Antitrust Division 8D/02/29 4dpp 


8003190933 Forwards Ifeensee 800303 motion in form of brief, for 
directed certification L for stay of proceeding 
NETTERHAHNpM J Conner, Moore ^ Corber 60/03/03 ip 


— 8003190942 Motion in form of brief for directed certification of Clai* 
9 question ^ for stay of proceeding A8LAB Intercession is 
warrami-ed per stds set in Marble Hill ^ Skagit proceedings 
tirgos con* iderat i on of all aspects Certificate of Sve end 
WETTER HAHM.M J , FRYLINC, R Public Service £1 ectri c Oas Co of 

New Jersey WETTERHAHN. M J Conner, Moore t- Corber 60/03/03 

33pp 


0003060325 Response stating no objection to licensee 000214 request to 
take official notice of tlhite House 000212 "Fact Sheet, 

President's Program on Radwaste Mgt " Certificate of 6vc 
enc 1 . 

MOORE, JE Hearing Branch 2 60/03/05 3pp 


8003110633 Discusses eKperlonce In facility proceeding U 791029 meeting 
in Dethesda,MD re shurtnose sturgeon NRC should improve 
Intervenor treatment Expresses opposition to fsciHtles 
COLEMAN, E 0 > COLEMAN. A C Affiliation Unknown 00/03/05 3pp 


600331049L Requests name removal as atty for Township of Lower Alloways 
Creek In pruceetflngs 

HORNERjU C Affiliation Unknown 00/03/10 Ip 
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B003S&02<)'\ Order gt anting extension until 600328 for Coininl«ien to 
elect whether te revieu director's B00207 decision taken 
under lOCFt^2 206 

CHILK«S J Office of the Secretarij of the Comntiasion 00/03/11 
Ip 


0OO32OOM1 Order granting PSEttO motion to take official notice of Uhlte 
House 000212 “Fact Sheet* Pres 1 dent ' s Program on Raduaete 
Mgt* " re OL amend proceeding Certificate of Svc end 
MILHOLLlNiO L Atomic Safetg and Licensing Board Panel 00/03/13 
3pp 


0003240622 Opposition to licensee motion for directed certification of 
Class 9 accident conse<iuences I foi stai^ of fuel pool 
erpandon proceeding W/notice of appearance te Certificate 
of 8vc 

PAT0N*W D Hearing Branch 4 KQQRE, J E Hearing Branch 2 
90/03/13 14pp 


9003270065 Order advising that relief from present testimony schedule 
should be sought from ASLB* due to absence of responses bg 
all parties to licensee motion for directed certification tc 
stag 

TQHPKINS. Q A Atomic Safety and Licensing Appeal Panel 00/03/20 

ip 


8003310245 Order postponing 800422 evidentiary hearing until 000420* in 
response to AC ti EO Coleman request Testimony re 
consequences of gross loss of uiater from storage pool* shall 
be filed by 000410 objections thereto by 600421 
HILHOLLlHiO L Atomic Safety and Licensing Board Panel 00/03/21 

2pp 


J Insurance t' indemnity information 


6003100626 Forwards certified Endorsement 3 to NELIA Binder EB-60 

CORREA* C harsh U McLennan. Inc > h K Nuclear Consultants. Inc Div 
00/02/29 2pp 


0003110490 Forwards certified Endorsements 7 t 37 to NELIA Policy 
NF-230 

CORREAih A harsh f* HcLennen. Inc < H It K Nuclear Consultants. Inc 
Div 00/03/04 3pp 


6003110659 Forwards certified Endorsement 38 to NELIA Policy NF-230 
CORREA, h A Marsh tt HcLennnn. Inc . K M Nuclear Consultants. Inc 
Div 00/03/04 2pp 


K Utility Final Safety Analysis Report (F8AR1 t< amends 


0003100140 Forwards amend to FBAR submitted as Amend 43 to OL Consists 
of 60 replacement pages 

MITTL.R L Public Service Electric L Oas Co of New Jersey 
00/03/06 ip 


— 0003100143 Amend to PSAR submitted as Amend 43 to OL Consists of 60 
replacement pages 

^ Public Service Electric I Oas Co of Neui Jersey 00/03/06 
50pp 


P Qpcratlng license stage documents It correspondence 


0003170197 Forwards draft NUREO-0630. "CUdding Swelling It Rupture 
Models for LOCA Analysis** It topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISENHUT.D 0 Division of Operating Reactors 79/12/20 I9pp 


*“0003170371 Draft ''Cladding Swelling It Rupture Models for LOCA 
Ana lysis " 

POWERS. D A Core Performance Branch 79/11/30 106pp 


0003060634 Notifies of completion of generic bounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than 50 FGC0 actuations, 

SCHWENCERrA Operating Reactors Branch 1 79/12/28 Ip 


6003270079 Forwards safety evaluation re facility override of 
containment purge Isolation I other engineered safety 
feature actuation s ignal s. Review concludes mods bring plant 
into design conformance w/exceptlons 
LAINA8.0 Plant Bystems Branch 00/01/30 2pp 


— 0003270004 Safety evaluation re facility override of containment purge 
isolation other engineered safety feature actuation 
signals 

« Office of Nuclear Reactor Regulation 00/01/30 2pp, 


— 0003270090 “Electrical Instrumentation I. Control Aspects of Override 
of Containment Purge Valve Isolation V Other Safety Feature 
Signals. " informal rept 

UDY. A C EO l< 0. Int FIN A-6256 79/11/30 lOpp 


8003270085 Advises of status re review of containment purge U vent 
isolation 1. actions taken since 790B22 meeting Interim 
position It Lainas 000130 memo end 

ROSS.W J Operating Reactors Branch 1 00/02/14 3pp 


'“6003270092 Forwards safety evaluation re override of containment purge 
isolation Hods are acceptable w/three eiceptlons licensee 
should piovide spr ing-loaded covers over buttons, provide for 
sys leval annunciation It upgrade radiation monitors 
LAINAS. 0 Plant Systems Branch 00/01/30 2pp 


— 0003270095 Safety eval uation. resul ting from AD 7a“3i re override of 
containment isolation !< other engineered safety feature 
actuation signals 

* Power Systems Branch 00/01/30 2pp 


8003140040 Confirms 800225 meeting in Trenton. NJ to discuss planned 
placement of TLBs around facilities as part of nationwide 
environ radiation monitoring program 

0M1TH.O H Region 1. PMladtiphla, Fuel Facility It MaterlaU Safety 
Branch 80/02/ 19 Ip 


8003140045 Confirms B00223 meeting in Trenton. NJ to discuse planned 
placement of TLOs around facilities as port of nationwide 
environ radiation monitoring program 

SMITH.G H Region 1. Philadelphia. Fuel Facility l< Materials Safety 
Branch 80/02/19 Ip 


6003140049 Confirms 000225 meeting in Trenton. NJ to discuss planned 
placement of TLDs around facilities as part of nationwide 
environ radiation monitoi ing program 

SMITHiO H Region 1^ Philadelphia. Fuel Facility It Materials Safety 
Branch 00/02/19 ip 


8003140071 Confirms 800225 meeting in TrentoniNJ to discuss planned 
placement of TLOs around facilities as part of nationwide 
environ radiation monttorlng program 

8MITH.0 H Region 1.. Philadelphia. Fuel Facility It Materials Safety 
Branch 80/02/19 Ip 


6003140073 Confirms 800225 meeting in Trenton.NJ to discuss planned 
placement of TLDs around facilities as part of nationwide 
environ radiation monitoring program 

SMITH. 0 H Region 1. Ph 1 ladelphia. Fuel Facility It Materials Safety 
Branch 80/02/19 Ip 


6003140150 Forwards Amend 24 to License DPR“70. safety It notice of 
issuance It availability 

6CHUENCER.A Operating Reactors Branch 1 00/02/21 2pp, 


— 0003140150 Amend 24 to License DPR“70. incorporating Tech Specs 
governing operation I* surveillance of low temp pretsurlier 
overpressure protection sys 

8CHHENCER.A Operating Reactors Branch I 80/02/21 I4pp 


— 8003140164 Safety evaluation supporting Amend 24 to License DPR"70 
EOlO Inc supporting evaluation end 
e Operating Reactors Branch 1 60/02/21 lipp 


— 6003140170 "Technical Evaluation of Electrical Instrumentation l< 
Centrol Design Aspects of Low Temp Overpressure Protection 
0ys for Fad 1 1 ty " 

LAUDENBACH. D H EQ V 0i Inc 00/02/21 I4pp 


— 0003140174 Notice of issuance I. availability of Amend 24 to License 
DPR-70 

SCHWENCER.A Operating Reactors Branch 1 00/02/21 Spp 


0003250217 Forwards corrected Issuance of Amend 24. to license DPR-TO 
•afety evaluation 

SCHWENCER. A Operating Reactors Branch 1, 60/02/21 2pp 


—'8003250220 Amend to License DPR“70. Incorporating std radiological 
safety tech Specs for operation i* surveillance of low temp 
pressvrizer overpressure protection sys, 

BCHWENCER.A Operating Reactors Branch 1 00/02/21 24pp 


—*8003250235 Safety evaluation supporting Amend 24 to License DPR-TO. 
e Office of Nuclear Reactor Regulation, 00/02/21 llpf> 
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8003*30029 fJotit-les of data ifidlcating f»E-sion teleasc- rat^ from 

LVifi ftiif I pvllctt increases u/borntip No llv^iistng action 
r?<lii»r®d for oporatiti'j reacfora Users ot Wes ting bouso fuel 
mtiSt quantify tuinyp if neu design criteria tiolate^d 
SCHWEVCFFIi ^ Operating Reactors Ora nth 1 80^02/35 2pp 


8OO314O064 Foruai ds "Assessment of Impacts o+ Salem f< Hope CreeJc 
Stations on Shortnose Storjeor^ Acipenser Dre^irastrum 
Leiueur" £PA concurrence lui 1 1 be sent by B003&7 
LEARiff £n/-i ronmen tal Specialists Bran<‘h BO/02/29 2pp 


— 8003140082 'Assessment ot Impacts of Salem f< Hupe Craek Stations or 
Sliortnose S turg ce n ■ Ac i p an s er 3rev>nostrum Lesueur " 

MASffIKtN T Division or Site Safety Envir onmenta I Analysis 
80703/31 lOlpp 


8003110512 Submits supp I inf-o re degraded grid voltage protectipr at 
facility In rpspansc to HRC Oct 197? request Provides 
proposed design for second level of undervoltage protection 
LI0RI22!.r P Public Service Electric *y Gae Co of New Jersey 
aO/03/03 l7Jpp 


8003110573 Forwards error analysis ot subcoolin^ margin readirig re mod 
ef small break LOCA operatoi g u i del iiiesi per NRC 791227 
r enoest 

LIHRr2n>F P Public Service Electric %. Oaa Co of New Jersey 
BO/ 03/03 Mpp 


B0031105?2 Concurs w/NRC conclusion that facility operation wtU not 
jeopardue continued emstence or shortnose sturgeon 
MQRALES-SANOfEZ Environmental Protection Agency 80/03/OS 2pp 


8^003260514 Notification of 300319 meeting u/util in QethesdaiHO to 
discuss revieui of proposed ra<li o Jog i c el ETS 
RGSSf (4 J Operating fleactors Qrancb 1 BO/03/05 2pp 


0003170261 Forwards "Pump Valve Testing pTogiamj'' superseding 
20~month update forwarded on 790209 Piugram incorporates 
comments 4 revisions agreed to et 600130 t 31 meetinjs 
lu/NRC 

LIDRIZZI-F P Public Service Electnt Gas Co of Mew Jersey 
00/03/10 tp 


-~a003l702&4 "Pump f Valve Testing Progr-dm 

< Public Service Electric •j Gas Co of New Jersey 80/03/10 
91PP 


0003210404 Submits info re LWP pT ini:iry coolant sys pressure isolation 
valves in respense to NdC 600223 Itr Includes info re Event 
5 isDiatian valve configurations Plant procedures i evised to 
increase valve raliabijitg 

LISRIZZI-P P Public Service Electric t Cas Co of New Jersey 
30/03/14 lOpp 


8003260629 Forwards application to amend I icetise DPR-70- ehang trig 
J25-vQlt t 29*'valt battery individual cell itiin voltaae* ^ 
proposed Tech Specs Class III fee enc J 

UIDRI2ZI<F P Public Service Electric 6 was Co of Mew Jersey 
60/03/ 1 7 Ip 


--0003260632 Application to amend License OPR - *>01 c hang i tig 125-volt tt 
26-‘Volt battery individual cell mm voltages 

fiCHMElDERpF N Public Service Electric V Oas Co of New Jersey 
60/03/17 2pp 


--8003260635 Proposed Tech Spec changes for Surveillance 7 cqui t emen ts to 
electrical power sys. changing 125-valt ?- 2a-volfc battery 
individual cell min voltages 

• Public Service Flectric t Oas Co of New Jersey QO/03/17 

2pp 


8003250569 Forwards supplemental response to NRC Q00225 Jtr re cracking 
in WestingbausB low pre-ssui e turbine discs 

SCHNElDERf F k/ Public Service Electric 6 Gas Co or New Jersey 
eO/03/20 /pp 


8003260361 Forwards Westinghouse responses to NRC 3Q022& request for 
Info re cracking m low pressure turbine discs Info 
supplements 80O3L9 Ur tnfo withheld fref lOCFfiS 790) 

SCHNEIDER, F 14 Public Service Electric t (?as Co of New Jersey 
60/03/20 7pp 


0 Inspection reports. It Bulletins 1 correspondence 


0003060721 Notifies that Nf?C intends to routinely forward to 
appropriate state public util regulatorif groups & state atty 
general of cs. copies of escalated enforcement correspondence 
sent by NRC to Imensees 

GRIER, B H Region 1. Phi larf^lph 1 a, Office of the Director 
79/11/29 Sp 


8003060280 Forwards IE 1 nsp Repts 50-272/79-28 f/ 50-311/79-35 on 
791007-1117 ffo none oflip 1 idnco noted 

BPUMNERj E J Region I Philadelphia' Reaetpr Operations Nucleor 
Support Branch 80/01 ''02 2pp 


— 6003060^92 IE Insp Hepta 50-J72//9-28 h 50-3n//9-3S on 791007-1117 
Np none omp 1 lancr ncitad Major areas inspected log V record 
revi ews , r ev 1 eui of licensee events, fo 1 1 owup on IE bulletins 
S( previous irsp items 

NORRHOLM, L J , NICHOLAS, H H Region I- Philadelphia. Office of thi 
Director KClNGiR R Region I, Ph 1 1 ade Iph la. Reactor aperat-lons 
Nuclear Support Branch 79M2/13 10pp 


80031300/4 Confirms 0OO1J9 tolcon extending invitation to attend &00207 
meeting in King of Prussia. PA re requirements m IE Bulletin 
79-OlQi "Environ Qualifications or Class IE Equipment " 

Proposed agenda end 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/01/30 2pp 


6003040031 Ack leceipt of 800122 Itr informing NRC of steps taken to 
correct violations noted in 1£ Insp Rept 50-272/79-28 
BRUNNER, £ J Region 1, Philadelphia. Reactoi Operations Nuclear 
Support Bramcli 00/02/07 Ip 


— 8003040034 Responds to NRC 800)02 Itr re violations noted i|i IE Imp 
Rept 5O-2/2/7‘7-20 Corrective actions independent 
ver 1 1- 1 cat 1 on program will be established re valve alignment 
surve 1 1 lance 

SCHNEIPER.F N Public Service Electric b Gas Co of New Jersey 
80/01/22 4pp 


—8003040038 Forwards lE Insp ftepts 50-^72/79-26 6 50-311/79-35 on 
791007-1117 L nottces^ of violation f/ deviation 

0RUN(4ER,E J Region I, Ph i lade Iph la. Reactor Operations Nuclear 
Support Oranch QO/Ol /02 2pp 


— G00304004I Notice of violation rron insp on 791007-1H7 

« Region t. Phi 1 ade ) p h la, Office of the Director ■^9/12/13 Ip 


—8003040045 Notice of deviation from insp on 79J007-U17 

* Region 1, Philadelphia, Orfice ot- the Director 79yl2/l3 Ip 


—8003040051 IE Insp Repts 50-273/79-20 ^ S0-3U/79-35 on 791007-IH7 
Moncomp 1 lancc noted failure to rolluw procedures re valve 
status & to coihplete seismic support mods prior to Mode 4 
operat i on 

KE1I1IG, R R Region 1. Fh i lade 1 ph la. Reactor Operations Nuclear 
Support Branch RHDADS, G 0 , NICHOLAS. H H Region 1, 

Fh I lad el ph 1 a, Office or the Olrectoi 79/12/13 I8pp 


8003040092 Ack receipt of 791220 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-272/79-29 
CRJER, 0 H Region 1, Philadelphia, Office of the Director 
80/02/ E 2 Ip 


--8003040096 Responds to NRC 791130 Itr re violations noted in IE Insp 
Rept 50-272/77-29 Corrective actions strip chart recorder 
will be used in connection w/computer to monitor temp 
limits 

&CHNE1DER.F W Public Service Electric f/ Gas Co of Hew Jersey 
79/12/20 3pp 


—8003040098 Forwards lE Jnsp Rept 50-272/79-29 on 791015-lB ^ notice of 
violation 

GR1FR,0 H Region I, PhUadolphta, Office of the Director 
79/li/30 2pp 


— 0OO3O4O1OJ Notice of violation from insp on 791015-10 

» Region 1, Philadelphia, Office of the Director 79/11/26 Ip 


--6003040106 IE Insp Rept 50-272/79-2? on 791015-10 NoncompUance noted 
exceeding condenser temp limiting condition 6 failure to 
maintain condenser temp records 

DQRES.R J Region U Philadelphia, Fuel Facility t Materials 
Safety Branch JACKSON, T J , SHAHDAKY, M M Region 1, 

Philadelphia* Office of the Director 79/11/26 5pp 


8003190927 Ack receipt of 600211 Itr informing NRC of steps taken to 
correct Violations noted in lE Insp Repts 50-272/79-31 << 
50-311/79-36 

SlilTHrO H Region I* Phi ladelph ia. Fuel Facility it tlatbrials Safety 
Drench 80/02/23 1 p 


—8003190954 Forwards 5E insp Repts 50-272/79-31 tt 50-311/79-36 on 
791113-15 8, notice of v>aUtlon 

SMITH^O H Region J, Philadelphia, Fuel Facility It Materials 
Safety Branch 00/01/21 2pp 
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--0003190962 NotUe of violation from ln»p on 791113-15 

* nagion Philadelphia, Office of the Director 80/01/04 3pp 


—0003190975 IE Imp Repts 50-272/79-31 4c 50-311/79-36 on 791113-19 
Noncomp I iance noted failure to provide document control & 
to provide adequate procedures 

THONUSrt K , NIMITZ.R L Region 1, Philadelphia. Office of the 
Director STQHR, J P Region 1. Ph 1 ladelp h ia. Fuel Facllitg it 
Materials Safety Qranch 00/01/04 llpp 


8003140477 Forujards IE Info Notice 79-37, "Ct ac k Ing in Lou Pressure 
Turbine Discs*' w/errata sheet request for info related to 
turbine disc cracks Reply requested uithin 20 days 
EIBENHUT, D G Division of Operating Reactors BD/02/25 3pp 


0003140121 Foruards IE Info Notice 80-06, "Notification of Significant 
Events " No action required 

GRIERiB H Region i. Philadelphia, Office of the Director 
00/02/27 Ip 


0003050470 Responds to NRC B00225 ktr re IE Info Notice 79-37 
concerning cracking In lou pressure turbine discs Discs have 
been subj to magnetic particle Insp at every turbine insp No 
cracks detected Affidavit end 

ECKERT, R M Public Service Electric 4< Gas Co of Neui Jersey 
BO/02/29 4pp 


0003120596 Foruards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. D H Region I, Philadelphia. Office of the Director 
aO/02/29 Ip 


B003140390 Forwards supplemental Info to IE Bulletin 79-OlB, "Environ 
Qualification of Clast IE Equipment " Response required 
GRIER, D H Region t, Philadelphia, Office of the Director 
QO/02/29 7pp 


0003160294 Forwards IE Circular 00-03, "Protection From Toxic Gae 
Haierdt " No written response required 

GRIERrB H Region 1. Philadelphia, Office of the Director 
eO/03/06 ip 


60031B0053 Forwards IE Info Notice 00-09. "Possible Occupational Health 
Hexard Associated u/Closed Cooling Sys for Operating Power 
Plants " No written response required 

QRIER.D H Region 1, Philadelphia, Office of the Director 
00/03/07 ip 


0003190279 Forwards IE info Notice 60-06 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

OAIERiB H Region 1, Philadelphia, Office of the Director 
00/03/07 Ip 


8003260362 Forwards IE Info Notice 00-10, "Pertial Lots of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
00/03/07 ip 


8003260492 Forwards IE Bulletin SO-OSi "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 8ys (CVC8) Holdup Tanks " 

Action it written response required 

ORIERiD H Region 1, PhiUdflphia, Office of the Director 
00/03/10 fp 


6003260160 Forwards IE Bui lettn 60-06, "Engineered Safety Feature 
iEBF) Reset Controls " Written response required, 

GRlERiQ.K Region 1, Philadelphia, Office of the Director 
80/03/13 Ip 


0003280360 Forwards IE Info Notice 80-1 1» "Generic Problems W/ABCO 
Valves in Nuclear Applications Including Fire Protection 
Sys *' No action or written response required 
GRIERiB.H, Region I, Phi ladelph la. Office of the Director 
80/03/ 14. Ip. 


0003260070 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Saf ety-Reletrd Equipment " No written response 
required 

GRIER, 8, H Region li Philadelphia, Office of the Director. 

00/03/ 1 4 ip. 


0003240411 Responds to NRG BQ0228 request it IE Info Notice 79-37 re 
cracking in low pressure turbine ilifCs,No snip for disc bore 
cracking has been performed, App 1 ication for withholding t, 
affidavit encl, Info withheld (ref 10CFR2, 790). 

SCHNEIDER' F W Public Service Electric It Gas Co of New Jersey 
00/03/19 94pp 


R Periodic operating reports U related correspondence 


0003110968 Forwards "Semiannual Radioactive Effluent Release Rept.Jul- 
Dec 1979 " 

LIBRIZZIjF P Public Service Electric i Gas Co of New Jersey 
60/02/29 ip 


0003110570 "Semiannual Radioactive Effluent Release Rept, Jul-Dec 1979 
* Public Service Electric U Gas Co of New Jersey BO/03/31 
40pp 


8003100496 Forwards monthly operating rept for Feb 1960 

M1DURA«H J Public Service Electric i Gas Co of New Jersey 
00/03/10 Ip 


— 8003100500 Monthly operating rept for Feb 1900 

HILLER, L K Public Service Electric i Gas Co of New Jersey 
80/03/ iO ISpp 


S Reportable occurrences, LERs I related correspondence 


8003190440 PNO-I-80-027 on 000214, reactor tripped due to low water 
level in Steam Generator 14 coincident u/steam flow/feed 
mismatch Caused by control mechanism failure for feedwater 
reguiatlng valve 

KEIHIO^R R , BRUNNER, E J Region 1, Ph i lade Iphia, Office of the 
Director 60/01/15 Ip 


0003050280 RO 00-07/03? on S0G128. check valve In deminerali led water 
supply to auxiliary feedwater storage tanks found not in 
conformance w/intended design 

HiDURAfH J Public Service Electric I Gas Co of New Jersey 
00/01/29 Ip 


8003190233 PNQ-I-60-033 on600226. reactor tripped due to turbine 
generator fault No radioactivity released Uhlle unit is 
down. 1 1 censee plans to inspect low pressure turbine & add 
weight to correct vibration problem 

KEIMIO.R R , BRUNNER. E J Region 1, Philadelphia. Office of the 
Director 80/02/27 Ip 


6003060537 Forwards LEft a0-003/03L-0 

LlORIZZIiF P Public Service Electric it Gas Co of New Jersey 
00/03/03 2pp 


—6003060551 LER 0O-OO3/O3L-O on 000203. air particulate detector pump 
sei xedf rendering detector Inoperable Caused by normal 
degradation of pump Pump replaced 

MURPHV, H J Public Service Electric & Gas Co of New Jersey 
00/03/03 ip 


6003060558 Forwards LER BO-0il/O3L-O 

LiQRtZZl.F P Public Service Electric 1 Gas Co of New Jersey 
00/03/03 2pp 


— e0030605f>7 LER 0O-OH/O3U-O on 000212. during air lock leakage test, 
found leakage above Tech Spec limit Caused by gasket being 
jarred from seating channel Gasket it seating surface 
cleaned Gasket reinstalled 

MURPHY, M J Public Service Electric i Gas Co of New Jersey 
80/03/03 ip 


0003060570 Forwards LER 00-01 2/03L-0 

LlBRlZZIfF P Public Service Electric «, Gas Co or New Jersey 
60/03/03 3pp 


— 8003060972 LER 0O-O18/O3L-O on 800203, air particulate detector was 
declared inoperable when shear pins 1< mlcrosuitch failed 
Caused by normal degradation of pint 8c probable bump of 
switch by personnel Pins replaced h switch repaired 
MURPHY, M J Public Service Electric b Gas Co of New Jersey 
80/03/03 Ip 


800a0605?6 Forwards LER 90-0IO/03L-0 

L10RIZZ1,F P Public Service Electric it Oai Co of New Jersey 
80/03/03 2pp 


— 0003060603 LER 80~010/03L”0 on 000206, while reviewing procedure, found 
that' during load test on manipulator crane prior to fuel 
movement on 790425. test of 3,220 lbs performed Instead of 
3,250 lbs per Tech Spec Procedure will be revised 
MURPHYtH J Public Service Electric it Gas Co of New Jersey 
80/03/03 Ip 
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DOCKET SO-a/a NUCUEAH STATION 


F Spcuriti/i rncdjcdl* e-mer^^nctj ft Tlr$ protection pl-ans. 


BOOaaiOSaA Foruards iminai'-tj Evaccfaticn Time Btud<^ of lO'^Mile 

Radius Emargefity Pldming Torus " Rept finding* should he 
conjidorod preHminarg 

PEOPLES* I) L CorrinoniDOti 1 th Edison Co 80/03/i i 4pp 


DOCKET 50-274 U S GEOLOGICAL SURVLV RESEARCH REACTOR 


0 tnspeefcloo report*- IE Bulletins t correspondence 


8003110339 Foruerds IE Circular 80-02. ''Wticlear Power Plant Staff Wdrk 
Hour* “ No written response required 

SEV'FRIT.K Kf Region 4. Dallas. Offioe of the Director GO/03/01 
IP 


DOCKET 50-275 DIABLO CANVON NUCLEAR POUER PLAMT. UNIT I 


A App 1 1 cat i on/cons truct i on stage docuffrents ft c errctpondenc e 


0003250-170 Forwards application -for amend to License SNK-IS03 re 
procedure for storing neutron sources once spent fuel pool 
1 * drained 

CRANE* P A Pacific Das ft Electric Co 80/01/09 Ip 


•'-8003250175 Application fpr amend to License SNK-igOO re procedure for 
storing neutron fources once spent fuel pool Is drained 
Description of procedure end 

EHACKELFgHD^D , CRANE* P A Pacific Oas ft Electric Co 80/01/08 

3pp 


8002130332 Comments on proposed Reg Ouide C 97* Revision 2 format 
difficult to read dcope should be same as AND 4 S 
Continous recording requirements too restrictive 
CRANE, P A Pacific Oas Z> Electric Co 80/01/21 39pp 


8003190717 Forwards maps Indicating low population rones for 
facilities. In response to 800187 Jtr 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/28 6pp 


■8003890734 Requests maps indicating law population jones for 
fecUl ties 

EDSDN,K California* State of 0O/OJ/O7 Ip 


300306-0590 Act receipt of 800123 Hr requesting consultation on Section 
7 of Endangered Species Act Info or* gray whale is under 
jurisdiction of Natl Narine Fisheries Svc ft info on other 
four species to he addressed Og FHh ft Wildlife 8vc 
NAR8HALL. D D I nter 1 o r • Uep t of* Fish ft Wildlife Service 80/02/06 

Ip 


8003190066 Advises of practical benefit td undertake special low power 
test prograirs similar to those undertaken tg TVA ft VEFCO 
Proposed end program supplements FSAR testing program ft 
increases tests required per Reg Quiile t 68 Urge* review 
CRANE. P A Pacific Gas ft Electric Co 00/02/07 12pp 


8003140454 Board notification forwards info re recent offshore telsmlc 
reflectien data ft significance to site info considered In 
sstaPHshIng position regarding SBC for facilities 
VAROA. S A Assistant Director for Light Water Reactors 80/02/11 
Ip 


--0OO314O457 Forwards RB McMullen S00121 memo describing info presented 
in RB Lesley abstract published In 791113 American 
Oeophyeical Union publication Info doe* not change U80S 
conclusion 9SE for sites 

JACHSON, R H Deoiclences Branch BD/OJ/31 4pp 


— 3003140459 Reviews info presented in RB Lesley abstract published in 
791JJ3 American Geophysical Union publication USOB agrees 
w/pub I i cation interpretation 

HCMULLEN, R B O«osciences Branch 00/01/21 2pp 


0003040180 Not! ficat ion of 900226 meeting w/util* in Bethetifa* HD to 
dHcuii addl clarification of NRC requirementi in design 
review of plant shielding ft environ qualification of 
equipment used in port-accident operation* 

DUCKLEY*B C Light Water Reactors Branch 1 DROMERICK, A -W * 
LlClTRAiE A Light Water Reactors Branch 3 80/02/19 9pp 


8003050231 Supplements NRC 800120 response to FOIA request Add] info 
located after SOOtSO Forwards documents listed in App A 
Documents 4 S 5 partially withheld legal advice <ref FOIA 
Ecemption 51 

FELTON, J M Division of Rules and Records 00/02/22 3pp 


— 8003050236 Requests that appropriate person* be notified that faciliti^ 
revioiti should bo cumpteted w/o need fo> swppl to 0£R 
DOVD-R B AfcamJc Energy Commission 73/10/02 Ip 


— 8003D50316 Confirms schedule for NRC safety review of DL applitation 
for facilities Requests addl info re effects of newly 
discovered geologic faults.efl-ects of tsunamis ft slope 
stability field work ft analysis Review schedule end 
GIAN9USSO. A Atomic Energy Co/rmission - Deputy On actor for 
Reactor Projact* 73/12/21 3pp 


--80030S0321 Notifies of 740604 mgt meeting w/uti I in Dethesda.MD rj 
o-ffshora faults Lists util participants Document is 
annotated by JH Mendrle 

MIRONS. T J Atomic Energy Commission* Directorate of Licensing 
74/05/33 Ip 


--SOOBOSOSSS OiscuBSOS 7/0913 re/iew of JM Hendrte personal involvement 
in processing of applications Lists documents found in JN 
Hendrie personal files Hendrie will determine whether hr 
d isqual i f I PS from disposition of adjudicatory matters 
FITZ-GERALD* J Office of the General Counsel 77/09/14 2pp 

— 8003050347 Discusses review of Ofe Nuclear Reactor Regulation ft ACfiS 
flies to determine cirtent of JN Hendrie involyemont in 
review of facility application Lists documents round in 
files Forwards ACRE memo surnmariung JM Hendrie i r>vo 1 vemon t 
FI rZGERALO, A Office of the General Counsel 79/12/06 3pp 


--3003050354 Discusser Jfl Hendrie activities re facility while member of 
ACR8 Review of project files revealed that JM Hendrie did 
not participate ir any special way beyond normal activities 
of ACR5 memher 

LlflARKINfhT W ACRS *• Advisory Committee on Reactor Safeguards 
79/11/28 fp 


8003050500- ^'Response to NUREG-OS/S Short-Term Lessons Learned 
Requ irentents '* 

« Pacific Gas ft Electric Co 00/02/29 300pp 


8003060564 Responds to 791130 Hr re field audit of FSAR separation 
criteria for electric equipment ft sys 
CRANE* P A Pacific Gas t Electric Co B0/G2/29 Ip 


8003260592 Forwards respunsa to NUREO-0S78 short-texrn Lessons Learned 
requirement* Rapt supercedes 790027 ft 1231 responses 
CRANE. P A Pacific Oas ft Electric Co 00/02/29 260pp 


G003200622 Summary of 800-130 ft 31 meetings u/util ft Nestinghouse at 
site re continuation of review process involving 
Imp 1 cmenta t ion of short-'torm Lessons Learned requirement* 

STOLZ, J F Light Water Reactors Branch 1 80/03/03 7pp 


8003250185 Request* analysis of adequacy of equipment qual i f icati on 
program Requaets schedule for completing review re environ 
qualification of safe ty-ralated equipment ft significant 
aging m-echan 1 sms 

STOLZ. J F Light Water Reactors Branch 1 00/03/03 4pp 


8003560297 Notification of 800313 meeting w/util in Bethosda.MD to 
discufi* feedwater sy* rellablitg analysis methods 
QDCKLEYt G L Light Water Reactors Branch i 00/03/06 4pp 


8003180401 Forward* evaluation of how auxiliary feedwater sys meats 
each requi ri»ff»ent in BRP 10 4 9 ft Drench Technical Position 
ASB-l-O-l in response to 791 1 30 meeting w/NRC in Bcthesda,MD 
ft NRC 000310 Itr 

CRANE^F A Pacific Gas ft Electric Cq 00/03/13 5pp 


6003260631 Forwards '“POftE Response to NUREG''0S78 Short-Term Lesson* 
Learned Requiren>ents« " Revision I 

CRANE.P A Pacific Gas ft Electric Cq 00/03/14 2pp 


— 8003260634 "POftE Response to NUBEG-05/0 Short-Term Lessons Learned 
Requirement**'* Revision 1 

* Pacific Gas ft Electric Go BO/03/14 43pp 


8OG326O5S0 Notifies that util will implement rod drop protection 
interim sojutlon dasenbed in NRC 000213 Hr 
CRANE..P A Pacific Gas ft Electric Co 00/03/17 Ip 
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e0033&Dii^t7 FcrurAf ds tribulation ot info ro oquipntenl located outside 
containment I sutj to tiigh cnorgt/ line breaki in response to 
NRC 791102 Iti concerning eiwnon ijua 1 1 f i cation of Class IE 
electrical equipment 

CRANC. F A Pacil-ic Gas •' Electric Co a0'03/a0 2pp 


F Eiecuiitqi medical* emeigencg * riic protection plans 


8002070079 Foriuards request foi e«'acuatiQn time estimates for areas 
near nuclear pouer plants Inro should be submitted bq 
000331 

GRIMES* U K Emer gencq F^i t pai edness Task force 79/l2/2f> 4pp 


0003040212 Forwards upgraded emergcncq plan per 791010 request 
CRANE. P A Pacific Qas Electric Co B0/02/2fc Ip 


• — 9003040210 Upgtadcd emergency p Ian. Rovl s i on 2 

« Pacific Gas K Electric Co 60/02/29 623pp 


6003270301 Forwards corporate emergenev response p laiii prepared bg 
EDS Nuc 1 car. Inc 

CRANE. P A Pacific Gas Electric Co 60/03/21 Ip 


— BOO327OJ04 Corporate emei gencij response p Ian. const i tut mg App I of 
Revision 2 to emeigencg plan 
* EDS Nuclear. Inc 00/03/20 \2bpp 


0 Ad jud icatorg c ot rcspondence 


0003060P93 Responds to 790725 111 re hamrd of locating facility near 
earthquake fault Includes commenls of ASLR re seismic 
design 

RFOAN. W H Assistant Directoi ror Env i ronmenta 1 Projects 00/02/21 

2pp 


0003040306 Order c<i ) eirdar t ng 000402 oral argument at Old County 
Cogr th G us c . San Luis Dbispo. CA re inter venot's ' exceptions 
concerning earthquake issues Two hnui s of ar gument will be 
granted for each pai ty 

TOMPKINS. D A Atomic Safety and Licensing Appeal Panel 00/02/25 

2pp 


6003040315 Order calendaring 800403 fust prehearing conference at Old 
County Cour house. San Luis CIU i spo. CA. 1 n tosporiso to ALAD-560 
re adequacy of security plan tonterence will be closed to 
pub 1 i c 

niSHDP.C vl Atomic Safety and licensing Appeal Panel S0/02/2S 

Qpp 


6003250465 Motion by Joint Intervenois to lescbedule Q00402 oral 
argument R Hubbar d. inter venors ' pimLipal technical 
consul tant. not available Applicant t NRC have no objection 
to quick rescheduling Ceitificate of bvc end 

FLEISCHAKER. D MetschaVor. D & PHILLIPS. J R Center for law in 
the Public Interest 60/0?/2/i 5pp 


6003070009 r.emor'andum A order changing date of oral argument on 
Intervenors' exceptions re ability to withstand earthquakes, 
to 800403 location time remain same 

DI6H0P.C J Atomic Safety and Liconsirig Appeal Panel 60/02/26 
3pp 


8003060457 Notice of appoaiance in pi acceding Certificate of Bve end 
TIIURTELLOTTE. J , DA91S.L D . KETCHEN. E G Hearing Branch 4 
00/03/05 6pp 


6003100135 Advises of JR Tourtellotte responsibility as leading counsel 
for conduct of proc eed ing. i n response to ASLAQ 800225 first 
prehearing conference order 

TOURTEl LOTTE, i Hearing Branch 4 80/03/06 Ip 


8003140175 Order entrusting challenged Commissioners Kennedy t' Handrie 
w/self disqualification decision. in response to Joint 
Intervenors 791024 ^ 26 motions If self disqualification 
ded ined. part les shall file addl info PA Bradford dissented 
CHILK.S J Office of the Sccietary of the Commission 00/03/06 

2pp 


8Q03260654 Responds to 800226 i ir expressing opposition to granting OL 
Decision on issue I'csts on evidence introduced intp record 
Ltr will not be admitted due to ot f-the-record 10CFR2 780 
Public may attend 800403 argument 

BISHOP. C J Atomic Safely and Licensirig Appeal Panel QO/03/06 
3PP 


'0003260656 Urges. on behalf of Stop U Now. member group of Abalone 
All lane e. den ia I of OL Supporiing documentation and 
KQPKItlS, T Affiliation Unknown 80/02/28 7pp 


“-0003260659 Request to deny CJL signed by citirens of Ventura A 6anta 
Barbara Counties. CA Alleges unsafe conditions due to active 
earthquake fault at plant pioximity 
PANETTA. L Affiliation Unknown 00/02/lJ 4pp 


E003200079 Mod to ASLAD S00225 fust prehearing conference orler flRC 
shall hand-do I ivcr cun ent security plan to ASLhII by 000310 
Copy of security plan t of 000225 sanitiied version shall be- 
in possession of NRC counsel during 800402 conference 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/03.11 

2pp 


6003240575 Memorandum K older accepting Go>^ornor EG Brown or Sidte of 
CA brief amicus curiae but rejecting contents of brief ro 
intervention as party in seismic issue consideration 
Certificate of Sve enc 1 

DI6H0P.C J Atomic Safety and Licensing Appeal Panel Bu/03''12 
9pp 


8003260043 □rder granting citension until G00415 foi Commission to act 
to review ALAD-580 

CHILK. S J Office of the Secretary of the Commission 0V/O3/12 
IP 


0003260364 Advises that Chairman of Diablo Canyon ASLAll requests end 
Z Bates 000307 ltr re concern about facilities be placed in 
PDR 5. copies of ltr be served on paities in prccoeding 
arSHOP. C J Atomic Safety and Licensing Appeal Panel 80/03/12 
app 


G0032800S8 Notice of appeal ance in proceeding Certificate nr Sve end 
BRDWN H H , KlIME. J A Calirornia, State of UROtlN. H H Kill 
Christopher *. Phillips 00/03/14 4pp 


0003200003 Notices of appearances in proceeding tcrtificaia of Gve 
enc 1 

NORTON. H Uruce Norton FURQU&H.M H . CRAKE. P A Pacific Gas t 
Electric Co. QO/03/17 6pp 


0OO331OP3Q Memorancliim to Commission re Joint Intervenors 6003 13 
request conrerning appeal of seismic issues JH Buck 
lecusation from ASLAB is not loqulred absent conditions f 
grounds for disqualification as stated in Midland decision 
BUCK. J H Atomic Safety and Licensing Appeal Panel GO/03/24 9pp 


H General c oi i es p onidonce 


6003130041 Urges suppoi t for conducting eat thquake heai ings in Ban 1 uis 
Qbispo County 

8CHAWMAN.F Af f 1 1 lat I on Unknown 80/02/14 Ip 


--0003130048 Uiges relocation to San Luis Obispo County of local 
proceedings on oral ai guments re safety licensing of 
proposed plant 

GALLAGHER. KP San Lu i s Ob ispo. CA 00/02/06 Ip 


—6003130053 Urges changing location of A9LQ hearings from Bethesda.MO 
to Sain Luis □bespo County 

GINGG.R Affiliation Unknown 80/01/16 Ip 


— 6003130063 Urges support for holding earthquake hearing in San Luis 
Obispo County 

KNEILER. &H Af f 1 1 lation Unknown 00/02/11 Ip 


0003190900 Responds to 000125 ltr Most suggestions alt eady implemented 
in connection w/NRC en> iron review of facility AELB 
doci s lans. ut i t <c NRC repts Jt public bearing transciipts 
available in NRC LPDR 

CRANE, P A Pacific Oas V Electric Co 80/02/19 Ip 


8003100030 Forwards rad 1 olog ical monitoting info in response to 800125 
suggestion re rad lolog ical monitoring program Program cost 
unjustified Annual repts on results of ladiological environ 
monitoring program available in LPDR 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/20 6p p 


—8003100037 Forwards suggestions le radiological monitor program 
Impartial study may settle controversial effects of nuclear 
roac tors 

FORBES, 0 E Affiliation Unknown 60/01/25 2pp 


0003270396 Second notice of change of address for sve list Change 
effective until 600901 

APFEL0ERO, e Affiliation Unknown 60/03/27 Ip 



84 


DOCKETED ITEMS 


Q [fitppction reportii iE QullBtins Ct c arrcspondence 


6003130^32 Responds to IE Qulletin 79''24 rcquQ»<; -for fatillty revieu fco 
det*rn»tnt that adequat« ni*a»UTea hay* b«an taken to a»<ore 
that *af #ty-rola tetf proc ess« iti^trument V saaipllns line* do 
not freeze during cold ucather No meaiurev hecestary 
CRANE, P A Pacific Oa« & Electric Co 79/ 1 1 /0& Ip 


8003100070 FoTuard« response to l£ Qullttln 79''23r *'Patantial Failure 
of Etnergency Dieicl Oanerator Fuel Exciter Transformer " 

Full load! teits of 24-h duration were performed on Diesel 
Oenerators tt,t2 tt 13 Voltage*^ frequency recorded U logged 
CRANE. P A Pacific Oas t Electric Co 79/11/08 Zpp 


8003120739 Forwards response to IE Bulletins 79-05C l« 79~06C 
Uestinghoute auners group has responded to several bulletin 
Issue I 

CRANE, p A Pacific Oas <> Electric Co 79/11/09 Spp 


8003100009 Forwards response to IC Bulletin 79-13, Revi s ion S, Item S 
Testing ^ itisp program for Unit 1 Indicated no evident 
deficiencies Adequacy of Emergency Procedure E{}P**20 has been 
reviewed 

CRAME.P A Pacific Oas I Electric Co 79/12/12 Spp 


6003070002 Forwards IE Insp Repti 50-275/79-26 t 50-323/79-13 on 
791203-13 No nonconip 1 1 ancs noted 

SPENCER, 0 8 Region 5, San Franc iscof Reactor Construction t< 
Engineering Eupport Branch 80/01/21 Spp 


— 0OO3O7OCO7 IE Insp Repts 50-275/79-26 & 50-323/79-13 on 791203-13 No 
noncomp i lan-ce noted Major areas inspected previous Insp 
f Ind Ings, al 1 eg ed faulty concrete const ^ alleged offccnter 
drilling of pipe rupture restraint coupling sleeves 
DO DDE 4 R T Region 5, 8an Francisco, Reactor Construction U 
Engineering Eupport Branch RIRSH, D F Region 5, San Franciscor 
Office of the Director 80/01/18 9pp 


6003170H6 Responds to IE bulletin 79-28 re possible malfunction of 
NAMCQ limit switches Util has 27 NAMCO limit switches date 
coded Apr 1979 Vendor will provide gasket replacement kits 
for all switches Reptacement will be complete bg 800401 
CRANErP A Pacific Oas EUctrlc Co 00/01/29 Ip 


0003140374 Forwards IE Info Notice 80-10, "Partial Loss of No-n-Nucleir 
Instrument Sys Power Supply During Operation " No spsciflc 
action or response required 

ENGELKENjR H Region S, San Francisco, Office of the Director 
BO/03/07 2pp 


8003180017 Forwards IE Info Notice 80-09, "Pottible Occupational HeiMh 
Hatard Associated w/Closed Cooling Bys for Operating Power 
Plants *' No written response required 

ENO£i.KEN, R H Region 5, San Francisco, Office of the Director 
80/03/07 IP 


0003100111 Forwards I£ Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ENOELKEN/R H Region S, San Francisco, Office of the Director 
B 0/03/07 Ip 


0003260564 Forwards 1£ Bulletin 80-05, "Vacuum Condition Resulting ir 
Damage to Chemical Vol Control Sys (CVC8) Holdup Tanks " 

Action written response required 

ENOELKEfJiR H Region 5, San Francisco, Office of the Director 
80/03/10 tp 


0003260376 Forwards IF Bulletin QO-06, "Engineered Safety Feature 
<E0FI Reset Controls " No written response required 
ENOELKEN, R H Region 5, San Franciscor Office of the Director 
00/03/13 ip 


8003250155 Forwards IE Info Notice 60-11, '‘Generic Problems 14/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Sys “ No action or written response required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
00/03/14 ip 


8003260344 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on 8af ety-Re 1 ated Equipment " No written response 
requl red 

ENOELKENiR H Region 5, San Francisco, Office of the Director 
00/03/14 Ip 


S Reportable occurrences, LERs related correspondence 


8003110292 Forwards IE Bulletin B0'-04, "Analysis of PNR Main Bteam Line 
Creak ^/Continued Feedwater Addition." Written responae 
required 

ENOELKENiR N Region 5, San Francisco, Office of the Director 
80/02/08 ip 


8003200628 Requests withdrawal of deficiency rept re potential problem 
w/Wes tinghousa steam generator water level i nlr umentafclon 
Dfc of Nuclear Reactor Regulation interest supersedes that 
of IE 

CRANE, P A pacific Gas Electric Co 00/03/13 IP 


8003270511 Responds to NRC 791120 comments re util response to IE 
Bulletin 79-02 Outlines program for base plate U anchor 
bolt insp fay Teled-yne Engineering Svci 
CRANE, P A Pacific Gas 6 Electric Co 80/02/14 2pp 


8003040675 Ac k receipt of 791220 Itr Informing NRC of steps taken to 
correct deviations noted in IE Insp Repti 50-S79/79-22 & 
30-323/79'-! 2 

SPENCER, G 8 Region 5, San Franc! Scot Reactor Construction tc 
Engineering Support Branch 80/02/21. ip 


— 0OO3O4O6SO Responds to 791120 Itr re deviations noted in IE Insp Repts 
50-275/79-22 k 50-323/79-12 on 791023-26 Corrective action, 
areas of excessive reinforcement on vol control tanks will 
be ground per requirements k radiographed 
CRANE. P A Pacific Gas 6 Electric Co 79/12/28 2pp 


— 8003040684 Forwards IE Insp Repts 50-275/79-22 k 50-323/79-12 on 
791023-26 k notice of deviation 

SPENCER, 0 8 Region 5, San Francisco^ Reactor Conttruction k 
Engineering Support Branch 79/11/20 2pp 


—8003040687 Notice of deviation from Itiep on 791023-26 

♦ Region 5, San Francisco. Office of the Director 79/11/19 Ip, 


—8003040693 IE Insp Repts 50-275/79-22 k 50-323/79-12 on 791023-26 
Koncomp 1 i ance noted eicesitve weld reinforcement on interior 
welds of vol contra) tanks 

KIR8CH,D F I HAiar, D P Region 5. San Francisco, Office of the 
Director, DODDS, R T, Region 5, San Franc IscOf Reactor 
Construction Engineering Support Branch, 79/11/19 Spp 


8003120273 Forwards IF. Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

ENCELKEM, R, H Region S, San Francisco, Office of the Director 
80/02/29 ip 


U Congressional /Executive Correspondence 


0003060470 Responds to CA delegation 791212 Itr urging OL issuance to 
plants that have completed mods resulting from TMl-2 lessons 
learned Facility under review for GL NRC preparing action 
plan w/criterta for implementing actions re TMl-fi accident 
KAMHERERfC Office of Congressional Affairs 80/02/06 2pp 


— B003060497 Submits request by CA congressional delegation for expidltef 
licensing of facilities that have completed THI-2 lessons 
learned mods Power needed to meet electricity demands k 
reduce need for oil 

JOHNSON, H T , LLOVD, J , WILSON, D House of Rep 79/12/12 3pp 


DOCKET 50-276 GEORGIA TECH RESEARCH REACTOR 
G Inspection reports, IE Bolletlni k correspondence 


8003110471 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Mark 
Hours " No written response required 

O'REILLV, J P Region 2, Atlanie, Office of the Director 80/02/01 
If 


DOCKET SO-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F Security, medical, emergency k fire protection plans 


8003240230 Accepts 800126 request for extension to portion of security 
plan Implementet Ion schedule Acceptance contingent upon 
80022B teUon re mods to vital area alarm annunciation sys 
Requests mods within 10 days Plan withheld (ref 10CFR2 790) 

IPPOLITO, T A. Operating Reactors Branch 3 80/02/29 2pp 


0003170414 Foruierdi revised cover, title page k Pag# 6-t to physical 
security plan Ends withheld <ref 10CFR2 7901 
BRADLEY, E J Philadelphia Electric Co 00/03/14 3pp 
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6003280012 Forwards comments re initial review of 790323 safeguards 
cQntlnQBncy plan Requests response uitbin 45 days Comnents 
withheld (ref iOCFR2 790) 

IPPOLITO, T A Operating Reactors Qranch 3 00/03/14 2pp 


■G Adjudicatory correspondence 


B00307D316 Notifies that C Kepford will represent Intervenors in 
facility proceedings No witnesses presented in Radon''S22 
proceodings Qri 000220 intorvenors will advise ASLAD on 
intentions to request subpoena for TWA pilot Sve list end 
l^ETPFQRD.C Affiliation Unknown 00/02/15 3pp 


9003070312 Advises of 000219 tolcon w/llcensee« tc interveners Agreement 
reached on direct testimony It cross'-examlnat ion re radon 
release issue Submits order of presentation for ABLAB 
approva 1 

BQRDENICK. B M Hearing Branch 4 80/02/20 2pp 


0QO3O6O462 Notifies that NRC witness RM Wilde hat revised 600)18 
testimony as result of DNUL draft rept re recant 
measurements of radon releases from underground mining 
Revised testimony encl 

nORDENICKiD h Hearing Qranch 4 80/02/22 2 pp 


—8003060476 Revised testimony re alleged deficiencies involving 
reclamation of worked-out U mines 4( long-term radon release 
from worked-out U mines 

WIUDE.R M Division of Fuel Cycle tt Material Safety 60/02/22 
I7pp 


8003160243 Order directing applicants to file findings of fact 
conclusions of law by B00428 j interveners by 800520 h NRC by 
0OO612rper agreement re radon issue Responses may be filed 
Oh 800627 Parties may address ALAB~S62 

BI8H0P«C J Atomic Safety and Licensing Appeal Panel 00/03/07 
2(Jp 


8003170045 Forwards NURE(}/CR~0627. PNL-20B6 revision re nN-‘S 2 S emissions 
from underground U mines U NUREC/CR-0628> PNL-28B9 revision 
re prediction of net radon emission from model open pit U 
mine W/o enc ) 

DQRDENICK. B M Hearing Branch 4 80/03/10 Ip 


Q0032S0357 Forwards papeis appearing in Health Physics re contaminated 
pasture t< erosional behavior of Cs^l37iper CR Kepford 
request at evidentiary hearings re radon release issue 
DQRDENICK. D H Hearing Branch 4 60/03/16 ip 


I Financial information 


eOO'3120567 Requests extension for annual filing of certified financial 
statements U cash flow projections until 600415 
DRADLEYiE J Philadelphia Electric Co 80/03/05 2pp 


P Operating license stage documents (c correspondence 


6003120726 Discusses complation date for Installing neui hangers 
for Unit 3 Task expected to be completed by 000105 
CaONEV.M J Philadelphia Electric Co 79/12/14 2pp 


60-03170197 Forwards draft NUREQ-0630i "Cladding Swelling & Rupture 
Models for LQCA Analysis" & topics for discussion sent to 
fuel vendors Requests comments by 000109 

EI 8 ENHUT<D C Division of Operating Reactors 79/12/20 I9pp 


— 8003170371 Draft "Cladding Gwelling Si Rupture Models for LQCA 
Analysts " 

PDWERGi D A Core Performance Dranch 79/11/30 106pp 


B003120746 Submits info re recent support mods to three level sensing 
lines on Unit 3 reactor Discusses status of comparable lines 
dn Unit 2 Two Unit 3 lines within operability criteria for 
seismic loading stresses tr F 8 AR stress criteria 
COONEY, M U Philadelphia Electric Co 00/02/07 2pp 


3003200059 Forwards NRC evaluation of actions taken by util to satisfy 
Lessons Learned Task Force Category A recommendations 
Concludes that all Category A requirements have been met 
satl sfactor 1 ly 

tPPOLlTO, T A Operating Reactors Branch 3 BO/02/26 I9pp 


0003100207 Forwards appUcattpn for amend to OL DPR-44i NEDD-24237, 
NEDD-24231 errata U Addenda Bheets 4 ^ 5 to NEDO-240BI 
Pee encl 

DRADLEYiE j Philadelphia Electric Co 80/03/03 Ip 


”-6003100211 Application to amend OL DPR-44 to permit prepressurl zed 
retrofit 0x6 fuel design Includes changes to identify Cycle 
5 operating limits for all fuel types I modify average power 
range monitor tc rod-block monitor setpoint equations 
DAUER.E G , BRADLEY. E U Philadelphia Electric Co 60/03/03 
53pp 


— 6003100215 "Proposed Alternate Absorber Control Blade Test Program," 
Revision 1, Class 1 

DRUGOE> R □ General Electric Co / Nuclear Energy Products Di v 
NEDO-24231 80/01/31 23pp 


0003100219 Errata 4 Addenda Sheet 4. revising Pages 4-10,4-11 U 4-12 
a General Electric Co NEDD-24001 79/12/31 4pp 


— 8003100224 Errata tc Addenda Sheet 5, revising Pages 4-11 %t 4-12 
a (Jeneral Electric Co MEDO-24001 BO/01 /31 3pp 


— 6003100227 "Supplemental Reload Licensing Submittal for Reload 4 
HENRIKSON. P H , FNGEL< R E General Electric Co NEDD-24S37 
80/02/29 45pp 


6003U0327 Responds to NRC 800102 Itr re containment purging venting 
during normal plant oporation Design features not provided 
to ensure p-urge 4 vent valve cloture not prevented by 
debris Review ongoing of leak rate testing tt design 
DALTR0FF.6L Ph i lad elph 1 a El ectric Co 60/03/03 3pp 


00032000 07 Summary of 8001 11 meeting w/Bechtel it licensees re masonry 
wall pipe support structural interdisciplinary 
coord 1 nation 

LtCCIARDOiR Operating Reactors Dranch t 00/03/03 I 6 pp 


8003110549 Forwards comments on NRC draft "Criteria for Util Mgt it 
Technical Competence " Recamimends meetings u/representative 
industry groups to adapt criteria to various mgt schemes 
u/minimal disruption 

DALTROFF.S L Philadelphia electric Co 60/03/05 5pp 


6003260631 Notification of 800312 meeting w/util in Bethesda.MD to 
discuss environ qual if ic ation of transml tter/tr Ip analog 
units 

CLARK, R J Operating Reactors Branch 3 60/03/12 Ip 


8003250576 Responds to NRC 000223 Itr re primary coolant syt preiiure 
valves Describes valve configuration within Group I boundary 
of high pressure piping No Event 5 isolation valve 
conf 1 puratl on exists 

DALTR0FF,8 L Philadelphia Electric Co 80/03/19 5pp 


□003250490 Forwards amend to 771222 application for amend of DL Amend 
revises application to provide second level of undervoltage 
protection w/time delay for safety-related loads, to 
reflect discussions ui/NRC 

BRADLEY, e ^} Philadelphia Electric Co 00/03/31 IP 


■8003280546 Amend to 771P22 application for amend of DL Amend revises 
application to provide second level of undervoltage 
protection w/time delay for saf ety-related toads, to reflect 
discussions u/NRC W/Cert i f Icate of Bve $< affidavit 
BAUER,E O , BRADLEY, E J , DALTRDFF, B L Philadelphia Electric Co 
00/03/21 Jlpp 


Q Inspection reports, lE Bulletins it correspondence 


6003060665 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups it state atty 
general ofes, copies of escalated enforcement correspondence 
sent by NRC to licensfos 

ORIERtB H Region 1. Philadelphia, Office of the Director 
79/11/29 Ip 


8003040165 Updates 790921 response to IE Bulletin 79-l8r "Audib 1 1 1 ky 
Problem Encounter on Evacuation of Personnel From High 
Noise Areas " All necessary repairs & mods are complete 
except rotating beacon installation in condensate pump room 
DALTROFF 18 L Philadelphia Electric Co 80/01/18. Ip 


Q0O304O374 Respond* to IE Bulletin 80-01, "Operability of Automatic 
Depressurization 8 ys Valve Pneumatic Supply " Hard-iaat 
■wing check valves replaced u/soft-seat, spring-loaded valves 
to assure minimal leakage 

DALTRaFF.a L Philadelphia Electric Co 60/01/18 3pp 


8003120736 Updates response to IE Bulletin 79-01 re environ 
qualification of Class IE electrical equipment Responses 
re qualification review program will be submitted in 
accordance w/schedule outlined in IE Bulletin 79-OlB 
DALTB0FF,8 L Philadelphia Electric Co 00/01/30 fipp. 
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GC0313007S Confirms G0012V t«2can exte-ndln^ invitation to attend BOD207 
rnrefcing in King of Prussia^PA r* raq,ujiremente In IE Du-lleiln 
7?-01Di "Environ <3ua H float 1 ons of Clasa IE Equipment " 

Proposed agenda end 

GAlERrC H Region \t Ph i lade i ph la< Office of the Director 
BO^Ol/30 2pp 


8003140000 Notifies of outage ftart postponeaient from G00301 to 21 re 
IE Bulletin 79-24 due to change* in contalntnent lUpprevtion 
chamber modt i* dela^ (n procurement of required matls Iflll 
not have adverse effect on public safetij 
DALTRQFF.S L Philadelphia Electric Co QO/02/Ot Spp 


8003050019 Foruarde NRC rept. "Evaluation of Licensee Responses to IE 
Bulletin 79’-08 " Appropriate actlont taken to meet 
requirements of each action item identified in bulletin 
IPPOLlTOrT A Operating Reactor* Branch 3 80/02/14 24pp 


G003I40057 Orant* eitension until G0032I for cold shutdoun to complete 
le Bulletin 79-U work re ina-cc essib 1 e piping All inspsi 
evaluation U necessary mods must be complctsd prior to 
subsequent startup 

GRIER. B K Region Ir Philadelphia! Office of the Director 
GO/02/21 2pp 


3003140116 Forwards fE Info Notice BO-Obi ‘'Notification of aignlftcant 
Events Ifo action required 

CRIER. B H Region 1. Philadelphia. Office of the Ihirector 
60/ 02/87 Ip 


8003180544 Foriaards IE info Notice GO-O?. "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
GO/ 02/29 Ip 


0003140389 Forwards supplemental info to IE BuUettn 79-OlB,* "Environ 
Qua 1 i f i ca 1 1 on of Class IE Equipment " Response required 
GRIERfB H Region 1. Ph t ladelpb ia. Office of the Director 
aO/Oa/29 7pp 


8003180292 Forwards IE Circular 80-03. "Protection From Tosic Oas 
Hazards " No written responte required 

DRIER. 8 H Region 1. Philadelphia. Office of the Director 
80/03/06 ip 


8003180032 Forwards IE Info Notice 90-09. "Possible Occupational Health 
Hazard Associated vi/Closed Cooling Sys for Operating Power 
Plants No written response required 

ORIERrB H Region 1. Philadelphia. Office of the Director 
80/03/07 ]p 


8003190278 Forwards IE Info Notice 80-08 "State* Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ORIER.BH Region i. Philadelphia. Office of the Director 
80/03/07 Ip. 


8003260340 Forwards IE info Notice 60-10. "Partlai Los* of Non-Nuclear 
instrument Syi Power Supply During Operation No specific 
action or response required 

GRIER. D H Region ]. Phi kadt Iphia. Office of the Director. 

80/03/07 I p 


0003260446^ Forwards IF Bulletin 80-03. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 8ys ICVCSJ Holdup Tank* " 

Action in written response required 

DRIER. 1) H Region 1. Philadelphia. Office of the Director 
00/03/10 Ip- 


G003260154 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
iE3Fl Reset Controls " Written response required 
GRIER. 6 H Region 1. Phi ladel phla. Office of the Director 
60/03/13 ip 


8003230345 Forwards IE Info Notice 80-11. '"Generic ProMems W/ASCD 
Valve* in Nuclear Applications Including Fire Protection 
By* Ho action or written response required 
CRIER. B H Region 1. Ph 1 lade Iph ia. Dffict of the Director, 
80/03/14 Ip 


80032600S4 Forward* lE Circular 80-04. "9ecurlng of Threaded LocVltig 
Device* on Safety-Related Equipment " Me written reiponie 
required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
80/03/14 Ip 


t 


R Periodic operating rapart* b related c orr e«p ond enc e 


8003110555 Forwards "Thermal Biological Monitoring Prog ram*. Mon th U 
Rept for Nov 1979 " 

WILLSEY. M R Philadelphia Electric Co 80/02/25 Ip 


— 0003110558 “Thermal & Dialogical Monitoring Programs. Mont h I y Rept for 
Nov 1979 “ 

e Philadelphia Electric Co 79/11/30 lOpp 


8003040559 Forwards "Semiannual Effluent Releases Rept 0, Jul-Dec 1979 ■ 
ALDEN. H ft Philadelphia Electric Co 00/02/27 Ip 


'8003040S65 '"Semiannual Effluent Releases Rept 0. Jul-Dec 1979 '* 
ULLRICH. M T Philadelphia Electric Co 80/02/27 9pp 


8003070349 Forward* revised page* to monthly operating rept for Jan 
1980 

COONEY. M J Philadelphia Electric Co 00/02/29 ip 


— 0003070350 Revised pages to monthly operating rept for Jan 1900 
ALDEN.W IN Philadelphia Electric Co 00/01/31 2pp 


8003180407 Forwards monthly operating repts for Feb 19B0 
COONEY, H J Philadelphia Electric Cd BO/03/10 Ip 


— 6003160409 Monthly operating rept* for Feb 1900 

ALDENi 14 H Philadelphia Electric Co 00/03/10 9pp 


S Reportable occurrences. LERs L related correspondence 


0003170060 RO 2-00-1/lF on 600103. drywell ventilation isolation valvi 
we* ellomed to fully open at time when valve should have 
been limited to angle of 37 degrees Caused by improper 
control Info tags placed on air supply regulators 
ULLRICH. W T Philadelphia Electric Co 00/01/03 2pp 


8003060498 RO 2-80-3/lP on 000119, Units 2 V 3 of offgas radiation 
monitoring sys were determined out-of-*vc due to low 
radiation monitor readings Caused by plugging of gas 
metering flow control valve at Unit 3 b by operator error 
ULIirCH. M T Phi ladelpfiia Electric Co 80/01/21 2pp 


8003030463 LER ao-005/03L-0 on 000126. while at power operation, 
surveillance testing of diesel driven fire pump revealed 
flow less than Tech Specs Caused by slippage of throttle 
cable governor, resulting in setpoint drift 
COONEY. M J Philadelphia Electric Co 00/02/25 Ip 


8003190547 Responds to NRC 791213 Itr re seven losses of offsite pousT 
events One event caused by line which supplies auxiliary 
power tripping when lino relay panel was humped by station 
personnel Second event caused by transformer trip 
DALTROFF.Q L Philadelphia Electric Co 80/03/10 9pp 


0003180586 Forwards revised LER BO-OOl/OlX-Ol 

CODNEY.M J Philadelphia Electric Co 80/03/13 3pp 


--0003180573 Reviled LER BO-OOi/OlX-i on 791231 . during reactor operationr 
two dryuell ventilation isolation valves were discovered 
fully open Caused by lack of procedural control maintaining 
valve* le** than 37 degrees Valve* were reset 
CGONEY. M J Philadelphia Electric Co 00/03/12 Ip 


6003310368 CER 00-007 /03L—0 on 000306, wh i 1 » performing routine 
surveillance test, pre* sore switch PS 2-2-134C setpoint found 
less than IX outside of Tech Spec limit Caused by setpoint 
drift Switch recalibr 

COONEY. M -J Philadelphia Electric Co 00/03/26 Ip 


T Hearing transcripts on non-anti trust matter* 


8003040261 Tranacript of 800226 evirfentiary hearing in Harr i sburg.PA 
re radon release issue Pp 1-225 

ROSENTHAL. A 3 Atomic Safety and Licensing Appeal Panel, 
aiLDERO, J E Metropolitan Edison Co CONNER,! D Philadelphia 
Electric Co BO/02/26 225pp 


8003040272 Transcript of 600227 evidentiary hearing in Harr 1 sburg.FA 
Tf radon release issue Pp 226-437 

RQBENTiiAL.A 3 Atomic Safety and Licensing Appeal Panel 
SILQERO, JE Metropolitan Edison Co CONNER. T B Phi ladelphl# 
Electric Co, 80/02/27. SUpp 
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8003040037 Tran*Cfipt of G002SQ 9vtd«nti«ri| in H«rr i sburg / PA. rt 

r«<ion rcltase l««u« Pp 436~92? 

ROSENTHAL# A S Atomlt Safety and Licensing Appeal Panel 
StLQER0#J E Metropolitan Edison Co CONNER# T B Philadelphia 
Electric Co 80/02/20 91pp 


DOCKET 90“278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F Security# medical# emergency 1. fire protection plans 


8003240230 Accepts 800128 raquest For eitension to portion of lecoritg 
plan implementation schedule Acceptance contingent upon 
G00226 telcon re mods to vital area alarm annunciation sgs 
Reciuests mods ulthin 10 days Plan itflthheld (ref 10CFR2 7901 
IPPQLIT0#T A Operating Reactors Branch 3 00/02/29- 2pp 


8003170414 Foruardf revised cover# title page ti Page 6-1 to physical 
eecurity plan Ends uithheld (ref 10CFR2 790) 

BRADLEY. E J Philadelphia Electric Co 80/03/14 3pp 


0 Adjudicatory correspondence 


6003070316 Notifies that C Kepford will represent Intervenors in 
facility proceedings No ultnesies presented in Ra(Jon-222 
proceedings On B00220 intervenors uiU advise ASLAD on 
Intentions to rei^uest subpoena for TWA pilot Svc list and 
KEPFORD# C Affiliation Unknown 80/02/19 3pp 


8003070312 Advises of 800219 telcon w/licenfeei intervenors Agreement 
reached on direct testimony tt cr oss’-examination re radon 
release issue Submits order of presentation for A6LAB 
approval 

BORDENICKrB M Hearing Branch 4 80/02/20 2pp 


8003060462 Notifies that NRC witness RM Wilde hat revised 800118 
testimony as result of BNWL draft rept re recent 
measurementt of radon releases from underground mining 
Revised testimony end 

DORDENICK#B M Hearing Branch 4 60/02/22 2pp 


— 6003060476 Revised testimony re alleged deficiencies involving 
reclamation of worked-out U mines long-term radon release 
from worked*'Out U mines 

WlLDEiR M Division of Fuel Cycle Material Safety 00/02/22 
I7pp 


6003180243 Order directing applicants to file findirigs of fact << 
conclusions of law by 000420. intervenors by 800528 1# NRC by 
600612# per agreement re radon Issue Responses may be filed 
on 600627 Parties may address ALA8-562 

BISHQPiC J Atomic Safety and Licensing Appeal Panel eO/03/07. 
Spp 


8003170043 Forwards NUREO/CR-0627. PNU-2B8e revision re RN-222 emissions 
from underground U mines it NUR£0/CR’'062ar PNL-2fle9 revision 
re prediction of net radon emission from model opan pit U 
mint W/o end 

80RDENICK#B M Hearing Branch 4 60/03/10 Ip 


6003230337 Forwards papers appearing In Health Physics re contemlnaiad 
pasture U croilonal behavior of Cs-'137ipar CR Kepford 
request at evidentiary hearings re radon release issue 
DORDENICKi D M Hearing Branch 4 00/03/18 Ip 


I Financial information 


6003120567 Requests extension for annual filing of certified financial 
statements it cash flow projections until 000413 
BRADLEY, E J Philadelphia Electric Co 00/03/05. 2pp 


P. Operating license stage documents i correspondence 


6003120726 Discusses completion date for installing new hangers 
for Unit 3 Task expected to be completed by 000105 
COONEYrH J Philadelphia Electric Co 79/12/14 2pp 


6003170197 Forwards draft NUREO‘-0630f "Cladding aweUlng it Rupture 
Models for LQCA Analysis" V topics for discussion sent to 
fuel vendors Requests comments by 000109 

€rBeNHUT#0 0 Division of Operating Reactors 79/12/20 I9pp 


— 0003170371 Draft "Cladding Swelling i Rupture Models for LOCA 
Analysis " 

PQWER8# D A. Core Performance Branch. 79/11/30 106op 


8003120746 Submits info re recent support mods to three level sensing 
lines on Unit 3 reactor Discusses status of comparable lines 
on Unit 2 Two Unit 3 lines within operability criteria For 
seismic loading stresses «# FSaR stress criteria 
COONEY. MJ Phi ladelphia Electric Co 80/02/07 2pp 


8003200059 Forwards NRC evaluation of actions taken by util to satisfy 
Lessons Learned Task Force Category A recommendations 
CoTscludes that all Category A requirements have been met 
satisfac tor i ly 

IPPOLITD.T A Operating Reactors Branch 3 00/02/26 19pp 


0003110327 Responds to NRC 800102 Itr re containment purging 6 venting 
during normal plant operation Design features not provided 
to ensure purge i vent valve closure not prevented by 
debris Review ongoing of leak rate testing t< design 
DAl.TROFF#S L Philadelphia Electric Co 80/03/03 app 


8003200007 Summary of 000111 meeting w/Dechtel & licensees re masonry 
wall ^ pipe support structural interdisciplinary 
coordination 

LiGCIAROOiR Operating Reactors Branch 1 80/03/03 16pp 


0003110549 Forwards comments on NRC draft "Criteria for Util Mgt & 
Technical Competence " Recommends meatings w/representat i ve 
industry groups to adapt criteria to various mgt schemes 
w/(nlnimal disruption 

DALTROFF#S L Philadelphia Electric Co 80/03/05 Spp 


8003-110606 Forwards "Rept of Startup Following Third Refueling Outage# 
Bept 1979 " 

ALDEN.tf h Philadelphia Electric Co 80/03/05 Ip 


—8003110609 "Rept of Startup Following Third Refueling Outago.Sept 
t979 " 

« Philadelphia Electric Co 80/03/05 6pp 


8003S80631 Notification of 000312 meeting w/utll in D«thesda#MD to 
difcuse environ qua 1 1 f ication of transml tter/tr ip analog 
units 

CLARK# R J Operating Reactors Branch 3 80/03/12 Ip 


000-3250576 Responds to NRC 800223 Ibr re primary coolant *yf pressure 
valves Describes valve configuration within Oroup I boundary 
of high pressure piping No Event 3 Isolation valve 
configuration exists 

DALTROFFiB L Philadelphia Electric Co 00/03/19 9pp 


8003250490 Forwards amend to 771222 application for amend of OL Am-ind 
revlsee application to provide second level of undervoltage 
protection u/time delay for saf ety*re 1 ated loads, to 
reflect dltcusfioni w/NRC 

BRADLEY. E J Philadelphia Electric Co 00/03/21 IP. 


— *8003250548 Amend to 771P22 appl Ication for amend of DL Amend revises 
application to provide second level of undarvoltage 
protection u/tlme delay for saf ety-related loads#to reflect 
discussions w/NRC N/Cert if Icate of 8vc i affidavit. 

DAUER.E 0 , BRADLEY. E J . DALTRDFF. 8 L Philadelphia Electric Co 
ao/03/21 ilpp 


0 Inspection reports# IE Bulletins i correspondence 


B003060669 Notifies that NRC intends to- routinely forward to 
appropriate state public util regulatory groups i state atty 
general ofes#copi»s of escaleted enforcement correspondence 
sent by NRC to licensees 

CRIER# B H Region 1# Philadelphia. Office of the Director 
79/n/29 Ip 


8003040165 Updates 790921 response to IE Bulletin 79**ier ''Aud lb i 1 Itg 
Problem Encounter on Evacuation of Personnel From High 
Noise Areas " All necessary repairs !< mods are complete 
except rotating beacon installation in condensate pump room 
DALTRDFF.e L Philadelphia Electric Co 80/01/10 tp 


0003040374 Responds to IE Bulletin 00-01. "Operability of Automatic 
Depres sur i katlon 8ys Valve Pneumatic Supply " Hard-seat 
swing check valves replaced w/iaft~seat# spring-loaded valves 
to assure minimal leakage 

DAUTROFF.S.L Philadelphia Electric Co 80/01/10 3pp 


8003120736 Updates response to IE Bulletin 79-01 re environ 
(^ual if teat ton of Class IE electrical equipment Responses 
re qual if Ication review program wJ U be submitted in 
accordance u/schtdule outlined In IE Bulletin 79-OlB 
DALTRDFF# a, L Philadelphia Electric Co BO/Ol/30 2pp 
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8003130{>72 Confirm* 800129 ks 1 c on extending Invitation to attend 800207 
meeting in Iriing of Prui*iaiPA re r ec^uiremarits in IE Bulletin 
79-01&# "Environ Qua 1 1 Pleat i on* of Clas* IE Equipment 
Proposed agenda enc I 

GRtERi & H Region t> PNi lade lphia< Office of the Director 

ao/Ol/30 2pp 


8003140030 Notlfie* of outage start postponement Prom B00301 to SI re 
IE OuHetin 79-24 due to change* in containment suppression 
chamber mod* delag in procurement of required inatl* Uill 
not have adverse effect on public safety 
DALTROFF^S L Philadelphia Electric Co 80/02/01 2pp 


8003050019 Forwards NRC rept. "Evaluation of Licensee Responses to IC 
Biullffkln 79-OQ “ Appropriate actions taken to meet 
requirements of each ac 1 1 on Itemi Identified in bulletin 
IPPQLITOjT a Operating Reactors Branch 3 00/02/14 24pp 


&003l40ua Forwards IE Info Notice 80-0i, "Noti f icat ion of Significant 
Events " No action required 

DRIER. D H Region t, Ph i lade I p h la p Office of the Director 
00/02/27 ip 


3003120544 Forwards IE Info Notice BO-07, ’’Pump Shaft Fatigue 
Cracking “ No response required 

CRlER*a N Region 1. Philadelphia. Office of the Director 
80/02/39 ip 


0003140399 Forwards supplemental info to IE Bulletin 79-0lCi< "Environ 
Ousliftcation of Class IE Equipment “ Response required 
DRIERiQ H Region 1. PN I lade Iphian Office of the Director 
80/02/29 7pp 


8003160592 Forwards IE Circular 60-03. "Protection From Toiic Oas 
Haiards ' No written response required 

GRIER, B N Region 1, Phi lad e 1 ph ia> Office of the Director 
eO/03/06 Ip 


0003130052 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Haiard Associated w/CIosed Ceding Sys for Operating Power 
Plants ' No written response required 

CRIER^B H Region 1, Phi lad e t ph iaj Office of the Director 
80/03/07 Ip 


800-3190275 Fo-rwards It Info Notice GG-OQ "States Co Sliding Link 
Electrical Terminal Diock " No specific action or response 
requested 

GRIER. Q ki Region 1# Phi iadelphta. Office of the Director 
00/03/07 I p 


0003260340 Forwards IE Info Notice SO-lO, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

GRIER, D H Region I. Philadelphia. Office of the Director 
80/03/07 Ip 


8003260446 forwards IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCSl Noldup Tanks " 

Action tr written response required 

GRIER, B K Region i, Phi ladel phia^ Office of the Director 
30/03/10 Ip 


8003260154 Forwards 1C Bulletin 80-06. "Engineered Safetg Feature 
lESF} Reset Controls " Written response required 
GRIER. B H Region 1, Phi ladel phia. Office of the Director 
80/03/13 Ip 


0003250345 Foriuardi IC Info Notice 00-1 1 , “Generic Problems W/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
8ys No action or written response required 
GRIER.B K Region 1, Philadelphia. Office of the Director 
80/03/ M ip 


8003260054 Farwards IE Circular 00-04, "Securing of Threaded Lacking 
Devices on Safety-Related Equipment No written response 
requirsd 

GRIER<B H Region Phi ladelphla, Office Of the Director 
30/03/14 Ip 


R Periodic operating reports t related correspondence 


0003110555 Forwards "Thermal t- Biological honitoring ProgramSi Mon-thlq 
Rept for Nov 1979 " 

WILUSEYjWR PhtUdclphia Electric Cg 80/02/25 Ip 


8003040559 Forwards "Semiannual Effluent Releases Rept B, -Jul-Dec 1979 " 
ALDEN.W <1 Philadelphia Electric -Co 00/02/27 Ip 


'-0OO3O4O565 "Semianciua I Effluent Releases Rept Q, Jul-Dec 1979 
ULLRICH,W T Philadelphia Electric Co 80/02/27 9pp 


8003180407 Forwards monthly operating rapt* for Feb 1900 
COONEY. II J Philadelphia Electric Co 00/03/10 Ip 


— 8003180409 Monthly operating repts for Feb l9ao 

ALDEN.W H Philadelphia Electric Co 80/03/10 9pp 


0003110558 "Thermal t Biological Monitoring Programs. Month lij Rept for 
Nov 1979 " 

* Philadelphia Electric Co 79/11/30 lOpp 


S Reportable occurrences. LCRs tr related correspondence 


8003170068 RO 2-aO-l/tP on 800103. dry we 1 1 ventilation isolation valve 
was allowed to fully open at time when valve should have 
been limited to angle of 37 degrees Caused by improper 
control Info tags placed on air supply regulators 
ULLRICH, N T Philadelphia Electric Co 80/01/03 2pp 


8003060490 RO 2-00-3/ IP on SOOl 19. Units 2 3 of offgas radiation 

monitoring sys were determined out-of-svc due to low 
radiation monitor readings Caused by plugging of gas 
metering flow control valve at Unit 3 by operator error 
ULRICH.W T Philadelphia Electric Co 80/01/21 2pp 


0003190172 PNO-1-80-029 on SOOP 1 5. unp I anne d release of radioactive 
gat occurred Release took place while personnel were 
returned hydrogen analyier in oft gas recombiner sys to 
SVC Two persons received exposure over 100 milllrem 
CQWOILL.C , KEINIG.R , BRUNNER, E Region I, PhiUdelphia, Office of 
the Director 00/02/15 Ppp 


8003120504 LEU 90-005/03L-0- on 000209, d ur i ng surveillance test, setpoint 
of DPIS 3-13-04 , reactor core isolation cooling turbine steam 
supply high flow sensor found to be 10 inches of water 
greater than Tech Spec Caused by setpoint drift 
CODNEY.M J Philadelphia Electric Co 80/03/04 Ip 


8003120526 RQ on 600305, dur Ing automatic switching of emergency power 
sour-c es, emergency 400 volts power source did not recover 
Cause under investigation IlreaVer E-334 manually closed 
ULLRICH.N T Philadelphia Electric Co 00/03/05 2pp 


0003100555 Forwards LER 00-004 /O3L-0 

COONEYrM J Philadelphia Electric Co 00/03/06 3pp 


■0003180567 LER 80-004/03U-0 on G00205 during plant s tar tup, reac tor 
water conductivity increased exceeded Tech Spec limits 
Caused by resin injection Reactor was shut down t> primary 
coolant chemistry brought within Tech Spec limits 
COONEY. N J Philadelphia Electric Co 00/03/06 Ip 


0003180573 Forwards ICR B0-OO7/OIT-O 

COONEY, M J Philadelphia Electric Co 80/03/06 3pp 


-“8003100502 LER 80-007/OIT-0 on 800221, dor ing routine plant equipment 
tnspi seismt ca 1 ly qualified backup nltxogan bottle supplies 
to five containment ventilation valves found out of sve 
Caused by lack of operator info I equipment identification 
CDONEY.h J Philadelphia Electric Co 00/03/06 ip 


000319D547 Responds to NRC 791213 Itr re seven losses of offsite power 
events One event caused by line which supplies auxiliary 
power tripping when line relay panel was bumped by station 
personnel Second event caused by transformer trip 
DALTflOFF.SL Philadelphia Electric Co 80/03/10 9pp 


0003240463 LER 0O-OO6/O3L-O on 800213, while at power, reac tor core 
isolation cooling automatic control from control room found 
inoperable Caused by logic circuit board failure in pomp 
discharge flow controller Defective controller replaced 
COONEY.W J Phi ladelphia Electric Co 80/03/12 Ip 


B00328D429 Forwards LER BO-OOB/OlT-0 

COONEV.K J Philadelphia Electric Co 80/03/18 2pp 


-8003200435 LER BO-OOS/OIT-O on 800305, while at power, E334 load ctr was 
shed automatically due to loss of site startup source, but 
failed to recover automat ical ly Caused by Agastat time delay 
re lay, NQdel7012PC, not picking up on restoration 
COONEY. 11 J Phi ladelphia Electric Go 00/03/19 Ip 
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T Hearing transcripts on non-antitrust matters 


30030402^1 Transcript of 800226 avHcntiarg hearing In Harr i sburg* PA 
re radon release Issue Pp 1-225 

ROSENTHALi A S Atomic Safety and Licensing Appeal Panel 
SiLSEROiJ E Metropolitan Edison Co CONNER < T B Philadelphia 
Electric Co 80/02/96 225?? 


0003040272 Transcript of 000227 evidentiary hearing in Harr i sburgi PA 
re radon release issue Pp 226-437 

ROSENTHAL* A S Atomic Safety and Licensing Appeal Panel 
SiLDEROiJ E Hetropol ttan Edison Co CONNER*! D Philadelphia 
Electric Co 00/02/27 2l|pp 


0003040037 Transcript of 000220 evidentiary hearing In Harr i sburg* PA re 
radon release issue Pp 430-529 

ROSENTHAL* A 8 Atomic Safety and Licensing Appeal Panel 
8ILDER0. J E Metropolitan Edison Co CONNER* T B Philadelphia 
Electric Co G0/02/2G 9lp? 


DOCKET 50-200 SURRY PQUER STATION* UNIT 1 


F Security* medical* emergency t( fire protection plans 


0003310162 Notification of 800325-27 meeting u/PEMA* uti I* state 
county officials in Ui 1 1 lamsburpi Va to discuss emei gency 
p lanning 

NEIOHQORSiD Operating Reactors Branch t 00/03/12 3pp 


0OO317O4G1 Forwards facility fire protection mods status summary 
Provides specific info re status of project w/target due 
dates of 600229 Util will continue to inform NRC of progress 
in imp lementing mod requirements 

STALLINGS* C H Virginia Electric Power Co 00/03/14 2pp 


Q Adi jud i catory correspondence 


0003040450 Notifies of completion of show cause mods on 000213 
SPBNCERi W C Virginia Electric i5« Power Co 00/02/26 Ip 


0003200060 Transcript of 00022? Affirmation Session 60-8 in Washington* 
DC Pp 1-6 

♦ Commission 00/02/29 5pp 


— 0003200075 Recommends that Commission approve end draft order 
directing NRC to issue E!9 re proposed repair of Unit 1 
steam generator 

MALSCHrM G Office of the General Counsel SECV-00-077 

80/02/11 6pp 


8003070023 Memorandum order re three director's decisions under 
10CrR2 206 re steam generator repair petitions Directs NRC 
to imtned late ly prepare t* Issue ElS due to complexity of 
scientific community views Ahearne U Hendrie dissented 
CH1LK*Q U Office of the Secretary of the Commission BO/03/04 
4pp 


0003200160 Notifies that U Allen 000220 Itr is forwarded to PDR \ all 
parties in proceeding 
OIB0ON*T R Commission 80/03/13 Ip 


— 6003880164 Discusses Wpstinghouse steam generator corrosion problems C* 
Uestinghousf turbine disc cracks at facilities Forwards NRC 
000121 Itr re insp port installation at North Anna Units 1 & 

2 ii Environ Coalition 000107 news release 

ALLEN* J North Anna Environmental CoailtlDn 80/02/20 Ip 


— 8003800169 Requests util install insp ports on steam generators at 
North Anna Unit 2 prior to commercial operation start 
ROSS* D F Division of Project Management 00/01/21 3pp 


P Operating license stage documents S correspondence 


0003170197 Forwards draft NURE0-O63Di "Cladding Swelling & Rupture 
Models for LOCA Analysis'* topics for discussion sent to 
fuel vendors Requests comments by 000109 

EISENHUT, D G Division of Operating Reactors 79/12/20 19pp 


—0003170371 Draft "Cladding aweUlng ^ Rupture Models for LOCA 
Analysis " 

POWERS* D A, Gore Performance Branch 79/11/30 106pp 


6003060636 Notifies of completion of generic hounding review r« 
Inadvertent safety injection during cooldown No further 
licensing action neceesary since facility could most likely 
withstand more than 50 ECCS actuations 

8CHNENCER*A Operating Reactors Branch 1 79/18/20 Ip 


0003130646 Notification of 000200 meeting w/util in Bethesdai MD to 
discuss containment spray mods 

NEIGHDQRB* D Operating Reactors Branch 1 60/02/04 Ppp 


0003170075 Ack receipt of 791109 Itr ro autiliary feedwater sys 
Forwards requests for addl info concerning redundant low 
level a larm* elec tr ical diagrams V control of turbine from 
control room Requests response within 30 days 
SCHWNECER. A Operating Reactors Branch I 80/02/00 Spp 


8003130699 Advises of adequacy or repair program* nondostrge t ive inspsi 
leakage t-esting performed to ensure maintainilng integrity 
of feedwater piping until recommendations of owners group 
NRC study group have bean evaluated Safety analysis end 
SCHNENCER* A Operating Reactors Branch I 00/02/22 6pp 


0003130034 Notifies of data Indicating fission gas release rate from 
LWH fuel pellets increases u/burnup No licensing action 
required for operating reactors Users of Westinghouse fuel 
muvt quantify burnup if new design criteria violated 
SCHNENCER'A Operating Reactors Branch 1 00/02/25 2pp 


0003ttO723 Notifies that on 000219. plant removed from sve in order to 
perform mods on supports of two piping sys within 
containment Turbine insp scheduled for May 1900 has started 
it should be completed by 600310 

FERGUSON. J H Virginia Electric it Power Co 00/02/26 Ip 


0003100233 Summary of B0020B meeting w/utll rs mod to containment 
spray sys 

NEIGHBGRGi D Opet ating Reactors Branch 1 00/02/27 3pp 


0003050203 Forwards “Steam Generator Repair Program for Unit 2 Final 
Rapt (Progress Rept 6) for Period 790203-1231 Rept 
describes occupational exposure evpended. dose reduction 
techniques employed ( waste generated during repair program 
STALLINGS* C M Virginia Electric it Power Co 00/03/03 ip 


— 0003050207 “Steam Oeneratoi Repair Program for Unit 2*rinal Rept 
(Progress Rept 61 for Period 790203-1231 “ 

* Virginia Electric t Power Co 79/12/31 44pp 


G0033J0109 Forwards Amends 56 It 55 to Licenses DPR-39 8* DPR-37* 
respectively* safety evaluation i notice of issuance & 
ava liability 

SCHVlENCERiA Operating Reactors Branch 1 BO/03/04 2pp 


—6003310113 Amends 56 << 55 to Licenses DPR-32 i> DPR-37i respec ti ve ) y* 
adding limiting conditions re operation tc surveillance 
requirements for low temp overpressure protection ays 
SCHUENCER.A Operating Reactors Branch 1 00/03/04 I3pp 


— 6003310116 Safety evaluation supporting Amends 56 t* 55 to Licenses 
DPR-32 L nPR-3?j respflc t ive ly 

» Office of Nuclear Reactor Regulation 00/03/04 Upp 


— 9003310tS£0 Notice of issuance i availability of Amends 56 & S5 to 
Licenses DPR-32 4« DPR-37i respectively 

SCHNEKCER.A Operating Reactors Branch 1 BO/03/04 2pp 


6003310203 Forwards Amends 57 it 56 to Licenses DPR-32 it DPR-37i 
resp ec t i vely * saf ety evaluation L notice of Issuance L 
ava i lab 1 1 i ty 

SCHNENCER.A Operating Reactors Branch 1 60/Q3/04 2pp 


—0003310200 Amends 57 t 56 to Licenses DPR-32 U DPR-37. respoct tvel y. 
specifying now pressure-tom? limits for heatup if cooldown 
op era t ions 

8CHWENCER* A Operating Reactors Branch 1 00/03/04 14pp 


— B003310210 Safety evaluation supporting Amends 57 it 56 to Licenses 
BPR-32 it DPR~a7. respectively 

a Office of Nuclear Reactor Regulation 00/03/04 3pp 


— 8003310214 Notice of issuance 6 availability of Amends 57 L 56 to 
Licenses DPR^32 << DPR-37. respec t Ive ly 

BCHNENCER. A Operating Reactors Branch 1 00/03/04 2pp 


6003310107 Notification of 0OO31B meeting w/util tq discuss 
implementation of Lessons Learned Task Force short-term 
T»quirem«nts Agenda end 

NEtOHBQRE.D Operating Reactors Branch 1 BO/03/12 4pp 


60-0-3(80297 Subnilts primary coolant sys pressure isolation valve info 
re in-serles check valves isolating high pressure primary 
CQQlant from low pressure injection sys piping Method of 
anelyring parallel check valves outlined 

8TALLINQ6.C M Virginia Electric 6 Power Co 60/03/14 4pp 
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0003210524 Informs NRC 0 / dispute u/util re issue of <iual 1 F icat ion 
testing af employees <j/a anij prior formal training Requests 
that Nf?C investigate matter t provide intetrpr ctat ion of 
regulations re training & qua 1 l f teat ion testing 
OAnclA. J F Affillatlan Unit noun 80/'03yie Ip 


0003270136 Forwards DES for proposed steam generator repair !« notice of 
ava 1 latil ttq filed ta/Ofe of FR for publication 
QALLARDi R L Environmental Projects Dranch 1 GO/03/18 2pp 


— 8003270139 Notice of availability of DES re proposed steam penerator 
repair 

DALLARD< R L Env i r oninenta I Projects Branch I 60703/14 2pp 


""0003270146 Forwards 0E3 re proposed steam generator repair for revleu I 
corirnenta Comments due utthln 43 days after publication in 
FR 

OAULARDi R L Environmental Projects Branch I 00/03/16 6pp 


— 0003270152 DES re prapased steam generator repair NRC G00304 
ensmorandum tr order directing preparation of EtS encl 
a Office of Nuclear Reactor Regulation NOftEG-0663 80/03/31 
32pp 


0003250351 Forwards containment spray nods drawdown test description in 
response to NRC GOO2O0 request Test will provide assurance 
that caustic addition can be maintained in order to achieve 
required iodine removal 

STALLINQS. C M Virginia Electric 8« Power Co 80/03/20 llpp 


QQ03260416 Responds to G00200 Itr requesting info on plant auxiliary 
feedwater sys to supplement 791109 response 

STALL INGSiC M Virginia Electric 6 Power Co 80/03/21 9pp 


0 Inspection reports- l£ liulletins & correspondence 


0003110163 Forwards IE Insp Repts bO"2aO/79-66 it 50-281 /79-86 on 
791203*07 No noTicompl ianc e noted 

SUTHERLAND/ J T Region 2. Atlanta. Fuel Fac 1 1 i t u <k Ma terial s Safety 
Branch 79/12/31 2pp 


—0003110194 IE Insp Rapts S0-280/79-6A h 50"2ai/79-fl6 on 791203-07 No 
none flei p U once noted Hajer areas inspected radio-logical 
environ monitoring prog ram. me I uding mgt control, QC of 
analytical measurements U insp of monitoring station 
JENKINS. 2 R Region 2. Atlanta. Fuel Facility t. Materials Safety 
Branch MACARTHVR.T C Region 2, Atlanta. Office of the Director 
79/12/27 3pp 


0003070091 Responds to Item 5 0 # lE Bulletin 79-02. Revis ion 2 re 
piping supports in seismic Category i sys Insp of accessible 
4' inaccessible areas compUte List of 10 supports attached 
to masonry walls -t. types of anchors 4 . supports end 
SPENCER, g C Virginia Electric t Power Co 00/01/29 2pp 


0003240499 Provides supplemental response to IE Bulletin 79-02, Re vision 
2 re piping supports In seismic Category I sys attached to 
masonry walls w/expansion anchor bolts Hods being designed 
to remove supports it will be installed by end of Feb 1960 
SPENCER, W C Virginia Electric «< Power Co 00/01/30 2pp 


G003170066 Forwards IE Info Notice a0-03i "Main Turbine 
Electrohydraulit Control Sys " No speClFic action or 
response required 

O'REILLViJ P Region 2, Atlanta. Office of the Director 60/01/31 

2pp 


8003190143 Forwards IE Circular 79-25, Buppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
O'fieiULV', jp Region 2. Atlanta, Office of the Director 00/01/31 


0003120048 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY, J P Regbon 2. Atlanta, Office of the Director 00/02/01 


6003100089 Forwards IE Bulletin 80-04, "Analysis of PWft Main Steam Line 
Break N/Continued Feedwater Addition ’* tfrltten response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director, 80/02/03 


6003190456 Forwards IE Info Notice 80-05, "ChloTide Contamlnatl on of 
Safety-Re la feed Piping i Components ** No written response 
required 

0'REILLV,J P Region 2, Atlanta, Office of the Director 

Ip 


0003140436 F 01 wards IE Info Notice 79-37. "Crac k ing in Low Pressure 
Turbine Discs' w/errata sheet 1 equest tor info related to 
tuTbinc disc cia-cks Reply requested within 20 days 
EISEtjHVT.DG Division of Operating Reactors 00/02/25 3pp 


8003190840 Ack receipt or 800219 Itr infoiming NRC of steps taken to 
correct violalions noted in IE Insp Ropts 50-260/79-67 4< 

50-2Q 1/79-89 

LElf IS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/02/36 Ip 


— 0003190844 Forwar-ds IE In^^p fiepts S0-2G0//9-67 4- SO-201/79-69 an 
791101 1204 i. notice or violation 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/01/23 ?pp 


— G0031VOB46 N-oticc of violation rrom insp on 791101-1204 

■» Region 2. Atlanta. Office of the Director 00/01/21 Ip 


—8003190052 IE Insp Repta 50-200/79-67 4< 50-261/79-89 on 791101-1504 
Noncomp 1 lanc e noted failure to follow corrective iraint 
procedures 

BURUe, D J . KELLOGG. P J Region 2. Atlanta, Office of the 
Director 80/01/21 5pp 


0OO3I4OO5B Forwaids IE Info Notice 80-06. "Notification of Significant 
Events '' tio action required 

O'REILLY, JP Region 2. Atlanta, Office of the Director 80/02/27 
IP 


9003060569 Updates tesponse to It Bulletin 79-10. "Audibility * 
Problem Encountered on Evacuation of Personnel from High 
Noise Areas '' Corrective actions for evacuation announcement 
sys will not be completed until Jul 1900 

STALLINGS C M Virginia Electric t Power Co G0/D2/2Q Ip 


3003160195 Forwards supplemental inro to IE Bulletin 79-01D. "novJron 
0ua 1 i f i c a t I on of Class IE Equipment " No response required 
O'REILLY. J P Rogion 2, Atlanta. Office of the Direcloi □0/02/29 
2pp 


3003190055 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response lequired 

O'REILLy.JP Region 2, Atlanta, Office of the Director 60/02/29 
2pp 


0003100162 Forwards IE Circular 00-03. "Protection from Toxic Oas 
Haiards " No ui itten response required 

O'REILL/.JP Region 2. Atlanta. Otfice of the Diicctor fiO/03/0ft 

2pp 


3003110560 Submits ititerim response to IE Bulletin 79-2/. "Loss of 
Non-C-Lasfi IE Instrumentation f* Control Power Sys Dus During 
Operation " Insp of North Anna failed to reveal time delay 
circuitry Burry insp not yet complete 

STALL1N08,C N Virginia Electric i> Power Co 80/03/07 4pp 


8003140416 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply Durifig Operation " No specific 
actto-n or response required 

O'REILLY, JF Region 2. Atlanta, Office of the Director 60/03/07 

2pp 


0003160093 Forwards IC Info Notice 60-09, "Possible Occupational MeaHh 
Hasard Associated u/Closed Cooling 5ys for Operating Power 
Plants " No written response required 

0'RElLLVj%f P Region 2. Atlanta, Office of tho Director flO/03/07 
2PP 


00-03180324 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r eques ted 

O'RElLLViJ p Region 2, Atlanta, Office of tho Director 80/03/07 

2pp 


8-003270045 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting In 
Damage to -Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action 4< written response required 

D'REILLY, J P Region 2. Atlanta. Office of the Director 80/03/30 

Ip 


0003310402 Ack receipt of 800221 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-260/79-64 4< 
50-281/79-84 

STOHR, -J P Region 2, Atlanta, fuel Facility U Materials Safety 
Branch 00/03/10 Ip 


G0/02/0e 



DOCKETED ITEMS 


91 


— 0003310424 Responds to NRC B00103 Itr violations noted in IE Insp Repts 
50-200/79-64 4 50-201/77-84 Licensee not m concurrence ru/ 
infraction Gate provides tiecessari^ deterrent Mods 
accomplished as supsiior methods discovered 

STAULIKGSi C M Virginia Electric 4 Power Co 80/01 /IB 2pp 


— 800'331043l r oruards IE Insp Ropfcs 50-2B0/79-64 V 50-2QI/77-Q4 on 
791127-30 4 notice oi violation 

SaOTMERLAIlD; J T Region 2« Atlanta* Fuel Facilltg 4 11a tor la Is 
Safety Dranch 00/01/02 2pp 


--0003310436 Notice of violation fi om insp on 791127-30 

* Region 1- Atlanta/ Office of the Director 60/01/02 Ip 


--8003310445 IE Insp Repts 30-200/79-64 V 50-201 /79-S4 on 791127-30 
Noncooip 1 lance noted high radiation area gate lock inadequate 
to prevent unauthoiiied access 

GiBBOMi A F Region Ci Atlanta/ Fuel Facility % Materials Safety 
Branch EWALD/ S C Region 2. Atlanta. Of rice of the Director 
ao/01/02 5pp 


0003260411 Forwards IG DuHotin SO-06. ''Engineeiod Safety Feature 
<ESF> Reset Controls " Written response required 

□ 'REILLY, xl P Region 2. Atlanta. Office of the Director BO/03/13 

2pp 


0003250500 Forwards IE Info Notice 60-11, "Generic Probleflis U/ASCO 
Valves in Nucleai Applications Including Fire Protection 
Sys " No action or uiritten response required 

□'REILLY. V P Region 2. Atlanta. Office of the Director 80/03/14 

Ip 


6003260200 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Baf ety-Re lated Equipment '■ No written response 
required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/14 

2pp 


6003210466 Responds tg IL Rulletin 77-i4. "Seismic Analysis for As- 
Duilt Baf ety-Related Piping Sys " Requests eitension until 
000531 to complete analyses of piping sys Two long-term 
items in bulletin will require analysis beyond 800531 
FERCUSON, J H Virginia Electric t Power Co 00/03/18 Spp 


8003510326 Discusses itisp program for reactor coolant pump supports to 
be conducted during steam generator repair nptage requested 
in NRC 800220 Itr Insp will result in high occupational 
eiposure 4 risk to progiam effectiveness 

STALLINOS.C M Virginia Flee trie 4 Power Co 00/03/19 2pp 


R Periodic operating reports 4 related correspondence 


8003110011 Forwards annual environ monitoring repts. inducing annual 
exposure rept 4 rept of radioactive of f luents. per Tech Spec 
Section 6.4 nonrad i clog ice 1 environ monitoring rept, per 
Tech Spec Section 4 

STALLINGS, C M Virginia Electric 4 Power Co 00/02/90 90pp 


0003040501 Forwards "Radiological Environ Monitoring Annual Rept. 
1979 " 

STALLINGS. C M Virginia Electric 4 Power Co BO/02/29 Ip 


— 80&3040S07 "Rad io log ica 1 Environ Monitoring Annual Reptj 1979 *■ 
KOHL.K A » CHANORASEKARAN Eberllno Instrument Corp 00/02/15 
56pp 


0003160454 Forwards monthly opeiafclng repts for Feb t900 

STALLINGS. C M Virginia Electric K Power Co 00/03/13 Ip 


— 60'031804S9 Monthly operating repts for feb 1900 

C08TELL0.0 J Virginia Electric 4 Power Co 80/03/01 44pp 


S Reportable occurrences, LCRs 4 related correspondence 


9003170201 PNO-l 1-00-029 on 800219. Unit 1 shut down because of two 
pipes calculated to be overstressod inside containment in 
e^'fnt of earthquake Failure of ovorstressed pipes would 
constitute loss of containment integrity 

DDNAT. T J . MARTIN. R D , WED8TER. E H Region 2. Atlanta. Office af 
the Director 60/02/20 Ip 


8003030450 Forwards updated LER 80-007 /03X’'l 

&TALLINOS. C M Virginia Elettric 4 Power Co 80/02/26 ip 


— 0003030455 Updated LER 80-007/03X-t on 0001 16. routine survetlUnce 
during noimal operation revealed failure of heat tracing 
circuit 4 on Sine 1-CH~56-152 boric acid supply to blonder 
Caused by water penetration of heat tiacmg tape 
STEWART, W L Virginia Electric 4 Power Co 00/02/25 2pp 


G00303054S Forwards LER 00-01 1 /03L -0 

STALLINGS. C K Virginia Electric 4 Power Co 00/02/26 ip 


— 8003030554 LER 00-01 1 /O3L-0 on 600123. dur mg normal op erat l ons. h eat 
tr^icing stiip heater on 1-CH-P-2A circuit 25A (Panel 9) 
failed Causod by penetration of uietoi leakage from pump 
flange Strip heater replaced 7 leak repair requested 
STEWART, W L Virginia Electric 4 Power Co 80/02/25 2pp 


0003040636 Forwards LER QO-012/O3L-O 

STALLINGSrC M Virginia Electric 4 Power Co 80/02/28 Ip 


— 0003040644 LER eO-0l2/O3L-0 on 800202. while performing PT-27D. amperage 
readings for circuit SSA.panals 1 4 2. were below acceptance 
criteria Repairs to tape not completed within 2-h limit Unit 
rampdawn intiated Caused by water penetration 
STEWART. W L Virginia Electric 4 Power Co 80/02/29 2pp 


0003040640 Forwards LCR 80-010/01 T-0 

STALL ING5*C M Virginia Flectric 4 Power Co 00/02/20 Ip 


8003040650 LER 80-Oia/OIT-0 on 800219. pipe stress reanalysis on IE 
Bulletin 79-14 lines revealed overstressed condition on 
piping penetrations would eiiat during DOE Addl constraints 
designed 5 will be installed 

STEWART. H L Virginia Electric 4 Power Co 00/03/03 2pp 


0OO3O6O50B Forwards LCR GO-013/03L-0 

STALLINGS. C H Virginia Electric 4 Power Co 0O'O3/O3 Ip 


-8003060S95 LER 80-013/03L-0 on 500206. dur ing accumulator tank 
recirculation to obtain samples, .'alve 1{CV-1092A to tank 
I-SI-TK-IA delayed closing 30-s to 50-s after operating 
control Caused! by moisture in air lines Valvo cycled 
STOMRT.W L Virginia Cl cc trie K Power Co 80/03/05 2pp 


0003170347 Forward* LtRs 80-01 5/ 03L-0, 00-01 6/03L-0 4 0O-O17/O3L-O 
STALLINGS. C M Virginia Electric t Power Co 90/03/14 Ip 


--9003170353 LER 80-OIS/03L-0 on 800210. during performance of PT-26 J.w/ 
unit at 100'/. power, rad lat 1 on alarm setpoint for component 
cooling sys was greatei than twite background as listed in 
Tech Spec Caused by instrument drift RM-CC-106 recoUbr 
STEWART, W L Virginia Electric 4 Power Co 00/03/14 2pp 


—8003170357 LER 90-016/03L-0 on 800218, w/unl t at iOOV, power, liquid waste 
tank l-LW-TK-llB inadvertently released w/o being sampled 
Caused by incorrect dischargo valvo being opened Release 
terminated 4 tank sampled 

STEWART. W L Virginia Electric K Power Co SO/03/14 2pp 


--0003170363 LER G0-017/O3L-0 on 000218. at 1007. power, vacuum pump for 
process monitors RH-GW-lOl 4 RM-GM-102 found tagged out of 
SVC leading to release of unmonitored gases Caused by 
failure to perform procedure before taking pump out of sve 
STEWART.W L Virginia Electric 4 Power Co 80/03/14 2pp 


0003270310 Forwards L£R 90-020/017-0 

STA1-LINGS, C M Virginia Electric 4 Power Co 00/03/24 Ip 


—8003270315 lER BO-020/OIT-0 on 8G0310. during review of heat tracing 
■circuit monthly choc k. d Iscovered circuits 24A, D 4 C for unit 
boric acid filter ^ys tagged out of sve since 000211 
Caused by porsonnal en or No immediate actions necessary 
STENART.W L Virginia Electric 4 Power Co 00/03/24 2pp 


DOCKET 50-2B1 SURRY POWER STATION, UNIT 2 


F Security, medical, emergency 4 fne protection $lans 


aOO:i3lOl62 Notification of 800325-27 meeting w/FEMA. ut il. 4 state 4 
county officials in Ml I J lamsburg* Va to discuss emergency 
p lanning 

NEIOHDORS.D Operating Reactors Branch 1 00/03/12 3pp 


6003170461 Forwards facility fira protection mods status summary 
Provides specific info re status of project w/target due 
dates of 80022? Util will continue to inform NRC of progress 
in Implementing mod requirement* 

STALLINGS, C M Virginia Electric s Power Co B0/03/U 2pp 
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G- Adjudicatory c orro spondenc* 


a-00320006.0 Tranicrlpt of G00229 Affirmation Session BO-B in Wa-i h i ng ton . 

DC Pp 1-6 

t Co^fnl fi a ion BO/02/29 Spp 

--0003200075 R*cofn(Tien<J» that Corntnission approve ere 1 draft order 
directing MRC to l«iue EIS ro- proposed repair of Unit I 
steam generator 

MAL5CH. M 0 Office of the General Counie I SECV-BO-O?? 

eO/ 02 /ll 6pp 

0003070023 Memorandum -li order re three director's decision* under 
I0CFR2 206 re steam generator repair petitions Directs WRC 
to immediately prepare !» issue EIS due to compleirltV of 
scientific ccmnuni ty views Ahearne -Si Hendrla dissented 
CHlLKiS J Office Of the Secretary of the Commission GO/03/04 
4pp 

8003200160 Notifies that J Allen 00022a 1 tr it foruarded to PDR *< all 
parties in proceeding 

OlQDOJV. T R Commission 80/03''i3 ip 

— 0003200164 Discusses Hestinghouse steam genarato*' corrosion prohlems U 
Westlnghouse turbine disc cracks at facilltiea Forwards NRC 
000121 Itr re imp port installation at North Anna Units I h 
2 S Environ Coaliiicn B001C7 news release 

ALLEHj J North Anna Environmental Coalition BO/02/aB Ip 


—8003200169 Requests util install imp ports on steam generators at 
North Anna Unit 2 prior to comerclal operation start 
ROSS- » F Division of Project Management 80/01/21 3pp 


P Operating license stage documents ^ correspondence 


3003170197 Forwards draft NUHEG-0630. “Cladding Swelling fc Rupture 
Models for LDCA Analysis" 6 topics for discussion sent to 
fuel vandars Requests comments bj 900109 

ElSHNHUTf 0 G Division of Oporatins Reactors 79/12/20 I9pp 


--3003170371 Draft "Ciadding Sojelllng t Rupture Models for LDCA 
Analysii '' 

PQWERSi D A Core Performance Pranch 79/11/30 106pp 


S003060636 Notifies of completion pf generic bounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most litely 
withstand more than SO EGCS actuations 

SCMUENCER.A Operating Reactors Branch 1 79/12/2B Ip 


00-03130646 Notification of Q0020B meeting w/uti) in BethesdaiMD to 
discuss containment spray mods 

NECGHQQR'S.D Operating Reactors Branch I B0/D2/04 2pp 


S003170162 Notification of 000207 meeting u/uti 1 in DethesdaiMD to 
show videotape of facility steam generator repair project 
NEIGHDDRB.D Operating Reactors Branch 1 0D/O2/O4 Spp 


0003170075 Act receipt of 79U09 ICr re auxiliary feedwater sys 
Forwards requests for add I info concerning redundant low 
level alariHi etec tr i cal diagrams 6 control of turbine from 
control room Requests response within 30 days 
SGHUNECER.A Operating Reactors branch \ 00/02/08 9pp 


0003^200551 Amends util 900222 request for startup o-f facility upon 
completion of mods re 790313 shot» cause order IE Duiletln 
79-14 Request now includes complation of mods both inside h. 
outside containment 

SPENCER. W € Virginia Fleclric «< Power Co 80/02/21 Ip 


0003130699 Advises ef adequacy of repair programj nondestructive Inspsi 
^ leakage testing performed to ensure «na IntainiTig integrity 
of feedwater piping until r ecomm-f ndatlens of owners group & 

NR-C study group have been evaluated Safety analysis end 
SCKMENCER.A DperStiiig Reactors Branch I 00/02/22 6pp 


8003130034 NotifiBS af data Indicating fission gas release rate from 
LUK fuel pellets increases w/burnup No licensing action 
required for operating reactors Users of Uestingho-use fuel 
must quantify burpup if new design criteria violated 
SCH»ENC£R.A Operating Rqaeton Dranch 1 90/02/25 Spp 


8003040423 Advj ses of piping sy* reanalysis *tatus»per IE Bulletins 
79-02 «t 79-14 V HRC 790313 show cause order Pip* stress 
analysis & resulting mods will bi completed prior to 
facility startup 

SPENCERil4 C Virginia Electric & Power €o 90/02/26 2pp 


9003100233 Summary of 800208 meeting w/util re mod to containment 
spray sys 

NEIOHflORS. D Operating Reactors Branch I 80/02/27 Spp 


30030302D3 Foriuards “Steam Generator Repair Program for Unit 2 Final 
fiept (Progress Rept 6i for Period 790203-1231 “ Ropt 
describes occupational exposure expended) dose reduction 
techniques employed & waste generated during repair program 
STALLINGS) C M Virginia Electric «< Power Co 80/03/03 Ip 


--9003050207 “Steam Generator Repair Program for Unit 2)Final fiept 
(Progress Rept 6> for Period 790203-1231 " 

• virglnta Electric t Power Co 79/12/31 44pp 


0003310109 Forwards Amends 56 K 95 to Licenses DPR-32 h DPR-37) 
ret p ec t i V e I y I s a f ety evaluation h notice of issuance if 
aval lab 1 I i ty 

SCHWENCER) A Operating Reactors Branch 1 00/03/04 2pp 


— 8003310113 Amends 56 & 55 to Licenses OPR-32 if DPR-37. rospec tively) 
adding limiting conditions re operation surveillance 
requirements far law temp overpressure protection sys 
SCHWENCER. A Operating Reactors Branch 1 00/03/04 I3pp 


— 6003310116 Safety evaluation supporting Amends 56 U 55 to Licenses 
DPR~32 I DPR-3 /. res poe 1 1 vely 

* Office of Nuclear Reactor Regulation 80/03/04 lipp 


— 6003310120 Notice af issuance ff availability of Amends 56 t 59 to 
Licenses DPft-32 & I>PR-37f respec 1 1 vel y 

SCHWENCER/ A Operating Reactors Branch 1 90/03/04 2pp 


0003310203 Forwards Amends 57 if 56 to License* DPR-32 b DPR-37. 
respoc ti ve 1 y . saf ety evaluation it notice of issuance V 
a vai lab i L 1 ty 

SCHWENCER. A Operating Reactors Branch 1 90/03/04 2pp 


—8003310209 Amends 57 56 to Licenses DPR''32 V DPR-37. respec tive ly. 

specifying new pressure-temp limits for heatup t cooldown 
oporations 

SCMWENCER^a Operating Reactors Branch i 60/03/04 I4pp 


—8003310210 Safety evaluation supporting Amends 57 t> 56 to Licenses 
OPR-32 it DPft-37. respectively 

* Office of Nuclear Reactor Regulation 00/03/04 3pp 


—0003310214 Notice of issuance 4 a\ai labi 1 1 tg of Amends 57 4 56 to 
License* DPR-32 t> DPR-37. respect xvely 

SCHWENCER. A Operating Reactors Branch 1 00/03/04 2pp 


000331010/ Notification of 800310 meeting u/util to discuss 
triplemen tat ion of Lessons Learned Task Force short-term 
requirements Agenda end 

NEIGHBORS/ D Operating Reactors Branch I 00/03/12 4pp 


8003180297 Submit* primary coolant sys pressure isolation valve info 
re in-ieries check valves isolating high pressure primary 
coolant from law pressure in)ection sys piping Method of 
analyilng parallel check valves outlined 

STALLINGS. C M Virginia Electric i> Power Co 00/03/14 4pp 


8003210524 Informs NRC of dispute w/util re issue of qua I i f i cation 
testing of employees u/o any pi ior formal training Requests 
that NRC investigate matter i provide interpretation of 
regulations re training & qua 1 1 f i c a 1 1 on testing 
DARCIA. J F Affiliation Unknown 00/03/18 Ip 


8003250351 Forward* containment spray mods drawdown test description in 
response to NRC 800208 request Test will provide assurance 
that caustic additio-n can be maintained in order to achieve 
required iodine removal 

STALLINGS. C H Virginia Electric 4 Power Co 00/03/20 llpp 


8003260416 Responds to 800308 Itr requesting info on plant auxiliary 
feedwater sys to supplement 791109 response 

STALLINOSiC M Virginia Electric & Power Co 80/03/21 5pp 


Q Inspection report*. IE Bulletins it correspondence 


aoosiioiaa Forward* IE Insp Repts 50-280/79-66 U 50-201/79-86 on 
791203-07 No nontompHance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility Materials Safety 
Branch 79/12/31 2pp 
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— E003 110194 IE In*p Repts S0''2a0/79-&& « 50-20 1/79-06 on 791203-07 No 
noncompliance noted Major areas inspected radiological 
environ monitoring program. Includ mg mg t controt.OC of 
analytical measurements % iriep of monitoring station 
JENKINS. C R Region 2. Atlanta. Fuel Tacilitg 1 Materials Safety 
Branch MACARTHUR. T C Region 2. Atlanta. Office the Director 
79/12/27 3pp 


8003210000 Forwards IE Insp Rept 50-281/79-08 on 791212-14 No 
noncomp I lance noted 

MURPHy. C E Region 2. Atlanta. Reactor Construction ^ Engineering 
Support Branch 80/01/07 2pp 


—8003210086 IE Insp Rept 50-281/79-88 on 791312-14 No noncompl lance 
noted Major areas Inspected pipe support base plate designs 
using concrete expansion anchor bolts per IE Bulletin 79-02 
HERDT. A R Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch GAULISH. E J Region 2> Atlanta. Office of the 
Director 80/01/04 3pp 


8003190750 Forwards IE Insp Rept 50-281/00-02 on 800114-17 No 
noncompliance noted 

DRYANT.J C Region 2. Atlanta. Reactoi Construction & Engineering 
Support Branch 00/01/24 2pp 


—8003190752 IE Insp Rept 50-201/80-02 on 000114-17 No noncompl ionce 
noted Major areas inspected const activities (t. 
nondestructive examination 

HERDT.A R Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch KLEINSOROE.W P Region 2. Atlanta. Office of the 
Director 80/Oi/24 6pp 


0003070091 Responds to Item 5 of IE Bulletin 79-02. Revis ion 2 re 
piping supports in seismic Category 1 sys Insp of accessible 
It inaccessible areas complete List of 18 supports attached 
to masonry walls l< types of anchoYs h supports end 
SPENCER. N C Virginia Electric I Power Co 00/01/29 2pp 


0003240499 Provides supplemental response to IE Bulletin 79-02. Revision 
2 re piping supports in seismic Category i sys attached to 
masonry walls w/oxpansion anchor bolts Mods being designed 
to remove supports I will be installed by end of Feb 1900 
SPENCER. U C Vitginia Electric I Power Co 00/01/30 2pp 


6003170066 Forwards IE Info Notice 80-03. "Main Turbine 
Electrohy draul ic Control Sys " No specific action or 
response required 

0''RElLLYiJP Region 2. Atlanta. Office of the Director 00/01/31 
3pp 


8003190143 Forwards 1C Circular 79-25. Buppt A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 00/01/31 
Ip 


8003120040 Forwards IE Circular 00-02. "Nuclear Power Plant Staff Uork 
Hours " No written response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/01 
If 


0003180009 Forwards IE Bulletin 80-04. "Analysis of PUR Main Steam Line 
Break W/Gontlnued Feedwater Addition " Mritten response 
required 

O'REILLY. J P Region S. Atlanta. Office of the Director 80/02/00 

2pp 


0003190456 Forwards IE Info Notice 00-05. "Chloride Contaminati on of 
Safety-Related Piping Components '* No written responee 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 0O/O2/OB 

Ip 


8003140436 Forwards IE Info Notice 79-37. "Cracking in Lou Pressure 
Turbine Discs" w/errata sheet C. request for info related to 
turbine disc cracks, Reply requested within 20 days 
EI6ENHUT. D 0 Division of Operating Reactors 00/02/25 3pp 


8003190340 Ack receipt of 800219 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-280/79-67 l< 
50-281/79-89 

LEWIS. R C. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/26 Ip 


— B003190B44 Forwards IE Insp Repts 50-280/79-67 Ic 80-281/79-89 on 
791101-1204 notice of violation 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/01/22 2pp 


■B003190B46 Notice of violation from insp on 791101-1204 

a Region 2. Atlanta. Office of the Director 00/01/21 Ip 


— Q003190Q52 IE Insp Repts 30-200/79-67 U 50-281/79-89 on 791101-1204 
■NIanc amp 1 1 ance noted Failure to follow corrective maint 
procedure s 

BURKE. D J , KELLOGC.P J Region 2. Atlanta. Office of the 
Director BO/Ol/21 5p p 


80D314005Q Forwards IE Info Notice 80-06. "Notification of Significant 
Events No action required 

O'REILLY.J P Region 2. Atlanta. Orfics of the Director 80/02/27 
Ip 


8003100195 Forwards supplemental info to IE Bulletin 79-OlD. "Environ 
Qual i f 1 cati on of Class IE Equipment " No response required 
O'REILCY.J P Region 2, Atlanta. Office of the Director DO/02/29 
2pp 


0003190055 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/02/29 

2pp 


6003100162 Forwards IE Circular 00-03. "Protection from Toxic Oas 
Hatards " No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/03/06 

2pp 


0003110560 Submits interim response to IE Bulletin 79-27. "Loss of 
Non-Class IE Ins trumentat i on It Control Power Sys Sue During 
Operation " Insp of North Anna failed to reveal time delay 
circuitry Surry insp not yet complete 

STALLINOS. C M Virginia Electric A Power Co 00/03/07 4pp 


6003140416 Forwards IF Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/03/07 

2pp 


8003180093 Forwards IF Info Notice 80-09. "Possible Occupational Health 
Haiard Associated w/Closcd Cooling Sys for Oporatlng Power 
Plants *' No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/03/07 

2pp 


8003160324 Forwards IE Info Notice 80-00 "States Co Sliding Link 
Electrical Tercninal Block " No specific action or response 
reques ted 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/03/07 

2pp 


8003270045 Forwards IE Bulletin 80-05. "Vacuum Condition Resulting in 
Damage lo Chemical Vol Control Sys CCVC8) Holdup Tanks " 

Action I written, response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/03/10 

Ip 


8003310402 Ack receipt of 800221 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/79-64 & 

50 ^ 201 / 79^94 

SrOHR. J P Region 2. Atlanta. Fuel Facility U Materials Safety 
Branch 80/03/10 Ip 


—6003310424 Responds to NRC 800102 Itr violations noted In IE Insp Repts 
50-260/79-64 U 50 - 261/79-84 Licensee not in concurrence w/ 
infraction Gate provides necessary deterrent Mods 
accomplished as superior methods discovered 

STALL IN09. C ff Virginia Electric U Power Co 60/01/18 2pp 


—6003310431 Forwards IE Insp Repts 50-280/79-64 & 50-201/79-84 on 
791127-30 fr notice of violation 

SOOTHERLAND. J T Region 2. Atlanta. Fuel Facility 6 Materials 
Safety Branch eO/Oi/02 2pp 


— a0033l0436 Notice of violation from insp on 7911E7-30 

« Region 2. Atlanta. Office of the Director 80/01/02 Ip 


— B003310445 IE Insp Repts 50-280/79-64 50-291/79-84 on 791127-30 

Noncompliance noted high radiation area gate lock inadequate 
to prevent unauthorized access 

OIBSON.A F Region S. Atlanta. Fuel Facility Ic Materials Safety 
Branch ENALD.S C Region 2, Atlanta. Office of the Director 
80/01/02 5pp 


9003260411 Forwards IE Bulletin 00-06. "Engineered Safety Feature 
(E6F) Reset Controls Written response required 

D'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/13 

2pp 
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0003250500 Forwards IE Info Notice QO-tt> "Oenerlc Problem* W/ASCO 
Valve* In Nuclear Applications Including Fire Protection 
“ No action or urltten response required 
O'REELLVfJ P Region 2. Atlanta* QFfiee of the Director 00/03/14 
IP 


0003260200 Forward* IE Circular 00-04. "Securing of Threaded Lacking 
Devices on Saf e fcg-Re 1 a ted Equipment " No uirltten response 
required 

Q^RElLLTi J P Region 2i Atlanta, QFflce of the Director 00/03/14 

2pp 


0003210326 Discusses insp program for reactor coolant pump support* to 
be conducted during steam generator repair outage requested 
In NRC 800228 1 tr Insp will result In high occupational 
exposure $■ risk to program e Ff ec 1 1 veneet 

STALLINGS. C M Virginia Electric te Power Co 60/03/17 2pp 


R Periodic operating reports I related correspondence 


QOOOllOOll Forward* annual environ fhonltorirvg r#p ts. inc I uc mg annual 
eipoeura rept rept of radioactive ef f 1 uentt, p er Tech Spec 
Section 6, V nonradiolog teal environ monltering reptiper 
Tech Spec Section 4 

STALLINGS, C N Virginia Electric U Power Co 00/02/20 90pp 


0003040501 Forward* ’'Radiological Environ Honitorlng Annual Rept, 
1979 

STALLINGS, C W Virginia Electric Si Power Co 0^/02/29 Ip 

— S0030403D7 "Radiological Environ Monitoring Annual Rept, (979 *’ 
KOHL, K A . C HAND RASE KARAN Eberline Inetrument Carp 00/02/15 
96pp 

8003180454 Forward* monthlg operating rept* for Feb 1960 

STALLINGS. C M Virginia Electric -L Power Co 60/03/13 Ip 


3003180459 Monthly operating rept* far Feb J980 

COSTELLO, 0 J Virginia Electric U Power Co 00/03/01 44pp 


S Reportable occurrence*, LERs S related correspondence 


8003280491 Forward* LER 30-001 /0l T-0 

STALLINGS. C M Virginia Electric 4. Pawer Co 00/03/24 Ip 


“SQ032S0497 LER ao-OOl/OlT-0 on 800310. fevl eu o# delta flu* computer 
program revealed deficiency in periodic test 26 9, ^’Incore- 
Ercere Ht Calibr " Caused by failure to extend calibr of 
control board delta flux meters to 1207, power range 
STEWART, W L Virginia Electric t Power Co 00/03/24 2pp 


DOCKET 90-232 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency L fire protection plans 


0OO32BO499 Submit* comprehensive evaluation on three util fire detector 
analyse*, leparat e ly evaluated by BNL on 800303, 0312 l< 

791 130 NRC should study effect* af congest i on, vent! lati on/ 
stratification on detector performance 

DACCIOtJ Drookhavan National Laboratory 30/03/20 3pp 


1 Financial information 


P Operating license stage documents L correspondence 


G003170197 Forward* draft NUR£0~0630. "Cladding Swelling L Rupture S 

Model* For LOCA Analg*!*" 6 topic* for discussion sent to ;; 

fuel vendor* Requests comments by B00109 f 

EI6ENH0T. D O Division or Operating Reactor* 79/12/20 I9pp t 


--8003170371 Draft “Gladding Swelling S, Rupture Models for LOCA 
Analysis " 

POWERS. D A Core Performance Branch 79/11/30 106pp 


0003060627 Notifies of completion of generic bounding review re ’ 

inadvertent safety injection during cooldown No further ^ 

licensing action necessary since facility could most likely i 

withstand more than 90 ECC8 actuations 

SCNWENCEn. A Operating Reactors Branch 1 79/12/20 Ip 


0003250401 Forwaid* request for addl info re containment purge sys t. 
containment venting sys Info needed within 30 days 
8CKWENCEH. A Operating Reac to* s Branch I BO/Ol/09 3pp 


8003200557 Submit* update to 791213 Itr re statu* of Investigation* 
into Framotome reactor vessel noizle cracking Results 
indicate reactor vesseb naiiies are not susceptible to 
cracking 

ANDERSON, T M Ucstinghouse Electric Corp 00/01/31 2pp 


8003190219 Confirms schedule for 000226 meeting in Mlnneapal is, MN tq 
discuss regulatory performance of facility 

HEPPUER. J G Region 3. Chicago. Office of the Director 60/02/16 

Ip 


8003130044 Notifies of data indicating fission gas release rate from 
LWfl fuel pellets increases w/burnup No licensing action 
required for C-E or Exxon fueled Plffls Users of Westinghouse 
fuel must quantify burnup if new design criteria violated 
SCHWENCER, A Operating Reactors Branch 1 80/05/55 3pp 


S003140S91 Advises that 800131 application re mod of spent fuel ttorije 
facility is considered complex issue L requires Class IV 
fee Requests addl payment 

D]006,R M License Fee Management Branch 80/05/29 Ip 


8003310559 Notification of 800319 meeting w/utll In Bethesda.hD to 
discuss spent fuel pool expansion 

OROTENHUlS.h Operating Reactors Branch 1 80/03/12 5pp 


3003160552 Forwards 800303 Itr rept to MN Pollution Control Agency on 
results of special chlorination program, in response to NRC 
791105 request 

MAYER, L 0 Northern States Power Co 00/03/13 30pp 


8003190554 Bupplemont* 791231 Itr re Lessons Learned Task Force 
imp 1 ementatian Includes info re emergency power supply, 
direct position indication of relief L safety valves it 
instrumentation for Inadequate core cooling 
MAYER, L D Northern States Power Co 00/03/13 56pp 


8003190665 Forwards Unit 1 Class IV amend fee for mod of spent fuel 
storage fad I ity 

MAYER, U 0 Northern States Power Co 00/03/14 Spp 


8003190655 Provides Info re primary coolant sys pressure isolation 
valves# in response to NRC 800223 request No plant procedure 
revision or equipment mod necessary to increase reliability 
Diagram encl 

MAYER, U 0 Northern States Power Co BO/03/17 4pp 


BQ03S10530 Forwards addl info re containment purge it vent sys Detcrlbil 
initiation of containment isolation, instrumentation & 
control sys ir radiation monitors Drawings availablt in 
Gantral Ttles only 

MAVEft, L O Northern 8tatf* Power Co 80/03/17 9pp 


8003250298 Forwards info, in response to NRC 600225 request re turbine 
disc cracking in Westinghouse 1.800 rpm low pressure 
turbines Wastinghouse proprletery version of response 
withheld <ref lOCFRS 790) 

MAVER.L 0 Northern State* Power Co 80/03/19 lOOpp 


0003260643 Advises of ca I culat < onal error in XN-NF-77-40. XN-NF-7e-35 4. 
XN-NF-79-4 analyses of steam lint breaks for reactor* Error 
did not affect results of calculation re safety-related 
parameters 

DUSLEy, 0 F Exxon Nuclear Co , Inc (subs, of Exxon Corp ) 

00/03/19 Ip 
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Q In^pec^ioh repot'l;«« !E Quiletitns ^ corr9«ponil«hC« 


8003140469 Forwards IE Irifo Notice 80-03. "Mein Turbine 
Electt'ohydreul 1 c Control Sije " No tpecific ection or 
reiponie required 

KEPPLER.U G Region 3- Chicago, Office of the Director 90/01/31 

Ip 


8003190036 Portifardt IE Circular 79’'8S, Suppl Ai "Shock Arrestor Strut 
Atsemblv Interference " No written retponee required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director BO/01/31 
Ip 


G0031&0167 Forwards IE Circular BO-OS, "Nuclear Power Plant Staff Nark 
Hours " No written response required 

K£PPLERi^J 0 Region 3, Chicago, Office of the Director QO/03/01 
Ip 


S003130262 Forwards safety evaluation re actions taken in response to 
IE Qulletin 79-13, "Cracking in Feedwater Gys Piping '* 

SCHVIENCERi A Operating Reactors Dranch 1 80/0S/Q6 2 pp. 


— B003130267 Safety evaluation re actions taken in response to IE 
Bulletin 79-13, "Cracking In Feedwater Sys Piping " 
e Office of Nuclear Reactor Regulation BO/02/06 2pp 


B00314024B Forwards IF Bulletin 60-03, "loss of Charcoal from Std Type 
1 1, Two-Inch, Tray Adsorber Cells " Action required 
KEPPLER, J, 0 Region 3, Chicago, Office of the Director 80/02/06 
ip 


8003200460 Forwards IE Imp Repts 50-262/60-02 tc 50-306/90-02 on 
800108-10 No nonconip 1 lance noted 

DAVI 81 A B Region 3, Chicago, Fuel Facility (( Materials Safety 
Dranch 80/08/07 2 pp 


—8003200466 IE Ihsp Repts 50-262/80-02 U 50-306/80-02 on 800100-10 No 
noncompliance noted Major areas inspected qualifications, 
licensee aud 1 ts, tra ining, rad latlon protection procedures, 
advanced planning U preparation for refueling 

FISHER, W L Region 3, Chicago, Fuel Facility Materials Safety 
Branch DUDRY, N E Region 3, Chicago, Office of the Director 
ao/Ol/30 lOpp 


8003240586 Forwards IE Insp Repts 50-262/79-32 50-306/79-26 on 

791219-21 S' notice of violation 

DAVIS, A B Region 3, Chicago, Fuel Facility 6 Materials Safety 
Branch 00/02/07 2pp 


—8003240591 Notice of violation from insp on 791819-21 

e Region 3, Chicago, Office of the Director 60/01/30 Ip 


—8003240599 IE Insp Repts 50-282/79-32 6 50-306/79-26 on 791219-21 
Noncompliance noted neutralifing tank batch release w/pK 
greater than a S 

EGBIOiT H . OE 8 TMANN 1 M >f Region 3, Chicago, Office of the 
Director 60/01/30 lOpp 


8003110137 Forwards IE Bulletin 60-04. "Analysis of FWR Main Steam Line 
Break U/Contlnued Feedwater Addition " Written response 
required 

KEFPLER.vJ 0 Region 3, Chicago, Office of the Director 80/02/06 
IP 


6003190468 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping ^ Components " No written response 
required 

KEPPLER,J 0 Region 3, Chlcagoi Office of the Director 80/02/06 

Ip 


8003130115 Bupplements response to IE Bulletin 79-13 re feedwater 
piping Examination of feedwater piping to noule welds ^ 
adjacent pipe ^ noiile areas revealed no evidence of 
cracking 

GILBERTS, D E Northern States Power Co. 80/02/15 2pp 


8003140476 Forwards IE Info Notice 79-37, "Crack Ing in Lou Preesure 
Turbine Disci" w/errata sheet request for info related to 
turbine disc cracks Reply requested within 20 days 
ElBENKVT, D G Division of Operating Reactors 60/02/25. 3 pp 


8003120692 Forwards IE Info Notice 60-06, "Notification of Bignlflcant 
Events. " No action required 

KEPPLERiJ G Region 3, Chicago, Office of the Director 80/02/27 
If 


6003290295 Ack receipt of Q00205 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-202/79-31 t< 
50-306/79-25 Ad d I info required re response to Item 1 End 
questions withheld (ref 10CFn2. 790> 

KIND,J A Region 3, Chicago, Safeguards Branch 80/02/26 2p p 


6003k20387 Forwards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER^J Q Region 3. Chicago, Office of the Director 80/02/29 

ip 


6003140331 Forwards supplemental info to lE Bulletin 79-0iB< "Environ 
Qualification of Class IE Equipment " Response required 
KEPPLERp J 0 Region 3, Chicago, Office of the Director 00/02/29 
9pp 


800318024G Forwards IE Circular 80-03, "Protection From Toilc Oas 
Haiards " No written response required 

KEPPLER. J 0 Region 3> Chicago, Office Of the Director 60/03/06 

IP 


6003260190 Forwards IE Info Notice 80-09, "Possible Occupational Health 
Haiard Associated W/Closed Cooling Sys for Operatlfifl Power 
Plants " No written response required 

HEPPLERp J 0 Region 3, Chicago, Office of the Director 80/03/07 
IP 


8003260543 Forwai ds IE Bulletin 60-0$, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCS) Holdup Tanks " 

Action tc Written response required 

KEPPLER, JG Region 3, Chicago, Office of the Director 90/03/10 

Ip 


6003260313 Forwards IE Bulletin 60-06, "Engineered Safety Feature 
(E 8 F) Reset Controls " Nritten response required 

KEPPLERf J 0 Region. 3, Chicago, Office of the Director 80/03/13 
IP 


8003250116 Forwards IE Info Notice 80-1 t, "Generic problems U/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLER, V G Region 3, Chicago, Office of the Director 60/03/14 

IP 


6003260261 Forwards IE Circular e0-04« "Becuring of Threaded Locking 
Devices on Safety-Related Equipment " No written rosponie 
required 

HEPPLERiJ 0 Region 3, Chicago, Office of the Director 80/03/14 
IP 


R Periodic oporating reports related correspondence 


6003040481 Forwards "Effluent t< Waste Disposal Semiannual ReptiVul-D*c 
1979 " 

MAYER, L Q Northern States Power Co- 60/02/25 Ip 


—0003040465 "Effluent Waste Disposal Semiannual Repfc,Jul-Dee 1979 
e Northern States Power Co 79/18/31 9pp 


0003040420 Forwards "Annual Flept on Occupational Exposure for 1979" it 
"Annual Rept of Changes Test* t< Experiments for 1979 " 

MAYER, L 0 Northern States Power Co 80/02/26 Ip 


--0OO3O4O422 "Annual Rept on Occupational Exposure for 1979 " 
-e Northern States Power Co 79/12/31 2pp 


— 9003040426 "Annual Rept of Chang es, Tests it Experiments for 1979 '' 
4 Northern States Power Co 79/12/31 I3pp 


9003170395 Forwards monthly operating repts for Feb 1900 
MAVERjLO Northern States Power Co 60/03/13 Ip 


— 8003170399 Monthly operating repts for Feb i960 

HUN 8 TAD, A A Northern States Power Co 60/03/10 8 pp 


QOO'3310144 Forwards "1979 Annual Radiological Environ Monitoring 
Rept 1979 " 

HARD, E C Northern States Power Co 00/03/26 If 


— 8003310149 "Annual Radiological Environ Monitoring Rept 1979 " 
# Northern States Power Co 00/08/12 46pp 
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S Atfport;able occurrariccsi LfR& t related correspondence 


80031904&t PN5-I M-60-003 on 800216* bomb threat was received by 
lultchboard operator Search conducted u/negative results 
C6£E0i J R I HIND. J A Rejlion 3< Chicago. Office of the Director 
80/02/19 Ip 


B003030571 Forwards updated LEf^ 79-O3O/03X-2 

HAVER I L Q Northern States Pouer Co BO/02/26 Ip 


— 8003030580 Updated LER 79-030/03X-2 on 79J 12J» dor ing ualkdoun ir»sp per 
IE Bulletins 79-14 it 79'’02< two snubbers found incorrectlg 
installed it one hanger found damaged Cause not stated 
Repairs have been made it all devices are operable 
HUNSTAD.A a Northern States Power Co 80/02/26 ip 


8003240406 Forwards LER eO-007/03L-0 

HAVER. L 0 Northern States Power Co BO/03/19 Ip 


—0003240410 LER B0-007/03L^0 on e002l6< during surveillance test, load on 
diesel generator Dl could not be increased above 1*400 KW 
Caused bg trainee operator error Setpoint returned to normal 
it test completed satisfactorily 

HUN3TAD.A A Northern States Power Co SO/03/19 Ip 


B0031B0578 Discusses 800116 public meeting in Dmaha.NE re issues lalsad 
by util application for amend to OL to incroaso power level 
from 1.420 MNT to i . 500 MWTi to switch over to Exxon fuel 
rods S' to use Exxon analytical techniques Article enc 1 
KIRSHEN.A H Metropolitan Area Planning Agency Omaha. NE 00/02/06 
3pp 


8003100176 Forwards "Evaluation of Irradiated Capaulo N-22’5 *' 
JONES. W C Omaha Public Powei District 00/03/10 Ip 


— 8003160183 "Evaluation of Iriadiated Capsule W~225. " reactor ve-nel 
matls irradiatiun sufvetllancc program 

BYRNE. 8 T . KDZlQL.J J . *5CH0EN0RUNN, A Combustion Engineering. 
Inc TR-O-HCH-OOl 79/05/31 I22pp 


0003210389 Forwards info re adjustment of setpoints for roxJ shadowing 
uncertainties Info provided in support of application for 
amend of Ou 

JONES. U C Omaha Public Power Dislrivl 00/03/12 4pp 


8003240373 Responds to NRC 800310 Itr re request for add 1 actions or 
info concerning implementation of Category A Lessons Learned 
requirements Procedures for impjemenling reconnection of 
pressuruer heaters completed 

JOKES, M C Omaha Public Power District 80/03/13 9pn 


DOCKET 50-204 IDAHO STATE UNIV RESEARCH REACTOR 


0 inspection reports. IE Bulletins it correspondence 


6003110393 Forwards IE Circular 80-02. “Nuclear Pouer Plant Staff Work 
Hours " No written response required 

SEVFRIT. K V Region 4. Dallas. Office of the Director 60/02/01 

ip 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F Security, medical, emergency 4 fire protection plans 


80031S060B Forwards fire protection review for Items 3 I 4.12,15.16.20, 
28. i 3 2 2,3 tr 4 re fuel tank, fire d etectors. cab le 
separation i fire water supply 

HALL.R E flrookhaven National Laboratory 00/03/14 Bpp 


0003200455 Submits comprehensive evaluation on. three util fire detector 
analyses. separately evaluated ty 6NL on 000303.0212 & 

791130 NRC should study effects of congestion, vent i lat ion/ 
stratification on detector performance 

BACCIO, J Orookhaven National Laboratory 80/03/20 3pp 


0 Adjudicatory correspondence 


0003180561 Forwards info re 000116 public meeting in Omaha, ME re util 
application to amend OL to increase power level Petition for 
rulemaking will be submitted requesting NfiC to promulgate 
various rules guaranteeing citiien input to licensing 
KIRSHEN.A H Metropolitan Area Planning Agency Omaha. NE 60/02/06 
7pp 


— B003ia056B Petition for rulemaking to amend 10CFR2 to allow areater 
citiien participation in NRC licensing process 
KIRSHEN.A H . LIMA. P M Metropolitan Area Planning Agencu 
Omaha. NE 80/02/06 9pp a s y 


H General correspondence 


providing ofc space for 

NRC resident inspectors First inspector will assume duty 
station by 800630 i second inspector by Oct 1901 FR notice 
resident inspector program end 
STELLO.V Inspection i Enforcement. Office of the 

Director 80/02/25 3pp 


Q003260577 Forwards response to NRC 791017 Itr re loss of offsite 
power attendant effects on grid voltage i frequency 
JONES.W C Omaha Public Power District 00/03/20 44pp 


0 Inspection reports. If Bulletins U correspondence 


0003110352 Forwards IE Circular 80-02, “Nuclear Power Plant Staff Work 
Hours ■“ No written response required 

SEVFRIT. K V Region 4, Dailat. Office of the Director 00/02/01 

Ip 


0003140165 Fqi wards IE DulJetio 60-03, “Loss of Chai^cool from Std Tijfia 
11 1 Two*' t n-c h. Tray Adsorbei Cells “ Action required 

SEVFRIT. K V Region 4, Dallas, Office of the Director 00/02/06 
ip 


3003110203 Forwaids IF Bulletin 00-04, "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
requi rod 

SEVFRIT. K V Region 4, Dallas. Office of the Director 00/02/00 
ip 


8003250601 Forwards lE Info Notice 80-05, “Chloride Contaan nat 1 OP of 
Safety **66 I a t ed Piping U Components “ No written reiponee 
required 

SEVFRIT, K V Region 4. Dallas, Office of the Director 60/02/00 
ip 


80031400 26 Forwards IE Info Notice 80-06, “Noti f i tat ion of SlginfiCdnt 
Events " No action required 

SEVFRIT. K V Region 4. Dallas. Office of the Director 00/02/27 
IP 


80D31 20323 Forwards IE Info Notice 00-07, “Pump Shaft Fatigue 
Cracking " No response required 

SEVFRlT.K V Region 4. Dallas. Office of the Director eO/OS/29 


8003140315 Forwards sunMemontai info to IE Bulletin 79-OlD. "Environ 
Qua 1 i f 1 c a tion of Class IF Equipment " Response required 
SEVFRlT.K V Region 4, Dallas. Office of the Director 80/02/29 
7pp 


8003180103 Forwards IE Circular 80-03, “Protection Prom Toxic Oay 
Haiarifs *' No written response required 

SEVFRlT.K V Region 4. Dallas. Office of the Director 80/03/06 


P Operating license stage documents i correspondence 

0003170197 Forwards draft NUREG-0630, “Cladding Swelling h Rwptupa 
Models for LQCA Analysis" u topics for discutflon sen? to ^ 
fuel vendors Requests comments by 800iD9 

EISENHUT, D 0 Division of Operating Reactors 79/12/20 I 9 pp 


^"^°Analy*is "Cladding Swelling Rupture Models for LOCA 

PQWERa. DA Core Performance Branch 79/11/30 106pp 


8003100009 Forwards IE Info Notice 80-10, "Partial Loss of Nort-Niuc I far 
instrument Sys Power Supply During Operation “ No specific 
action or response required 

SEVFRlT.K V Region 4. Dallas. Office of the Director HO/03/07 


0003190235 Forwards IE Info Notice 80-00 ‘'States Co eliding Link 
Electrical Terminal Block " No specific action or response 
requested 

SEVFRlT.K V Region 4. Dallas, Office of the Director 00/03/07 
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8003260130 Foru^rds IC Info Notice a0-0<?« "PottlbU Occupational Health 
Hazard Aasociated H/Claied CoollnQ 8yi far Operating Power 
Plante '* No written i espanif required 

SEVPRITiK V Region 4. Dallae. Office of the Director 00/03/07 
IP 


9003260SB7 Forwarde IE OuUttin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 6gi (CVCSl Holdup Tanka 
Action t. written response required 

SEYFRlTiK V Region 4. Dallas. Office of the Director 80/03/10 
Ip 


8003260394 Forward* IE Bulletin 80-06. "Engineered Safety Feature 
<E8F) Reset Controls " Written response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 00/03/lD 
IP 


8003290420 Forwards IF Info Notice 80-11. "Generic Problems W/A8CO 
Valves in Nuclear Applications Including Fire Protection 
Sgt " No action or written response required 

8EYFR1T. K V Region 4. Dallas. Office of the Director 80/03/14 
Ip. 


0003260328 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on &af etg'-Re la ted Equipment " No written response 
required 

8EYFRIT. K V Region 4. Dallas. Office of the Director 80/03/14 

Ip 


8003310288 Advises of error in 800221 response to IE Bulletin 79-27 
List of automatic transfers incorrectly Listed diesel 
generator dc power supply did not include ac power supply 
to five protection tgs Revised pages attached 
JONES. W C Omaha Public Power District 80/03/17 3pp 


R Periodic operating reports ic related correspondence 


8003090401 Forwards "Semiannual Rapt for Tech 6pec Section 9 9 4 & App 
B.Jul-Dtc 1979 ” 

JONES. J. A Omaha Public Power District 80/02/29 Ipp 


—8003090483 "Semiannual Rept for Tech Spec Section 5 9 4 t? App B*Jul’-Dec 
1979 " 

8TEVENB. 8 C Omaha Public Power District 80/02/29 2i0pp 


8003180602 Forwards monthly operating rept for Feb 1980 
JONES. W C Omaha Public Power District. 00/03/10 Ip 


—0003160607 Konthlg operating rept for Feb 1980 

HICKLE. B J Omaha Public Power District 80/03/10 app 


S Reportable occurrences. LERs 4. related correspondence 


8003090489 Forwards LER e0-009/O3L-0 

STEVENS. 8, C. Omaha Public Power District 00/02/29 Ip 


—8003090406 LER 80-009/03L-0 on 000131 . during containment integrated 
leak rate test. release to atmosphere occurred . Caused by 
failure of rupture disk Containment pressure monitored for 
remainder of test 

RICHARD. A. W Omaha Public Power District. 80/02/29 4pp 


0003090496 Forwards LER 79-Ol4/OiT-i 

STCVENa.B C Omaha Public Power District 80/02/29 Ip 


—8003090460 LER 79-014/OlT-l . on 800216, two addl solenoid valvet found 
not environmenta 1 Ig qualified Caused by inadequate solenoid 
valve specs Solenoids will be replaced prior to startup. 

MEHAFFEY. R F Omaha Public Power District 80/02/27 3pp 


8003110603 Forwards revised 80-009/03L** I 

STEVENS. 8. C, Omaha Public Power District 80/03/03 Ip 


— B003U0607 Revised LER aO-OOS/oau-i on 800131 . radi oactive gae 
inadvertent Ig released to atmosphere. Caused bg failure of 
rupture disk when containment pressure was stabiHted at 
approx 61.9 pilg Release terminated bg doting valve. 
RICHARD. A W Toledo Edison Co 80/02/29 4pp 


8003240508 Forwards supplemental LERi 79-007/01 T- I r 79-007 /OlT-2 b 
79-007/01 T-3. 

BTEVEN9.B C Omaha Public Pouer District 80/03/19 Ip. 


— 0003240914 LER 79-007/0JT-1 on 800303. during review required bg IE 
Bulletin 79-01. stern-mount ed limit switches on HCV-064 b 
HCV-669 not found environmentally qualified Caused bg 
inadequate design specs Switches will be replaced 
MEHAFFEY. R F Omaha Public Power District BO/03/19 3pp 


—0003240510 LER 79-007/01T-2 on 800305. d uri ng review required by IE 
Bulletin 79-01. limit switches on HCV-742A/C. HCV-724 A i 
729A not found environmentally qualified Caused by 
inadequate design sp ec 1 f i c atvon* 

MEHAFFEY. ft F Omaha Public Power District 00/03/19 3pp 


— 6003240524 LEft 79-007/01 T-3 on 800305. during review required by IE 
Bulletin 79-01. Barksdale pressure switch not found 
environmental Ig qualified Caused by switch not being 
properly specified for intended sve Switch will be upgraded 
MEHAFFEY. R F Omaha Public Power District 60/03/19 3pp 


DOCKET 90-286 INDIAN POINT STATION. UNIT 3 


0003060029 Discusses 800200 telcon re routine overflowing of waste 
holdup tank into waste holdup tank room, eicied ing F8AR 
design values by factor of five 

ORIER.e H Raglan 1. Philadelphia. Office of the Director 
BO/02/Oe 2pp 


F Security, medical, emergency t< fire protection plans 


8003050369 Responds to 800124 request for addl info re 790314 
safeguards contingency plan Response will be provided by 
000905 

EARLY, P J Power Authority of the State of New York B0/02/2B ip 


G003060543 Forwards revised response to NRC Position* P2 b P3 re fire 
protection improvements at site Util plans completion of 
mods to suppression sgs & addition pf fire barriers bg 
001031 

EARLY. P J Power Authority of the State of New York 80/02/28 
App 


8003070390 Ack receipt of questions on itate 4< local plans resulting 
from NRC review of facility emergency plans NRC FEMA 
Regional Advisory Committee roles unclear NRC questions will 
be included In meeting u/state Regional Advisory Committee 
CZECH. L 0 New York. State of 80/03/03 Ip 


0 Adjudicatory correspondence 


8003170099 Requests meeting to discuis NRC recommendations re DCS 
petition concerning facilities 

» Hestchester Peoples Ac ti on Coal itlon, inc 80/02/13 Ip 


0003120330 Requests that Citzthi' Committee for Protection of Environ 
000213 filing be denied doc k eting. c iting violation of NRC 
r eguLat 1 ons 

DAVIS. J P Consolidated Edison Co of New York 80/02/21 2pp 


8003210106 Comments on director decision on UC6 petition. Decision Is 
spurious li Irresponsible due to failure to address DCS 
petition questions Urges Commlsflon to convene formal 
adjudicatory proceeding btfore licensing board 
FINK. 8 New York. State of 80/02/27 2pp 


--8003S10117 Expresses concern re NRC decision not to close facilities 
Recommends that ASLB be set up. record be compiled of UCS 
petition Items t. that operation of facilities be suspended 
until commissioners make final decision 
BOWMAN, h 8 Affiliation t/nknown 80/02/23 2pp 


— 0003210126 Expresses concern rt NRC decision against UCS petition re 
continued operation of facilities Requests that public 
hearings be held within 90 miles of fecility. 

RODRIOUEZ.F Affiliation Unknown 80/02/20 2pp 


8003090521 Lists due dates for 30.60.90 It 120-day Ic 6-month responses 
to NRC 600211 confirmatory order 

EARLY. P. J Power Authority of the State of New York 80/02/28 tp 


6003240062 Responds to 800128 Itr re UC8 petition under 10CFR2 206 rt 
facility reactors Forwards determination 6 esiociated 
orders NRC denied request for shutdown of Units 2 3 

M/o end 

DENTON.H R Office of Nuclear Reactor Rogulation 80/02/29. Ip 


DOCKETED ITEMS 


8ft 


i' '{f3r Ih it NTiC suspenrf uperationa of facility until 
'i-T + cty isau^s -It t> resolved Provide-s specific stops NRC 
shi>i Id t T * p before t^ctlitv stiruld bd aJlowJdd contirioed 
opr f 1 1 1 'll 

nnfJE'‘ir 1 , It i hosf PI County- NY GO/Ol '2S 3pp 


— ■0l>O3r'*U'i>74 ‘■'t.T tenen t o+ {f Bi-odsVtj bcfor® f'SC ui-orkshop on proposed rule 
tpquMing concunence m ovecuatiori ^ em^rjenci/ plans 

QRDJ "^4 I R ! Ursctiestpr CountyrNY G0/01^2fl 6pp 


f F^e ptiudj to Ifr re l,Cb petition under lOCFPS 20A 

fine decision ' asset j are d oi dot s cnc I {ihutiJatun of Uinis 
2 f u 1 1 1 not bp oideied Deteninatjon will bo reviewed 
by 1 or II SSI >ri U/’o enejs. 

DLNrrd' II ft Office of h'ecleeJr flPactoi Requlatlon 00/03/03 Ip 


tlOO J J 30402- Urges NpC t i picpdjte d e td r m 1 na 1 1 pn re UCS petition to 
shJtdo'-in Units 2 * J Da c k f i i t i n-g e-s«entiaj safety features 
7j developing realistic cvjcnallOTi neasuTPs should be 
pr lOi 1 t»; iteniD 

riNi% C? tJeu' Voikf i5tate or 79/12/0’ 2pp 


I'OGJl^OlOn Responds to f}iJOl*''b Itr ie UCS petition under 10CFR2 206 NRC 
docisioii ^ associated oiders enc 1 Shutdeun of Units 2 fii 3 
will not be oideied Leteimiriatiun uill be reviewed by 
Canim I s I Qfi IJ/ o enc Is 

DENTU'l. ft Office ot Nocleai Reactor Regulation 90/03/03 Ip 


--9003 1 n Requests NRC to schodole public hearing ♦ deteriniriat i on 
ifl UCt» pplittoii Request ba»ed pn widespread concern for 
health • safety ef cernfruniFy 

RCl/^NDfM, J New roil, &latp c+ 00/01/25 Ip 


H<10 JifJO'i hi Respnnds to UilJayc Independent Deirocrots 791210 Itr re 
UCT pttition Shutdowii nf Units 2 ? 3 ui 11 not be ordered 
1/i‘cision n/(S bopci refilled to Coffimissior for raview 
I/rtetiniiicitinii * ossocialed Qideis encl U/o enc Is 

lifUUJN-U n Offite of N.irleai ficactor Regulation 00/03/01 2pp 


CiOtJl 70'J ^9 flpniPi indum in it span so to NRC 000215 request foi co/nmorts on 
directai s rfarisicni under 10CFR2 206 NRC should decline to 
Tc/ioiii Rf'UiJli decision Na inro suggests that dirpctoi abused 
Jiscietinri iri any vtiy 

R RRANnENihJRGj n Consolidated Edison Co of Neui York 
CO/O »/ U' i7|i p 


rhiu4P/0'>2j iJi >6>i glutting oitensiop until 900331 for Commission to 
el eel uhrthei to teview dirocloi 's 8002 Ll decision denying 
petit! cm oiidrt lOCFFi^ 206 

J Office of the Secretpriy of the Commission 00/03/17 

Ip 


tJ00325D''lT Requests util response to N'RC G00227 Itr Also requests other 
util '»ubnitlpls le diiector decision on UCS petition K 
c onniii 1 1 meri I s rnade by NRC to Corr-.iision on 800205- me I ud in g 
notice of meetings be I ween NRC ft. otil 
iri«j >, r R Sheldon, P^ormon Ne i s s 60/03/10 2p p 


M GcTiPial c 07 1 esp ondcnc e 


R0030&D157 Requests adjusting plans to provide ofc accommodations for 
NRC lesidcnt inspecfcoi program peisonnel by Q00607 Program 
being accelerated as tesglt -of actions by Piesident Carter 
in response to Pi o s i d en t ' s Conmission or Accident at TMI 
GRIER- H H Region 1- Philadelphia. Office of the Director 
□0/01/22 Jp 


9003070030 Ac k receipt of 600205 Itr re facility tfperatipn Toruards 
Q00211 director's decision responding to UCS 790917 
petition W/D one 1 

EIEFIJHOT- D 0 Division of Operating Reactors 60/02/22 Ip 


— 9003070032 Urges facilities to remain active due to safe performance it 
need for power 

GRDSP.F? A Columbia Un i v BO/02/05 Ip 


8003230511 Submits suggested distribution list for oipedlting mail 
delivery of NRC studies 

PFnp-LfeS. J) I C ommanwefi I th Edison Co 00/03/14 3pp 


J Insurance *< indemnity information 


9003050367 fniwjid-. Endorsement 3 to NELJA Policy GD-*7 & MAELU Binder 
<n-7 

DEEO-F H PouL’i AifthoTitg pf the State of New York 90/02/27 3pp 


P Opetating liLenst ^tage documents 1 c on espondence 


S003170317 Motif les that il AntuHettl cuiiently ujorking on items re 
Indian Ppint ? water supply 4 diesel generator protection- 
Iridlan Point 3 spriiikler sys-Oyster C« eek sprmklei sys t 
cable spreadirtg room *- Trojan welding shield 

MACDOUGAUL, E A □rooVhd>on National Laboiatory 79/09/20 Ip 


8003170197 Formal (fs draft NUREG *0630- "uladdmg dwelling t Rupture 
Models for LnCA Analysis"' A topics for discussion sent to 
fuel vendors Requests comments by Q001A9 

EISENHUT. f) G Division of Operating Reactors 79/12/20 I9pp 


--□0031/0371 Draft "Cladding bwflling *- Rupture Models tot l.OCA 
Analysis " 

POWERS I) A Core Performan-'S Dranch NHREG-OtJU 79/U/30 
I06p p 


0001060631 Notifies of cnmpletiori vt generic bounding laview re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than SO FCC5> Bctuations 

aCHWENCER.A Opeiating Reactors Di anch 1 79/12/28 Ip 


S003250diC> Requests review or comments oii 791012 ACRS sys 
interaction study Meeting should he scheduled for early 
Jan 80 to discua-s issue Study should leceive high priority 
SCHWENCER-A Operating Reactor, liiaruh I 79/12^28 2pp 


0003120275 Accepts revised commitments i ** ducts or louvers w/o fire 
dampers provided by licerisce on 00012? 

IAINA^^.O Plant Systems Dranch DO/UlVO'l Ip 


8003190130 Noti neat ion of fiOO?2& neeting u/Con Ed- Comm Ed ♦ PASNY in 
Dethesda-MO to discuss severe accident mitigation features 
for facilities Proposed agenda eric 1 

DLdRAN. L Operating Reactors Branch 1 REEUES- E Operating 
Reactors Pranchi 1 (F^ro /91030) 80/02/14 jpp 


H003i90/76 AC k rcci’ipt Of C00204 preliminary evaluation re potential 
sy» stability impacts in soulheastorn NV ai ea if plant did 
not operate 600215-910101 Lotailed evdluaiion not required 
at this 1 1 rie 

faUNGlILODD- U J Cost Denertt Analysis Branch 80/02/14 Ip 


--8003170702 F^ospoods to 600131 request re power sys reliability in tase 
of plant shutdown foT entonded period Preliminary evaluation 
indicates reserve margins adequate to provide reliable 
electric avc i ri state t southeastern fJY areas 
REINER- R C Energy, Dept of 80/02 04 2pp 


6003190136 Corrected no t r f ic it i on of 800220 meeting lu/Con Fd,Comm Ed ♦< 
PASNY in Qethesda-MD to discuss severe accident mitigation 
features for facilities Starting time has been changed to 
9 30 AH 

OLSHAN, L Operating Reactors Br inch 1 FlEEYES. E Operating 
Reactors Hranch I rpre /9l(}30> 00/02.19 ip 


0003200122 Com/ikents on proposed rule 10CFR50 urges establishment of 
objective criterion for na/ permissible time to accomplish 
evacuation of ematgency zone 

WEISS- £ ft i/nion of Concerned ■Scientists 90/02/19 5pp 


■8003200126 "Impact on fJlF City of Fleactor Accidents at Indian Point-*' 
statement to NY City Council corrected on 790620 Supporting 
docunen tftti on encl 

BEYEA.J Princeton Unw 00/06/11 49pp 


9003130320 Summary of 800220 meeting u/utils NRC re accident 
mitigatsoir features for facilities 

OLSHAN, L N Operating Reactors Branch 1 80/02/21 4pp 


--8003130357 Porwar<l9 near-site study for facilities in response to F^FIC 
771205 requests for 60-day crash effort 

PEOPLES. D L Commonwealth Edison Co CAHILL, W J Consolidated 
Edison Co of New York DAVIS- J F Pouei Authority of the State 
of New York 00/02/19 Ip 


*9003130364 "Indian Point Zion Near Site Study “ 

» Com-nofiwea] t h Edison Co ■» Consolidated Edison Co of New York 
* Power Authority of the State of New York 80/02/SO 73pp 


8003170396 Forwards NRC evaluation of actions taken by util to satisfy 
TUI Lessons Learned Catcgoiy A items Util has satisfied all 
Category A requirements IF followup items attendance list 
for 800123-24 site visit enci 

SCKRENCEft, A A Operating Reactors Qranch 1 80/02/21 16pp 
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S0032603&& faru;drds Amc'hd 29 to License DPR Chang ing Tech Specs to 
increase operability requirements for aunliarg feedwater 
pumpsi limit control i od misalignment add license 
requirement re secondary watei chemistiy monitoring 
SCHWENCER.A Operating Reactors Branch 1 00/02/21 3pp 


-"9003200371 Amend 29 to License DPR-64 changing Tech Specs to increase 
operability icquirements for auxiliary feedwater pumpsi 
limit coniiol rod mi sal ignment ^ add license condition to 
require secondary watei chemistry monitoring program 
BCHWEMCER,A Operating Reactors Branch I 00/02/21 9pp 


—8003280377 Safety evaluation supporting Amend 29 to License DRR-A4 
« Office of Nuclear Reactor Regulation BO/02/21 Spp 


— 8003280379 Notice of issuance of Amend 29 to License DPR-*A4 
SCHWENCERi A Operating Reactors Branch I 80/02/21 2pp 


6002130026 Notifies of data indicating fission gas release rate Prom 
LNR fuel pellets increases ui/burnup No licensing action 
required for operating reactois Users of Ne-st inghouse fuel 
must quantify hurnup if new design criteiia violated 
SCHNENCERi A Operating Reactois Branch 1 80/02/25 2pp 


8003050492 Forwaids table listing calculated max values of total core 
peaking factor foi Cycle 3 operation FAC subset analysis 
Results of analysis are below Tech Spec limit Performance of 
full 10 case analysis unnecessary 

EARLY, P J Power Authority of the 8tote of New York 80/02/27 
3pp 


8003190054 Forwai ds request for addl info required to continue 
licensing action review Schedule for providing addl Info 
requested uitthin 10 days 

SCHWCNCERjA Operating Reactors Bianch I 80/02/27 3pp 


8003050447 Submits info requested by NRC 800211 Itr ie review of 
possible permanent plant mods f procedures to reduce 
potential of reaciox accident t/ resultant radiation 
releases Mods ^ procedures adequate 

EARLYiP U Power Authority or the State of New York 00/02/29 

2pp 


8003130433 Forwards drawings ^ Inro ie containment Isolation sys 
Describes post-accident containment ventilation sys, purge 
valves switch development for individual valve position 
switches Drawings available in Central Files only 
EARLY, P J Power Authority of the State of New York 00/03/06 
3pp 


--00D3130449 ’'Schematic Diagiam Miscellaneous Solenoid Valves " Sheet 
1 

« Nestoch * United Engineers ^ Construe tors« Inc (subs of 
Raytheon Co > 77/12/19 Ip 


0003130410 Submits schedule per NRC 000227 tequest for addl info on 
pending licensing actions Proposed Tech Spec changes re 
fuel handling accident inside containment will be submitted 
by 800S05 ^ fept on pipe stress by 000411 

EARLY. P J Power Authoilty of the State of New York BO/03/07 

2pp 


0003130623 Responds to NRC 800211 confirmatory order re plant safety 
Provides Info re actions taken by util on SO-day Items as 
required by Older 

SCHMIEDEN, J R Powei Authority of the State of New York 00/03/07 

6pp 


6003100571 Supplements 80Q307 Itr re 30-day actions contained in Item 
7 of 000211 confirmatory order Will revise reactor operator 
qualification requirements by 800312 

EARLY, P J Power Authority of the State of New York 8O/03/li Ip 


0003190659 Responds to NRC 000223 request Provides info re Isolation 
valve testing within Class I boundary of high pressure 
piping connecting primary coolant sys piping to RHR sys low 
pressure piping Check valves tested 000122 [ 

EARLY, P J Power Authority of the State of New York 80/03/13 

3pp 


8003260307 Forwards response to NRC 0OO22S Itr requesting info re 
turbine lotor keyway cracking Proprietary version withheld 
(ref 10CFR2 770) 

EARLY, P J Power Authority of the State of Neu York 00/03/19 ip 


— 8003260374 Forwards application for withholding proprietary info 
affidavit Site specific general question responses re 
turbine rotor cracking end 

EARLY, P U Power Authority of the State of Neu York 80/03/19 

60pp 


0003280230 Forwards application to amend License DPR-64. e x tend i ng 
certain completion dates for fir® protection items contained 
in Table 3 1 of safety evaluation issued w/Amend 24 to OL 
EARLY, P J Power Authority of the State of Hew York BO/03/25 
3pp 


— 0003280234 Application to amend License DPR~24, e x tend i ng completion 
dates for free protection Items contained in Table 3 I of 
safety evaluation issued w/Amend 24 to OL 

EARLY, P J Power Authority of the State of Neu York BO/03/25 
lOpp 


Q Inspection reports, IF Bulletins U correspondence 


0003060691 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups state atty 
general ofes, copies of escalated enforcement correspondence 
sent by NRC to licensees 

DRIER, D H Region t, Ph i ladel phia, Office of the Director 
79/11/29 ip 


0003120720 Responds to IE Bulletin 79-02, Revision 2, I tom 5 Field insp 
program identified two instances involving three supports 
originally utiliiing Hilti Kwi 1 bolts in solid block walls 
Supports modified to eliminate anchor bolt Installations 
EARLY. P J Power Authority of the State of Neu York BO/Ol/29 ip 


0003130215 Responds to IE Bulletin 79-14 Expedited completion can be 
made for static span table analyted piping sys in normally 
accessible areas Uill submit interim t final rept within 
30 U 60 day s, respectively, from 800129 

EARLY, P J Power Authority of the State of New York 80/01/29 

2pp 


6003130070 Confirms 9001P9 tclcon extending invitation to attend 600207 
meeting In King of PrussiarPA ro requlxcments in IE Bulletin 
79-OlB, "Enviion Oual if i cations of Class IE Equipment '' 

Proposed agenda end 

ORlEfl.D H Region I, Ph i ladel ph la, Office of the Director 
80/01/30 2pp 


8003140428 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Dtscs, w/errata sheet U request foi info related to 
turbine disc ciacks Reply requested within 20 days 
EIBENHVT. D 0 Division of Operating Reactors 00/02/25 3pp 


6003070003 Forwards safety analysis V notifies that evaluation of plant 
re cracking in feedwater sys complete Nondestructive insp 
5 analyses performed for flawed piping suf fi c lent, p ending 
owner group t* NRC Pipe Crack Study Group recommendations 
SCHNENCER.A Operating Reactors Branch 1 80/02/26 3pp 


8003140113 Faruiards IE Info Notice 00-06, '’Notification of Significant 
Events ’* No action requited 

DRIER, D H Region i, Philadelphia, Office of the Director 
00/02/27 ip 


0003120538 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

DRIER, 0 H Region t. Philadelphia. Office of the Director 
80/02/29 ip 


0003140384 Forwards supplemental info to IE Bulletin 79-OlBi "Environ 
Qualification of Class IE Equipment " Response required 
DRIER,!] H Region 1, Philadelphia, Office of the Director 
00/02/29, 7pp 


8003100287 Forwards IE Cilcular 80-03. "Protection From Toxic Das 
Haiards " No written response required 

DRIER, 0 H Region 1, Philadelphia, Office of the Directoi 
00/03/06 ip 


8003180051 Forwards IE Info Notice 60-09, "Possible Occupational Health 
Hazard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

DRIER, 0 H Region i, Philadelphia, Office of the Director 
00/03/07 Ip 


0OO3J9OP7O Forwards IE Info Notice 60-08 "States Co Sliding Link 
EUctrteal Terminal Block " No specific action or response 
requested. 

DRIER, D H Region i. Philadelphia, Office of the Director 
80/03/07 Ip 


8003260332 Forwards IE Info Notice 00-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or rasp-onse required 

DRIER, 0 H Region 1, Phi ladel ph ia, Office of the Director 
00/03/07 ip 



1O0 


DOCKETED ITEMS 


80032£i04>12 ForuardK IE Bulletin 80-05, ''Vacuum Con-dition Retulting in 
Ddfnage to Chanlcat Vol Control Si|i (CVCSJ Holdup Tartkf " 

Action ic written r«ipont« requireil 

GRiefliB H Region \, Philadelphia. Office of the Director 
80/03/10 Ip 


8003260509 Forwards IE Info Notice 80-10, "Partial Lo*s of Non-Nuclear 
Instrument Sv« Pouer Supplij During Operation No specific 
action or reiponse required 

KEPPLEfi/J 0 Region 2, Chicago, Office of the Director 80/03/10 
Ip 


8003180915 Responds to IE DuUatIti 79-07, "Seismic Stress Analysis of 
Safetq-fteUted Piping " Reanalysls required bg bulletin hat 
been completed V indicates that 236 supports required mod 
Approx 15 of 238 supports remain to be modified 
EARLY, P J Power Authority of the State of Meoi Yorte 60/03/13 
2pp 


8003260190 Forwards IE Bulletin 80-06, "Engineered Safety Feature 
(ESF) Reset Controls " Written response required 
GRIER, B HI Region 1, Ph i I adelph i a, Office of the Director 
80/03/13 Ip 


8003250341 Foruardt IE Info Notice 80- 1 1 1 "Generic Problems U/ASGO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER, 8 H Region li Ph 1 1 adolph 1 a, Office of the Director 
60/03/14 ip 


8003260051 Forwards IE Circular 80'04« "Securing of Threaded Locking 
Devices on 8af etg-Related Equipment " No written response 
required 

GRIER, D H Region 1, Philadelphia. Office of the Director 
80/03/14 ]p 


R Periodic operating reports U related correspondence 


8003050237 Forwards "Effluent L Haste Disposal Semiannual Rept, Jul-Oec 
1979 " 

CAHILL, N J Consolidated Edison Co of New York 80/02/29 Ip 


—8003050243 "Effluent l< Waste Disposal Semlafifiual Rept.Jul-Dec 1979 " 
« Consolidated Edison Co of New York. 79/12/31 43pp 


6003050490 Forwards "Fffluent L Haste Disposal Semia-nnual Rept« 

Jul-Oec 1979 " 

BAYNE. J P Power Authority of the State of New YoTt 80/02/29 Ip 


—8003090499 "Effluent ic Waste Disposal Semiannual Rept. Jul-Dee 1979 " 
* Power Autherltv of the State of New York 79/12/31 45pp 


8003170444 Forwards data specified in Section 401 certification for 
Feb 1980, Including data r« species cod es. circ u lating water 
tempjgross electrical output,river water disc barge, chemical 
discharges & daily counts from intake screens. 

hONTIiW A Consolidated Edison Co of Nhw York 80/03/10 17pp 


8003160470 Forwards "Quarterly Rep t on Seismic Koni taring Network in 
Vicinity of Indian PointiNV - Con Ed Project UCC/12r 8ep t-Nov 
1979 " Sequence data resulting from 600117 earthquake end 
CAHILL, W J Consolidated Edison Co of New York 80/03/13 2pp 


—8003180476 "Quarterly Rept on Selirnic Monitoring Network In Vicinity of 
Indian Point, NY - Con Ed Project WCC/ 12. Sep t-Nov 1979, '♦ 

» Woodward-Clt|de Consultants, |nc 60/01/08 37pp 


6003160396 Forwards monthly operating rapt for Feb 1980 

BAYNE.vl P Power Authority of the State of New York 60/03/14 Ip 


— 6003160401 Monthly operating rept for Feb 1980 

CONNEiLLrC Power Authority o# the State of New York 00/03/03 

6pp 


8003240929 Forwards monthly rept of daily fl»h counts for Feb 1980 
CAHILLiH J Consolidated Edison Co of New York 60/03/14 Ip 

— 6003240531 Monthly rept of daily fish count from intake screens for Feb 
1900 

e ConioUdated Edison Co oF New York 60/03/14 4pp 

0OO32SOSO6 Forwards "Thermal Survey Program, Routine Monthly Thermal 
HonI terlrg. Sept 1977 SurveyiRept 9 

CAHILL. H J Consolidated Edison Co of New York 00/03/14. Ip 


— 8003290510 "Thermal Survey Program, Routine Monthly Thermal Monl tor ing. 
Sept 1977 Survey, Rept 5 *' 

tt Consolidated Edison Co of New York fiO/03/31 lOOpp 


S Repartable occurrences, LERs related correspondence 


8003040623 Forwards LER 60-00 1 /03U-0 

DAYNE. J P Power Authority of the State of New York 00/02/28 Ip 


— 8003040631 LER 80-001/031,-0 on S00129, while at hot »ero power, small 
leak at pipe penetration associated w/valve c-107 within 
containment was observed Cause not stated Existing weld 
joint removed t, joint rewelded 

OUKBLE.F N Power Authority -of the State of New York 00/02/28 

Ip 


6003280526 PN3-I-a0-O35 on B00304-06, four reactor trips occurred 
focussing on main feed pump 34 control oil problems Restart 
will not be affected until licensee & NRC concur on 
resolution of problem Press releases being considered 
MCCABE, E C . BRUNNER. E J Region 1. Ph i lade Iphia, Office of the 
Director 60/03/0-6 2pp 


DOCKET 90-287 OCONEE NUCLEAR STATION, UNIT 3 


F Security, medicalr emergency fire protection plans 


8003240152 Requests that util verify proper installation of water flow 
alarms In dry pipe suppression sys VA Moore 800115 memo 
791206 transfer of lead responsibility end 
LAINAS. 0 Plant Systems Branch 80/01/24 2pp 


6003050442 Forwards "Fire Qualification Test on Silicone Foam Floor 
Penetration Beals " Describes testing which successfully 
demonstrated 3-h fire rating for installad cable penetration 
fire stops 

PARKER. W 0 Duke Power Co 80/02/26 Ip 


—8003050445 "Fire QuaJ 1 ficat t on Test on Silicone Foam Floor Penetration 
Seals " 

Pl8H,rt D , HART26LL.Q E , DEHART, R C Southwest Research 
Institute 79/07/05 45Qpp 


6003290012 Forwards comments re initial review of 790323 safeguards 
contingency plan Requests response within 49 days Comments 
withheld (ref L0CFR2 790} 

IPPOUITO.T A Operating Reactors Branch 3 80/03/14 2pp 


0 Adjudicatory correspondence 


8003120814 Order modifying 800102 show cause order to require Unit 2 
shutdown after Unit 1 reaches full power It Unit 3 shutdown 
on 900319 dual if led person must be provided In control room 
to monitor certain valves 

DENTON. H R Off let of Nuclear Reactor Regulation 80/02/07 3pp 


8003190064 Forwards NRC 900207 & 23 Itrs i order modifying 800102 
show cause order re request for notification of decision 
concerning electric sys reliability impacts associated w/ 
Implementation TMI-2 short-term requirements 

yOJNGBLOQD.D J Division of Site Safety ^ Environmental Analysis 
80/02/26 2pp 


— 8003190073 Forwards order modifying 600102 show cause order for 
facilities in response to 800115 request to allow sequential 
shutdown of plants 

OENTON.H R Office of Nuclear Reactor Regulation 80/02/07 2pp 


— 8003190077 Drder modifying 800102 order tp show cause why licensee 
should not implement all Category A lessons learned 
requirements by 800215 ihuidawn facilities 

DENTON, M R Office of Nuclear Reactor Regulation 80/02/07 3pp 


8003030563 Forwards answer to Commission B00207 order modifying 800102 
order to show cause Up-to-date data re power reliability 
will be reviewed by early Mar Proposed Unit 3 shutdown date 
will be submitted after 800315 
PARKER. M.O Duke Power Co- 00/02/27, Ip 

—8003030572 Response to 000207 order modifying 000102 order to show 
cause If power reliability data warrants extension of 800315 
shutdown date for LInll 3 & extension is not granted, 
applicant will request hearing Info will be filed by 800310 
PARKER. W O Duke Power Go 00/02/27 4pp 
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B0032S0476 Rsspohse to NRC 800207 order tnodifying NRC B00t02 order to 
show cause re Categoric A Lessons Learned! TasV Force 
short-term rcc^ui r ements Requests hearing lo whether measures 
should be implemented per proposed schedule 
PARKERrU 0 Duke Power Co 60/02/27 4pp 


8003200241 Responds to 000118 Hr re potcixtiai impact of simultaneous 
shutdown of facilities Util submitted sufficient info to 
justify sequential shutdown 

RElDiR y Operating Reactors Qranch 4 BO/02/2? Ip 


— B&03200247 Discusses NRC order that util must complete certain worit at 
facilitg or shut down units Expresses concern re impact on 
power supplg if facilities arc shut down simul taneous Ig 
Suggests sequential shutdown for NUn£0-057a implementation 
SHAW. R U Electricities of North Carolina BD/Ol/lB ip 


H Oeneral correspondence 


aOOai‘70B4‘? Responds to 800122 Hr to President Carter requesting info 
re plants w/sitnilar design to TMI-2 Provides list of all 
designed plants 

DENTON* H R Office of Nuclear Reactor Regulation 80/02/14 ip 


J Insurance & indemnitg information 


S0031Q0356 Forwards Endorsements 56 L 57 to NELIA PoHcg NF-102. 
Endorsements 12 tc 13 to NELIA Policg NF’-24B» Endor sement 3 to 
NELIA Binders £0-22.23 ti 24. Endorsement 42 to HAELU Policg 
HF-61 t Endorsement 3 to MAELU Binders XB-22. 23 V 24 
SANDERS* F D Duke Power Co 80/03/1 J I5pp 


P Operating license stage documents I con espondence 


7906250091 Forwards memos discussing D McDermott concerns re shutdown 
of B&W plants 

ROSS* D F Division of Project Management 79/05/17 Ip 


— 7906250112 Discusses D McDermott 790514 memo re safetg of D&W plants 
Disagrees w/B McDermott position favoring shutdown 
HAASSiW P Quatitg Assuiance Branch 79/05/15 2pp 


G001030044 Forwards request for addl info re automatic trip circuitrg 
for reactor coolant pump motors Info needed prior to design 
acceptab i 1 i tg Ltr ttansmitted to ullls responsible for 
Oconee* Crgsta I River* TMI . Davi s-Besse t- AK 1 
REID.R W Operating Reactors Branch 4 79/12/18 6pp 


B003170197 Forwards draft NUREO-0630, ’'Cladding SwolUng Rupture 
Models for LOCA Analgsis" tc topics for discussion sent to 
fuel vendors Requests comments by 800109 

ElflENHUT*0 O Division of Operating Reactors 79/12/20 19pp 


—8003170371 Draft "Cladding Swelling S« Rupture Models for LOCA 
Analgsis " 

POWERS* D A Core Performance Branch 79/11/30 106pp 


8003100021 Notification of 800221 meeting w/DtW in Bethesda.HD to 
discuss BAW-I504r "Auxlliarg Feedwater 8gs Reliability 
Anal gses-Oener i c Rept for Plants w/Dl<W Reactors " 

CAPRA* R A Standard i xat i on Branch 80/02/13 Ip 


0003060604 Forwards Amends 81,01 J, 78 to Licenses DPR~38* DPR-47 «« 
DPR-55, respec tivelv' eef etg evaluation S* notice of Issuance U 
aval lab i 1 1 tg 

REID, R W Operating Reactors Branch 4 80/02/25 2pp 


—8003060692 Amends 81*61 i> 76 to Licenses DPR-aa* DPR-47 U DPR-55, 
respec tivalg* revising Tech Spec re engineering safetg 
features allowing Unit l to operate at full rated power 
during Cycle 6 

REID* R U Operating Reactors Branch 4 00/02/22 34pp 


— 8003060699 Safetg evaluation supporting Amends 01,81 U 78 io Licenses 
DPR-30, DPR-47 & DPR-55. respec tivelg 

* Office of Nuclear Reactor Regulation 80/05/22 0pp 


— 8003060708 Notice of issuance ^ availability of Amends 81,01 ft 7G to 
Licenses DPR-38i DPR-47 U DPR-S5, respect! velg 
REID*R M Operating Reactors Branch 4 80/02/22 2pp 


0003070057 Forwards Amends 00*80 ft 77 to Licenses DPR-3S, DPR-47 ft 
DPR-S5r respectivelv* safety evaluation ft notice of issuance 
ft aval lability 

REID*R N, Operating Reactors Branch 4 00/05/25 2pp 


— B003070061 Mftiends BO. BO ft /? to Licenses DPR-3B. DPR-47 ft DPR-55. 
resp ec ive ] I/, add 1 ng Tech Spec 4 17 re steam generator tubing 
surve 1 1 lance 

REID, FI N Operating Reactors Branch 4 80/02/22 15pp 


— 8003070066 Safetg evaluation soppl supporting Amends BO, 60 ft 77 to 
Licenses 0PR-3e, DPR-47 ft DPR-55, respect ive Ig 
« Office of Nuclear Reactor Regulation 80/02/S2 3pp 


--0OO3O7OO73 Notice of issuance * avai Hb 1 1 ) tg ot- Amends 90,80 ft 77 to 
Licenses DPR-3a, DPR-47 ft DPR-55. respec tive Ig 
REID.R N Operating Reactors Branch 4 B0/02/2S 2pp 


8003190429 Notification of 800313 meeting w/BftW in Bethesda.MD to 
discuss small break operating guidelines 
CAPRA. R A Standar d i lat 1 on Branch 80/02/22 Ip 


8003310133 Notification of cancellation of 800313 mooting w/BftU in. 
Oethesda.MD to discuss small break LOCA operating 
guidelines 

CAPRA. R A Assistant Directoi for Standard ft Advanced Reactors 
80/02/22 ip 


6003190133 Informs that Equifax is under contract to study feasibility 
of pertorming opi deml o log ic studies on health effects of 
exposure to low level loniiing radiation Info will be used 
in making recommendations to Congress 

REID.R W Operating Reactors Branch 4 NRC-01-79 -010 00/02/25 

2pp 


B003100160 Forwai ds NRC 800207.14 f, 22 Hrs re energy supply during 
unit shutdown ft OTdei modifying 600102 show cause order, 
in response to 800201 ft 05 request for NRC decision 
VGUNODLOODi 0 J Cost Benefit dialysis Branch 60/02/26 2pp 


--8003100192 Forwards ordor modifying 600102 show cause order for 
facilities Order extends Unit 3 shutdown to 800315 
DENTON. H R Office of Nuclear Reactor Regulation 00/02/07 2pp 


—8003100214 Summaiires DOE review re impact on energy supply in VA. NC ft 
SC during implementation or TMI-2 Lessons Learned Task Force 
short-term requirements Reliable sve cannot be maintained 
Requests NRC decision 

NEINER.R E Energy, Dept or 80/02/01 4pp 


8003070361 Forwards supplemental info re NUREO-0576 items in response 
to NRC 600222 request Direct valve position indication 
equipment inside containment has been seismlcallg ft 
envir-onmenta 1 Ig qualified to withstand accident environ 
PARKER. W 0 Duke Power Co 80/02/29 4pp 

8003200007 Summary of 600111 meeting w/Bechtcl ft licensees re masonry 
wall ft pipe suppoi t structural interd iSC ip 1 inai y 
coord motion 

LICCfAROD.R Opetating Reactors Branch 1 60/03/03 S6pp 


8003190507 Forwards supplemental response to NURE0-O57B re design 
roview of plant shielding ft environ qualification of 
equipment for space sys for use m post-accident operation 
Timely NRC response requested 
PARKER, W 0 Duke Power Co 80/03/07 6pp 


8003170393 Forwards '‘Cycle 5 Startup Testing Summary, Mar 1980 " No 
significant doviaiions observed between measured ft predicted 
data 

PARKER. W 0 Duke Power Co 60/03/10 Ip 


— 0003170396 "Cycle 6 Startup Testing Summary, Mar 1980 " 
« Duke Power Co 60/03/10 I5pp 


6003140383 Forwards response to NRC requests for mfo re non-nuclear 
instrumentatl on/integra ted control sys failures Corrective 
actions should preclude recurrence of e/enfe similar to 
Crystal River No OL mods necessary 
PARKER. M C Duke Power Co 00/03/12 I7pp 


8003190449 Notifies of withdrawl of 900227 request for hearing r» NR€ 
600227 order Util will shut down Unit 3 by 000315 in 
accordance w/Category A TMl-2 Lessons Learned TasV Force 
requirements Mild weather will permit shutdown 
PARKER* W Q Duke Power Co 80/03/13 2pp 


8003180609 Forwards response to NRC 800223 request re LHR primary 
coolant sys pressure isolation valves No mods to OL 
necessary 

PARKER* W Q Duke Power Co 80/03/13 4pp 
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60032004)63 Nottfi«« thAt rciulti of work concerning Oueiti«nt 6 & 7 on 
degradid grid voittgei uili be forwarded bg G00530 
PARKERiU 0 Oirke Pouer Co BO/OS/tS fp 


8003200449 Tpruardf corrected re-if^nnse to 800312 lbr*Ite(n 4j re address 
Info available feo oprraitor Following various MMI/ICS pouiar 

event* 

PAftKERrW 0 Duke Power Co QO/03/17 2pp 


8003270396 Ret^ucits mod of G0033S c omait tme nb date for implementing add! 
cooling loop to spent fuel cooling sgs Mod <d 1 1 1 be achieved 
at soon at posiible Present sgt is adequate until Unit t 
refuel* in 1901 

PARKER«U O Duke Pouer Co BO/03/21 ip 


8003270369 Forwards proposed amend to Tech Specs* Section 4 3* for 
approval bg 800430 Class 3 fee t< affidavit end 
PARKER, W O Duke Power Co 80/03/24 Spp 


—8003270370 Proposed amend to Tech Sp ecs* Sec t ion 4 3 re testing 
following opening of sg«, lowering leak test pressure from 
current levels to those required by AShE codes 
e Duke Power Co 60/03/24 Ip 


8003260^67 Submits info re procedures for coping w/combina t i on* of 
lots of Instrumentation tc control functionsr design revieiii 
analysis L correction of electrical deficiencies 
PARKER, U 0 Duke Power Co 80/03/24 2pp 


Q inspection reports* fE Bulletins t correspondence 


BOD3OS0376 Forwards IE circulai 77''0l, 'Tlal funct i on* of Uimitorgue 
Valve Operators ” 

MOaELEY«ff C Region 2, Atlanta* Office of the Director ; 77/01/06 

Spp I 


8003050277 Fowardi IE Insp Rept* 50-269/80-02,50-270/80-01 6 
90-287/60-01 on 800109-i I No none ompl lane e noted 

BRY4NT, J C Region S< Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/01/24 2pp 


—8003050261 IE Insp Repts 90-269/80-02. 50-270/60-0 i 50-207/80-01 on 
600109-11 No none omp 1 lance noted hajor areas inspected pipe 
support baseplate designs using conerste expansion anchor 
bolts 6 seismic analysis of piping 

HERDTrA R Region S< Atlanta, Reactor Construction I* Engineering 
Support Branch MOOENOS, L , ANO*M p Region S. Atlanta, Office of 
the Director 80/01/24 3pp, 


8003200026 Forwards update to info provided on 791029,1106 tc 1207 Itrs 
In reiponie to IE Bulletin 79-14 IncluiTe* suntmarg of seismic 
input nonconformance throughh 800108 Remaining items will 
be completed during Ltpcomlng refueling outage 
PARKER* U 0 Duke Power Co 80/01/24 tOpp 


8003120200 Act receipt of 74^1214 4 600114 Itrs informing HRC of step* 
takan to correct violations noted in IE Insp Repts 
50-269/79-29190-270/79-23 & 50-287/79-25 

BTQHRfi./. P Region 2, Atlanta, Fuel Facilitg 6 Materials Safety 
Branch. 80/01/30 Ip 


—8003120209 Responds to NRC 791121 Itr re violations noted in IE Insp 
Repts 50-269/79-29.50-270/79-23 Ic S0-2B7/79-25 Corrective 
actions keg locks will be installed on alt pcreianent high 
radiation area doors 

PARKER, « Q Duke Power Co 60/01/14 2pp 


— 6003120214 Responds to NRC 79H21 Itr re violations noted In lE Insp 
Rtpt* 50-269/79-29*50-270/79-23 6 50-287/79-25 Corrective 
ac tions: heal tb phtfiics personnel are making surveys to check 
high radiation area doors 
PARKERiW 0 Duka Power Co. 79/12/14 3pp 


—8003120217 Forwards IE Imp Repts SO-269/79-25, 90-270/79-23 «. 
90-287/79-25 on 791009-12 notice of violation 
O'REIULYjJ P Region 2, Atlanta, Office of the Director 
79/11/21 Spp 


— 8003120221 Notice of violation from Insp on 791009-12 

a Region 2* Atlanta, Cffice of the Director 77/11/21. tp 


—8003120226 IE insp Repte 80'-269/79 -25, 50-270/79-23 6 90-287/79-25 on 
791009-12, None amp 1 lance noted: fa i lure to keep entrance to 
high radiation area locked 

0IB8dN*A F Region 2, Atlanta* Fuel pacitlty k Materials Safety 
Branch HOSEYiG M Region 2. AtlantOj Office af the Director 
79/11/14 7pp 


0003170031 Forwards IE Info Notice BO-03. "Main Turbine 
Elec trohgdraul tc CotifcroJ Sys " No specific action pr 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/01/31 
Spp 


8003190095 Forward* IE Circular 77**29, Suppl A, '‘Shock Arrestor Strut 
Assembly Interference " Mo written response required 
□ 'REILLY. J P Region 2, Atlanta. Office of the Director 80/01/31 
If 


8003120021 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours ■ Nq written response required 

O'RElLtY.J P Region 2, Atlanta, Office of the Director BO/02/01 
ip 


8003270049 Furuiards IE Insp Repts 50-269/79-34,50-370/79-30 V 
30-267/79-40 on 791126-27 b 1304-05 No none omp 1 i anc c noted 
BRYANT. J C Rogion 2, Atlanta. Reactor Construction & Engineerjng 
Support Branch 60/0k/H 2pp 


—8003270053 lE Insp Repts 50-269/79-34,50-270/79-38 k 50-207/79-40 on 
791126-27 ti 1204-05 No none omp I lanc e noted Major areas 
Inspected HPI mod welding ft. records review. work observation 
6 sntervice insp records 

KERDT^A R Region 2. Atlanta. Reactor Construction tt Engineering 
Support Branch ECONOMOS. N Region 2. Atlanta. Office of the 
Director 60/01/11 Opp 


8003180127 Forwards lE Bulletin 30-03, 'Loss of Charcoal From Btd type 
1 1 , Two-In c h, Tray Adsorber Cells " Action required 

0'ReiLLY*J P Region 2, Atlanta. Office of the Director 80/02/06 

2pp 


8003100036 Forwards IE Bulletin 60-04, "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
required 

O'REILLY* J P Region 2, Atlanta, Office of the Director 60/02/08 

2pp 


0003190405 Forwards IE Info Notice 60-05, "Chloride Contamination of 
Safety-Related Piping k Components " No written response 
requ I red 

O'REILLY. J P Region 2, Atlanta, Office of the Director 60/03/00 
IP 


8003100031 Responds to IE Bulletin 79-17 No indication of leakage 
through cracks in stagnant borated water sys piping observed 
during visual ejarnlnation 
PARKER. N 0 Duke Power Co 80/02/13 Ip 


6003190989 Ac k receipt of IE Insp Repts 50-269/60-02.50-270/80-01, 
50-267/80-01 No proprietary info 
PARKER. HD Duke Power Ca 80/02/15 ip 


8003170041 Responds to IE Bulletin 79-17 Hem 2(b> re examination of 
weld samples in stagnant boraied watei sys Nt) weld cracking 
was observed Lists specific welds examined 
PARKER. HO Duke Power Ca 80/02/18 Ip 


8003100153 Discusses cracking in auxiliary feedwater pattle found 
during insps re IE Bulletin 79-13 Retaining wires were added 
to Unit 1 sleeves to assure that sleeve would not move If 
collar faLlgd Unit 2 will be modified Unit 3 is exempt ' 
PARKER.U O Duke Power Co 80/02/18 3pp 


8003170716 Summary of 791)08 meeting w/D&H owners group in Dethesda.ND 
re responses to IE Bulletin 79-05C 

CAPRA, R A Standard i rat i on Branch 60/02/24 llpp 


0003140039 Forwards IE Info Notice 80-06, "Notification of Significant 
Event* “ Ko action requiied 

O'flElULY.J P Region 2* Atlanta, Office nf the Director 80/02/27 

Ip 


8003240049 Informs NRC that response to IE Bulletin 79-27, "Loss of 
Non-Class I£ Ins trumentat i on t* Control Power Sys Bus During 
□peratlon* “ has n-ai been completely reviewed internally 
Reepoiise will be transmitted by 600307 
PARKER, M D Duke Power Co GO/02/28 Ip 


6003160171 Forwards supplemental info to IE Bulletin 79-OtB. "Environ 
Dual if icat Ian of Class IE Equipment ■' No response required 
O'SEILLY, J P, Region 2, Atlanta, Office of the Director 00/02/29 

2pp 


8003100322 Forwards IE Info Kotice 60-07, "Pump Shaft Fatigue 
Cracking '* Na response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/02/29 
2PP 
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BCO310O1S3 ®’orward» JE Cifcular 80-03* “Pi'otpc on fron Tone Oss 
Hamvdi “ No written response required 

□ 'REILLY*J P Region £>* Atlanta. Office of the Director SO/03/06 

2pp 


8003120533 Forwards rosponse to IE Bulletin 79-27 bueea aupplging 

power to control egs bringing plant to cold shutdown Re- 
reviewed IE Circular 79-03 Problems would not occur due to 
differences in sgs design R:BSpoTise being reevaluated 
PARKER. W 0 Duke Power Co 80/03/07 7pp 


80031404H Forwards lE Info Notice 00-10. ''Partial Lots of Non-Nuclear 
Instrument Sgt Power Gupplg During Operation " No specific 
action or response required 

O'REILUY.J P Region S* Atlanta* Office of the Director BO/03/07 

2pp 


6003180070 Forwards It Info Notice 00-09* “Possible Occupational Health 
Hazard Associated w/Closed Cooling Sgs for Operating Power 
Plants “ No written response required 

Q'REILLV. JP Region 3. Atlanta, Office of the Director 00/03/07 

2pp 


8QO310O133 Forwards IE Info Notice 00-03 “States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

0'REILLY*J P Region 3* Atlanta* Office of the Director 00/03/07 

2pp 


6003270226 Ack receipt of 800230 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-269/79-35* 

SO-270/79-32 t: 5O-207//9-33 

a'REILLViJP Region V, Atlanta. Office of the Director 80/03/07 

tp 


8003190510 Forwards monthly operating repts for Feb 1980 
PARKER. U 0 Duke Power Co 60/03/14 ip 


— 6003190523 Honthlg operating repts for Feb 1900 
REAVIS. J A Duke Power Co 80/03/14 16pp 


S Reportable occurrences* LERs t related correspondence 


6003170179 PNO-n-80-O?4 on 800313. during hydrostatic testing of Unit 1 
RCS following refueling leakage discovered from manway 
gaskets on steam generator A Investigation revealed improper 
gaskets installed on Units 1.2 3 

QUICK. 0 R Region 2, Atlanta, Office of the Director 00/02/13 
Ip 


0003070360 Forwards LER QO-003/03L-0 

PARKER* N a Duke Power Co 80/02/2? 3pp 


—6003070362 UER 80-002/03L-0 on 800201, during monthly 4160 volt breaker 
operability test. breaker 3B2T-5 startup breaker for main 
feeder bus 2* failed to close Caused by faulty resistor in 
relay Resistor replaced 

LENt8*6 R Duke Power Co 60/02/29 Ip 


8003240469 Forwards LER 80-001 /03L-0 

PARKER. W 0 Duke Power Co 80/02/29 2pp 


—0003240474 LER e0-00l/O3L-O on 000201 * b orated water storage sys level 
channel 2 failed high when level transmitter 3LT-6 froze 
Caused by failure of neutral wire in power cable Hire 
replaced Cable will be replaced 
LEUI8.8 R Duke Power Co 00/02/29 Ip 


— 0003270233 Ack receipt of IE Insp Repts 50-269/79-35*50-270/79-32 t 
50-207/79-35 on 791127-30 No proprietary info Corrective 
actions bolts moved to posted contamination area St 30ND-i52 
valve closed properly Cleanup procedure initiated 
PARKER* W 0 Duke Power Co 60/02/20 Spp 


—0003270241 Forwaids IE Insp Repts 50-269/79-35.50-270/79-32 fc 
50-237/79-30 on 791127-30 i* notice of violation 
STQHRrJ P Region 2. Atlanta* Fuel Facility fc Materials Safety 
Dranch 80/01/28 2pp 


8003120425 Forwards LER eO-003/03L-0 

PARKER. U 0 Duke Power Co 00/03/06 4pp 


— 8003120433 LER 80-003/03L-0 on 000205, during routine tour, main feeder 
bus 1 was Isolated when smoking bus connection was 
discovered Appatently caused by differing secondary voltages 
resulting In transformer 3T carrying excessive load 
LEUI8. 8 R Duke Power Co 80/03/06 Ip 


U Congresslonal/Executiva Correspondence 


— 8003270249 Notice of violation from insp on 791127-30 

a Region 2. Atlanta, Office of the Director 00/01/20 Ip 


— 0003270259 IE Insp Repts 50-269/79-35*50-270/79-32 fc 50-287/79-35 
on 79112/-30 Noncomp 1 iance noted failure to follow 
procedures re contamination area h failure to label 
containers of radioactive mat! 

HOBEY.C.M Region 2. Atlanta. Office of the Director OIBSON. A F 
Region 2* Atlanta* Fuel Facility 4< Materials Safety Dranch 
80/01/20 7pp 


B003270029 Forwards IF Bullet in 00-03* “Vac 
Damage to Chemical Vol Control Sys iCVCSi 
Action written response required 
O^RElLLY. J P Region 2. Atlanta, Office 


uum Condition Resulting in 
Holdup Tanks “ 

of the Director 80/03/10 


Ip 


8003260206 Forwards IE Qulletin 00-06, "Engineered Safety Feature 
(E8F> Reset Controls “ Written response required 

O'REILLY* J P Region 2. Atlanta# Office of the Director 00/03/13 
Spp 


8003S50561 Forwards IE Info Notice 00-11, "Generic Problems 
Valves in Nuclear Applications Including Firo Protection 
Sys " No action or written response required 
O'REILLY, vl P Region 2. Atlanta. Office of the Director 
ip t 


W/ASCO 

00/03/14 


8003110135 Provides Subcommittee on Nuclear Regulation w/lnfo re 800205 
request concerning notification 6 followup activities for 
750613 (( 770924 transient events at Davis-Desse U Oconee U 
actuation of pressure injection sys at TMf-2 W/o end 
AHEARNE.J F Commission 00/02/22 2pp 


—0003110165 Provides Subcomini ttee on Nuclear Regulation w/info r# 000205 
request concerning notification I* followup activities for 
730613 i 770924 transient events at Davis-Besse Oconee 6 
actuation of pressure injection sys at TMr-2 
AHEARNEiJ F Commission 80/02/22 iBpp 


—0003110260 Requests info re notification *a followup actlvltle* for 
730613 tc 770924 transient events at Davis-DeSse 5* Oconee* fc 
actuation of pressure injection sys at TMI-2 
HARTrO * SIMPSON. A K Senate. Environment 6 Public Works 
00/02/03 2pp 


DOCKET 50-208 REED COLLEGE RESEARCH REACTOR 
Q Inspection reports* IE Bulletins ic correspondence 


0003060440 Forwards IE Insp 
noncompliance noted 
CREU8. L Region 5* San 
Support Branch 00/01/26 


Rapt 50-200/80-01 on 000108-10 No 
Francisco, Reactor Operations Nuclear 

2pp 


8003260166 Forwards IE Circular 00-04* "Securing of Threaded Locking 
Devices on Saf ety-Re lafced Equipment " No written response 
re qu ired 

O'REILLY* J P Region 2, Atlanta* Office of the Director 00/03/14 
2pp 


R, Periodic operating reports related correipondence 


—6003060446 IE Insp Rept 50-280/00-01 on 000108-10 No noncompUance 
noted Major areas inspected facility operations including 
procedures, malnt* surve 11 lance* operator re qualification 
program ( audi t 


STERNBERG, D M 
Support Dranch 
the Director 


Region 5, 8an Francisco, 
CARLSON, J D Region 5, 
80/01/24 3pp 


Reactor Operatloni Nuclear 
San Francisco, Office of 


6003050433 Forwards “Semiannual Effluent Release Rep t# Jui-Dec 1979 
PARKER* W □ Duke Power Co 00/02/27 Ip 


--8003050434 "Semiannual Effluent Release Rept.Jul-Dac 
a Duke Power Co 00/02/27 Bpp 


1979 " 
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DOCKET SO-:a9 THREE HILE ISLAND NUCLEAR STATION. UNIT I 


D KRC Draft/Finel Environmental Btitementti suppli & c orreepondance 


S0031 10950 Summeriies conments made at 800215 meeting in BaltlmoreiMD 
rt TMI EIS outline Outline does not provide sufficient 
e natninat i on of sevetal important f ac tor<» Includ i ng limits of 
retp one lb i 1 itij ^ authority in regular h emergency efforts 
KRlEhELhE/eR. K Kr i eml mey er . M 80/02/18 3pp 


F Security! medical* emergency & fire protection plans 


B003i70‘13A Forwards fire protection design review Discusses fire 
d e tec to r S i au toma t ic sprinkler tysifire barrier penetrations! 
thermal insulation of valves i emergency feedwater pump 
p enetrat ion# cab 1 e separation U relay room protection 
KA-CDDUOALL! £ A Sroakhaven National Laboratory 79/11/19 14pp 


S003100175 Forwards review of fire protection SER suppl Items Requests 
addl info re fire de tec torsi f i re barrier penetrations it 
items gudged unacceptable 

REIDiR VJ Operating /teactors Branch 4 80/02/07 17pp 


0 Adjudicatory correspondence 


8003130171 Notice of taking of depositions L Binkovlch tc 0 Klnter will 
be added to list of deponents provided in 800)28 notice 
Certificate of Svc enc I 

HIDDOFF.M P Three hile Island Alert WIDDGFF#M P. Widoff» Reaper* 
SeUowiti it Adler eD/0l/S& 2pp 


800304069) Amend to 800)28 notice of depositions Depositions will take 
place at Crawford Statlonr Mi ddletowpi PAi on 600219i 81 • 22i S6i 
28 89 tc 0303! 09! 06*07! 10. 1)! 13 «c 14 

HIDOFF.ttP Three Mile Island Alert WID0FF*M P Midoff. Reagerr 
Selkouiti it Adler 80/08/14 3pp 

» 

0003060016 Further discovery requests b interrogatories directed to NRG 
% licensee Requests info re status of intervenors in NRC 
files, vent header & charcoal filters compliance u/ALARA it 
names t- qualifications of witnesses Certificate of Svc end 
UEHI8. M Affiliation Unknown 80/02/14 6pp 


8003060020 Forwards PA Public Util Commission 800808 order re Met Ed 
request to increase allowable energy cost rate tariffs. 

Requests granted subj to further investigation Certificate 
0 f Svc end 

LEVIN. J A Pinnsylvanlai Btate of 00/02/H 7pp. 


8003140098 Discusses behavior of judge presiding over 8O0213 hearing in 
Harr isburg. PA Recommends that judge be removed from board 
due to prejudicial treatment of intervenors at hearing b 
depriving cltliens of due process. 

LEE.V Affiliation Unknown 80/02/14 Ppp, 


6003190144 Notice that util hat revised hours at Crawford Station 
discovery rtading room Certificate of Svc end 
BLAKE. E L Shaw. Pittman. Potts «r Trowbridge 80/02/14 4pp 


000324000) Amend to 600128 notice of taking depot 1 1 1 ons. Depos 1 ttons 
will take place at Crawford 6tatio-ni Middletown. FA Specifies 
days in Feb i> Mar J9B0 for taking depositions Certificates 
of Svc end 

MIDOFF. M P Nldoff. Reager. SeUoultz k Adler MIDQFF.H P Three 
Mile Island Alert BO/OS/14 6pp 


8003840003 Responds to A3L8 600213 request for recommendations rt 
proposed schedule for followup discovery requests All 
d i scovery. tnc lud i ng to be com-pteted by 600516 M/C er tl f icate 
of Svc 

SHOLLy.S C Affiliation Unknown 80/02/14 3pp 


8003310397 First set of interrogatories directed to State of PA 
Includes requests re agriculture emergency plans, evacuation 
criteria 6 measures to remove radioactive metis in animal 
feed Certificate of Svc pncl 

AAKDDTrM M Affiliation Unknown 80/02/14 9pp 


0003040022 Responds to Itr axpresslng opposition to facility restart 
Forwards 790809 Commission order outlining issues to be 
considered during public hearing 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/15 Ip 


— 8003040029 Eipresses opposition to restart of facility 
NIELQEN.EL Affiliation Unknown 00/02/29 ip. 


8003040681 Motion to present oral arguments at 800221 second special 
prehearing conference. re Chesepeake Energy Alliance 600213 
omnibus motion Advises of support of TMI Alert.S Shelly. 

Newberry Township ^ other intervenors W/Cer 1 1 f i ca t e of Bvc 
POLLARD. R Q Chesapeake Energy Alliance 80/02/13 5pp 


8003090009 Responds to 790824 telegram expressing opposition to restart 
of TKI'-l Forwards 790809 Commission order outlining issues 
to be considered during public hearing 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/13 ip 


-“8003030015 Expresses opposition to restart of TMI-1 Demands closing of 
facilities ^ moratorium on licensing of ail new nuclear 
p lants 

JONES, MB Affil iotion Unknown 79/00/24 ip 


— 0003050016 Urges delay in licensing new plants Asks that TM)-1 not be 
permitted to reopen 

JONES, M 8 Affiliation Unknown 79/00/24 Ip 


8003050030 Responds to 790815 Itr opposing reopening of fac 1 1 i ty Public 
hearing will be held Forwards 790BD9 Commission order M/o 
enc 1 

DENTON, H R -Office of Nuclear Reactor Regulation 80/02/15 Ip 


-“8003050037 Expresses opposition to facility reopening Urges permanent 
c losur e 

8RGHN. D M Affi I tat l on Unknown 79/08/13 ip 


8003090216 Responds to 790813 Itr expressing opposition to facility 
restart Forwards 790809 Commission order outlining issues to 
be considered inuring public hearing 

DENTQN.H R Office of Nuclear Reactor Regulation 80/02/15 ip 


— 80-03050225 Expresses opposition to reopening of facility 
WHITEHUIRST, K Af f 1 1 1 at ion Unknown 79/00/13 Ip 


8003-050253 Discusses public healing re facility reopening in response 
to Itr urging that plant stay shut down NRC will conduct 
review of healings Related order end W/o end 

DENTON, )C R Office of Nuclebi Reactor Regulation 80/02/15 Ip 


— 80030S0296 Opposes reoponlng of facility due to util disregard of NRC 
regulations V safety violations People in vicinity of 
facility have been exposed to serious health risks 
TRESSLEB.DM Af f i ] i a t i on Unknown B0/02/i5 Ip 


6003050614 Forwards responses to Anti-Nuclear Group Representing York 
first set of interrogatories Requests for documents will be 
satisfied by end of next wk 

CARTER. K N Pennsylvania. State of 00/02/15 ip 


— 0003050629 Response to Anti-Nuclear Group Representing York first set 
of Interrogatories Includes submittal of county emergency 
response plans U assumption of evacuation distance based on 
NUREC-0396 Affidavits 6 Certificate of Svc end 
CARTER. K U Massach uset ts. State of 00/02/15 21pp 


8003060058 Responds to 790818 Itr re reopening of facility Advises that 
public meeting will be held re facility restart Forwards 
summary NURE0-0S58 Commission Order U/o end 

DENTQN.H R Office of Nuclear Reactor Regulation 80/02/15 3pp 


— 000-3060064 Expresses opposition to restart of facility Questions 
assertions that releases of radioactivity during TMI 
accident were minimal Urges permanent closure of facility & 
revocation of OL 

TALEFF.G Affiliation Unknown 79/08/13 3pp 


8003060082 Responds to 790016 Itr re reopening of facility Advises that 
public hearing will be held prior to decision to restart 
Forwards 790809 Commission order U/o end 

DEMTOK.H R Office of Nuclear Reactor Regulation. 80/02/15 tp 

— 0OO3O6OOB9 Expresses opposition to reopening of facility Urges 
permanent closure 

etfiOUP.P Affiliation Unknown 79/00/16 Ip 


800306011S Responds to 790815 Itr re reopening of facility Advises that 
public hearing will be held Forwards 790609 Commistion 
order Inl/o end 

DENTONfH R Office of Nuclear Reactor Regulation 00/02/15 Ip 


— 0OO3O6O12B Expresses opposition to facility reopening. Urges permanent 
c losur e 

CLARK.E M Affiliation Unknown 79/08/15 Ip 
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B0030701S& Rfisponds to Itr oppoting t^oponing of Unit 1 Public hearing 
uill be held to determine restart W/o end 79080*? order 
DENTON, H H Office of Nuclear Reactor Regulation 80/02/15 Ip 


--8003070S21 Opposes reopening of reactor Urges NRC to close facility 
permanent It^ 

KRtVEIMO/T Affiliation Unhnauin Q0/02/1& Ip 


800319DG60 Responds to Itr to Hendrie opposing reopening of TMl-1 
Notifies that public meeting ui/NRC V util u>i 1 1 be held to 
hear public questions tt statements prior to ang decision 
on THl-1 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/15 Ip 


8003210271 Responds to 790413 1 tt re TNl-2 accident NRC has ordered 
Till”! restart hearing Otll authority to operate TMt''2 uds 
suspended by NRC 790720 order No commercial facilities are 
licensed to oury lew level radwaste In PA 

DENTGNiH R Office of Nuclear Reactor Regulation BO/02/15 2pp 


^-8003210275 Requests that util OL for THI facility be revoked, that all 
nuclear pouier plant const in US be halted & that no nuclear 
uaste be djmped In state of PA 

PATTERSON. R Affiliation Unknown 79/04/13 Ip 


8003250504 Responds to Itr opposed to plant reopening Public hearing 
will be conducted to determine whether plant should be 
operated Public will be given opportunity to make statements 
Si raise questions at prehearing technical info review 
DENTON, H R Office of Nuclear Reactor Regulation 80/02/15 Ip 


-“8003250207 Opposes plant reopening Requests action to permanently close 
f ac 1 1 i ty 

ALDRIGHT.O M Affiliation Unknown 80/02/15 kp 


6003040300 Proposed schedule for foilou-on discovery Urges consistency 
u/regu lationv by granting 14 days for interrogatories tc 30 
days for documents depositions Privilege should be g^ranted 
to TMl Alert, UCS f/ ShoUy only W/Certi F icate of Sve 
TRQWDRIDOE,0 P Metropolitan Edison Co TROWDRlDGEiO F Shaw. 
Pittman, Potts U Trowbridge 80/02/19 6pp 


0003240006 Forwards signed affidavit of OK Henderson Affidavit should 
be added to f ommonweal th of PA 800215 responses to first set 
of interrogatories 

CARTER. K U Pennsylvania. State of B0/02/i9 ip 


8003050052 Response in opposition to Anti-Nuclear Group Representing 
York request for reconsideration of ASLR third special 
prehearing conference order No new argument presented re 
unspecified emergency planning issues W/Cer t I f i cate of Sve 
ZAHLER. R E Metropolitan Edison Co ZAHLER, R E Shaw. Pittman. 
Potts it Trowbi idge 80/02/20 6pp 


8003030105 Forwards affidavit re licensee 800221 responses to UCS 
Interrogatories 38, 39. 48. 49. 1 t3“25 h 146 U errata to 
responses to Interrogatories 6 ii 46 Corrects date of errata 
title which should be Q00129 Certificate of Sve end 
0LAS6PIC0EU.M Shaw. Pittman. Potts e< Trowbridge 60/02/22 5pp 


8003050149 Response in opposition to Chesapeake Energy Alliance 800213 
new late-filed Contentions iD)-14 t (D>-i5 per NUREO/CR-i27a 
review 8ubjs already discussed in President's Commission 
791030 rept served on Intervenors Certificate of Sve <nc| 
TRQNBRIDOE.O F Metropolitan Edison Co TROHaRlDOErO F Shaw. 
Pittman. Potts St Trowbridge 00/02/22 lOpp 


8003050160 Response in opposition to Chesapeake Energy Alliance 800213 
omnibus motion Motion re certification insufficiently 
specific Motion re discovery schedule already disposed of In 
ASLD 800220 memorandum Certificate o# 8vc end 

TROUQRIDQE. O F Metropolitan Edison Co TROWDRIDOE.Q F. Bhau. 
Pittman. Potts Trowbi idge 80/02/22 Upp 


8003060249 Forwards licensee 800222 partial responias to 8C Bhollg 
800104 first set of interrogatories Answers to remaining 
interrogatories will be provided by 800317 Relevant 
documents available in licensee discovery reading roo-m 
TOWBRIDOE. G F. Shaw. Pittman, Potts << Trowbridge 80/02/22 Ip 


— 8003060255 Response to portion of SC Shelly 800104 first set of 
interrogatories Includes statements re containment isolation 
parameter U procedures b pressgrlier malnt history Unsigned 
affidavit (< Certificate of Sve end 

0LA88PIE0EL.H Metropolitan Edison Co OLABBPIEOEL. K Bhaui. 
Pittman. Potts & Trowbridge 80/02/22 36pp 


800325019B Affidavit attesting to truthfulness Of licensee responses to 
SC Bholly 800104 interrogatories OF Trowbridge 800226 Itr to 
SC Sholly'Cc Certificate of Sve end 

KEATON. R W Metropolitan Edison Co KEATEN.R U General Public 
Utilities - GPU Service Corp BO/02/22 5pp 


0003050076 Objections to PA Public Util Commission first set of 
interrogatories Request re cash flow studies unlimited in 
scope time frames Licensee will identify recent cash flow 
short-term debt fo-recasts Certificate of Sve enc I 
ZAHLER. R E Metropolitan Edison Co ZAHLER, R E Shaw, Pittman. 
Potts t Trowbridge 60/02/25 5pp 


8003050082 Further objections to SC ShoUy 80020B second set of 
interrogatories Identification of Class 9 accident 
statements burdensome Assumptions re emergency plan bates 
too broad W/Certi f 1 cate of Svt 

ZAHLER. R £ Metropolitan Edison Co ZAHLER, R E Shaw, Pittman. 
Potts 9. Trowbridge 80/02/25 6pp 


8003060492 Objections to licensee Interrogatory 8-1 requesting review 
of voluminous documents for identification of Inadequacies 
Interrogatory poses undue burden In present form Urges 
identification of pai ticular sections of documents 
HEI8S.E R Metropolitan Edison Co WEISS. E R Sheldon, Harmon it 
Weiss aO/02/25 tp 


— BD03060494 Second set of interrogatories directed to licensee Inquires 
whether recommended short & long-term measures will reduce 
possible void formation Includes questions re natural 
circulation it failure of relief valves 

WEISS. E R Union of Concerned Scientists WEI8S. £ R Sheldon, 
Harmon it Weiss 60/02/25 3pp 


— 0003060499 Notice of taking of 800318 depositions in Washington, DC. re 
employees responsible For preparing licensee answers to UCS 
Interrogatories 6-9. 1 1. 12. 19, 20. 32. 3G L 17 other questions 
Requests F6AR in relevant documents Certificate of Sve end 
HE1S6.E R Union of Concerned Scientists WEtSS.ER Sheldon. 
Harmon 6 Weiss GO/02/25 3pp 


8003100068 Second set of interrogatories directed to licensee Includes 
questions re present stoiage oF radioactive water From TMl-2 
acc ident. schedul e of decontamination, potent ial radioactive 
pathways t Ucensse mgt capabilities 

POLLARD. R 8 Chesapeake Energy Alliance 60/02/25 Bpp 


—8003100079 Second suppi to First set oF interrogatories directed to 
NRC Corrects errors in First set 4< requests WA8H-1400 it Reg 
Guides I 58, 1 97. I 8, I 134. I 23. I H5. 4 15, 4 2 I. 4 1 
Certificate of Sve end 

POLLARD. R 0 Chesapeake Energy Alliance 80/02/25 2pp 


— aoOaiOOOei correction to first set of interrogatories directed to 
licensee States new version of definition at Page B re 
probability estimate 

POLLARD. RQ Chesapeake Energy Alliance BO/02/26 Ip 


--8003100096 Mod of second suppi to interrogatories directed to NRC 
States new versiat> of definition at Page 6 re probability 
estimate Certificate of Sve end 

POLLARD. R 0 Chesapeake Energy Alliance 80/02/26 2pp 


8003130676 Responds to B00126 itr Release oF krypton gases from Unit 2 
reactor bldg not currently permitted 
VOLLMER.R H TMI-2 Operations/Bupport 80/02/25 Ip 


'G00313D677 Protasti proposed krypton release 
GOLDEN. J Affiliation Unknown 80/01/26 ip 


0003140280 fiecond set of Interrogatories directed to licensee Includes 
inquiry re installation of instrumentation of offsll/t 
operations ctr U notification sys satisfying design 
objectives of NUREO-0654 

BOWERS. J Anti-Nuclear Group Representing York BO/02/25 2pp 


— 6003140291 Second set of interrogatories directed to NRC Requests 
atialyiis of certain TMl-2 related accident sequences for 
Inclusions in. Tlil-1 DBA analysis 

aaWERB, J Anti-Nudear Group Representing Vork 60/02/25 2pp 


— 0003140295 Second set of interrogatories directed to State of PA 
Includes questions re emergency population lone.Statt of PA 
York County evacuation p Ians, s Iren-warnlng capabilities 
defined in NUftEO-0553 It emergency personnel training 
DOWERS, J Aftti-Nuclear Group Representing York 80/02/23 6pp 


— 6003140297 Motion for unspecified eitiniion of time for discovery, 
alloMin.g revision of state or local emergency responie plan. 

• epffcted to be issued following closure of discovery. 

DOWERS, J Anti-Nudaar Group Ripresenting York B0/02/2B Ip 



106 


DOCKETED ITEMS 


--8003140302 Notice o^ 600324 I' 25 depositions of 0 Hender son> 

J Doughcrt^fT Gerusky \ L Jackson at D Pell ofi:s<Yark«PA r« 
emergencv planning for t response to nuclear accidents 
Certificate of Svc end 

BOWERS, J Arti-Nuclear Group Representing York BO/02^25 3pp 


8003250366 Response containing further objections to SC Shollg 
Interrogatories 06-019 h 0B-G24 of second set of 
interrogatories Questions re licensee statements 8( 
assumptions are burdensome U overbroad W/Cer t i f ica te of Svc 
ZAHLERiR E Metropolitan Edison Co ZAHLERiR £ Shaui Pittman, 
Potts I Trowbridge 80/02/25 6pp 


0003270135 Response in opposition to PA Public Util Commission 
interrogatory 6 of first set of interrogatories Objects to 
identlt-ging all cash flow due to unlimited scope# but ul 1 1 
provide recent flow 6 debt forecasts W/Certi f i cate of Svc 
ZAHLER,R E Metropolitan Edison Co 2AHLER#R E Shaw, Pittman# 
Potts 6 Trowbridge 80/02/55 5pp 


60Q3030117 Response to Chesapeake Energy Alliance 000213 first set of 
interrogatories Contains statements re licenstte financial 
capabilities as issue m proceed ing. Interrogator i as 9-1 to 
9-10 W/affidavit 4 Certificate of Svc ^ prof qualifications 
PETERSON# J C Assistant Director for Quality Assurance t Operations 
SWARTZ. L L Antitrust Division 80/02/27 13pp 


9003310027 Statement re communication u/NRC re mailings U related 
problems Offers acceptance of NRC answers to second set of 
interrogatories on 800225 provided that objections be 
communicated to mtervenor by teleon 
LEWIS# n I Affiliation l/nknown 80/02/27 2pp 


6003190513 Poriuards Met Ed 800214 1 tr to NRC Qfc of IE re civil 
monetary penalty imposed by NRC Copy of check enc 1 
SWARTZ, LL Antitl ust Division BO/02/29 3pp 


8003250202 Response to SC Shelly 800117 first set of i n tor r □ g a to i i as 
Includes info re containment isolation sys 4 conditions 
defeating ECCS by reducing flow rate or turning off sys 
W/Affidavlts it prof qualifications 
SWARTZ, L L Antitrust Division 80/02/29 4Spp 


8003370013 Amend to 800222 notice of deposition RD Pollard of UCfi u» 11 
will be deposed or 000325 at She I d or, Harmon ^ Weiss# ofcs tr 
Wash ing ton, DC Certificate ot Svc end 
SWARTZ# L L Antitrust Division BO/02/29 Gpp 


Q003310178 Further tesporse to UCS 000201 interrogatories Reminds 
parties that individuals listed in response, re NRC status 
rept«must be contacted through NRC counsel Certificate of 
Svc # af f 1 davi t s ^ prof qua 1 1 f icati ons enc 1 
SWARTZ, LL Antitrust Division 80/03/04 59pp 


6003100092 Confir,Tis ASLD grant of ei tension until 000321 for NRC to 
supplement NRC position on need to consider Claes 9 events 
Parties voiced no objection to extension 
SIMSER.L N Hearing Rranch 2 80/03/06 3pp 


6003140103 Order directing ASl 0 to examine listed issues re uiil mg t 
competence Cbairirian Ahearne 6 Commissioner Kennnedv 
dissented 

CHILK, S J Office of the Secretary of the Commission flO/03/06 

4pp 


— 0OO33JOO29 Statement re mtervenor special problem u/recelving NRC 
mailings Suggests relief by placing rniail in public post box 
u>/o using NRC internal mailing apparatus 
LEWIS, t1 I Affiliation Unknown 80/02/27 2pp 


6003310041 Fourth set of intei rogatories 4 further discovery requests 
directed to NRC Includes questions re anonymous informants' 
tips on const 4 maint concerning filters vent header, 
storage 4 handling of radwaste 1# purification sys 
LEWISiH 1 Affiliation Unknown 80/02/27 6pp 


8003040692 Response in opposition to Chesapeake Energy Alliance 800213 
motion to take action on si* separate matters re admittance 
of content ions# certlfi cation of nondeve loped issues l< 
reconsideration of intervener funding W/Cert i f i cate of Svc 
SWANSON# D T Hearing Branch I 60/02/28 5pp 


B00304Q699 Response in opposition to Chesapeake Energy Alliance 600213 
late-filed Contentions (Di-14 V iDl-15 submitted par NUREO/ 

CR-1270 reviciir Intervenor Failed to show good cause or to 
submit persuasive neu info Certificate of Svc enc I 
SWANSON# 0 T Hearing Branch I 80/02/28 9pp 


8003130614 Ack receipt of 79D822 Itr re discharge of water from 
facility Only liquid w/low or nondetec table levels of 
radioactivity permitted to be released into Susquehanna 
River 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/20 2pp 

—8003130617 Protests discharge of possibly contaminated water from 
facility 

SEARS, S Affiliation Unknown 79/08/22 2pp 

8003130656 Responds to Itr re accident at facility Licensing will be 
delayed until evaluation of NRC 4. Kemeny Commission 
recommenda tions 

DENTON# K R Office oF Nuclear Reactor Regulation 60/02/26 3pp 


—8003130664 Requests revocation of facility license «< moratorium on 
licensing anij nuclear power plant 
STONE) E AFfiliation Unknown 60/03/09 Ip 


600312067G Response to UCS first set of interrogator i es, sup p I oimontl ng 
BOOliO 4' 29 preliminary answers 6 superseding earlier 
statement whenever contradiction is made Includes discussion 
of NUREG-0570 r fUUREG-0505 Affidavits 4 Certificate of Gve 
SWANSON# D T , SWARTZ, L L Hearing Rranch 1 Q0/O3/OV 122pp 


8003170062 Requests revoking Met Ed license 

RHOADS. A # RHOADS, M Affiliation Unknown 00/03/09 Ip 


6003170006 Requests shutdown or facilities 
• Affiliation Unknown 80/03/09 2pp 


8003250330 Memorandum order re discovery in restart proceeding 
Declines Anti-Nuclear Croup Representing York 000225 motion 
Grants e*tensian until 000331 for Met Ed to response to 
intervenors' interrogatories Domes Tfil Alert 800304 motion 
SMITH# I W Atoinic Safety and licensing Board Panel 00/03/10 3pp 


9003240613 Motion seeking order to compel NRC to answer Interrogatories 
210 ft. 2i 1 on NRC attendance cards 6 NRC inputs re restart 
status rept Matteis of factual nature are lubj to disclosure 
per Ethyl Corp vs EPA (J913) Certificate of Svc end 
WEISS, E R Union of Concerned Scientists WEISS, E R Sheldon, 
Harmon 4# Naiss 00/03/ n 4pp 


0003250335 Ack leceipt of t-ourth set of interrogator i es# d i s c Qvery 
requests 4# pleading re tll Lewis problem w/recelvjng mail ft 
suggestions for relief Request re Translation 620 forwarded 
to LPDR S Parley ui 1 1 be provided w/c orr es p ond enc a 
SWARTZ, L L Antitrust Division 00/03/11 6pp 


0003200356 Forwards NRC IransUlion 620 in original Japanese ft ANSI 
N510-J975 "Testing of Nuclear Air Cleaning Sys," in 
response to discovery request W/o ®ncl 

SQUDER# J U Division of Rules and Records 80/03/H ip 


0OO32OOOB6 Memorandum re need for FES preparation prior to facility 
restart ASLD will take no action on issue due to staff 
responsibility to determine whether EIS is required ft due to 
absence of indication from Commission inviting ASLB action 
SMITH#! W Atomic Safety and Licensing Board Panel 00/03/12 


6063)70035 „ 790627 Itr r.,u..t,nj prrman.nl: cUitn, of 

facility Public hearing will be conducted 

DENT0N,HR Office of Nuclear Reactor Regulation 80/02/26 2 


9003190930 Advises that Chairman of ASLD granted extension until 000331 
for NRC to respond to interrogatories 
SlNGERrL N Hearing Branch 3 80/03/13 3pp 


-B003170029 Requests burial of facility 

PERKINS, J Affiliation Unknown 79/08/29 


sMtlal prehearing conference order ruling on 
V* 'S® Includes resolution directing 

Anti-Nuclear Group Representing York ft SC ehoUtf to join 

SrtlTrf^S"’ ^ notification encl 

4lpp ^ ^ Atomic Safety and Licensing Board Panel 00/02/2 


B00324D561 Memorandum ft order ro Chesapeake Energy Alliance Contention 
4 ft suppl to omnibus motion Should clarify whether funding 
needed for psychological issue Emergency planning aspects 
of contention denied Certificate of Svc end 

SMITH, I U Atomic Safety and Licensing Board Panel 80/03/13, epp 


8003250363 Forwards 800229 ft 0303 FR notices re immediate reporting of 
significant events by licensees 4 proposed revisions oF NRC 
environ protection regulations 

SWARTZ, L L Antitrust Division BO/03/14 33pp 
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8003310227 Order clow^ijing Coinru lan /90809 order ^ notice of hearinQ 
re shoi t-terffi actions on Pages 5-7 Paities «tiaij raise safetiy 
concern issues not s{) ec i f ica 1 Ig listed as "short-terflii “ if 
reasonable nexus exists J Ahoaine i J Hondrio dissented 
CHILK«S J Office of the Secretary of the Commission BO/03/ld 
2pp 


8003200519 Response to SC QhoUy d00U7 fitst sot of interrogatories 
Includes info ie testing program for piessuiiier pouer 
operated relief valve I ai.coptance criteria for mctal-uater 
reactions Affidavits encl 

SiJARTZ.L U Antitrust iJivision 80/0J/17 2lpp 


8003200538 Response to Ant i -Nuc leai Group Representing York 800225 
i nterr oga tor i e S j Includes info re design basis for raduaste 
sys (• addl sys reciuirements to be implemonted per NURE0*'057B 
t NUREG-0660 Affidavits f prtif qualifications enc 1 
SINOER.U ti Hearing branch P 80/03/17 Hpp 


8003200553 Response tn Ml Lewis third 5 fourth set of interrogator i qs 
I ncludes info re leaks in waste gas sysi intake air supply in 
control auxiliary bldgs A increase in particulate releases 
from 1975 to 1978 Affidavits end 
SWARTZ. LL Antitrust Division 80/03/17 27pp 

« 

8003200564 Response to UCS 000331 interrogatories Includes info re 
UOCAi operator actions during hcai removal by high pressure & 
pump overspeed during LOCA Rest of intet rogatories will be 
answered by 800331 W/affidavits 

SWARTZiL U Antitrust Division 00/03/17 37pp 


B003200573 Response to Chesapeake energy Alliance first set of 
Interrogatories Includes info re storage of contaminated 
water from TMl *2 conta > nmenf , pi tmary coolant sys leakage & 
radioactive effluent monitoring pio^'isions Affidavit end 
SWARTZ. I U Antitrust Division 00/03/17 4Bpp 


Q003Z40371 Response in opposition to intervenor Aamodt interrogatories 
Objects to Second set. Interrogaioi y 4 of third set» 

Interrogatories 1 6 ib J4a of fifth set Interrogatory 2 of 
sixth set due to nonrelation to issues W/Certi f icate of Sve 
SWANgON. D T Hearing Branch 1 60/03/17 5pp 


60032403/7 Response in opposition to &C Shelly Intel rogatory 16-005 of 
600225 second sot of interi ogatoi i as Quastioii ro deliberate 
sabotage act not reasonably calculated to lead to admissible 
evldencsr per ASUn 791218 order at 30 W/Cer ti f icate of Sve 
CUTCHIN, J M Healing Dranch 3 80/03/17 4pp 


8003260223 Order granting oxtension until 800324 for TMI Alert to lake 
depositions noticed on 800128 ^ until 800331 to take 
depositions noticed on 800222. t e restart proceeding MI Lewis 
may file motion to compel NRC responses by 800319 

SMlTHiI U Atumir Safety and Licensing Qoai d Panel 80/03/17 Ip 


0003270493 Response to Chesapsike Energy Alliance Q00213 
interrogatories Includes statements re storage Of 
contaminated water fi om THI~2 and rate of piimary coolant 
sys leakage Affidavit encl 

SWARTZiL L Antitrust Division BO/03/17 4Sp p 


8003260627 Opposes venting of kiypton gas from TMI-2 ^ restart of 
TMI-i Citizens should not be exposed to constant loiw level 
radiation w/quest ionab le health effects 
WIQLE. 8 Affiliation Unknown 80/03/10 Ip 


8003310446 Advises that iN Singer will personally apprise E Weiss af 
future meetings. in order bo avoid late notifications 
SIKOER.L r4 Hearing Branch 2 80/03/18 Ip 


8003240444 Forwards info in response to Supp 1 ementary Financial Info 
Request 9. in connection w/restart proceeding 

KAFERiF D General Public Utilities ^ GPU Service Corp 00/03/19 

2200pp 


H General correspondence 


8003060305 Discusses actions necessary prior to restart of facilities, 
liability limitations of Pr ice-Anderson Act, storage of spent 
fuels U alternate methods of energy production in response 
to end 791219 Itr to President Carter Zt resolution 
DENTONiH R Office of Mudear Reactor Regulation 80/02/11 7pp 


8003060271 Advises of current activity re facility restart M/o end 
790009 shutdown order status rept on evaluation of util 
compl iance 

VQLLMERiR H TMI-a Operaiions/Support 00/02/14 2pp 


— 8003060267 Ad.tses of concern by ad hoc oversight committee over 
lengthy review process to reopen site ^ effect on util 
customers Restoring public confidence in NRC is key to 
confidence iix nuclear power 

LEWIS. F W Middle South Uti 1 1 tics. Inc 79/08/01 2p 


8003120643 Responds to 791104 Itr re nuclear power plant licensirig NRC 
committed to protect public health & safety Action plan 
including improved safety objectives t imp 1 enienta fc i on 
criteria being prepared to be forwarded to utils 

LEMTON.H R Office of Nuclear Reactor Regulation 80/02/14 2pp 


— 8003120646 Notifies that 791104 Itr to President Carter supporting 
nuclear power has beeti foi warded to NRC for reply Ltr end 
THEREAULT.jp Energy. Dept of 79/12/20 3pp 


8003040242 ExprosseB appteciation for 7910U I tt re disposal of 
radioactive water from TMI Ltr was forwarded to personnel 
preparing pi ogr amma 1 1 c EIS on decontamination t disposal of 
TMI-2 raduastes 

VOLLMER.R H TrtI-2 Operations/Support 80/02/15 Ip 


— 8003040255 Tipresses appreciation for 790402 ltr to President Carter 
suggesting method to impro/e conditions at TMI-2 Efforts of 
NRC state 6 local authorities will assure continued cooling 
of 1 eac tor tore 

DENTON, H R Office of Nuclear Reactor Regulation 79/09/14 3pp 


8003170079 Protests practices or Met Ed 

OARDELL, M Affiliation Unknown 80/02/15 Ip 


8003130666 Responds to ltr re use of EPlCOR-Il water treatment sys 
Discharge of EPICOR-II processed water not currently 
authorized by NRC 

UOLLNER, R M TM 1- 2 Operabions/Supporfc 00/02/25 Ip 


— 8003100668 Oppos«s use of EPlCOR-Il water purification sys at facility 
BTRJCKLER.D Affiliation Unknown 79/10/17 Ip 


0003190434 Responds to E Marshall 791030 ltr to H Denton re TMI 
Commission issued policy statement on 791121 emphasiiing 
intentions to cooidiinate issuance of EIS on disposal of 
wastes ff om THJ-2 accident w/ Presidential council 
UOLLMER.R H THl'2 Operat i ons/Suppor t 60/02/25 Ip 

8003190763 Responds to 790612 ltr re storage of radwaste generated at 
nuclear plants 

VQLLMER.P H TMI -2 Oporaf lons/Soppoi b 60/02/25 Ip 

— B003190767 Requests info re storage of waste from nuclear plants 
nORRlSON.C APfi liation Unknown 79/06/lS Ip 


8003050392 Advises that, ef f octi vc 800201. RJ Toole was promoted to site 
manager Toole will report to director 
HeR0ElN,^i G Metropolitan Edison Co 00/02/28 Ip 


6003130639 Responds to ltr re nuclear energy Programmatic EIS for 
decontamiiiat 1 0-0 b«iog prepared by NRC Public will be 
allowed to cominent 

DENTON. H R Office of Nuclear Reactor Regulation B0/02/2G 2pp 


8003130644 Responds to 790813 ltr re expeditious restart of Unit i 
Restart could not occur before Sept 1980 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/28 2pp 


— 6003130647 Requests expeditious restart of Unit 1 
□WEN. J R Affiliation Unknown 79/09/13 Ip 


8003130671 Responds to 790417 ltr requesting info r< facility Forwards 
NUREO-0600 Questions concerning R*<D should be addressed to 
DOE U/o encl 

DENTON, H R Office of Nuclear Reactor Regulation 00/02/26 2pp 


— 8003130674 Bequests infa re facility by 790420 

OUIOLEY.R J Affiliation Unknown 79/04/17 2pp 


8003170016 Responds to ltr ro 1-131 emissions from facility Principal 
isotopes in escaped gases were Xe-133 N Xe-135 

DENTON.H n Office of Nuclear Reactor Regulation 00/02/28 2pp 


— 8003170019 Requests info re 1-131 emissions from facility 
PEmO<M J Affl I lation Unknown BO/02/29 Ip 


B003170034 Responds to 790421 ltr re facility Accident was not hoax 
Forwards summaries of NURE0-O55Q KUREO-0660 W/o end 
DENTON.H R Qffici* of Nuclear Reactor Regulation 60/02/28 3pp 
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— 0003170038 R^quetti into rfr Nattoral Entuirtr reticle conc^Thinfl TMI 
b oai 

TAUIBE* J Af#j Mation Unknown 79/04/21 Jp 

90031700J2 Responds to 790021 Ur r* r»le.a«» <»f rad 1 c ti vfl riatl< #rOfli 
TMI Release of radjoattive g^ie* U contanil n*ted Lj«ttr not 
tgrrently p ermL t 

OEWTOfJ H ft Office of Wucle^ir Reactor Regulation 00/0-2/20 2pp 


8003170051 Respontfi to 7^0805 Ur lub-mittirig editorial on aceldint 
Describes conditions of rostar t/ p lant recoverg, siting of 
n-uciear plants t- financidi inpacti 

DEMTQr' H ft Office of Nuclear Realtor Regulation 80/02/29 2pp 


— 0003280329 Requests that ifntnedlale action bo taken ra i^ta relnf 
request of General. Public Ufcils subsidiaries ^ return -of 
facilitv to safe operation 

DLUMENFELDi S Affiliation UfiVnouin 00/02/lS Ip 


>'-8003280334 Requests that immediate action be taken re rat* ril||f 
request of General Public Utils return of facility to * 4 f* 
operation 

HERRLINGER, H Affiliation Unknoiun 80'0a/l5 ip 


— B0D32BO33B Requests assistance ic rate lelief request mail* by Cl^ifral 
Public Utjla Faciiitg should be returned to safe operation 
as soon as possible 

RUGENACfiT.B Af f 1 1 lat ion Unknown 80/03/10 Ip 


-'8003l7005i Forwards editorial r* Ualt 2 accident t related llsues 
including safeguards. rejso te siting tt financing of plants 
SPANG. J fi Affiliation Uninown 79/00/05 5pp 


8003170060 Responds to 790421 24 Ur* re radiation doses & new 

requirements resulting from Unit 2 accident Investigation 
found no evidence of intentional malicious actiort Ltr to 
03 J dtd 790424 end 

DENTON- H R Office of Nuclear Reactor Regulation 00/02/28 2pp 


--30031 7O0&7 Requests info re radiation doses resultinji from facility 
acc I d ent 

WALTERS, P A Af#i ] la t i on Unknown 79/04/21 Ip 


0003170070 Responds to Itr to President Carter eipresslng vleui on 
nuclear power Energencq sgs si facility did turn on 
automatical iv 

DEWrON. M R Office of Nuclear Reactor Regulation 80/03/20 3pp 


0003200400 fteeponds to ME Clark, M Lane,UW Link i> JF Welsh itr* rs 
financial condition of Oenerol Public Utils N about TMI NRC 
presently conducting licensing board hearing to determine 
liihether Ti1I-*l can resume operations during TMl-2 cleanup 
OlLlhfSHlYtV Commission 80/03/ 1 i 2pp 


->'8003200406 Expresees concern about financial condition of Qtnsrak 
Public Utils ^ supports restart of TMI-] TMl-1 should not .M 
restricted in operation unless other facilities also 
restricted ^ 

CLARK* ME Affiliation Unknown 80/02/25 Ip 


— 6003280410 Expresses concern about financial condition of Otnerai 
Public Utils supports restart of TMl-l NRC,NJ Board of 
Public Utils ( FA Public Util« Commission should expedite 
rate relief requested b<j util 
LANE, li Affiliation Unknown 60/03/02 Ip 


8003170089 
facility 
eva 1 uate 
issue 
DENTON, H 


Respond* to 790916 Ur re release of radioactive gave* at 
Release of gases not currently permitted NRC wilt 
impact of disposal method L bold public meeting on 

R Office of Nuclear Reactor Regulation 60/02/20 ip 


— 0003170098 Protest* planned releases of radioactive 
QlXLERiG Affiliation Unknown 79/08/16 2pp 


gases at facilitv 


— 8003280417 Expresses support of nuclear power L restart of Tnl'-I at 
earliest possible date 

LINK.L N Affiliation Unknown 60/04/11 Ip 


— 9003260420 Supports re 
eipresses concern re 
Oaneral Public Utils 
WELSH, J F Affiliat 


start of TfU“ 
suspended di 
due to idle 
ion Unknown 


I at earliest possible 
Vidend payments from 
fac 1 1 i t V 
80/03/01 Ip 


date 4 


0003280209 Ack receipt of Itr re util financial Situation Rate 
regulation is handled by various state public util 
c oiTijnis* i ons Hearing being conducted before ASLAB to 
determine if facility C4n operate during Tlil''2 cleanup 
OILINSKV.V Commission 80/02/20 2pp 


60032B04I3 Forwards 720217 Reg Guide 1 23 “Onsite Mateorolog ice! 
program, N Aug J973 Reg Guide 1 50 f. Sept 1975 Reg Ouldi 
1 8 re perspfinel qualifications, in response to 000225 
■“CEA Second Suppl fro Interrogatories to NRC “ U/o end 
SONDERrJ L Division of Rule* and Records 00/03/13 Ip 


— 0003280293 El presses concern re util 
NR-C provide rate relief to util 
HAKILL, J 0 Affiliation Unknown 


financial s I teat i on Reques ts that 
60/02/15 2pp 


8003250162 Certifies sve of NRC responses to UCS, SC Shollv,tlI 
Lewi I , Chesapeak e Energy Alliance 5 Ant i-Nuc 1 ear Group 
Representing York interrogatories on 000317 
SWARTZ, L L Antitrust Division 80/03/17 2pp 


--8003260297 Requests that GPU te permitted to charge rates that enable 
corp to meet obligations to shareholders 
WALKER, W A Affiliation UnInoun 00/03/08 Ip 


— 0003200302 Requests that NRC provide 
p ossib 1 e 

WHERRY, T C Affiliation Ifnknoun 


rate rsHif tp util as quicUv 
00/02/16 Ip 


— 6003280306 Requests approval of rate relief requested bg General Public 
Utils subsidiaries L return of Ti1I-2 to safe protection 
LEEDY, H J Affiliation Unknown 60/02/15 Ip 


vP 


Insurance tr mdemnitg 


inf ormat t on 


6003110504 Forwards certi-fied Endorsement 4 to HAELU Policy )C3“56 
OERETVt H F General Public Utilities “ GPU Service Corp DO/03/06 
3pp 


8003310321 Requests eiterisian of time, from 000401 to 0601, to tomplv 
«/l0CFRl7O re ftnaTjcial protection to cover public liability 
claim* resulting from nuclear incident Eitensioh will allow 
util to survey addl sources of liability insurance 
HER6EIN, J G Metropolitan Edison Co 00/03/26 Ip 


--8003280310 Requests aid in restoring financial statu* of General Public 
Utils 

KNQTT3. M Affiliation Unknown 80/03/06 Ip 


— 8003280315 Request* rate relief L return of facility to safe operation 
as soon as possible 

CASREL,I1 3 Affiliation UnIncun 80/02/15 Ip 


P Gperatinq license stage document* it correspondence 


0001030044 Forwards request for addl info re automatic trip circuitry 
for reactor coolant pump motors Info needed prior to design 
acceptability Ltr transmitted to utils responsible for 
Qcpnoe, Crystal R i ver, TMI , Davi s-Sesse AK I 
RElDiR M Operating Reactors Branch 4 79/12/16 6pp 


'8003280318 Urges that actlo-n be expedited to incree** energy for 
benefit of stoc khelder i, per rate relief request 
CELICHOWEKI, S Affiliation Uninown 60/03/14 Ip 


8003170197 Forwards draft MURED 0630, 'Cladding Swelling L fiu;>tuPi 
Model* for LOCA Analysis" *< topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISENHUT, D 0 Division of Operating Reactors 79/12/20, l^fP 


--6003250324 Requests assistance to expedite rate relief requested by 
Oeneral Public Utils subsidiaries 6 return of facility to 
safe operation 

KANE, 1 G Aff 1 1 lat i an Unknown 00/02/20 tp 


—BO 031 70371 
Analysis 
POWER9, D 


Draft '‘Cladding Swelling t' Rupture Models for LDCA 
A Core Performance Branch 79/ J 1/30 106pp 


■0003280327 Request* that action be taken re rate relief request of 
General Public Utils subsidiaries t return of facility to 
safe operation 

DLUMEKFELD, 8 Af fi 1 lat i on Unknown 80/02/19 Ip, 


8003030096 Forwards Amend 51 to License DPR-SO, safety evaluation L 
notice of issuance L availability 

REiDjfl W Operating Reactors Branch 3 80/01/20 4pp 
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— B003030099 Amend to llcenae DPR-50 deleting requirement to perform 

limited term nonr ad lolog i ca 1 studies 

RElDrR W Operating Reactors flranch 3 □0/01/28 Spp 


G003040004 Responds to 791221 request tor update re NRC participation 
in event or emergency at facility Primary role is to conduct 
Investigations) ver 1 fy implementation of emergency plana It 
procedures tn assure protection of public health t safety 
GRiERrB H Region 1. Ph i lade I ph i a, Office of the Director 
□0/01/26 Ip 


— B003D40013 Requests update to NRC Itr of agteemeht re NRC par ti c Ipa t i on 
In event of emergency 

HERDEIH/J 0 fletropol itan Edison Co 79/12/21 Ip 


8003130209 Foruards commonts on revised radiation protection plans 
COLLINS, J T TMl-3 Qperations/Support 80/01/20 lOpp 


□003130149 Agenda for 600207-09 meeting to discuss Chairman Ahaarne 
response re ACRS participation in rulematting proceeding on 
storage L disposal of radujas te, TMI-1 V NURE0''0i25 
of raduaste 

* ACRS " Advisory Committee on Reactor Safeguards 80/02/07 3pp 


8003090223 Responds to 600113 ttr le disposal requirements for Unit 1 
solid uaste Detailed burial site acceptance criteria is 
being sent to all licensees in neit several days 
CQLLINSjU T Division of Site Safety t Environmental Analysis 

80/02/n 4 pp 


□003170119 Responds to 600118 Itr re solid uasie disposal requirements 
4' advises of transmittal of detailed burial site acceptance 
criteria for met solid uaste 

COLLINS, J T TMl-2 Operat lons/Suppor t 80/02/11 4pp 


8003100057 Responds to 000123 Itr tt order Imposing civil mometBry 
penalties for noncomp 1 lances le 790320 accident Provides 
!|199,000 00 check for fines imposed Will provide response to 
incomplete items following 0OO3Of) meeting ui/NRC Ofc of IE 
ARNOLD, R C Metropolitan Edison Co 60/02/14 Ip 


0003040215 Notification of 900226 meeting u/util in BBthesda,hO to 
discuss restart 

SILVER, H Light Water Reactors Branch 4 B0/0a/i9 Ip 


6003270162 Forwards special operating Procedures R-2-79-Sa U R-2'*79-S3 
used to hydrostatically test decay heat removal sys Packless 
valves employed in sys are Orinnel 2741 valves 
WILSON. R F Metropolitan Edison Co 00/02/19 ip 


—8003270166 Special Operating Procedure ft-2-79-32 
* Metropolitan Edison Co 79/07/29 20pp 


—8003270169 Special Operating Procedure R-2-79~93 
» Metropolitan Edison Co 79/07/23 llpp 


6003060714 Forwards Amend 92 to License DPR-90* safety evaluation tc 
notice of issuance 4 availability 

REIOj R W Operating Reactors Branch 4 60/02/20 3pp 


—0003060720 Amend 52 to License DpR-50r incor poratlng monitoring 
conditions for secondary water chemistry 
REIDiR W Operating Reactors Branch 4 80/02/20 2pp 


— 8003060726 Safety evaluation supporting Amend 52 to License DPR-90 
* Office of Nuclear Reactor Regulation 00/02/20 2pp 


— 8003060730 Notice of issuance 4« availability of Amend 52 to Uicena* 
DPR-90 

REIDrR W Operating Reactors Branch 4 80/02/20 2j»p 


8003190429 Notification of 800313 meeting w/BltW in Bethesda,MD to 
discuss small break operating guidelines 
CAPRA. R A Standard 1 latlon Branch 80/02/22 Ip 


8003290273 Notifies that ban on shipment of raduiaste remains in effect 
until 800314. pend ing completion of training of supervisory 
personnel Involved in transf er, packag ing transport 
of radioactive matl 

COLLlNB,xi T TMl-2 Qperat ioni/8upport 00/02/22 4pp 


8003270060 Forwards executive summary of liquid gaseous releases From 
accident date to end of 1979 4’ add! data re liquid 
discharges to Susquehanna River, 

PORTER. 8 W Porter-Oerti Consultants, Inc SO/02/22 tepp 


8003310133 flot 1 f ication of cancellation of 800313 meeting w/BlW in 
Dethesda.MD to discuss small break LQCA operating 
guide 1 ines 

CAPRA, R A Assistant Director for Standard 4, Advanced Reactors 

□0/02/22 1 p 


8000290261 Informs that ban on shipment of radwaste remains In effect 
until 800314 pending completian of training of supervisory 
personnel involved in transfer, pac kag Ing & transport of 
radloaclive matl 

COLLINS, J T TMl-^2 Qperations/Support 60/02/23 4pp 


— 6003290266 Summary of 800219 meeting w/util personnel re prohibition on 
shipment of radwastc due to unsat i tfac toi y responses to IE 
Bulletin 79-19 

SHANBaKY,< 1 M TM1~2 Qperations/Support 00/02/20 2pp 


Q003050375 Responds to NRC 800119 Ur re Tech Spec Change Request 85 re 
deletion of nonsaf e ty-related sys snubbers Addl fee for 
Class III amend one I 

HERDEIN, J G Metropolitan Edison Co 80/02/26 2pp 


8003050511 Bubntits alternate proposal re maintaining contingency 
raduraste storage in response to NRC 80012! Itr Proposes 
maintaining 160,000 gallons of shielded storage in stations 
combined facilities f^rocess description schedules encl 
HERDEIN.J G Metropolitan Edison Co 00/02/28 3pp 


6003060600 Responds to NRG 600115 Itr re extension of reactor vessel 
internal vent valves surveillance Remittance will be 
forwarded w/formal Tech Spec change request 

HERDEIN.J 0 General Public Utilities ** GPU Service Corp 80/02/28 

Ip 

6003250254 Advises of guidelines for assuring notification of NRC/TMI 
technical support personnol re radiological water I, gas 
movements/processes Requests to be informed o-f scheduled U 
unscheduled movement s/processes 

COLLING, J T THI~2 Operat i ons/Support 80/02/28 9pp 


8003270191 Proposes that appropriate contingency ftorage of radwaste be 
maintained at s tatlon, rather than exclusively at TMl-1 
HERDEIN, d G KetropoUtan Edison Co 60/03/28 3pp 


6003070363 Requests extension of review on reflectors until Q00331 
HERDEIN, J G Metropolitan Edison Co 00/02/29 Ip 


8003130918 Responds to NRC 800109 Itr re voiding during transients on 
ni*W plants Voiding does not occur in RCS during operational 
occurences Forwards D^W rept, “Potential Reactor Sys Voiding 
During Anticipated Transients “ 

HERBEINi J 0 Metropolitan Edison Co 00/02/29 Ip 


■0003130934 “potential Reactor Sys Voiding During Antic ipated 
Transients “ 

* Babcack L Wilcox Co 80/01/31 32pp 


6003040002 Forwards Amend 13 to Restart Rept Provides addl info I* 
responses or schedules for responses to NRC 800121 Itr 
HERDEIN. JG Metropolitan Edison Co 80/03/03 Ip 


—8003040007 Amend 13 to Restart Rept 

a Metropolitan Edison Co QD/03/03 i36pp 


0003110379 Torwardi responses to NRC questions re TMl-1 operatinnal 

THORPE^J R General Public Utilities - QPU Service Corp 00/03/03 

ip 

0003120585 Forwards list of drawings re programmatic E18 that were 
hand-carried from facility by P Leech 0 Lynch 
LEHMAN, U J Metropolitan Edison Co 90/03/04 3pp 


000310017^ Transcript of 800305 briefing on assessment nf cleanup at 
TMI Pp 1-65 

e Commission 80/03/05 65pp 


— B00310018J Forwards “Evaluation of Cleanup Activities at TMI, “ rept of 
special task force formed on 000219 Lists actions to be 
taken In order to restore forward motion to cleanup process 
DIRCK8,M J Office of the Executive Director for Operations 
80/02/29 2pp 

— B003100IS& Forwards “Evaluation bf Cleanup Activities at TMI," for 
■ ridorsaxnent ti forwarding to Commission Program should be 
reassigned high priority due to strong public opinion 
HALLER* W M Office of Management and Program Analysis 80/02/20 
2pp 
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— 3003100190 ''Evaluation of Cleanup Activities at TMI " 

HALLER, N M Office of Management and Program Analgsis 
□ROlfNlHOiR E Division of Uaste Hanagament PiiRPLE.R A 
Ai-sittant Director for Radiol Health t- Safeguards Standards 
00^02/28 59pp 


“-900310019A Appoints recipients to tast rorco to evaluate cleanup 
operations at TH| Scope of revieu enc 1 

D I RCK5, Ul J Office of the Executive Director for Operations 

80/02/ IS 2 pp 


— 0003100203 Suminarijes major near-term consideration involved In TWl 
cleanup Major considerations are eafet^' minimi i ing radiation 
dose released keeping tore protected Requests 
author ) lation to proceed w/controlled purging 
D1ECKAMP,H Ceneral Public Utilities - CPU Servic* Corp 
9D/03/04 •Ipp 


8003110510 Forwards DAM-lAOl. ‘'Pilot Operated Relief Valve Monitor 
Test •• Affidavit encl Kept withheld (ref iOCFRS 790) 

THORPE, J R General Public Utilities ** OPU Service Corp 8O/O3/0& 
9pp 


R003S50297 Piscufscs results of analysis re uneven drauidown of sodium 
thiosulfate 4( sodium hydroiide tank of contai nment bldg 
spray sys Extensive tests required to demonstrate capability 
of syt Outline of alternative end 

RElDrR U Operating Reactors Branch A 80/03/07 dpp 


8003110534 Forwards Amend lA to facility restart rept^ revising 
Chapter 9 to reflect ^ajor organ! latlona 1 changes for more 
effective mgt control Amend combines mgt resources of Met 
Ed hf Oaneral Public Utils to form TMI Generation Group 
HERSEIN^U G Metropolitan Edison Co 80/03/10 82pp 


0003170453 Responds to NRC 000125 itr re reporting of changes I, 
additions to permits & certificates for protection of 
environ Permit amends & author l lations end 
HERBEIN.J 0 Hetropolstan Edlfpn Co 00/03/10 129pp 


0003180430 Requests extension to 600403f for submittal of add I Info re 
containment purge l< venting sys Response not completed 
HER&EIM, J Q Metropolitan Edison Co GO/OG/M Ip 


8003100302 Responds to RRC request for info re 000286 incident at 
Crystal River Unit 3 Preliinlnary response* to Items 1 
through 5 end 

HER0E1N.U 0 Metropolitan Edison Co 00/03/13 7pp 


8003810385 Requests extension until 600419 to submit conceptual design 
of proposed alternate shutdown pane) discussed in util 
791824 Itr Engineering comments on Gilbert Assodatei 
preliminary spec being resolved 

H£R 0 EIN«^i 0 Mitropdttan Edison Co 80/03/10 Ip 


0OO325OS63 Responds to NRC 000182 request for Info re effects of valve 
lineup procedural changes Leaving motor operated valve open 
would eliminate one of three redundant pressure barriers 
Increase chance of overpr e ssur i lation of sys 
HERBEIN. JO Metropolitan Edison Co 00/03/19 2pp 


8003280468 Notifies that second compressed gas monitor was tstabllihed 
at Goldsboro on 000321 Monitor will be installed at fire 
hall 

SMITHM E Environmental Protection Agency 00/03/24 Ip 


— 0003200465 Notifies that analysis of data from baclrground recorder 
stations 6 air samples on 000320 indicates no leak resulting 
from eurlJiary bldg Compressed gas sample of 000319 is 
normal compared w/dally readings of Goldsboro fire hall 
SMITHjA E Environmental Protection Agency 00/03/24 5pp 


8003310346 Provides schedule for relocation of EPICOR-I to Unit 2 side 
fence Earthwork 4 concrete work uilll commence In Apr |< 
component installation in May Transfer uiiU be compltta & 
preoperat i onal in June Info package farthcomlng 
H1L80N. R F Metropolitan Edison Co 00/03/24 Spp 


80038005*14 Requests extension until 900481 to respond to NRC 800180 Itr 
re containmenit purging venting during normal optratlons 
Facility (Jill not be returning to power until revisui Is 
comp 1 1 te 

HER0EIM* J 0 Metropolitan Edison Co 00/03/23 Ip 


60033102S2 Reip-ontfs to NRC 000208 itr ra date for submitting answer 
concerning inadvertent reactor scrams u safety injection 
Utn ulU reepentf by 000687 

HCRBEINjJ. 0 Metropolitan Edison Co 00/03/26 ip. 


0003310875 Forwards Amend l5 to restart rep t> cone I st i ng of proprietary 
version of BAH- 1 601 , "P i 1 o t Operated Relief Valve (PORV) 

Monitor Test” t "Flow Detectors for Pressurizer Code Safety 
A PDRV " SAW- 1603 luithheU Cref 10CFR2 790) 

HERDEIN.J G Metiopolitan Edison Co 00/03/20 2pp 


— 0003310277 Amend 15 to restart rep t, c ohs i st Ing of proprietary version 
of 0AW-i60l, “Pilot Operated Relief Valve (PORV) Monitor 
Test" i Flow Dotectoi 5 for Pressuriier Code Safety 6 PORVs '■ 
OAW-1603 withheld (ror lOCFRS 790) 

« Metropolitan Edison Co 00/03/20 Ip 


--*0003310208 Forwards proprietary DAW-I 6 OI 1 “Pilot Operated Relief Valve 
(PORV) Monitor Test, ' in response to NRC requirements for 
facility restart Rept iirithheld (ref 10CFR2 790) 

THORPE, J R General Public Utilities - OPU Service Corp 
80/03/06 Ip 


-•‘♦8003310207 "Flow Detectors for Pressurlxer Code Safety 6 Pilot Operated 
Relief Valves “ 

* General Public Utilities - GPU Service Corp TDR-i39 
00/03/03 38pp 


— 0003310290 Operatipnal OA p 1 an, Revis ion 8 

a General Public Utilities - GPU Service Corp* 00/03/28 libpp 


Q Inspectto-n reports, IF Outletlns 5 correspondence 


900306G664 Notifies that NRC intends to routinely forward to 
appropriate state public ufcil regulatory groups state attg 
general ofes, copies of escalated enforcement correspondence 
sent by f'lRC to licensees 

GRIER. D H Region 1, Ph 1 ] ad e 1 ph i a. Office of the Director 
79/11/29 Ip 


80G3130D6D Confirms 000129 telcon extending invitation to attend B00307 
meeting in King of Prussia, PA re requirements in IE Dulletin 
79~01I]» "Environ Qualifications of Class IE Equipment " 
proposed agenda encl 

0RIER„0 H Region I, Philadelphia. Office of the Director 
00/01/30 2 pp 


□003030613 Ack receipt of /90a29 I fcr informing NRC of steps taken to 
correct violations noted m IE Insp Repts 50-380/79-04 6 
50-209/79-03 

GRIER, P H Region 1, Philadelphia, Office of the Oirector 
80/02/03 2pp 


- 000303063) Respo-nds to violations noted in IE Insp Repts 50-380/79-04 6 
90-289/79-03 Corrective actions approval required of 
superintendent prior to entry 6 increased surveillance of 
job health physics practices 

HERBEiNtJ 0 Metropolitan Edison Co 79/00/89 3pp 


0003140018 Notifies of inability to submit schedule for completion of 
proposed corrective action for lE Dulletin 79-10 Design of 
proposed mods will be completed by 000307 
HERBEJN, JO Metropol I tan edi son Co 80/02/04 Ip 


8003100049 Atk receipt of 000102 I fcr informing NRC of steps taken to 
correct violations noted in IE Intp Repts 90-809/79-20 i> 
50-320/79-86 on 79G7I9-1022 

GRIER. □ H Region 1. Philadelphia, Office of the Director 
80/02/13 Ip 


’0003100050 Forwards IE Insp Repts 90-209/79-20 6 50-320/79-86 on 
790919-102S Noncompliance noted 

GRIER. 0 H Region i. Fh 1 Jad e ] phla. Office of the Director 
79/11/86 8 pp 


— 8003100064 IE Insp Repts 50-289/79-80 6 50-320/79-86 on 790919-1022 
l^ttncomp! lance noted firewall contained inadequate 
penetration sea Is.- fa 1 lure to follow radiation work procedure 
U implement station administration procedure 

HAVERItAMP.O R . CONTE, R J , KISTER.H D Region 1, Ph 1 Udolph ia. 

Office of the Director 50-289/79-80 79/11/19 a9pp 


9OO385D370 Forwards 1979 insp repts re Beaver Valley & TMl-1 4 relatad 
correspondence Repts conclude that facilities were in 
compliance w/NRC safety requirements Items of noncompliance 
at Beaver Valley were not safety concern 
AHEARNE.JF Commission 80/02/14 2pp 


0003190716 Summary of 791 1G0 meeting w/BtW owners group in Dethesda.MD 
re responses to IE Dulletin 79-050 

CAPRAiP A Standard i ration Branch 00/02/24, lipp 
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8003 140077 Forwards IE Info Notice B0-06^< ''Notification of Significant 
E’^enta " No action rei^uired 

<^RlERrD H Region 1. Ph 1 ladel pbta. Office of the Director 
80/02/27 ip 


8003120457 Forwards IE Info Notice 80-07# "Pump Shaft Fatigue 
Cr-acking " No response required 

ORleR,Q H Region 1» Ph i ladelphlai Office q# the Director 
80/03/29 ip 


8003140370 Forwards supplemental Info to IE Bulletin 79**0iB# "Environ 
1 t f tcation of Class IE Equipment " Response required 
*S8IER.D K Region i# Ph i ladel phla. Office of the Director 
80/02/29 ypQ 


0003100280 Forwards IE Circulai BO-03, "Protection From Toxic Oas 
Hazards ” No written response required 

ORIEr.d N Region I# Philadelphia# Office of the Director 
80/03/06 Ip 


0003100037 Forwards IE Info Notice 80-09# "Possible Occupational Health 
Haiard Associated u/Closed Cooling Sg* for Operating Power 
Plants " No written response required 

GRIER. D H Region 1# Phi lade Iphla, Office of the Director 
80/03/07 Ip 


80 0 3 1 90258 Forwards IE Info Notice 80-00 "States Co Sliding Link 
E^l«ctrical Terminal UlocV " No specific action or response 
T Bciue sted 

ORIER.Q H Region 1# Philadelphia. Office of the Director 
80/03/07 tp 


80032 60306 Forwards IE Info Notice 0O-iO, "Partial Lois of Non-Nuclear 
Instrument Sgs Power Supply During Operation " No specific 
•action or response required 

OFtlERrB H Region 1# Philadelphia# Office of the Director 
80/03/07 tp 


8003260400 Forwards IE OuUetin 80-05# "Vacuum Canditlon Resulting in 
Damage to Chemical Vol Control 8ijs ICVCS) Holdup Tanks " 

A-ctian h written lesponse required 

QFIIER.D H Region t# Philadelphia# Office of the Director 
80/03/ 10 tp 


8003260135 Forwards IE Bulletin 80-06* "Engineered Safety Feature 
fEaP) Reset Controls " Written response required 
ORlERrB H Region li Ph i ladelph la# Office of the Director 
00/03/13 ip 


DOO3SS0329 Forwards IE Info Notice BO-i 1# "Generic Problems W/A6CQ 
V/alves in Nuclear Applications Including Fire Protection 
Sije No action or written response required 
QRIER#B H Region 1# Ph i lade 1 phia. Office of the Director 
80/03/ 14 Ip 


6003260037 Forwards IE Circular B0-04i "Securing of Threaded Locking 
Devices on 8af eig-R« i ated Equipment " No written response 
r •q.uired 

ORIERiB H Region i. Ph i lade Iphia. Office of the Director 
eO/03/14 Ip 


R Periodic operating reports related correspondence 


8003 060523 Forwards "Effluent 4 Waste Disposal Bemlannual Repti 
JuL-Dec 1977 " 

HERDEINiJO HetropoUian Edison Co 00/02/29 Ip 


-•“0003060524 "Effluent 6 Waste Disposal Bemiannuai Rept# Jul-Dee 1979 " 
« Metropolitan Edison Co 79/12/31 32pp 


BOO3110552 Forwards "TMI Aquatic Study Monthly Rept for Jan 19B0# " re 
BCologlcal survey of Susquehanna River 

RESSLERiW C General Public Utilities - GPU Service Corp 00/03/05 

tp 


— S0031 10354 "TMI Aquatic Study Monthly Rept for Jan 1900 

MARDACCl.o A Ich thy olog ical Assoc iatei# Inc 80/01/31 22pp 


0003240312 Forwards monthly operating rept for Feb 1980 
HERDEIN# J G Ketropplitan Edison Co 80/03/19 Ip 


— 0003240314 Monthly operating rept for Ftb 1900 

MITCHELL. DO Metropolitan Edison Co 80/03/iS 6pp 


S Reportable occurrences. LERs V related correspondence 


8003130152 ftO B0-03/IP makeup pump discharge check valves MU~V”734A/C 
found w/damages locking devices on valve seat hoUdoun 
bolts Cause unstated Matls analysis on failed sa f • tg-re lated 
crane tilting disc check valves being conducted 
TOOLE. R J Metropolitan Edison Co 80/02/11 Ip 


8003060045 Forwards safetg evaluation re acc ep tab i 1 1 ty of corrective 
actions tor underground pipe cracks in Seismic Category 1 
piping reported in 761207 LER Any significant changes in 
surveillance program should be reported 
REIDiR W Operating Reactors Branch 4 80/02/13 3pp 


— 0003060049 Safety evaluation re acceptability of actions taken to 
correct underground pipe cracks In Seismic Category I 
piping 

s Office of Nuclear Reactor Regulation 00/02/15 3pp 


8003140134 PND-TMI— Q0'*006 on 800228. crane tipped over in storage 
area south of Unit 5 south gate Caused by improper balance 
while moving scrap metal No injuries Media interest it 
expected 

CONTE. R J # FASANO.A N Region 1# Philadelphia# Office of the 

Director COLLINS# j T Office of Inspection 6 Enforcement. Office 

of the Director 80/02/2B ip 


0003120485 Forwards LER 0O-OO2/O3L-O 

HERBEIN. J 0 Metropolitan Edison Co 60/02/29 Ip 


“-8OO312O407 LER 80-002/03L-0 on 800131# w/plant in cold Shutdoun. annual 
Insp of diesel generator tA<l301-s 2) was not performed 
Caused by repairs in progress on decay heat loop Q 1. spare 
parts on order to support insp Insp will be performed 
TROUTMAN, R C Metropolitan Edison Co 80/02/29 2pp 


8003120561 Forwards NPDES Noncomp i iance Notifications 60-01 St SO-02 
KLINGAHAN, R M Metropolitan Edison Co 80/03/03 ip 


—6003120565 NPDES Noncompliance Notifications 80-01 it 60-02 on 000213 it 
21 samples from industrial watte treatment tyt indicated 
total oil U grease discharge exceeded 48 1 Ib/day limit 
Possibly caused by increased grease loading 
* Metropolitan Edison Co 80/03/03 Ip 


8003170487 Forwards revised LER 80-003/01T-1 

HEROEIN.J 0 Metropolitan Edison Co 80/03/04 Ip 


--8003170493 Revised LER GO-003/01T-i on 800206# during valve modi, valve 
seat holddown devices for HPI pump discharge check valves 
found loose Caused by corrosion of seat holddown devictt 
Insp program it design study are underway 
SUMMERS. R L Metropolitan Edison Co 60/02/27 4pp 


8003250538 Forwards LER 80-004/011-0 

KERBEIN.JG Metropolitan Edison Co 60/03/20 Ip 


— 8003250543 LER 80-004/017-0 on 800306# during piping rtanaly sls» errors 
were discovered in seismic analysis of common decay heat 
suction piping Caused by analysis error Affected piping 
seismic analysis will be corrected Jb hardware thanges made 
MCPHATTERrC F Metropolitan Edison Co 80/03/20 2pp 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION# UNIT I 


P Security# medical# emergency i fire protection plans 


0003070042 Forwards fire protection safety evaluation luppl List 
reflecting current status of safety evaluation items end 
LAINAS.O Plant Systems Branch 80/02/14 2pp, 


— 8003070043 Fire protection safety evaluation suppl for complete itams 
1# items for which licensee proposal found unacceptable 
e Office of Nuclear Reactor Regulation 60/02/14 8pp 


0003140249 Forwards request for addl info re safeguards contingency 
plan info withheld (ref 10CFR2 790) 

IPPOLITO. T A Operating Reactors Branch 3 iPre 790625) 80/02/25. 

3PP 


0003100132 Forwards Section 3 2 i 2 4 of modified amended security 
plan. describ ing physical change Section withheld 
(ref 10qFR2 790), 

ANDDONINI.G C Boston Edison Co, 80/02/26 Ip 
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BD03I7033Q Docunenis completion or f»re protection rftods InPorms of 
dlscrop^ncij re number ot control roam panels u/si^naliriQ sgt 
^ pottpored completion date For testing Fii.e rfotectors tf sys 
d I «c harge test 

/iJ^OOGfUNr- G C Doatan Edison Co 80702/29 3pp 


Q003170374 Notifjes that jti 1 has analyzed ail installed electrical 
cables For I nstt 1 atlori t< jacket matl composition Cables 
located in open brags w/PVC insulation or jacket have been 
coated w/approvcd Flame retardant matl 
ANOQOllINli'C C tJosten Edison Co QO/O3/05 4pp 


DOO3I0O6O1 Forwards info re manpoudr availability t<. nfciliiation of 
personnel in event of fire in cable spreading room Informs 
oP 3-h bam&p encasements for safety Div A raceways 
ANDOONIWI.O C Boston Edison Co 00/03/12 2pp 


60O327O3SI Forwards Copies 1-9 of modiried amenderi! security plan* 
Revision & Plan withheld <rep 10CFR2 7901 
ANOOGJJIWI , a c Boston Edison Co SO/03'20 Ip 


<5 Adjudicatory -correspondence 


00030^0023 Forwards ^^RC order iinposing civil penalties in amount of 
$9,000 ra unautPior i red individual passing undetected into 
protected & vital areas on 7907JI App A 0 of utiJ 791119 
I tr re safeyuards For SNil will be withheld (ref 10CFR2 7901 
STELUOi V Office o# Inspection 4. Enforcement, Office of the 
Director QO/Ol/Sl 2pp 


8C03190092 Foru/ards confirmatory order confirming util 790dl0 
commitment re nec ire o lotion pump trip instdlleticin prior to 
op era t i on 

DEfirori II R Office of Nuclear Reactor Regulation 80/02/2-1 2pp 


*— B003190094 Con f I rma tc r y order confirming util commitment to install 
recirculation pump trip prior to operation 

ElseWMUr.i) 0 Division of Operating- Reactors 80/02/Sl 4pp 


J Iniurance t indem-nity mhormation 


0003030323 Forwards Endorsement 36 to MAELU Policy MF“5Q 
FOULSKAM. P A Boston Edison Ca 00/02/23 &pp 


P Operating license stage docunients f* correspondence 


0003170197 Forwards draft NUREtJ-0630, "Cladding Swelling b Rupture 
Models For UOCA Analysis" t> topics for discussion sent to 
fuel vendors Ret^uests comments by 6-00109 

EISEMlJTtD 0 Division of Operating Reactors 79/12/20 19pp 


— 0003170371 Draft '‘Cladding Swelling t* Rupture Models for LOCA 
Analysis " 

POWERB.D A Core Rerformanc* tJranch 79/1 J/30 lOApp 


8003120298 Forwards comments on proposed radiological effluent & 
environ monitaring Tech Specs Requests that process control 
program for radwaste so 1 id i f i cation, per end guidanc«,be 
subaiitted within 60 days Marled«up Tech Spec* end 
iPPOLITDft A Operating Reactors Branch 3 80/02/14 00pp 


<-“0003120303 "Process Control Program Cui danc e, Sol id Maste Mgt 8ys, 
iR«vlsi-on I 

a Commission 79/02/06 4pp 


0003110339 Forwards Amend 4 1 to License DPR-35, safety evaluation L 
notice of Issuance 5 availability 

IFPOLITO, T A Operating Reactors Branch 3 80/02/22 2pp 


-"<80031 10347 Amend 41 to License 0PR-35> a llowing multsple cpntrol rod 
removal w/reaefcor In refuel mode 

IPPOLlTRjT A Operating fleac-tprs 0ranch 3 CO/02/22 7pp 


— 8003110357 Safety evaluatian supporting Amend 4J to License DPR-'33 
e Office of Nuclear Reactor Regulation 80/02/22 Spp 


•-“GOO-3 110363 Nobfee of issuance * availability of Amend 41 to License 
DPR -35 

iFPOLltO, T A Operating Reactors Branch 3 BO/02/22 2pp 


0003130110 notification of 800229 meeting w/ufcil in Bethesda,MD to 
•discuss plant core spray sparger cracts insp f tnd Ings. cause 
$■ repair program 

HANMON,*/ Operating Rgactor* Branch 3 BO/02/22 Ip 


8003130167 Notification of 800129 meeting u/util in Bethesda-MD to 
discuss turbine msp findings 

HANNON, / N Operating Reactors Branch 3 fiO/02/22 Ip 

S003190411 Ack recript of 600130 Itr rorwarding payment re NRC 000121 
order imposing civil penalities for safeguard incident at 
facility Denies request to withhold 600130 Itr (ref 
10CFR2 790) 

STELLOr V Office of Inspection ^ Enforcement, Office of the 
Director BO/02/22 Ip 


0003110594 Forwards "Secondary Containment Leak Rate Test Data " 
MCOUIRE. P J Boston Edison Co 80/03/03 Ip 


— 6003110601 "Secondary containment Leak Rate Test Data " 
a Boston Edison Co 00^03/03 Jp 


5003200007 Summary of QOOllJ meeting w/Bechtel fy licensees re masonry 
wall f-> pipe support structural interdisciplinary 
c oord mat ion 

LlCClARro,R Operating Reactors Branch { BO/03/03 I6pp 


0003250012 Notification of 000313 meeting u/util f OC in Bethesda,MD to 
discuss plans to operate station during Cycle 3 w/core 
spray sparger cracks 

HANNON r J Operating Reactors Branch 3 00/03/10 Ip 


8003310175 Notification of 600320 meeting w/utils V QE in Dathesda.MD 
to discuss technique t analysis methodology of beyway/bore 
insp on turbine potera 

HANNON. J , BEVAN.R Operating Reactors Branch 3 00/03/14 2pp 


6003250392 Forwards reissued check for payment of NRC 790826 review of 
simulator training program per 600206 request 
ANOOGNINI.G C Boston Edison Co 60/03/17 Ip 


Q003260642 Advises that nc Event 5 isolation valve configuration eiists 
at facility in response to NRC Itr 
ANDQOMINIpG C Doston Edison Co 60/03/19 Ip 


0 Inspection reports. lE Bulletins t correspondence 


8003060651 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups ^ state atby 
general ofes, copies of escalated enfofcement correspondence 
sent by NRC to licensee* 

DRiERiB H Region 1, Ph 1 1 adol ph la. Office of the Director 
79/11/29 ip 


0003040062 Rasponds to IE Bulletin 79“2a re possible malfunction of 
NAMCO limit switches Licensee does not use NAMCO Model EAIBO 
limit suii tc hes, coded 02-79 through 08-79. on saf eby-ralated 
equi pment 

ANDOONirJI.O C Doston Fdison Co SO/Oi/ll ip 


0003060506 Re spofio a to IE Bulletin 80-01 re automatic depr essur i lati on 
sys pneumatic supply Facility has hard seat check valves 
installed to Isolate automatic depressor i lation sys 
accumulator sys from pneumatic supply sys 
AMDOONINI.G C Boston Edison Co BD/Ol/IB Spp 


@003130052 Confirm* 800129 tetcon extending Invitation to attend S00207 
meeting in King of Prussia, PA re requirements in IE Bulletin 
79-OtD. "Environ Dual i r t cat i ons of Class IE Equipment " 

Prioposod agenda end 

ORIER.B H Region 1, ph i lad e Ip hia. Office of the Director 
80/01/30 2pp 


0003120715 Forwards response to IE Bulletin 79-27, "Lost of Non-Cla*s 
l-E Instrument “V Control Power Sys During Operation " Lists 
of sys necessary to bring plant to cold shutdown end 
AN0QGNIME,G C Boston Edison Co 0O/O2/OS 16pp 


80030S02S6 Ack receipt of 791022 itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-293/79-10 End 
detailed response withheld (ref 10CFR2 790) 

GRIER, B Jf Region 1, Ph i lade Jphia. Office of the Director 
80/02/13 2pp 


— 8003050259 Forward * IE I nap Rept 50-293/79- iO on 790521-25 U 0529-0601 
8< npticc of violation Notice of violation withheld 
(ref 10CFR2 790) 

GRICR,B H Region 1. Pb 1 1 ade Iph la, Office of the Director 
79/09/26 2pp 
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— a003050265 IE In^p Rept 50**293/79-l0 on 790521-23 ^ 0529-0601 
Noncomp t («nce noted procedures not established uhlch 
document duties oP securttJj personnel Isolation zone not 
maintained Details uithbeld (ref 10CrR2 790) 

J0NE8. J W . QAILEViR Region 1. Philadelphia! Office of the 
Director DEVLIN^yJ U Region !■ Philadelphia) Safeguards Branch 
79/09/11 2pp 


80031903B7 Ac k receipt of 800206 Hr informing NRC of steps taken to 
correct violations noted in lE [nsp Rept 50-293/79-20 
BRUNNERpE J Region li Phi lad eiphia. Reactor Operations Nuclear 
Support Branch 00/02/20 Ip 


--800319039'! Responds to NRC 800111 Hr re violations noted In IE Inap 
Rept 30-293/79-20 Corrective actions LER 79-046/03L-0i 
denoting organ! zai lona 1 changeiwai issued on 791214 In 
process of Issuing repbs on three remaining events 
ANDOONiNtiO C Boston Edison Co 80/02/06 Ip 


— B003190401 Forwards IE Insp Rept 50-293/79-20 on 791203-07 U notice 
of violation 

BRUNNER) E J, Region b Ph 1 ladelph la# Reactor Operations Nuclear 
Support Branch 80/01/11 2pp 


— 8003190408 Notice of violation from imp on 791203-07 

* Region 1» Ph i lade Iph lai Office of the Director 80/01/07 Ip 


—8003190413 IE Insp Rept SO-293/79-20 on 791203-07 Noficompl lance noted 
failure to report in accordance w/Tech Spec retiuirements 
KEHOErD Region 1, Philadelphia. Office of the Director 
DAUNACK) N . NARTlNi T T Region 1. Ph 1 la d e 1 p h lai Reactor Operations 
Nuclear Support Branch 00/01/07 Spp 


8003140078 Forwards IE Info Notice 0O’'O6r "Notification of Significant 
Events " No action re<iUirQd 

ORIER.B H Region 1, Ph 1 lade Iph la. Office of the Director 
80/02/27 Ip 


6003190694 Gummarg of 800225 meeting w/OE & licensee in BethesdartID re 
OE turbine Insp findings 

HANNON, J N Operating Reactors Branch 3 00/02/27 4pp 


8003120439 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

ORIER,D H Region 1, Philadelphia, Office of the Director 
80/02/29 Ip 


8003120688 Responds to IE Insp Rept 50-793/79-fii Fire protection 
operating procedures will be revised ^ implemented bg 
800415 

ANOO(7N1NliO C Boston Edison Co 80/02/29 Opp, 


8003140353 Forwards supplemental Info to IE Bulletin 79-0113. "Environ 
Qual i f i cation of Class IE Equipment " Response required 
DRIER, B H Region 1, Philadelphia, Office of the Director 
80/02/29 7pp 


8003180267 Forwards IE Circular 80-03, "Protection Prom Toilc Oas 
Hazards " No written response required 

ORIER.n H Region 1. Ph i ladelph la. Office of the Director 
80/03/06 I p 


8003160024 Forwards lE Info Notice 80-09, "Possible Occupational Health 
Hazard Associated w/Closed Cooling Sgs for Operating Power 
Plants '* No written response required 

ORJER.B H Region t, Ph 1 ladelphia, Office of the Director 
80/03/07 Ip 


8003190237 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

DRIER, B H Region t, Ph 1 lade Iphla, Office of the Director 
80/03/07 Ip 


6003260260 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sgs Power Supplg During Operation " No specific 
action or response required 

DRlERiD H Region 1, Ph i ladelph la. Office of the Director. 

80/03/07 Ip 


8003260378 Forwards IE Bullet in 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control G^s iCVCB) Holdup Tanks " 

Action written response required. 

DRIER, B H Region 1. Phi lade Iphla, Office of the Director 
80/03/10 Ip 


8003260110 Forwards lE Bulletin 80-06, "Englnfered Gafety Feature 
(EBF) Reset Controls." Written response required 
DRIER, D H Region 1, Ph i ladelph ia. Office of the Director 
80/03/13 Ip 


8003250262 Forwards IE Info Notice 60-11, "Denerlc Problsms W/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Sgi " No action or written rfsponse required 
GRIER) B H Region 1, Ph i lade I ph la, Office of the Director 
80/03/14 Ip 


B003260014 Forwards [£ Circular 80-04) "Securing of Threaded Locking 
Devices on 8af etij--Rela ted Equipment " No written response 
required 

ORlERrB H Region 1. Philadelphia) Office of the Director 
00/03/14 Ip 


R Periodic operating reports & related correspondence 


6003070367 Forwards, "Radioactive Effluent it Haste Disposal Rept, 
Including Radiological Impact on Humans, Ju 1 -Dec 1979 " 
AND0DN1NI)D C Boston Edison Co 80/03/01 Ip 


—8003070369 "Radioactive Effluent Waste Disposal Rept, Includ ing 
Radiological Impact on HumanS) Vul-Dec 1979 " 

80WDON. T L , nOOOLESKO.F J Boston Edison Co 80/03/01 77pp 


6003190495 Forwards monthly operating rept fur Feb 1960 
liCOUIRE)P J Boston Edison Co 80/03/01 2pp 


—8003190497 HontM,# operating rept for Feb 1980 

WHITNEVrO G Boston Edison Co 80/03/1 1 6pp 


80D32S0527 Forwards sunimarg of recorded annual whole bodg exposures for 
1979 

MCDUIREjP j Dostoti Edison Co 80/03/17 Ip 


—8003250531 8ummar,j of recorded annual whole body exposures for 1979 
« Boston Edison Co 79/12/31 ip 


8 Reportable occurrences) LERs U related correspondence 


8003060539 RO BO-ODl/OlX-0 recentli/ completed util fire haiards rept 
indicates that fire in raceways in several areas of plant 
would jeopardlie safe reactor shutdown Defense-in-depth fire 
protection measures are being completed 
NCLOUOHLlNiM T Boston Edison Cp 80/01/23 Ip. 


B003190442 PNO-1 -80-024' on 800210, fac i 1 1 ty lost incoming 345 kV 
transmission line Caused by external power sys problems Core 
defueled U. spent fuel pool temp remained relatively constant 
during event 

KEHQE, 0 , MARTIN.! , BRUNNER, E Region 1* Philadelphia) Office of 
the Director B0/D2/il Ip 


6003170163 En-60-003 notice of Violation V notica of proposed 
imposition of civil penalities to be issued for License 
DPR-3S Action bated an alleged noncomp 1 ianca r« delivery of 

radwatte 

QROCKGTTiT , OOWeR, 0 Office of Inspection U Enforcement, Office of 
the Director 60/02/12 ap 


0003200040 PNO-I-80-002 on 800223) observed two Individuals climb 
protected erea barrier fence on east side of site 
Individuals eluded security force surveillance All onsite 
personnel identified 

DEVLtNiV U . MARTIN, T. Region 1, Phi lade 1 phla^ Office of the 
Director 80/02/29 Ip 


8003110077 Forwards LGRs 79-052/03X-0, 79-033/04X-0 t 79-034/03L-0 
MCOUtR£,P J Boston Edison Co 80/02/28 Ip 


—8003110085 LER 79-092/03X-0 on 790705, fire deteebar alarm, inltletlng 
from HPGI turbine c ompar tment, annunc iated on panel C114 in 
control room No fire existed Caused by moisture in HPCI 
area from steanv leak 

MCLOUOHLIN.M T Qoiton Edison Co 80/02/19 Ip 


—8003110090 LER 79-09a/04X-0 on 790710 U 0807, temp rise of condenser 
cooling water between intake structure discharge to bay 
exceeded 32 F Caused by seasonally high ambient water temp 
No significant adverse effects to marine life 
MCLOVOKlIN, M T Soston Edison Co 80/02/19 Ip 


—8003110098 LER 79-094/03X-0 on 790007. u/lncomi ng power vnaval lablt, 24 
kV shutdown transformer tripped off line via undervoltage 
relay trip operation Caused by blown fuse -b relay trip, 
MCtOUOHLiN.M. T Boston Edison Co 80/02/19. Ip 


0003240467 Forwards LER 80-009/04T-0. 

HCOUlRE.P.J Boston Edison Co 60/03/18 Ip 
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— a003a40**72 LER BO-OO^/O^T-O on B003i-0> fee 1 1 1 ti| rec«{ved an^lgise* rrpfc 
from utn lab indicating rspcrtabie cone entratl on* of Cr~91 
St Co-tO in sample of m-usf-el taken from facility rflscharge 
canal Cau5« not -jlated 

MCLOW&ffHH. H T Boston Edison Co 60/03/10 Ip 


S003270334 Forwards LER 90-000/011-0 

tiCOUIRE.P J Boston Edison Co 00/03/2! Ip 


— 8003270327 LER GO-OO0/OtT-O on 000300. Jrradia ted fuel moved within fuel 
pool u/o prior satisfaction of Tech Spec requirements Caosed 
procedural madequaeg Fuel rrovoment prohibited Sc 
lecondarg containment leak rate testing initiated 
hCLOUOHLiH- M T Boston Edison Co 80/00/20 2pp 


DOCKET 50-294 MJCKIOAH STATE UNIV RESEARCH REACTOR 


0 Inspection reports. [E Bulletins t correspondence 


B-003120092 Foruards IE Circular 90-02^ ‘'Nuclear Power Plant Staff Work 
Hours '* Mo written response required 

KEPPLER/J 0 Region 3. Chicago* Office of the Director 60/02/01 

Ip 


R Periodic operating reports 4c related correspondence 


8003170180 "Annual Rept for 1979 " 

CARRICKrJ Michigan State Univ G0/O3/0S 2pp 


DOCKET 50-295 ZION NliCLEAR POWER STATiOM. UNJt J 


F Securltg. medicab emer 5 Pnc.g l< fire protection plans 


6003170460 Forwards commerits on supp ] emcnierv items ra fire probectinn 
review for facilities 

MACOOUGAtU. E A BrooVKaven National Laboratory 79/10/08 6pp 


8003190600 Forwards fira protection review Items 3 I 3*3 14 i* 3 I 5 
re gas suppression sys. water suppression sys fire water 
eys. respec 1 1 vely 

HALL.R E DrooVhaven National Laboratory 80/03/07 ♦pp 


60031206(2 Forwards addl info re turbinf bldy fire sump punps & design 
info for cable trays which pass through stairwell separating 
cable spreading rooms Drawings available in Central Files 
only 

MAUOHTOM.WF Comnonwea 1 Ih EdisonCo 80/03/10 Ip 


8003210534 Forwards "Preliminary Evacuation Time Study of 10-Mile 
Radius Emergency Planning Zone " Rept findings should be 
considered preliminary 

PEOPLES* p L Commonuea 1 th Edison Co 60/03/11 4pp 


■8003310559 "Preliminary Evacuation Time Study of 10-J11le Radius 
Emergency Planning Zone " 

* Stone U Webster Engineering Corp 80/01/31 l7Spp 


0003210440 Forwards BML input to piant fire protection review* Items 
3 1 3.3 1 4 b- 3 i 3 Oas suppression sy» 4* water suppression 
sys are satisfactory L should be accepted Firs water sys 
should be rejected Approved fire pump controller needed 
HALL* R E Brookhaven National Laboratory B0-/03/i4 4pp 


0 Adjudicatory correspondence 


B003GSOS26 Requests rejection of license that would Increase onsite 
storage of spent fuel rods by 190X Expansion of storage of 
spent fuel rods compounds original error of alloutny 
facility to be built in first place 
MORRIS. B Affiliation Unknown 80/02/28 ip 


0003310043 Notice o# filing of State of IL exceptions to ASLB 800214 
initial decision 

SEKULERrS N lllinolf. State of 00/03/03 Jp 


—8003310045 Eiceptlons to ASLD 800214 initial decision re L8CA*ma|teup 
water sources. tube swel 1 ing. bora I swelling & related Issues 
Certificate of Sve end 

SE4UL£R*8 N * WOLFF* G M , NARKEV*A K 1 1 1 inoi », Sta te o f 
80/03/03 4pp. 


8003260d>37 Addendum to ASLB 800214 initial decision End Page dbi(a) is 
to be inserted following last line on Page of decision 
LITTLE. L N * REfItCK.F 0 . WOLF* J F Atomic Safety and Licensing 
Board Panel 80/03/07 2pp 


8003310405 Responds tc 790427 request that Director of Nuclear Reactor 
Regulation order full EIS for Amends 44 ftf 41 to CLs For 
reasons set forth in 800313 director's decision under 
10CFR2 206* request denied 

DENTONrH R Office of Nuclear Reactot Regulation 80/03/13 ip 


H General correspondence 


GOD325051 1 Submits suggested distribution list for expediting mail 
delivery of NRC studies 

PEOPLES. D E Commonwed I th Edison Co 00/03/14 3pp 


1 Financial information 


8003250541 Forwards annual financial rept for 1979. statement of 
internal cash flow projected tor 1980 narrative statement 
to which cash flow projection is anne *ed« r x p lain mg 
projection it dealing «w/capital expenditures 
NEXONi H -11 Commonwealth Edison Co 60/03/ fiG 6pp 


P Operating li<ense stage documents torreSpondencB 


6003170197 Forwards draft NUREO-0630, '‘Cladding Swelling it Rupture 
Models for LOCA Analysis" Ic topics for discussion sent to 
fuel vendors Requests comments by 800109 

ElSENHUr, D G Division of Operating Reactors 79/12/20 l9pp 


•8003170371 Draft "Cladding Swelling t< Rupture ModaU for LOCA 
Analysis '' 

POWERS. D A Core Performance Branch 79/11/30 I06pp 


8003060617 Notifies of Completion of generic bounding review re 
Inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than 50 ECCS actuations 

SCHWENCER.A Operating Reactors Branch I 79/12/20 Ip 


6003260457 Forwards request for addl info re containment purge sys *< 
containment venting sgs (nfo should be provided within 45 
days 

SCHWENCER.R A Operating Reactors Branch 1 00/01/09 3pp 


8003060433 Responds to 000130 Itr expressing concern re loss of boron 
traceability of burial plates at Brooks it Perkins Drooks Sc 
Perkins is developing sys to i educe length of serial numbers 
& amount of manual number transfers 
STEPTQE.F I sham* Lincoln b Deale 60/01/31 2pp 


G003)30’225 Forwards safety evaluation reviewing licensee response ra 
vibrations causing chemical b vol control sys failure 
Installed dampers are affectively reducing excessive 
pressure fluctuations In positive displacement pump lines 
NOONAN. V Engineering Branch 80/02/08 (p 


—8003130234 Safety evaluation reviewing licensee response re vibrations 
causing chemical t vol control sys failure Tnstalled dampers 
are effectively reducing excessive pressure fluctuations in 
positive displacement pump lines 
* Engineering Branch 80/03/08 2pp 


8003200273 Summary of 600110 meeting w/util 4* Nestinghovse re proposal 
to increase radial peaking factor from 1 86 to i 93 
Meeting agenda end 

reeves. E A Operating Reactors Branch 1 80/02/12 6pp 


8'D03I90130 Notification of 800220 meeting u/Con Ed < Comm Ed it PASNY in 
Qethesda. Hl> to discuss severe accident mitigation features 
for facilities Proposed agenda eneJ 

0L6HAN. L Operating Reactors Branch 1 REEVESj E Operating 
Reactors Branch 1 IPre 791030) 30/02/14 3pp 


8003190136 Corrected notification of 600220 meeting w/Con Ed. Comm Ed t. 
PAENV in BathesdarMD to discuss severe accident mitigation 
features for facilities Starting time has been changed to 
9 30 AM 

GLSHANiL Operating Reactors Branch i REEVES. E Operating 
Reactors Oranch t <Pre 791030) 80/02/19 Ip 


6003120139 Forwards safety evaluation re charging pump induced 
vibrations 

SCHNENCERfA Operating Reactors Branch I 80/02/20 2pp 


— '6003f20’l 44 Safety evaluation re charging pump induced vibrations 
Mods acceptable 

* Division of Operating Reactors 00/02/19 2pp 
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B003130320 bummai ij of B00220 ineeting u/util« 4. NRC re Accident 
mitigation featui es foi facilities 

OLSHAN- L N Operating Reactors Branch 1 00/02/21 App 


— B003I30357 Foru/ards near-site study for facilities in rosponso to NRC 
791205 requests for bO-day crash effort 

PEOPLES, D L Corntnoniiieal th Edison Co CAHILL, N J ConsoUdatod 
Edison Co of New YorV DAV/IS, J F Power Authority of the State 
of New Yort 80/02/19 Ip 


— B003130364 "Indian Point fj Zion Near Site Study " 

e Comrnonwea 1 1 h Edison (o -t> Consolidated Edison Co of New York 
* Power Authority of the State of New York 80/02/20 73pp 


8003030353 Foruai ds addl responses to Lessons Learned Task Force 
Category A requirements in response to NRC 800121 requests 
Includes info re power source foi pressurlier haaters 4 
subcooling indications 

PEOPLES, 0 L Commonwealth Edison Co 80/02/22 I6pp 


8003130014 Notifies of data indicating ftsftlcin gas release rata from 
LWR fuel pellets increases w/burnup No licensing action 
required for operating i cactors Users of Uestlnghouse fuel 
must quantify burnup if new design criteria violated 
SCHNENCER.A Operating Reactors Branch 1 80/02/25 2p(i 


B00327034b Summary of 800222 telcon tu/NRC re 800219 Itr concerning 
factor of safety on shell type expansion anchors on safety- 
related piping sys 

PEOPLES, n L Commonwealth Edison Co 80/02/29 2pp 


8003130453 Requests withdrawal of 7^30129 license amend request re 
protective instrumentation diift More detailed study needed 
PEOPLES, I) L Commonwealth Edison Co 80/03/03 Ip 


B003130393 Forwards addl info for NRC review of facility nearo^slte 
study Includes necessary data for concrete to reinforcing 
steel weight ratios ^ F SAR, Sec b 1 oris 5 1-44,45 it 6 i-4 
NAUCHTQN.W r Commonwealth Cdison Co 00/03/04 7pp 


0003180358 Forwards revised Pages 158 it 159 far auxiliary feedwetar 
sys Tech Bpecs, ref loc i ing editorial coirecbions & 
reformatted surveillance 4, testing requirements per 791231 
amend request 

NAUOHTON, W F Commonwealth Edison Co 00/03/12 2pp 


— 8003180359 Revised Pages 1S0 h 159 for auxiliary feodieater sys Tech 
Bpcc Si re f 1 ec t ing odltoiial coirections it reformatted 
surveillance f' testing requirements per 791231 amend 
request 

* Commonwealth Edison Co 80/03/12 3pp 


80031803ilS fiosponds to 800r‘*23 lequest for info re existing primary 
coolant sys pi essure isolation valves 

NAUGHTONf, W F Commonwealth Edison Co 80/03/14 3pp 


8003210505 Forwards addl irifo for containment purge %t venting sys in 
response to NRC Q00109 request All instrumentation needed to 
initiate engineered safety features is designated as safety- 
related equipment 

NAUOHTONj N r Commonwealth Edison Co 80/03/17 4p p 


800324035V Submits addl response to NRC requirements for auxiliary 
feedwater sys Results of temp analysis in turbine areas 
conclude that safety equipment not degraded to prevent safe 
shutdown 

NAUOHTGN,U F Commonwealth Edison Co 80/03/10 2pp 


8003270502 Forwards addl info re auxiliary feedwater sys flow 
requirements in i esponse to NBC 790719 request Auxiliary 
feedwater sys is relied on to prevent core damage h «ys 
overprossur 1 lation in event of transients 
NAUGHTON. N F Commonwealth Edison Co 00/03/ IB tSpp 


B003200631 Forwards pioprietary ^ nonproprietary versions of info on 
turbine disc Integrity In response to NRC 800225 request 
Affidavit it application for withholding anci Proprietary 
version withheldiref 10CFR2 790> 

NAUOHTON, W F Commonwealth Edison Co 80/03/19 47pp 


Q Inspection repoi tsi IF Bulletins i< correspondence 


0003190007 Forwaids IC Circular 79-25, 8upp I A, "Shock Arrastor Strut 
Assembly Interference " No written response required. 

KEPPLERjJ 0 Region 3, Chicago, Office of the Director eO/Oi/31- 
Ip 


8003120140 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours '* No written response required 

KEPPL£R,J Q Region 3, Chicago, Office of the Director 00/02/01 

Ip 


G0031401A9 Forwards IE Bulletin 80-03, "Loss of Charcoal from Std Type 
1 1 , Two-Inch, Tray Absorber Cells *' Action required 

KEPPLER,J 0 Rsgian 3, Chicago, Office of the Director 80/02/06 
ip 


6003110092 Forwards IE Bulletin aO-04, "Analysis of PUR Main Steam Line 
Break U/Continued Feedwater Addition " Written response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/-02/09 

Ip 


B003190316 Forwards IE Info Notice QO-OS, "Chloride CantaminA,ti on of 
Safety-Related Piping V Components " No written response 
required 

KEPPLERrs) 0 Region 3, Chicago, Office of the Director 60/02/08 
ip 


0003310414 Forwards IE Insp ftepts 50-295/79-26 50-304/79-25 on 

791129,1220,800103-04 t 10 No noncompliance noted 
FIORELLI,0 Region 3, Chicago, Reactor Construction U Engineering 
Support Branch 00/02/13 2pp 


—8003310422 IE Ihsp Reptt 50-295/79-26 50-304/79-85 on 791129,1220. 

000103-04 t 10 No noncompliance noted Major areas inspected 
damaged Bergen-Patersqn large bore hydraulic snubbers on 
steam generators 

DANIELSON, 0 H Region 3, Chicago, Reactor Construction it 
Engineering Support Branch YIN, 1 T Region 3, Chicago, Office of 
the Director 60/02/07 6pp 


6003140480 Forwards IE Info Nolice 79-37, "Cracking in Low Pressure 
Turbine Discs" u/errata sheet ^ request for info related to 
turbine disc cracks Reply requested within SO days 
EtBENHOT, D 0 Division of Operating Reactors 80/02/25 3pp 


0003120675 Forwards IE Info Notice 00-06. "Notification of Significant 
Events " No action required 

KEPPLER,J 0 Region 3. Chicago, Office of the Director 60/02/27 

ip 


8003200076 Forwards responses to lE Bulletin 79-27, "Lost of Non-Class 
IE Instruman tatlon ^ Control Power Sys Bus During 
Operation " 

PEOPLES, D L CQmir.onwealth Edison Co 80/02/20 2Spp 


8003120336 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No respan«e required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/02/29 

ip 


8003140321 Forwards supplemental info to IE BuMetln 79-OlB, "Environ 
Qualification of Cla^s IE Equipment " Response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 60/02/29 

8pp 


6003190452 Requests advance approval of nondestructive examination 
exemptions requested Q0D79D626 Itr re revised Iniervice Inip 
program Requests advance approval from performing volumetric 
examinations on preasure retaining bolts 
PEOPLES, D L Canmonuieal th Edison Co 80/03/04 2pp 


8003180229 Forwards JE Circular BO-03, "Protection From Toxic Gas 
Kaiards ■' No written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/03/06 

Ip 


6003260140 Forwards IE Info Notice 60-09, "Possible Occupational Health 
Haxard Associated N/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLERfJ 0 Region 3, Chicago, Office of the Director 6D/03/07 
Ip 


8003260426 Forwards IH Info Notice 80-10, "Partial Lots of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

KEPPLERr J. 0 Region 3, Chicago, Office of the Director 80/03/10 

ip 


8003260516 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCSl Holdup Tanks “ 

Action Sc written responst required 

KEPPLER, JO Region 3, Chicago, Office of the Director 80/03/10 
Ip * 
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eo032&0aaa Forward* IE BuJUtin SO-OAp "Enginee-red Safety F»«tupa 
(ESF) Ratat Controls " WrUten ra-sponsr rsdulred 

KEPPLERfJG Ragion 3i Chicago. Office of Ue Director 90/03/13 
IP 


6003250070- Forwards IE Info flotica aO-llr "Otnaric Problem* W/ASCO 
Valve* it> Nuclear Applications Including Fire Protection 
Si{s *' No action or uritten response ra<ii/irad 

KEPPLER<J 0 Region 3. Chicago. Office of the Director 90/03/14 

Ip 

9003260292 Forward* IE Ctrcuiar 00-04, ''Securing of Threaded Locking 
Divica* on Sa f • t y -Ra ] a t ed Equipment " No uiritten re»ponse 
required 

KEPPLER.J 0 Region 3. Chicago, Office ef the Director 00/03/14 

ip 

ft Periodl'c operating report* 4 related correspond snce 


6003050624 Forward* radiation eiposur# rept for 1977. con* t I tuting Part 
S of operating rept 

WANSKE. N £ Commonuea 1 th Edi«on Co 90/02/04 tp 


—0003050632 Radioactive effluent* U occupational radiation exposure* 
rept for 1779, con* tttut i nj Part 2 of operating rept 
a Co/nmonwealth Edison Co 79/18/31 32pp 


600304040-4 Forward* corrected tnonthly operating rept for Jan 1900 
HANDKE. W E Cammonueal th Edlton Co 90/02/26 Ip 


--8003040549 Corrected monthly operating rept for Jan 1780. 
COOK. J M Commorweelth Edison Co- 90/02/26 2pp 


0003110473 Forward* rrionthlg operating rept for Feh 1990 
WANDKEiN E Commonwealth Edison Co BO/03/07 Ip 


—8003110475 Monthly opeTatlng rept for Feb J790 

COOK, J M Conunonwea 1 1 b Edison Co G0/D3/O7 iipp 


9 Refortatle occurrences, LER* I, related correspondence 


6003130650 FNS-in-aO-002 800129. *ui tcfihoard operator received call 
suggetting facility should be blown up Caller allegedly 
has part* for bomb ftetldent Inspector received call same 
day Increatfd security eiriployed No disruption of operation 
DONAHUE, JF Region 3. Chicago. Office of the Director 80/01/29 
Ip 


8003200411 Forward* LER 80-007/03L-0 

NANDKE, N E Com/nonuealth Edison Co GO/03/13 tp 


-"•8003200410 LER 80-009/031.-0 000212, w/Un i t I in constant •peed drive U 
Unit 2 at 99^ power, control room monitor began high alarming 
w/ insufficient meter reading to trip alarm Caused by 
defective detector tube &< faulty connection on meter pin 
AK£R,R Conmonweat th Edison Co 80/03/13 Ip 


DOCKET 90-276 BROWNS FERRY NUCLEAR POWER STATION, UlfIT 3 


F 8 icuritv< medical, emergency it firm protection plans 


9003240019 Forwards summary of NRC vital area analysis Request* 
position of analysis it proposed change* to phyeical security 
program Vital area analysis summary withheld 
<r4f 10CFR2 7701 

JPPDUlTOiT A Operating Reactors Branch 3 00/02/15 2pp 


8003260369 Forwards evacuation time estimates pravidfd by Hamilton, 
Lawrence Lirtestone Counties No unusual evacuation 
constraints requiring special planning measures identified. 

One ovirslie j^ap end Nap available In Central Fites only 
HILL 81 L <1 Tennessee Valley Authority 80/03/20 ?pp 


H Oenerai correspondence 


0CO3O3O339 Forwards estimates of Incremental occupational man-rem 
exposure resulting from temporary onsite storage of low 
level radioactive trash described in utii flOOl®! J tr, 

HILLS, L M Tennesfed Valley Authority, 80/02/29 4pp 


K Utility Final Safety Analyst* Report IFSARJ I; amands 


8003190421 Forward* Amend 70 to FSAR, 

MILLS, L M Tennessee Valley Authority 80/03/14 2 pp 


—8003190426 Amend 70 to FBAR 

# Tennessee Valley Authority 00/03/10 43pp 


p Operating license stage documents it correspondence 


8003170177 Forwards draft NURE0-0630i "Cladding Swelling it Rupture 
Models for LOCA Analysis" it topics for dltcusslcin sent to 
fuel vendori Requests comments by 900109 

EI 8 ENHLIT, D 0 Division of Operating Reactors 79/12/20 I9pp 


—6003170371 Draft "Cladding Swelling it Rupture Models for LOCA 
Analysis " 

POWERS, D A Core Performance Branch NUREO-0630 79/11/30 

106pp 


8003030068 Forward* Amaod* 57,52 tc 30 to Licenses DPR-33, DPfi-52 it 
OPR- 68 , raspfc 1 1 ve ly, safety evaluation 6 notice of istuanct 
it availability 

IPPQLlTOrT A Operating Reactor* Branch 3 80/01/31 3pp 


—6003030070 Amend* 9/. 92 4 30 to License* DPR-33, DPR-92 it DPfi-60, 
respect! ve I y, Cheng ing limiting conditions for operation & 
surveillance requirements to levels used prior to 800114 
IPPOLITO. T A Operating Reactors Branch 3 60/01/31 3lpp 


0003030074 Safety evaluation supporting Amends 97,52 U 30 to Licenis* 
DPR-33, DPP-52 V DPR- 68 , re spec t i vely 
* Operating Reactors Branch 3 80/01/31 2pp 


— 8003030000 Notice of issuance i< availability of Amends 57,92 & 30 to 
Licenses DPR- 33 . DPft-52 it pPR-60 respectively 
IPPOLITQ, T A Operating Reactor* Branch 3 80/01/31 2pp 


8003240500 Confirm* 000131 request to visit facility on 800219-20 to 
review 4t verify imp lementatl on of TMf-2 short-term Lessons 
Learned Task Force requirements Visit to Include control 
rooms, onsite technical support ctr i, operations support ctr 
tPPOLITO. TA Operating Reactors Branch 3 80/02/11 3pp 


8003030083 Forwards Amends 38,93 it 31 to License* DPR-33, DPR-52 it 
DPR- 681 respec tl ve I y, safety evaluation i notice of Issuance 
ti availability 

IPPOLITO. T A Operating Reactors Branch 3 80/02/13 2pp 


—8003030067 Amends SB, 53 «. 31 to License* DPR-33, DPR- 52 U DPR-60, 
respectively, increaeing duties of nuclear safety review 
boerd it increasing membership o-f plant operations review 
committee 

IPPOLITO, T A Operating Reactors Branch 3 80/02/lP 35pp 


—8003030099 Safety evaluation supporting Amend* 99,93 it 31 to License* 
DPR-33| DPR-92 i DPR-bB, respec 1 1 vely 

IPPOLITO, T A Operating Reactors Branch 3 80/02/13 4pp 


—8003030072 Notice of IssuancP ^ availability of Amend* 98,53 i 3J to 
Llcanses OPR-33, DPR-52 it DPR“ 6 a, respect i vely 
IPPOLITO, T A Operating Reactors Branch 3 80/02/13 2pp 


8003140119 Forwerd* request for addl info re isolation of main steam 
lines following high temp logic actuation 

IPPOLITO. T A Operating Reactors Drench 3 80/02/18 3pp 


8003240125 Forwards request for addl info re containment purge sys it 
containment venting sys 

IPPOLITO, T A Operating Reactors Branch 3 00/02/26 4pp 


8003200047 Forwards NRC evaluation of action* taken by util to satisfy 
Lessons Learned Task Force Category A recommendations 
Concludes that all Category A requirements have been met 
satisfactorl ly 

IPPOLITO, T A Operating Reactors Branch 3 60/02/29 I 6 pp 


0003100352 Requests NRC permission to utilite cable warehouee re low 
level radioactive trash storage for period up to two yre. 

Revised Page 2 to 800121 amend request encl 

CR088,Jli Tennessee Valley Authority 80/03/13 2pp, 


■—8003100353 Revised Page 2 to license amend request 
a Tennessee Valley Authority 00/03/13, Ip 


60032110337 Forwards response to NRC 600223 request Ipfo re UNR primary 
coolant sys pressure Isolation val Vfi. Continued operation 
of facili^ gcistlf led. OLs should not be mod 1 f I ed, suspended 
or revoked, 

MILUL M Tennesiti Valley Authority 00/03/14. 2pp 



DOCKETED ITEMS 


117 


8003260400 Foriuards Bvaluaiion of containment purgie in I'C^pon-^e to 

NRC 791025 rtjquDst 

MILLS^L M Tennessee Valiev Aofchontv BO/03/17 9pp 


80032B054B Forijards commenis re NUREO/CR-0660 in re-sponso to NRC 790604 
request Does not agree that retrigerated starting air drver& 
ahould be installed on starting air sgs A^nbient air ta^p 
range greater than temp for which drgei s designed 
MlLLBiL M Tennessee Valleg Authoritg 60/03/21 p 


3 Inspection reports^ IT Uulletins ^ coi respond ehc e 


Q003190324 Forwards IE Insp Repts S0-S59/79'-39. 50-360/79-39 )U 
S'0-296/79-39 on /910lS-n09 No honcomp 1 lanc e noted 
LCNIS' R C Region Si Atlantai Reactor Operations Nuclear Support 
Branch 60/01/09 2pp 


—8003190332 IE Insp ftepts 50-259/79-39,50-260/79-39 & 50-396/79-39 on 
791015-1109 No noncomp 1 lanc e noted Najoi areas Inspected 
plant operati onsi plant boui s< ROsi ref ue 1 ing > ma int* phijs 1 ca 1 
protection t radiation area controls 

DANCEiH C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch SULLIVAN, R F Region 2, Atlanta, Office of the Director 
80/01 /OB 4pp 


8003050355 Forwards IE Insp Ropts 50-259/79* 46,50-260/79-46 fc 
50“296/79'-46 on 791127-1207 No noncomp 1 lane e noted 
LEMlS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/01/17 2pp 


-“8003050360 lE Insp Repts 50-259/79-46, 30-260/79-46 50-396/79-46 an 

791187-1207 No none omp 1 i anc e noted Major areas inspected 
plant op era 1 1 ons 1 p ) ant tours, Rds* refuel i ng. mam t ■ phgsica 1 
protection it radiation area controls 

DANCE, H C Region 8, Atlanta. Reactor Qpeiations Nuclear Support 
Branch SULLIVAN, R F Region 2, Atlanta* Office of the Director 
80/01/17 4pp 


8003250117 Ack receipt of 791217 I ti informing NRC of steps taken to 
correct violation noted in JE Insp Repts 50-359/79-37, 

50-260/79-3/ f, 50-296/79-37 

LEUI6, R C Region 2, Atlanta, Reactor Operations Nuc leai Support 
Drench BO/Ol/l/ ip 


— 6003250139 Responds to NRC 791136 1 ti re violation noted in IE Insp 
Repts 50-259/79-3/. 50-260/79-37 t. 50-296/79-37 Corrective 
actions refrigerant puiifiet replaced u/redaimer unit Check 
valve replaced liquid indicator 

MILIB.L M Tennessee Valleg Authority 79/12/17 3pp 


-“80032S0166 Forwards lE Insp Repts 50-259/79-37,50-260/79-37 i* 
50-296/79-37 On 791106-09 t notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 79/11/26 2pp 


— 6003250172 Notice of violation from insp on 791106-09 

* Region 2, Atlanta, Office of the Director 79/11/33 tp 


—0003250179 IE Insp Repts 50-259/79-37,50-360/79-37 h 50-296/79-37 on 
791106-09 None omp 1 1 anc e noted failme to review stj* design 
changes re control bag atr conditioning sv& 

DANCE, K C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch CHASE, J W , PRICE,!) S Region 2, Atlanta, Office of the 
Director 79/11/23 Opp 


8003030066 Informs that util will provide addl info re IE Bulletin 
79-OlD re environ qualification qf class IE equipment Review 
for OL applicants will be handled through nortnal review 
process 

HILLS, L M Tennessee Valley Authority 00/01/23 2pp 


0003070001 Responds to IE Bulletin 79-Oin, ’“Environ Qualification of 
Class IE Equipment " Bulletin applies only to operating 
plants Info responsive to bulletin will be provided for 
Browns Ferry facilities 

MILLS, L M Tennessee Valley Authority 80/01/25 2pp 


8003070094 Forwards IE Insp Rept 50-296/79-02 on B0QI09-11 No 
noncompl lance noted 

KENNA, W B Region 2, Atlanta, Safeguards Branch 80/01/29 2pp 


—0003070096 IE Insp Rept 50-296/80-02 on 800109-11 No none omp ) iance 
noted Major areas inspected matl ^ control accounting 
Details withheld (ref lOCFRa 790> 

OILLESPIE.F P Region 2, Atlanta, Office of the Director 
HQDOEB, vj 14 Region 3, Atlanta. Safeguards Branch, 00/01/29 Ip 


8003170052 Forwards lE Info Notice 00-03, "Mam Turbine 
E 1 ec truhydraul 1 c Control Sgs " No specific action or 
responsa required 

O'REILLY.J F Region 2, Atlanta, Office of the Dtrector 00/01/31 
3pp 


0003190134 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assemblg Interference " No written response required 
0*REILLV, J P Region 3, Atlanta. Office of the Director 00/01/31 
Ip 


0003190619 Forwards IE Insp Repts 50-259/80-01,50-260/80-01 b 
50-296/B0-OJ on 800116-18 No noncompliance noted 
STQHR. J P Region 2, Atlanta. Fuel Facility U Haterials Safety 
Branch BO/02/04 2pp 


—8003190623 IE Insp Rapts 50-259/80-01,50-260/80-01 5O-296/B0-O1 on 

800116-10 Np noncomp I iance noted Major areas inspected 
adminlstrativa control s, thermal t chemical discharges, 
chemical usage, I icensee event repts U environ surveillance 
JENKINS.Q R Region 3, Atlanta, Fuel Facility & Materials Safety 
Branch CUNNINGHAM, A L Region 2. Atlanta, Office of the 
Dvrector 00/02/04 3pp 


8003260019 Forwards IE Info Notice 60-04, "BNR Fuel Exposure In Ecceis 
of Lioilts ““ No action or response required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/04 
Ip 


0003200336 Forwards monthly status rept for work re IE Bulletin 79-14 
Rept fepresents status of work as of S00201 
iltLLB, L M Tennessee Valley Authority flO/02/07 ip 


0003100082 Forwards IE auUetln 80-04, "Analysis of PWR Main Steam Line 
Break UZ-Conti need Feedwater Addition " No written required 
O^RElLLY. J F Region 2. Atlanta. Office of the Director 00/02/08 
app 


8003190441 Forwards IE Info Notice 90-05. '“Chloride Contamination of 
Oaf etq-Rela te d Piping L Components ““ No written, response 
required 

O'REILLY, J P Regicjn S. Atlanta. Office of the Director 00/02/08 

Ip 


8003250371 Forwards IE Insp Repts 50-259/80-02,50-260/00-02 «• 
50-296^/00-03 on 000121-24 No noncomp 1 iance noted 
LEWIS, R C Region 2, Atlanta, Reactor Operations Muclear Support 
Branch 80/02/11 2pp 


--8003250302 IE Insp Repts 50-259/80-02,50-260/00-02 SO-296/BO-03 on 

000121-24 No noncomp i lance noted Major areas inspected 
refueling activities of Unit 1 in preparation for Cycle 4 
review of Unit 3 startup testing at Cycle 3 

UPRECHTtC ti Region 2, Atlanta, Reactor Operations Nuclear Support 
Drancl) JULIAN. C Region 2, Atlanta, Office of the Director 
00/02/00 4pp 


8003120761 Forwards supplementary response to IE Bulletin 79-lQi 
“‘Audibilitg Problrms Encountered on Evacuation of Personnel 
from High Noise Areas '“ Total upgrading of existing public 
address L evacuation sys necessary 

M1LL8,L M Tennessee Valley Authority 60/02/12 2pp 


8003210044 Forwards lE Insp Repts 50-259/80-04, 30-260/80-04 U 50-296/ 
BO-04 on 000121 No noncomp 1 iance noted 

O'REILLV.J P Region 2, Atlanta, Office of the Director 00/02/13 

2pp 


— 0OO321OOS4 IE Insp Repts 50-259/80-04.30-260/00-04 In 50-296/00-04 on 
000121 No noncompliance noted Major areas Inspected 
precedvres to ensure restoration of normal egntainment 
penetratign closure conditions 

LEi|I8*0 C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch SULLIVAN, R F Region 2, Atlanta. Office of the Director 
00/02/ 12 3pp 


0003060347 Act receipt of 791217 Iti informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/79-34, 
50-260/79-34 Ic 50-296/79-34 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/15 Ip 


— 6003060356 Responds to NRC 791121 Itr re violations noted in IE Insp 
Bepts 50-259/79-34 , 50-260/79-34 t 50-276/79-34, Come 1 1 ve 
actions dlv procedure revised to define temporary 
alterations under unusual circumstances 
MILLS, L M Tennessee Valley Authority 79/12/17 2pp 
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3003060365 Forwards IE Imp Rept* 50-260/79-34 t 

SO-396/79-34 on 7909 1 7" 1 0| 2 6. notice of vloUtion 
LEWIS, R L Region 2. Atlanta, Reactor Operations Muctear Suppoilf 
Branch 79/11/21 2pp 


— 8003060367 Notice of violation froei insp on 790917-1012 

* Region 2, Atlanta. Office of the Director 79/11/21 Ip 


~-8003D60a76 IE Insp Repts 50-259/79-34,50-260/79-34 & 30-296/79-34 on 
790917-1012 Noncoflipl lance noted Installation Pf nonapproved 
lumpers in train sfcearv line tynnel high-temp manitoring 
tafety circoit , ^ * 

DANCE.H C Region 2, Atlanta. Reactor Operation* Nuclear Support 
Branch SULLIVAN. R F Region. 2. Atlanta, Office of the Director 
79/11/21 5pp 


3003100015 Forurard* luppleruntel rfsponsB to IE Duiietan 79-07 URS/ 
Olume compoter rwn Indicates that algebraic somniablon of 
codir ec tiona 1 components or mtcrmodal components ua* not 
used for seistnlc analysis of recirculation loop i piping 
lilLLQ* U M Tennessee Valley Author! fci| G0/02/J9 2pp 


8003I400S6 Forwards IE Info Notice 80-06. “Notification of Significant 
Events “ No action retiuiired 

Q^REJLLY.J P Region 2. Atlanta. Office of the Director 00/02/27 
Ip 


8003190169 Ppruardi supplemental info bo lE Bulletin 79-OlB. ''Environ 
Qual Icatian of Class lE Ei^uipment " No response 
□ "REILLY. J P Region 2. Atlanta. Office o# the Director 00/02/29 
app 


8003190039 Forwards lE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking No lesponse req.uired 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/29 
Spp 


8003210097 Reiqoests addl sli uks tc respond to lE Bulletin 79-27 
Response will be submitted by 600411 
MILLS, L M Tennessee Valley Authority 80/02/29 Ip 


6003100150 Forward* IE Circular 80-03. “Protection from Toiic Oas 
Hazards “ No written response required 

O'ReiLLVi J P Region 2, Atlanta. Office of the Director 60/03/06 
2|>P 


8003140387 Forwards IE Infa Notice SO-tO* “Partial Lass of Non-Nucloar 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/03/07 

2pp 


80031S0090 Forwards IE Info Notice 80-09, "Passible Occupational Health 
Hazard Associated w/Closed Cooling Sys for Operating Power 
Plants “ No written response required 

□ ''REILLY. J P Region 2. Atlanta, Office of bh* Director 80/03/0? 
2pP 


8003190003 Forwards IE Info Notice 80-08 “States Co Sliding Ulnk 
Electrical Terminal Black " No specific action or response 
requested 

O'REILLV. 3P Region 2, Atlanta. Office of the Director 80/03/D7 

app 


B003240277 Requests addi time to respond to IE Bulletin 79-01 Submits 
pro-jcFted schedule for issuance of response 
MILLS/ L M Tennessee Valley Authority 80/03/07 2pp 


80032601 IS Act receipt of 800227 I tr informing NRC of steps taken to 
correct violations noted In JE Insp Repts 90-259/79-44. 
50-260/79-44 «< 50-296/79-44 

SrOHR, W P Region 2. Atlanta, Fuel Facility & Metarlals Safety 
Dranch 90/03/07 Ip 


— 0003260131 Responds to NRC 300201 I tr re violations noted in IE Insp 
Repts 50-8S9/79‘‘44/ 50-260/79-44 U 50-296/79-44 Corrective 
actions required efficiency It Activity checks completed 
Results In agreement w/ confirmatory meeiuremnts 
HILLSiL M, Tennessee Valley Authority 80/02/27 3pp 


— 0003260144 Forwards IE Insp Rept* 50-269/79-441 50-260/79-44 L 
50-296/79-44 on 791217-20 4 notice of violation, 

6T0HR,^/.P Region 2r Atlanta, Fuel Facility It Hatprlals Safety 
Branch 80/02/01 2pp 


— 8003260156 Notice of Violation from insp on 791217-20 

n Region 2. Atlanta, Office of the Director 00/01/31 ip 


— 8003260175 IE Insp Repts 50-259/79-44.50-260/79-44 6 50-296/79-44 
on 791217-20 Noncomp 1 iance noted failure to perform annual 
deficiency tf activity chocks for OeUi) counting sys 
HONTOOMERY, D M Region 2, Atlanta, Office of the Director 
JEN-KINS.OR Region 2. Atlanta, Fool Facility 4 Mater laU Ssfitu 
Branch 60/01/3) 0pp 


8003270073 Forwards IE Bulletin 79-14 progress rept for Mar 1900 
HILLG.L t1 Tennessee VaUoy Authority 00/03/07 iSpp 


8003260253 Forwards IE nulletin 80-06. 'Tngineored Safety feature 
<ESf) Reset Controls " Written response required 

0"REILLV.^i P Region 2. Atlanta, Office of the Director 00/05/13 
2PP 


8003250572 Forwards IE Info Notice 00-11, “generic Problems W/ASCQ 
Valves In Nuclear Applications Including Fire Protection 
Syn ’’ No atbion oi written response voquli »d 

P^REILLY.JP Region 2, Atlanta. Office of the Diiector 00/03/Vl 
IP 


6003260181 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Safety-Re la ted Equipment " No written response 
required 

□ 'REILLY. VP Region 2. Atlanta. Office of the Director 00/03/14 
3pp 


R Periodic operating reports fA related correspondence 


6003180376 Forwards monthly operating rept for Feb 1900 

ADERCROMfllErH L Tennessee Valley Authority 00/03/10 Ip 


--0003180380 Monthly operating rept for Feb |9G0 

THOM. T Tennessee Valley Authority 80/03/01 32pp 


6 Reportable occurrences, LFRs t I'elated correspondence 


0003040592 Forward* LfcR 00 -004/031-0 

CALKOUN.VR Tennessee Valley Author 1 ly 80/02/27 Ip 


. —0003040601 lER 0O“OO4/O'iL-O on 000129.4160 volt bu« tie board 
de-energlcfd ^ restored to normal cooling tower transformer 
feeder Caused by need to return electrical sys to normal 
configuration No recurrence control required 
NORRIS. J R Tennessee Valley Authority 60/02/27 2pp 


0003110678 Forwards LER BO-OOS/OaL-O 

CALHOON. J n Tennessee Valley Authority 80/03/05 IP 


—0003110693 LER 00-005/03U-0 on 000205. dur I ng normal operat Ion, FCV 74-73 
found inoperable while performing suivelllance Instruction 
Caused by random failure of gear tooth in limit switch, liie 
SM0-2, Model 3-0 Limit switch replaced 
a Tennessee Valley Authority 00/03/05 2pp 


0003180557 Forwards LFR 00-006/031-0 
CAtH3VN,J R Tennessee Valley Authority 00/03/13 Ip 


—0003100565 LER BO-006/03L-0 on 000217. w/uni t at steady state operation, 
emergency equipment cooling water flow did not meat min flow 
of 4 gpm Caused by ihelli it mud preventing adequate flow 
through residual heat removal pump 30 seal cooler valve 
• Tanneisee Valley Authority 00/03/13 2pp 


DOCKET 50-297 NORTH CAROLINA STATE ONIV POLSTAR REACTOR 
a Inspection reports. IC nultetini it correspondence 


0003110467 Forwards lE Circular 80-02. “Nuclear Power Plant 8l,aff Herl 
Hours ■* No written response required 

O'ftEILLY. 3 P Region 2. Atlanta. Office of the Director 00/02/01 
l9 


DOCKET 50-290 COOPER NUCLFAR STATION 
H Centra) correspondence 


8003140102 Requests info re util plans for providing ofc space for 
NRC resident Inspectors First Inspector will assume duty 
station bg 600630 it second inspector by Oct I9BI FR notice 
of final rule r# resident inspector program end 
BTELUOj V Office of Inspection it Enforcementf Office of the 
Director BO/02/a® 3pp 
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P Optratin^ licence «tage documanti & corrrspond snc e 


80031701?? Faruardf draft NUREO-O63ar ^‘Cladding SuvUing St Rupturo 
Modtlt for LGCA Analgiis" t* topicv for discuKtlon tant to 
futl vendors R«(iu«sts coinments bg 80010? 

EISENHliTiD 0 Division of Operating Reactors 79/12/SO 19pp 


— 8003170371 Draft ‘'Cladding SojeUlng Rupture llodels for LOCA 
Ana 1 g s i s *' 

PQUERSi D A Core Perfqrniance Qranch 79/11/30 lOApp 


8003030900 Submits info in response to NRC request re occurrences of 
control rod failure to fgllg insert Failures occurred Dec 
1975 corrected May 1976 Provides summary of past 
control rod drive malfunctions No incidences since Mag 1979 
PIUANT. J H Nebraska Public Poujer District 30/02/22 4pp 


8003030413 Requests NEDO-24903-1 . "Structural Acceptance Criteria - 
Plant Unique Analgsis Application Guide*" be included on 
docket 

PlLANTiJ M Nebraska Public Poujer District 90/02/23 Ip 


8003040299 Requests deletion of radiological Tech Spec 4 9 A 2 C based 
on attempt to mlnimiie challenges to ECCS Proposed change 
to Tech Specs U Class It fee end 

PILANTrJ M Nebraska Public Pouer District 80/O2/3& Opp 


—8003040305 Proposed change to Page 194 of Tech Specsi deleting Tech 
Spec 4 9 A 2 C re testing of tmergencg diesel generators 
« Nebraska Public Pouer District 8O/0S/2b Ip 


8003240271 Forwards Amend il to License DPR-46. saf e ty evaluation t 
notice of issuance U availability 

IPPOLITDj T A Operating Reactors Qranch 3 80/02/29 2pp 


—8003240275 Amend 61 to License DPR-46r al loulng count rate in source 
range monitor channels to drop below three counts per 
second when entire reactor core is being removed or 
re pieced 

IPPOLITOfT A Operating Reactors Branch 3 80/02/29 19pp 


— B0032402BD Safety evaluation supporting Amend 6i to License DPR~46 
a Office of Nuclear Reactor Regulation 80/02/29 6pp 


— 0003240282 Notice of issuance U availability of Amend 61 to License 
DPR~46 

IPPOLITOiT A Operating Reactors Branch 3 80/02/29 2pp 


8003210350 Forwards request for changes to Tech Specs re drywell«" 
suppression chamber differential pressure Refueling outage 
to be concluded 800519 Tech Spec changes i equestcd prior to 
800901 

PILANT*J M Nebraska Public Power District 80/03/17 3pp 


— 8003210302 Revised Pages t67a 104 for Tech Spec changes re dryuiell- 
suppression chamber differential pressure. 

« Nebraska Public Power District B0/03/t7 2pp 


8003250591 Responds to 800223 Itr re LtIR primary coolant lys pressure 
Isolation valves Review conducted of high pressure piping 
penetrating drywell connecting to primary coolant sgi 
Forwards drawings of sys connecting to low pressure piping 
PiLANTrJ M Nebraska Public Power District 00/03/17 7pp 


80D32B0390 Requests Class III fie for review of 800226 application for 
proposed deletion of Tech 6pec 4 9 re interaction between 
onsite ic offsite power 

DI0G8« R <1 License Fee Management Qranch 60/03/17, Ip 


Q, Inspection reportsi IE Bulletins L correspondence 


0003110350 Forwards IE Circular a0''02i "Nuclear Power Plant Staff Work 
Hours, " No written response required 

SEYFRITiK V Region 4r Dallas, Office of the Director fl0/02/0t 

ip 


8003260008 Forwards IE Info Notice e0''04t "DHR Fuel Exposure in Excess 
of Limits " No action or rtsponi# required 

SEYFRlTiK V. Region 4, Dallas, Office of the Director 80/02/04 

Ip 


8003140162 Forwards IE Bulletin BO-OBj "Loss of Charcoal from &td Type 
Two“lnch» Tray Adsorber Cells " Action required. 

BEVFRiTiK V Region 4i DaUai, Office of the Director, 80/02/06 

Ip. 


8003110202 Forwards IE Qulletin SO-Oq, "Analysis of PHR Main Steam Line 
Break U/Continued Feedwater Addition " No written response 
required 

SEVFftIT.K V Region 4, Dallas, Office of the Director 90/O2/0Q 

ip 


8003290600 Forwaids IE info Notice 90-05, "Chloride Contamination of 
Saf ■ty-Rela t ed Piping K Components " No written response 
required 

SEYFRIT, K V Region 4, Dallas, Office of the Director BO/O2/0Q 
ip 


6003190099 Ac k receipt of QOOiOl itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-290/77-01 
MAD3ENf 0 L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch BO/02/22 ip 


— 8003190106 Responds to NRC 791217 Itr re violations noted in IE Insp 
Rapt 50-298/77-01 Corrective actions rewriting 
Administrative Procedure i 3 to define method of preparing, 
revising ^ terminating procedures 

PlLANT, J M Nebraska Public Power District 90/01/31 ip 


8003140468 Forwards lE Info Notice 79-3/, "Crac fc ing In Low Pressure 
Turbine Discs" u/errata sheet 4 request for info related to 
turbine disc cracks Reply requested within 20 days 
EI8ENHUT, D O Division of Operating Reactors 80/02/25 3pp 


8003140022 Forwards lE Info Notice 80-06. "No bi f tration of Significant 
Evants No action required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 80/02/27 
Ip 


8003120321 Forwards lE Info Notice 80-07, ''T>u(ng Shaft Fatigue 
Cracking No response required 

8EYFRIT,K Region 4, Dallas. Office of the Director 80/02/29 
IP 


8003140314 Forwards supplemental info to IE Duiletin 79-OiD, "Environ 
Qualification of Class IE Equipment " Response required 
SEYFRIT.K Kt Region 4, Dallas, Office of the Director 80/02/29 
7pp 


800329010? Forwards 49-day response to Items 1,2 b 3 of IE Bulletin 
79-010, "Envlion Qualification of Class l£ Equipment " 

Partial master list of sys required to mitigate LOCA or HELD 
^ component evaluation worksheets for containment sys end 
PILANT, J M Nebraska Public Power District 80/03/02 I39pp 


8003180102 Forwards IE Clrculai 80-03, "Protection from Toxic Gas 
Haiards " Mo written response required 

8EYFRIT. K V Region 4, Dallas, Office of the Director 80/03/06 

Ip 


8003100008 Forwards IE Info Notice BO-lO, "Partial Lois of Non-Nuclear 
Instrument Bys Power Supply During Operation " No specific 
action or response required 

BEYFRIT.K V Region 4, Dallas. Office of the Director 80/03/07 
tp 


6003190223 Forwards IE Info Notice 90-08 "Etates Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

SEYFRITjK V Region 4, Dallas, Office of the Director 00/03/07 
Ip 


8003260S27 Forwards IE Info Notice 00-09, "Possible Occupational Health 
Hfliard Associated H/Closed Cooling Sys for Operating Power 
Plants " No written response required 

SEYFRIT.K V Region 4, Dallas. Qffico of the Director 80/03/07 

Ip 


8003260392 Forwards IE Bulletin 90-06, "Engineered Safety Feature 
<E8F> Reset Controls " Written response required 
SEVFRIT, K V Region 4, Dallas. Office of the Director 80/03/13 
tp 


0003250410 Forwards |t Info Notice 80-11, "OenerU Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sgs " Mo action or written response required 

SEYFRlTfK V Region 4, Dallas, Office of the Director 80/03/14 

Ip 


0OO-326O325 Forwards IE Circular 00-04, "Becoring of Threaded Locking 
Devices on Safety-Related Equipment *' No written response 
required. 

BEYFRITiK V Region 4, Dallas, Office of the Director 80/03/14 

ip 
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R Periodic operating repartu related c orr e s(>ond ence 


9003040438 Forwards "Annual Operating Rept 1979 " 

PILANT<JM Nebraska Public Poeuer District SO/03/01 tp 


— 9003040443 "Annual Operating Rept 1979 

* Nebraska Public Power District 79/12/31 I2pp 


0003120473 Informs NRC that semiannual effluent release operating rept 
will be delai^ed until 6003Pl<due to time required to collect 
V process necessary data Requests discussson w/NRC re 
inadequate preparation time requirement 

PILANT- J n Nebraska Public PouJer District 80/03/03 Ip 


80031 1 0655 Forwards montbly operating rept for Feb 1980 

LESSQR-f L C Nebraska Public Power District 80/03/06 Ip 


— 8003110659 Monthly operating rept for Fep 1990 

SALLlnCER.P L Nebraska Public Power District 80/03/06 6pp 


8003260358 "Annual Environ Operating Rep t. xIan-Dec 1979," Vo 1 1. 
nonradiological 

* Nebraska Public Power District 80/03/21 22pp 


S Reportable occurrences. LERs it related correspondence 


8003170486 Forwards LER 80-00S/03L-0 

LESSOR/ L C Nebraska Public Power District 60/02/13 2pp 


— 8003170492 LER 80-005-031-0 on 6001 16/ during normal op oration, two 
through-wall cracks in welds in radiant energy conversion 
north critical loop discoveieid Caused by i ntergranular 
Stress corrpsion Nelds will be replaced 

DD^N/P F Nebraska Public Power District 60/02/13 Ip 


DOCKET 50-301 POINT DEACH NUCLEAR PLANT* UNIT S 


F Security, medical, emergency ti fire protection plans 


8003170255 Forwards recommendations for tire prolectjon design review 
Items 3 ] 2 f/ 3 1 23 re carbon dloilde hose leel noDles S 
smoke eihaust 

ItACDOUOALL. E A Sroakhdven National Laboratory 79/11/30 2pp 


8003060531 Forwards info re open fire protection issues review End 1 
summariies status of open issues Enc] 3 is NRC evaluation of 
design description for proposed detector insta 1 lations Util 
791220 proposal for detector placement is acceptable 
LAINAS.D Plant Systems Oranch 60/02/05 6pp 


8003280029 forwards open items it resolution of incomplete items for 
790802 fire protection program re safety evaluation rept 
Requests response within 30 days 

SCHWENCER.A Pperatlng Reactors Branch 1 80/03/03 4pp 


8003280455 Submits comprehensive evaluation on three util fire detector 
analy 505, separately evaluated by BNL on QO03O3iOS12 t* 

791(30 NRC should study effects of congesti on. vent 1 lat I on/ 
stratification on detector performance 

BACClOiJ Brookhaven National Laboratory 80/03/20 3pp 


0 Adjudicatory correspondence 


6003040514 Notifies that intervenor is being served w/pert irsent 
documents Requests that Commission enforce ci parte rules 
against util institute specific procedures to ensure that 
future ex parte documents are not considerfd 
FAtK»K n Wisconsin's Environtnenta 1 Decade 0D/O2/26 2pp 


8003030526 Petitions Commission to deny impending request to continue 
operation for two wks ft to order shutdown until completiati 
or adjudicatory hearing re tube degradation issue 
CHARNOFF, G Shaw, Pittman, Potts ?< Trowbridge 60/02/58 ip 


o Commission 791130 confirmatory 
svc. until 800310, due to 
ondary leakage in eccevs 

Trowbridge 80/02/20 3pp 


H Oenerai correspondence 


600306013B Forwards NURE-G/CR-0199. *'Rad i olog lea I Assessment of Steam 
Generator Removal i' Replacement,' in i esponse to 7?tl29 Itr 
Util has made no lequsst to replace steam generators W/o 
enc 1 

EiBENHUt. D C Division of Operating Reactois 80/01/04 ip 


P Operating license stage documents A correspondence 


8003170197 Forwards draft NUREG-0633, "Cladding Swelling ft. Rupture 
Models for LOCA Analysis" ft topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISENRUT.DO Division of Operating Reactors 79/12/20 I9pp 


—0003170371 Draft "Cladding Swelling 6 Rupture Models for LOCA 
Analysis " 

POWERS. D A Core Performance Branch NUnEG-0630 79/11/30 

106pp 


8003060639 Notifies of completion of generic hounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than 50 ECCS actuations 

SCKWENCER. A Operating Reactors Dranch I 79/12/30 ip 


6003120734 Requests onsite 800206 ^ 07 meeting to discuss responses 
to end info needs re inservice testing program 
8CHWENCER, A Operating Reactors Dranch I 00/01/03 8pp 


8003050121 Notification ot- 800235 meeting w/util in Qethesda.MD to 
discuss imp lemeutat loTi of lessons Learned Task Force 
Category A items 

TRAMMELL. C Operating Reactors Branch 1 80/02/19 Ip 


800312040? Bummai y of 000206 meeting u/util Nestlnghouse ie turbine 
disc Insps Lists of attendees 6 summary of disc fracture 
analysis end 

TRAMMELL. C M Operating Reactors Dranch 1 80/02/21 5pp 


8003030516 Forwards add! fee in response to NRC 800205 Itr re review 
ft appiaval of Tech Spec Change Request 61 Fee submitted 
under protest 

FAV. C W Wisconsin Electric Power Co 80/02/22 Spp 


80030S0SO2 Forwards amend fees re Tech Spec Change Request 59. i n 
response to 800802 1 ti dismissing util protest against 
payment Util believes fee inappropriate 
FAY, C W Wisconsin Electric Power Co 60/03/25 2pp 


8003130036 Notifies of data indicating fission gas release rate from 
LNR fuel pellets increases w/burnup No licensing action 
required for operating reactors Users of Westinghouse fuel 
must quantify burnup if new design criteria violated 
SCKWENCER. A Operating Reactors Branch ( 80/02/23 3pp 


9003060466 Responds to 800226 Itr from NI Environ Decade to NRC w/ 
complaint about not receiving pertinent documents re 
facilities All info re Unit 1 served Unit 3 no longer subj 
of proceedings 

CHARNOFF, 0 Shaw. Pittman. Potts tt Trowbridge 80/02/29 2pp 


0003200007 Summary of 600111 meoting u/Oechtel ft licensees re masonry 
wall ft pipe support structural interd I sc i p 1 inary 
coor dlnation 

L1CCIAR80.R Operating Realtors Branch 1 80/03/03 16pp 


8003160514 Advises of plans re Cycle 7 reload core Otartup expected 
early May 1980 

FAY, C W Wisconsin Electric Power Go 80/03/11 2pp 


8003190573 Forwards response to NftC 800225 ft 0304 requests for add I 
info re util imp 1 ementat i on of ft commitment to requirements 
of NUREQ-0576 Revisions to emergency operating procedures 
ensure proper use of pressuvixer heaters during accidents 
FAV. C W tfisconsin Electric Power Co 00/03/14 76pp 


Q Inspection reports, IF Bulletins ft correspondence 


8003190952 Forwards IE Insp Rupts 50-266/79-19 ft* 50-301/79-21 on 
791204-07,14-15 ft( IG No none amp 1 1 anc e noted 

HEt8KMAN,R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/01/30 2pp 
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— B003190968 IE Insp Repts 50''266/79-l9 8, 50-301/79-21 on 79120^-07. 
14 j1S U 10 No noncompl ianc9 oot*d M^jor areas inspected 
bulletin f 0 1 louupj nonrouhtine event followup independent 
Insp 

SMlTHivI D # WARNlCKi R F Region Chicaga< Office of the 
Director 80/01/2S Spp 


B0031A0472 Forwards IE Info Notice 80-03, ^’hain Turbine 
Elec trohy draul 1 c Control Sys " No specific action or 
response re<iulred 

KEPPLERrJ 0 Region 3i Chicago, Office of the Director 60/01/31 

ip 


8003190044 Forwards IE Circular 79-25iSuppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLEftrj 0 Region 3. Chicago. Office of the Director 60/01/31 
ip 


6003120194 Forwards IE Circular 80-02< "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLER.J 0 Region 3. Chicago. Qffite of the Director 60/02/01 
IP 


8003140255 Foi wards IE Oulletin 00-03. "Loss of Charcoal from Btd Type 
1 1. Two-Inch. Tray Adsorber Ceils " Action required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 60/02/04 

ip 


0003200495 Forwards IE Ihsp Rep is 50-246/79-14 U SO-301/79-14 on 
791011.1114-15.1217-19 4 600107-00 

PIORELUI.O Region 3. Chicago. Reactor Construction 4 Engineering 
Support Branch 60/02/07 2pp 


6003240571 At k receipt of 800211 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-264/79-10 4 
50-301/79-19 Revised noti-co of violation end 

DAVIS.A B Region 3^. Chicago. Fuel Facility 4 Materials Safety 
Oranch 00/03/03 Spp 


' — S003240579 Revised notice of violation from insp on 791124-30 Item of 
none amp 1 lance changed from infraction to deficiency 
* Region 3. Chicago. Office of the Director 60/03/03 lp> 


— 9003240593 Responds to NRC 800111 Itr re violation noted in IE Insp 
Ropts 50-246/79-18 4 50-301/79-19 Corrective actions) 
checklist revised to include space to ac k receipt of 
acceptable analysis results 

EDY. C W Wisconsin Electric Power Co 60/02/11 2pp 


6003160251 Forwards IE Circular 00-03. "Protection From Toxic Das 
Haiards " No written response required 

itEPPLERiJ D Region 3. Chicago. Office of the Director BO/03/06 
IP 


0003110649 Forwards supplemental progress re'pt in response to IE 
Bulletin 79-i4. "Seismic Analysis for As-Bullt Safety- 
Related Piping Sys '* Next rept will be forwarded during 
May 1960 

FAY.C W Wisconsin Electric Power Co 60/03/07 6pp 


0003260195 Forwards IE Info Notice 80-09, "Possible Occupational Health 
Hatard Associated W/Closed Coaling 5ys for Operating Power 
Plants *' No written response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/03/07 
ip 


— B003200506 IE Insp Repts 50-246/79-14 4 50-301/79-16 on 791011.1114-15. 
1217-19 4 800107-00 No noncomp I i ance noted Major areas 
inspected QA/OC program, imp 1 ementlng procedure s. work 
activities 4 nondestructive examination of data 
DANIEL9QN. D H Region 3. Chicago. Reactor Construction 4 
Engineering Support Branch WARD. K D Region 3. Chicago, office 
of the Director 80/02/04 16pp 


0003110150 Forwards IE Duilotin BO-04, "Analysis of PWR Main Steam Line 
Break W/Continued Feeduoler Addition " Written responsa 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/02/06 

Ip 


B003190372 Forwards IE Info Notice 80-08, "Chloride Contamination of 
Safety-Related Piping 4 Components " No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/02/06 

Ip 


0003310460 Forwards IE Imp Repts 50-266/79-20 4 50-301/79-22 on 
791211-12 No noncompliance noted 

DAVIS. A B Region 3. Chicago, Fuel Facility 4 Materials Safety 
Branch 00/02/16 Spp 


—6003310466 IE Insp Repts 50-266/79-20 4 50-301/79-22 on 791211-12 No 
noncomp 1 lance noted Major areas inspected llcencee actions 
In response to IE Bulletin 79-19. "Fac kag Ing of Low Level 
Radwaste for Transport 4 Burial " 

FlSHERiW L Region 3, Chicago. Fuel Facility 4 Materials Eafety 
Branch OREQQR.L R Region 3, Chicago. Office of the Director 
00/02/06 7pp 


8003140431 Forwards IE Info Notice 79-37, "Crack Ing in Low Pressure 
Turbine Discs." u/errata sheet 4 request for Info related to 
turbine disc cracks Reply requested within 20 days 
EI5ENHUT.0 0 Division of Operating Reactors 00/02/25 3pp 


6003120694 Forwards IE info Notice 80-06. "Notification of Significant 
Events " No action required 

KEPPLER.JO Region 3, Chicago, Office of the Director 60/02/27 
IP 


8003S60S17 Forwards IE Info Notice BO-IO. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/03/10 

Ip 


8003S605S8 Forwards IE Dul letin 80-05. ‘Vacuum Condition Resulting In 
Damage to Chemical Vol Control 6ys (CVC0) Holdup Tanks " 

Action 4 written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 60/03/10 
Ip 


60031B040B Foiwards addl info re turbine discs in response to IE Info 
Notice 79-37 4 NRC 000225 Itr Full ultrasonic test insp 
scheduled for turbine rotor dues during Spring 1900 
refueling outage Info withheld (ref 10CFR2 7901 
FAY. C W Wisconsin Electric Power Co 60/03/13 6pp 


0003260329 Forwards IE Bulletin 00-06. "Engineered Safety Feature 
(E8FJ Reset Controls " Written response required 

KEPPLER, J Q Region 3. Chicago. Office of the Director 60/03/13 
IP 


8003S70461 Diseussos steam generator tube leak 4 steam ganerator insp 
No progression of tube denting found 
NOONAN, V S Engineering Branch 60/03/13 3pp 


0003250127 Forwards IE Info Notice BO-U. "Otnerie Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLER, J O Region 3. Chicago, Office of the Director 60/03/14 

Ip 


8003260275 Forwards lE Circular 60-04, "Securing of Thread Locking 
Devices on Safety-Related Equipment " No written response 
required 

KEPPLER. V 0 Region 3, Chicago, Office of the Director 60/03/14 

Ip 


R Periodic operating reports 4 related correspondence 


8003060547 Forwards "Annual Results 4 Data Rept, 1979 

6003120432 Forwards IE Info Notice 00-07' "Pump Shaft Fatigue FAY. C W Wisconsin Electric Power Co 00/08/27 Ip 

Cracking " No response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/02/29 

Ip. — 6003060549 "Annual Results 4 Data Rept, 1979 " 

a Wisconsin Electric Power Co 79/12/31 lOOpp 


6003140339 Forwards supplemental Info to IE Bulletin 79-OlQ, "Environ 
dual if 1 cation of Class IE Equipment " Response required 
KEPPLER, J.O Region 3. Chicago. Office of the Director 80/02/29 
Spp 


8003070357 Forwards "Semiannual Monitoring Repfc.Jul-Dec 1979 " Contains 
info re plant reltasestnew fuel receipts, environ 
radiological monitoring 4 leak testing of sources 
FAY.C W Wisconsin Electric Power Co 60/02/27 Ip 


0003310401 Forwards rtiponie to IE Bulletin 79"27, "Loss of No-nclass IE 

Instrumentation 4 Control Power Sys Bus During Operation " — 6Q030703S? "Semi annua 1 Monitoring Rept.Jul-Dec 1979 

Lots of power to any Instrument bus will not affect ability a Wisconsin Electric Power Co 79/12/31 15pp 

to go to safe shutdown 

FAYrC W. Wisconsin Electric Power Co 80/02/29 3pp 
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6003100533 Forujards monthly operating repifcs for Feb 1960 
FAViC U Wisconsjin Electric Power Ctx 60/03/10 Ip 


— 6003180542 Monthly operating repts for Feb 1980 

FAVf C U Wisconsin Electric Power Co 60/03/0& lOpp 


S Reportable occ uri eitt esi LERs ^ related correepandence 


8003170416 Forward 5 LER BO-OOl/OlT-0 

FAY»C W Wisconsin Electric Power Co 80/02/2B Ip 


— B003170421 LER 30-001 /OlT-0 an G00221. d wring Full power operation# 
momentarti loss of red instrument bus occurred! resul ting in 
power range channel N41 falling low Caused by faulty 
capacitor in SOYOl jiowor supply Capacitor replaced 
FAY. C U Wisconsin Electric Power Co 80/02/20 2pp 


8003190906 FNO~!J 1-80-039 on 000227, unit shut down because of tube 
leakage in steam generator A Leak rate was 1420 gpd Licensee 
will conduct eddy current teste 

SMITH. J D . WARNICK.R F Region 3. Chicago. Office of the Director 
80/02/28 app 


B003200434 Forwards LER 00-002/01 T~0 

FAY. C W Wisconsin Electric Power Co 80/03/12 Ip 


— 8003200441 LER BO-OOfl/OlT-O on 900227. primary-to-secondary leak was 
identified in steam generator A resulting in shutdown of 
unit Caused by leaking tube at position >RtBC37 81» 
defecit'/e tubes found in steam generator A 
FAY, C If Miiconsin Electric Power Co 80/03/12 3pp 


DOCKET 50-302 CRYSTAL RlCfER MliCLEAR PLANT. UNIT 3 


F Security, tnedlcat. emergency Ic fire protection plans 


0003110510 Forwards upgraded draft emergency plan 
MOORE. 0 C Florida Power Corp 00/03/07 lOlpp 


--8003110515 Upgraded draft emergency plan 
» Florida Power Corp 00/03/07 SOOpp 


0 Adjudicatciy correspondence 


8003060014 Responds to 0(10208 f 13 Itrs re 600102 order to show cause 
why Category A TMl Lessons Learned Task Force short-term 
requirements should not be implemented by 80021S Operation 
through 800331 will be perinitted due to compliance 
REID. R tt Operating Reactors Branch 4 80/02/15 2pp 


8003190064 Forwards NRC 000207 6 22 Hrs |c order mpdifying 000102 
show cause order re request for notification of decision 
concerning eloctric sys leliabUitg impacts associated w/ 
implementation of short-term laisons learned requirements 
VQOMOQLQQO. B J Division of Site Safety t Environmerital Analysis 
80/02/26 Spp 


H General correspondence 


0OO319OB49 Responds to 80C122 J fcr to President Carter requesting info 
re plants w/aimilar design to T<1]-2 Provides list of all 
BbW designed plants 

DENTON.H R Office of Nuclear Reactor Regulation 80/02/14 Ip 


8003120337 Advises that, as of 800229,611 Bright will be acting manager 
of nuclear support tves fr is authoriied delegate for 
Hancock, d irector of nuclear operations Telephone number 
withheld per Privacy Act 

MOORE. 0 C Florida Power Corp 00/02/29 2pp 


\> Insurance ^ indemnity information 


8O0303D320 Forwards Endorsemant 40 to N6LIA Policy KF-195 

FIELDER, J Marsh McLennan. Inc . M M Nuclear Consul tanls. Inc 
Div 00/02/25 2pp 


8003250436 Forwards Endorsement 29 to MAEiV Policy KF-91 

FIEDLER. vl Marsh S' McLennan. Inc # M M Nuclear Consultants. Inc 
Div 00/03/20 Spp 


8003270367 Forwards 000104 J tr L attachments. in response to NftC 000305 
4. 791210 Itrs re guarantee of payment of retrospective 
premium for 1979 

DRAMDIMQRE.S A Florida Power Corp 80/03/21 ip 


8003270390 Responds to NRC 600305 Itr re guarantee of payment of 
retrospective premium for 1979 Forwards JG Loader 000104 
Itr Z attachments advising that next filing would be made in 
June 1900 M/o end 

GRAND I MORE, S A Florida Power Corp 60/03/21 Ip 


P Operating license stage documents 6 coi respondence 


8001030044 Forwards request for addl info re automatic trip circuitry 
for reactor coolant pump motors Info needed prior to design 
acceptability Ltr tiansmiited to utils responsible for 
Oconee. Cry fital R iver. TMI. Davi s-Desse 4. AK i 
REID, R W Operating Reactors Branch 4 79/12/18 6pp 


8003170197 Forwards draft NUREO-0630. “Cladding Swelling // Rupture 
Models for LQCA Analysis " V topics for discussion sent to 
fuel vendors Requests comments by 800109 

eiSENHJT^D G Division of Operating Reactors 79/12/20 19pp 


— 60031/0371 Draft "Cladding Swelling U Rupture Models for lQCA 
Analysis “ 

POkiERS. D A Core Performance Branch 79/11/30 I06pp 


6003100021 Notification of 800221 meeting w/QU^ in Uethesda.MD to 
discuss BAW-iS84, "Auxiliary Fecdwatei Sys Reliability 
Analy se«-Oener I c Rept foi Plants w/fitW Reactors " 

GAPRAjR a Standard i tat 1 on Bianch 60/02/13 Ip 


6003060259 Intorms that pi apos«d administrative controls Identified in 
util 800208 & 13 Itrp meet TMI shoxt-term Lessons Learned 
Task Force Requirement 2 I 4 Operation of facility through 
G0033I win be permitted 

REID.R N Operating Reactors Qranch 4 60/02/15 2pp 


6003160096 Responds to 600128 Ifr re withdrawal of 761031 Tech Spec 
Change Request 34 V request for lefund of Class III foe 
Since no review of application was started, Ofc of Controller 
has been authoriied io process refund 

KILLER. U Q License Fop Management Branch BO/02/20 Ip 


0003190429 Wotification of 800313 meeting w/n*.W in Dcthesdi.MD to 
discuss small break operating guidelines 
CAPRA. R A Standard! zati on Sxanch 80/02/22 Ip 


6003310133 Notification of cancellation of 600313 meeting w/D*W in 
Dethesda^MD to discuss small break LQCA operating 
g i/ldel ines 

CAPRA. R A Assistant Diractor for Standard & Advanced Reactors 
80/02/22 tp 


8003070026 Advises that no immediate licensing action required re 
increase in fission gas lelease rate from LNR fuel pellets 
in hurnups above 20.000 Mtl-day pei metric ton Conclusion 
based on licensee response to NRC requests fox info 
REID.R U Opexatlng Reactors Branch 4 80/02/25 3pp 


6003040464 Forwards “Structural Effects of ATN8 Overpressure Transients 
in Oyrpn Jackson Primal y Pumps." addendum to “Analysis of 
0&14 Nuclear Steam Sy« Response to ATN8 Events ' 

TAYLOR* J H Babcock <r Wllcoi Co 00/02/26 Ip 


— 8003040499 "Structural Effects of ATWS Qverpx assure Transients In Byron 
jackaon Primary Pumps " 

a Babcock Wilcox Co BAU-1610 80/02/01 31pp 


6003100180 Forwards NRC 800207. J4 % 22 Itrs re energy supply during 
unit shutdown I< ordei' modifying B00IO2 show cause order, 
in response to 600201 fy 05 request foi NRC decisioxi 
YOUNGBLOOD, n J Cost Benefit Analysis Branch 80/02/26 2pp 


— 8003100205 Approves continued operation of unit through 800331 until 
containment isolation circuitry is installed, in compliance 
tj/Lesson Learned Task Force Requirement 2 14 
REID, n W Operating Reactors Branch 4 80/02/15 2pp 


— 800^3100206 Summariies DDE review re impact on energy supply in FL 
during shutdown of nuclaar generating units in Feb $< March 
Reliable sve cannot be maintained Request NRC decision 
MEINCR.R F Energy, Dept of 80/02/05 4pp 


8003040431 Forwards rapt* “Small 0re<»k w/Failed Power Operated Relief 
Vajva. “ ill response to Item 211 of Attachment A to NRC 790B21 
1 tr. Quanti f 1 ei lowered loop 177 FA plant response to cold 
leg break w/o feedwater 

MOORE. G C Florida Power Corp 80/02/28 2pp 


— 6003040435 "9mall Break w/Failed Pressure Operated Relief Valve 
a Florida Power Corp 80/02/28 I3pp 
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8003040270 Respand; to NRG 000107 1 tr re QA r equ i reii^cnts for die&el 
{fonerator fuel oil Uttk has reviewed approved bidders & 

applicable operating & surveillance procedures Fuel oil Is 
claesifled as saf ^ Included in OA program 
flAYNARDfP Y Florida Power Corp BO/02/27 3pp 


9003070351 Responds to NRC 791217 request ror addl info re proposed mod 
trip automatic reactor coolant pump during small break 
UOCA Requests addi time to complete evaluation of QStU 
alternatives h schedule for installation of pump trip 
QAYNARDiP Y Florida Power Corp 00/02/29 2pp 


0003140009 Forwards request for add I info re containment purge vent 
sgs Discussion should be provided re provisions made to 
ensure that isolation valve closure will not be prevented 
by debris which could become enttalned in escaping air 
REIDjR U Operating Reactors Oranch 4 00/02/29 3pp 


0003190740 Notification of 900J04 meeting w/DS*W licensees it util in 
DothesdaiMD to hear presentation by util ie B00226 incident 
REIDi N R Operating Reactors Oranch 4 90/02/29 3pp 


&003100125 Transcript of 900304 briefing on Crystal River Pp 1-75 
Vieugraphs end 

» Commission 00/03/04 liOpp 


8003260374 Forwards NRC 80030& I tr sent to RStN-desig ned reactor 
I leenseesj requesting info re 900226 transient 

DENTON* H R Office of Nuclear Reactor Regulation BO/03/06 2pp 


— B0032B039S Ltr to all RtW reactor licensees roquesiing responses to IE 
Bulletin 79-27i Items 1-7 Responses to Items I**5 should be 
submitted by 000312 Responses to Items 6 4. 7 should be 
submitted by 000317 

DENTON* H R Office of Nuclear Reactor Regulation 90/03/06 
I3pp 


8003130S51 Responds to NRC 600122 request for info re effects of 
certain valve lineup procedural changes Adverse safety 
impacts exist re plant operation w/motoi opeiabed valve In 
open position Leakage can be checked w/valve closed 
nRI0HT*R M Florida Power Corp 90/03/10 3pp 


8003140306 Forwards "Analysis t* Evaluation of Plant Incident General 
recommendation categories include coping w/varlous loss of 
Instrumentation 4i control function combinations U improving 
Instrument indication reliability 

ZEDROSKliE L Electric Power Research Institute NILK1N80N*E P 
Affiliation Unknown 90/03/11 2pp 


—9003140392 "Analysis h Evaluation of Plant Incident " 

Electric Power Research Institute * Affiliation Unknown 
N9AC-3 80/03/31 70pp 


0003190409 Forwards preliminary rep t* "Transi ent Assessment ReptiReactor 
Trip on 000226 I " in partial response to NRC 000304 request 
for info re power upsets at QtW plants 
TAYLOR* JH Rabcock V Wilcox Co 00/03/11 2pp 


— Q00318049S "Transient Assessment Rept* Reactor Trip on 000226* 
preliminary rept 

« Dabcock tc Wilcox Co 07-00-02 R2 90/03/09 126pp 


8003170282 Forwards responses to NRC 000306 request for info re recent 
transient Util will perform tests to verify remaining info 
following NNI/IC8 power upsets Mill verify that operator has 
available major plant parameters identified in Response 4 
HANCOCK J A Florida Power Corp 80/03/12 72pp 


8003180362 Forwards responses to S002S3 questions re primary coolant 
sys pressure Isolation valves Steps are being taken to 
assure that leakage which could result in intersystem LQCA 
is detected 

BRIOHTrR M Florida Power Corp 00/03/14 6pp 


8003100297 Forwards response to Items 6 $* 7 of 000306 ltr re Crystal 
River Unit 3 incident Corrective action plan submitted 
000312 Restart projected for May 1980 
HANCOCK* J A Florida Power Corp 00/03/17 3pp 


8003200302 Informs NRC that facility is in refueling outage 
Wastlnghouse will perform ultrasonic test Insp of low 
preiture turbines Requested info will be provided prior to 
facility return to operation 

BRIOHT.R M Florida Power Corp 00/03/17 2pp 


0003200271 Forwards 0AW-16O7. "Cycle 3 Reload Rept*' t* EIA Environ 
radiological conclusions reached in FES are still valid 
for license amend request Certificate of Sve end 
BRIGHT* R rt Florida Power Corp 80/03/21 Bpp 


— 0003280276 "Cycle 3 Reload Rept 

a Dabcotk & Wilcox Co BAW-1607 BO/02/29 BOpp 


B003240391 Forwards commitments re loss of instrumentation discussed 
during 800310 meeting w/NRC Commits to take action to 
allow operator to control vai lous combinations of loss of 
instrumentation 6 control functions piior to restart 
BRIGHT* R ri Florida Pouier Coi p 00/03/24 3pp 


Q Inspection reports^ IE Bulletins correspondence 


8003170037 Forwards Ifc Info Notice 80-03* ‘Main Turbine 
Elec trohydraul ic Control Sys *' No specific action or 
response required 

O ■'RE ILLY* J P Region 2* Atlanta* Office of the Director QO/Dl/31 
2pp 


8003190102 Forwards IE Circular 79-25. Suppl A. "Shock Arrestor Strut 
Assembly Interference ** No written response required 
O'REILLY, J p Region 2, Atlanta. Office of the Director 0Q/O1/31 
Ip 


6003120025 Forwards IE Circular 60-02, "Nuclear Power Plant Staff Work 
Hours '■ No written response required 

□ •'REILLY.jp Region 2. Atlanta, Office of the Director 80/02/01 

ip 


9003190654 Ack receipt of 600121 ltr informing NRC of steps taken to 
correct deviation noted in IF Insp Rept 50-302/79-52 
LEUIS, R C Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch 00/02/07 ip 


— 0003190650 Responds io NRC 791231 ltr re deviation noted in IE Insp 
Rept 50-303/79-52 Corrective actions surveillance procedures 
foi portable fire extinguishers revised to include all 
applicable checks used in NFPA-iO by major groups 
HANCOCK. J A Florida Power Corp 90/01/21 Ip 


— 0003190664 Forwards IE Insp Rept 50-302/79-52 on 79U26-29 notice of 
deviation 

LEWIS*R C Region 2* Atlanta. Reactor Operations Nuclear Support 
Branch 79/12/31 2pp 


—0003190660 Notice of deviation from insp on 791126-29 

# Region 2* Atlanta. Office of the Director 79/12/26 Ip 


0003190672 IE Insp Rept 50-302/79-52 on 791126-2? Noncompliance noted 
portable extinguisher surveillance pi occdures did not follow 
NFPA-IO Paragraph 5 

KELLOGG* P J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch ELROD. S A Region 2* Atlanta* Office of the Director 
79/12/23 3pp 


9003160054 Forwards IE Bulletin 90-04. "Analysis of PWR Ham Steam Line 
Break N/Cont 1 nuod Feedwater Addition " Written response 
required 

□ 'REILLY. JP Regton 2* Atlanta, Office of the Director 00/02/08 

app 


0003190417 Forwards IE Info Notice 80-05, "Chloride Contamination of 
8afety-*Relata<l Piping t< Components " No written response 
required 

□ 'REILLY* J P Region 2, Atlanta. Office of the Director 80/02/08 

Ip 


0003270350 Forwards IE Rept 50-302/80-04 on 900121-25 No none omp I lance 
noted 

LEWIS* R C Region 2« Atlanta. Reactor Operations Nuclear Support 
Branch 00/02/ 11 2pp 


—9003270354 IE Insp Rept 50-302/60-04 on 800121-25 No noncomp 1 lance 
noted Major areas i xvspectedj p lant operations 

UPRIGHT. C t1 Region. 2. Atlanta* Reactor Operations Nuclear Support 
Branch ASHENDENrfi Region 2* Atlanta* Office of the Director 
80/02/00 3pp 


0003200563 Ac k receipt of 600128 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/79-46 
LEWIS, R C Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch BO/02/12 Ip 


— 0003200570 Responds to NRC 800108 ltr re violations noted in IE Insp 
Rept 50-302/79-46 Corrective actions responsible Individual 
cautioned re CP-155 requirements ^ incident reviewed by 
supervisors 

HANCOCK, J A Florida Power Corp 00/01/29 Ip 
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eOOaaOOSj^^Forwardi IE Ih4p Rept SO-302/79-46 on 791029-110? t, notice 
Craich” %0/Ol/Oa" Reactor Operations Wuclear Support 


9003180175 Porujardfi supplemental info to IE Sulletln 79''01Qp "Environ 
Oual 1 f icat I on of Class IE Equipment “ No response required 
O'REILLY, JP Realon 2, Atlanta. Office of the Director 80/02/29 
Spp 


--3003200590 Notice of vloutioii from insp on 791029-1102 

glon 2, Atlanta, Office of t^ e Director 80/01/00 Ip 

tSd SO-302/79-46 on 791029-1102 None otnp I iance 

relAba,^ ilure to pea form independent verification of safetg- 
following naint 

Dranch Atlanta. Reactor Operations Nuclear Support 

80/01/08 Up 2. Atlanta. Office of the Director 

ot 000201 Kr informing NRC of steps taken to 

ao/Ss/lr «• s...tv 

"“°B«r9Q!ln^5?S"Si aooiio Ur r. v.ol.Uon not., In JE Fn.o 

30«./79-SO Corrective actions plant personnel are 
t 9 trained in first aid Ad^ivt n Is trative Instruction Al-GOO 
Procedure Eh-206 will be revised 
HANCOCK. J A Florida Rower Corp BO/02/01 Ip 


0003190017 Forwards IE info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/29 

2pp 


6003250136 Responds to IF Bulletin 79-?7, "Loss of Non-Class lE 
Instrumentation ?, Control Pomer Sgs Bus During Operation " 
Addl time is required to complete review evaluation of 
non-class IE instrumentation i control power sgs 
OAYNARD. P Y Florida Power Corp 00/02/29 2pp 


0003180134 Forwards IE Circular 80-03. "Protection from Toxic Oas 
Hatards " No written response required 

O'REILLY, JP Region 2. Atlanta, Office of the Director 00/03/06 

2pp 


8003240300 Responds to IF Bulletin 79-01 re Class IE equipment Addl 
time required to complete Item 7<al actions Will submit 
response bq 000421 

DRIOHT.R M Florida Power Corp 00/00/06 2pp 


—0003190743 FoTwar ds IE Insp Rep t 50-302/79-50 on 791203-07 €< notice 
dr violation 

BuyiERUAND. J T Region?, Atlanta, fuel Facility & Materials 
Safety Oranch BO/Ol/io 2pp 


—0003190746 Notice of violation from insp on 791203-07 

* Region 2. Atlanta, Office of the Director BO/01/07 ip 


-0003190751 IE Insp Rept 50-302/79-50 on 791203-07 Noncompliance noted 
fallur-r to maintain trAining program 

JENKINS, 0 R Region 2, Atlanta, Fuel Facility & Materials Safety 
Branch ANDREWS. D U , TAYLOR, P A Region 2. Atlanta, Office of 
the Director BO/Ol/07 Upp 


B0031907I6 Summary of 791 lOQ ineeting w/D&tl owners group In Bethesda,MD 
re revpcin^et to IE DuJletm 79-05C 
CAPRA. R A Standardl jati on Dranth BO/02/24 lipp 


8003140397 Forwaids IE Info Notice 00-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Opetatlon " No specific 
action or response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/07 

?pp 


8003160072 Forwards IE Info Notice 00-09, "Possible Occupational Health 
ifatard Associated u/ciosed Cooling 8qs for Operating Power 
Plants " No written response required 

•O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/07 

spp 


8003180303 Forwaids IF Info Notice 80-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r eque sted 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/07 

app 


Q003l404aq Fo.rwards lE Info Notice 79-37. '‘Crack ing in Low Pressure 
Turbine Diies" ui/errata sheet L request for info related to 
turbine disc cracks Reply requested within 20 days 
blSENMUr.D G Division of Operating Reactors 80/02/25 3pp 


6003270020 Forwards IF Oulletin 00-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sy * (CVCS) Holdup Tanks " 

Action ^ written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/03/10 
ip 


Q00324'09S5 Requests notariied statements re util insp of turbine discs 
for pofsible crack formation Statements will enable NRC to 
decide uhethnr OL should bo mod if led, sutp ended or revoked 
IE Info Notice 79-37 u/errata sheet it Info request end 
FISENHUT, D 0 Division of Operating Reactors 60/02/25 5pp 


8003260217 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
leSFI Reset Controls Written response required 

O'REILLY, JP Region 2. Atlanta. Office of the Director 00/03/13 

2pp 


—0003240560 Errata sheet for IE Info Notice 79“37. “Cracking in Lou 
Pressure Turbine Discs ■■ 

» Office of Inipecfcion & Enforcement, Office of the Director 
00/02/35 Ip 


8003250504 Forwards IE Info Notice BO-ll, "Otneric Problems W/AGCO 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/03/14 
Ip 


0003200124 Ack receipt of 000281 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/60-03 
LEWIS. R C Region 2, Atlanta. Reactor Operations Wuclear Support 
Branch 00/02/26 Ip 


>0003200125 Responds to NRC 000205 Hr re violations noted in IE Insp 
Rept 50-302/00-03 Corrective actions perfqmied Incure 
neutron detector sys callbr surveillance procedure, 6P-140 
HANCaCK.J A Florlrfa Power Corp 60/02/21 Spp, 


—>0003200129 Forwards IE Insp Repfc 50-302/80-03 on 000115-17 V notice 
of violation 

LEWIS. R 0 Region 2. Atlanta. Reactor Operations Nuclear Bupport 
Prancli 60/02/05 2pp 


—0003200130 Notice of violation from insp on 600115-17, 

a Reg-ton 2. Atlantai Office of the Director 00/02/01 Ip 


--0003200132 IE Insp Rept 90-302/00-03 on 600115-17 Noncnmpl 1 anee nuted 
failure to conduct surveillance as required by Tech Specs 
OYERj J A Region 2, Atlanta, Office of the Director, MARTIN, ft D, 
Region 2* Atlanta. Reactor Operations Nuclear Support Branch 
00/02/01 3pp 


6003140047 Forwards IE Info Notice 80-06, "Notification of Qlgnlfieant 
Events “ No action required, 

O'REILLY, J P, Region 2, Atlanta. Office of the Director, 80/02/27 
If 


0003260214 Forwards It Circular 00-04, "Securing of Threaded Lacking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY. JP Region 2, Atlanta, Office of the Director 00/03/14 

2pp 


8003200499 Ack receipt of 000206 U 29 Hrs informing NRC of steps taken 
to correct violations noted in 1£ insp Rept 50-302/79-54 
STQHR.J P Region 2. Atlanta, Fuel Facility I. Materials Safety 
Branch 00/03/14 app 


— 8003260505 Responds to NRC 000118 Hr re violations noted in IE Insp 
Rept 50-302/79-54 Corrective actions issued directive re 
importance of attention ta detail incorporated container 
labeling requirements into radiation protection procedures 
HANCOCK, J A Florida Power Corp 80/02/29 Ip 


—8003260509 Responds to KRC 0OOU6 Hr re violations noted in IE Imp 
Rept 50-302/79-54 Corrective actions closed gate accessing 
spent resin transfer pump area ti removed lead blankets from 
makeup sys piping near Valve hOV-305 
HANCOCK, J A Florida Power Corp 80/02/06, 3pp 


‘80'032e05l2 Informs of biannual retraining program for chemical/ 
radiation technicians re radwaste shipment, in response to IE 
Insf ftept 50-302/79-54 

HANCOCKjJ.A Florida Power Corp 60/02/06 ip 
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--9003200510 Forwards IE Insp Rept 50-302/79-54 on 791217-19 t< notice of 
vioUtian 

STOHRiJ P Region 2 . Atlanta, Fuel Facility it MatoTlaU Safety 
Qranch 0O/OW1B 2 pp 


— 600G260521 Notice of violation f i ofh insp on 791217-19 

* Region 2 i Atlentai Office of the Director 80/01/13 2pp 


—0003280524 IE In%p Kept 50-303/79-54 on 791217-19 Noncomp 1 lance noted 
failure to lock high radlatloci areat ic to revleui seismic 
effects of lead shielding oh makeup sys piping 

OIDSON.A F Region 2. Atlanta, Fuel Facility fr NateriaU Safety 
Branch PUCKETT, J t1 . EWALD. 8 C Region 2, Atlanta. Office of the 
Director 00/01/15 Qpp 


R Periodic operating reposts 4. related correspondence 


8003040620 Forwards “1979 Annual Rept on Personnel Exposure, “1970 
Annual Rept on Personnel Exposure" in *'1979 Annual Operating 
Rept ‘ 

MQDREiO C Florida Power Carp 00/02/28 3pp 


— 8003040625 “1979 Annual Rept on Poroonnel Exposure *' 
* Florida Power Corp 80/02/20 4pp 


—8003040632 “1979 Annual Operating R©pt»'* consisting of info re 
production facility changes, tests experiments, reactor 
vessel matl surveillance capsules tn rept on steam generator 
insp I repair 

» Florida Power Corp GD/OS/20 53pp 


—6003040638 “1970 Annual Rept on Personnel Exposure “ 
* Florida Power Corp 00/02/28 4pp 


6003040400 “Effluent Waste Disposal Semiannual Rept Uul-Doc 1979 
POOLE, 0 C , OAYNAHD.P Y Florida Power Corp 80/02/29 59pp 


6003190533 Forwards monthly operating rept for Feb 1980 
BRIGHT, R f 1 Florida Power Corp 80/03/14 Ip 


--8003190542 Monthly operating rept For Feb 1900 

CULVER, H W Florida Power Corp 80/03/04 5pp 


S Reportable occurrences, LERs i’ related correspondence 


8003250060 PNO-n-60-037 investigation of 000226 transient revealed 
power failure caused by mismated set of connectcir pins on 
printed circuit board between electrical cabinet ^ solid 
state subsys in control t indicator circuits 

MARTIN, R Region 2, Atlanta, Office of the Director 00/02/06 Ip 


8003030406 Forwards RO 80-004/04L-0 

HANCOCK. U A Florida Power Corp 00/02/11 Ip 


— 0003030409 RO-0O-OO4/O4L-O on 0001 24i s eawater samples were collected at 
six sample stations bgt analysis were improperly performed 
Caused by malfunctions of analysis ef^ulpinent Seawater 
samples were racoilected I, analyied No reportable activity 
* Florida Power Corp 00/02/01 Ip 


8003100265 PNO-U-aO-032A, updating PNO-n-BO-032 Reactor conditions 
have stabiliied ^ dome radiation decreased to lero 
Containment pressure returned to riormal Steam generator 
levels about 907. w/natural circulation in progress 
DANCE, H C , MARTIN, R Region 2, Atlanta, Office of the Director 
00/02/26 tp 


a003l90979 PNO-l I-SO-032 on 000226, comb Inat ion of non-nuclear 
instrumentation power ^ integrated control sys power tripped 
reactor Coolant pumps stopped, high pressure safety Injection 
activated ^ auxiliary feed pumps activated 

DANKE, H C Region 2, Atlanta, Office of the Director 00/02/26 
Ip. 


0003200168 PNQ-1 1-0O-O32B, updating PND-l 1-80-032 One reactor coolant 
pump per loop is in operation Plant is in stable hot 
standby mode One train of decay heat removal is inoperable, 

No offsite release Background radiation normal 

HARDIN, A K , KELLOOO. P Region 2 , Atlanta, Office of the Director 
00/02/27 Ip 


0003040649 Forwards LER 00-007 /03L-0 

HANCOCK, J A Florida Power Corp, 00/02/20 Ip 


— -0003040655 LER 80-007/03L-0 on 8C0130, dur ing daily plant operating 
surveillance SP-SOO, d iscovered average reactor bldg tamp of 
130 5F Caused by temp transmitter CI-563-TT being stuck. due 
to Operation outside design temp range 
COOPER, J Florida Power Corp BO/02/20 2 pp 


0003180135 PN0-U-80-032C, updating PNO-n-80-032 PUnt remains in 
stable hot standby Repalts It testing of inoperable decay 
heat closed cycle cooling pump expected to be completed 
today After testing, unit will be shut down 

DYER. J A , MARTIN. R D Region 2. Atlanta, Office of the Director 
00 / 02/20 Ip 


8003280018 PNO-I 1-80-032D updating emergency status on 000229. plant in 
cold shutdown w/normal decay heat cooling in progress 
Remaining reactor sump water will be tiansferred to spent 
fuel pool by 800303 Reactor bldg entry scheduled for 600302 
DONNAT. T J , MARTIN/R D Region 2. Atlanta. Office of the Director 
00/02/29 ip 


6003200032 PNO- 1 !-0O“-O35 On 900229, group of antinuclear demonstrators 
assembled for 2-h at util Minter Park District Ofc No 
demonstration expected at plant Extra security guard will 
be posted at entrance to site access road for weekend 
RUHLMANiN A , MARTIN. R D Region 2, Atlanta, Office of the Director 
00/02/29 tp 


0003070352 Forwards updated LER 79-087/OIT-5 

HANCOCK , 0 A Florida Power Corp 90^03/03 ip 


—0003070354 Updated LER 79-O07/O1T-5 on 800218, reanalys is of pipe 
supports, -per IE Bulletin 79-14. d iscovered 30 supports 
r»(|Uire mods to meet reguirements Caused by inadequate 
design Rework scheduled during next planned outage 
LANCASTER, K F Florida Power Corp 80/02/25 3pp 


8003110663 Forwards LER ao-008/03L-0 

HANCOCK, J A Florida Power Corp 00/03/04 ip 


--8003110666 LER 6O-OO0/O3L-O on 800206. during ECCS pump operability 
demonstration sui veil lance 8P-340. decay heat pump A 
dischaige throttle valve would not control flow automatic 
Phase Caused by loose wires on auto-manual selector switch 
LANCASTER, K F Florida Power Corp 80/02/29 2 pp 


0OD32BOO46 PNO- 11-00-036 on 800306, NRC immediate action Itr to util 
confirmed that facility will not return to power w/o prior 
NRC concurrence based on licensee responses to NRC verbal 
requests t technical discussions re corrective actions 
HARTIN,R , QUiCKiD Region 2. Atlanta, Office of the Director 
80/03/06 Ip 


8003130370 Forwards LER 80-010/01T-0 

HANCOCK, J A Florida Power Corp 60/03/10 tp 


—8003130360 LER 60-010/OIT-0 on 800227, d 1 scovered that reactor coolant 
sampling frequency for dose equivalent 1-131 was not 
maintained per Tech Spec 340 Caused by inadvertent error 
due to addl nonroutine sampling during transient 
LANCASTER, K F Florida Power Corp 80/03/04 2pp 


0003130409 Forwards LER ao-009/03L 0 

HANCOCK, J A Florida Power Corp 80/03/10 Ip 


— 0003130493 LER aO“009/03U-0 on 000209. fol lowing power reduction V on 
00021 1 , dui Ing startup operati ons, RCS sampling revealed dose 
equivalent {-131 exceeded Tech Specs Caused by leaking fuel 
pins L Lotllne transient following RCS transient 
LANCASTER. K, F Floi Ida Power Corp 00/02/29 4Bpp 


0003260206 Nutification of 000317 meeting w/ util in Bethesda.ND re 
000226 incident 

FAlRTILE, M D Operating Reactors Branch 4 80/03/10 3pp 


0003310131 Notification of 000317 meeting w/utit in Dethesda.MD to 
discuss 000226 incident 

FAlRTILE, M D Operating Reactors Branch 4 00/03/10 tp 


0003240414 Forwards LCR 80-01 1/04L-0 

HANCOCK, J A Florida Power Corp 80/03/18 Ip 


— 0003240429 LER 80-01 1/04L-0 on 000222, d iscovered representative sample 
not obtained for Feb from test well 4, contrary to Tech Spec 
Apparently caused by Intake canal mod const activity Tech 
Spec change request will be submitted to delete requirement 
COOPER, nI Florida Power Corp 60/03/13 2pp 


8003240532 Forwards supplemental RD B0-014/O4L-D 
HANCOCK 4 J A Florida Power Corp 80/03/10 Ip 
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— 80033*10537 SuppUcn^ntal RO 60-01 4/O‘lL-O on 600221 > sing l€ measured valu« 
0 ^ radioactivity concentration in critical pathuay environ 
med luttt tamples exceeded control station value Caused fay coal 
slag pile Pile relocation study underuay 
* Florida Power Corp 80/03/21 Ip 


8003360538 Forwards LER B0-OI2/O4L-0 

HANCOCK. J A Florida Power Corp 80/03/20 tp 


—8003260544 LER aO-Oia/04L-0 on 800229. d i sc overod that environ samples 
were not taVen from locations at required frequencies Caused 
by personnel error Incident occurrence infrequent therefore 
no corrective actions necessary 
COOPER. J Florida Power Corp 80/03/17 4pp 


8003310330 Forwards LER SO-OlO/OlT-I 

HANCOCK, J A Florida Power Corp 80/03/25 Ip 


8003280637 Addendum to A8LD 800214 Initial decision End Page 6t<a) is 
to be Inserted follouing last line on Page 61 of decision 
LITTLE. L W . REMICK.F J . WOLF. J F Atomic Safety and Licensing 
Foard Panel 80/03/07 2pp 


8003310405 Responds to 790427 request that Director of Nuclear Reactor 
Regulation order full EIS for Amends 44 L 41 to OLs For 
reasant set forth in 800313 director's decision under 
10CFR2 206. request denied 

DENTON.M R Office of Nuclear Reactor Regulation 00/03/13 Ip 


H General correspondence 


6003250511 Submits suggested distribution list for expediting mall 
delivery of NRC studies 

PEOPLES. D L Commonwealth Edison Co 00/03/14 3pp 


—8003310343 LER BO-OlO/OlT-l on 800226. during routine operation, power 
supply failure initiated transient cond ition. reeul ting In 
reactor trip* turbine trip i. engineered safeguards actuation 
Caused by failure of NNI voltage buffer card 4-7'~!0(4) 

LANCASTER. K F FloTlda Power Corp 80/03/20 SOpp 


T Hearing transcripts on non-antitrust matters 


8003110333 Transcript of 800227 morning briefing in Washington, PC re 
event at Crystal River Pp 1-74 
* Commission 80/02/27 75pp 


8003120597 Transcript of ACRS 800306 meeting in Wash 1 ngton. DC Pp 1-290 
» ACRS - Advisory Committee on Reactor Safeguards 80/03/06 
291pp 


DOCKET 50-304 ZION NUCLEAR POWER STATION. UNIT 2 
F Security, medical, emergency L fire protection plans 


8003170488 Forwards comments on supplementary items re fire protection 
review for faci lities 

MACDOUOALL. E A Orookhaven National Laboratory 79/10/08 6pp 


8003160600 Forwards fire protection review Items 31 3. 314 4<315 

re gas suppression sys, water suppression sys & fire uater 
sys. respectively 

HALL.R E BrooJihaven National Laboratory 80/03/07 4pp 


I Financial information 


0003250541 Forwards annual financial rept for 1979. statement of 
internal cash flotu projected for 1900 L narrative statement 
to which cash flow projection Is anne i ed. e vp lalnl ng 
projection dealing w/capital expenditures 
NEXON.H H Commonwealth Edison Co 80/03/10 6pp 


P Operating license stage documents L correspondence 


8003170197 Forwards draft NUREO-0630, "Cladding Swelling «< Rupture 
Models for LOCA Analysis*’ topics for discussion sent to 
fuel vendors Requests comments by 800109 

ElSENHUr. D 0 Division of Operating Reactors 79/12/20 I9pp 


—8003170371 Draft "Cladding Swelling (< Rupture Models for LOCA 
Analysis " 

POWERS. D A Core Performance Branch 79/11/30 I06pp 


8003060617 Notifies of completion of generic bounding review re 
Inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than 50 CCCS actuations 

aCHWENCER.A Operating Reactors Branch l 79/12/20 Ip 


6003260457 Forwards request for addi info re containment purge sys Si 
containment venting sys Info should be provided within 45 
days 

SCHWENCER.R A Operating Reactors Branch I 80/01/09 3pp 


6003120612 Forwards addl info re turbine bldg fire tump pumps U 
info for cable trays which pass through stairwell separating 
cable spreading rooms Drawings available in Central Files 
only 

NAUOHTON, W F Commonuie a I th Edison Co 60/03/10 Ip 


design 


: rT.v: expressing concern re lost of 

traceafaUity of burial plates at Brooks L Perkins Drooks U 
Perkins is developing syi to reduce length of serial numbers 
h amount of manual number transfers 
3TEPT0E.P Isham. Lincoln t> Seale 80/01/31 2pp 


B0032J0534 Forwards "Preliminary Evacuation Time Study of lO-rtila 
Radius Emergency Planning Zone " Rept findings should be 
considered preliminary 

PEOPLES. D L Commonwealth Edison Co 60/03/11 4pp 

—8003210559 "Preliminarg Evacuation Time Study of lO-Mile Radius 
Emergency Planniny Zone " ntoiut 

» Stone «< Webster Engineering Corp 80/01/31 175pp 

aOMZlWa BNL input t. pUnt ,.r. prot.tti.r 

J I d.3 1 4 L 3 1 5 Oas suppression sys L water suoDresslon 

HALl'r e APP.ov.ll .Irt pump controllir BOOd.d 

HALL.R E Brook haven National Laboratory 80/03/14 4pp 

O Adjudicatory correspondence 

i ^®**\‘^°'"l»''»nds original error of allowing ® 
place *iow»ng 

MORRIS, B Affiliation Unknown 80/02/28 Ip 

#»Hng of State of IL exceptions to A8L0 000214 
SEKULER.SN Ulinoisr State of 80/03/03 ip 


8003130225 Forwards safety evaluation reviewing licensee response re 
vibrations causing chemileal 1< vol control sys failure 
Installed dampers are effectively reducing excessive 

In positive displacement pump lines 
NOONANiV Engineering Branch 00/02/08 Ip 

—8003130234 Safety evaluation reviewing licensee response ra vlbratlom 
causing chemical L vol control sys failure Installed dampen 
ara effectively reducing excessive pressure fluctuations in 
positive displacement pump lines 
• Engineering Branch 80/02/08 2pp 


0003200273 Summary of 800110 meeting w/util Uestinghouie re proaosa 
to Increase radial peaking factor from ) 06 to i 93 
Meeting agenda end 

REEVES. E A Operating Reactors Branch I 80/02/12. 6pp 

^°B»th?idJ ®00220 nieeting w/Con Ed. Comm Ed L PABNT in 

Bethaida.MD to discuss savere accident mitigation features 


for facilities Proposed agenda enc 1 
OLSHAN. L Operating Reactors Branch 1 


80/02/14 3pp 


®“ABNv‘?i M.Cobvb, Ed X 

. ASm in Dethesda.MD to discuss sever* accident mitigation 

9*30*^AM* facilities Starting time has been changed to 
OLSNAN, L Operating Reactors Branch 1 00/02/19 ip 


—0003310045 Exceptions to ASLB 800214 initial dairi.f»n i nra 
c“;rIIfnro%’'s« --’Ulng L related issues:'"” 


F. eh*r,inj .un. in.uc.d 

SCHWENCER.A Operating Reactors Branch I, 60/02/20, 2pp 


‘B003120144 Safety evaluation re charging pump induced vl 
n4ds acceptable, 

* Division of Operating Reactors 00/02/19 2pp 


brations^ 
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00031^0320 Summari^ ol^ Q00220 meeting u/utiU U NRC re accident 
mltisation feature* for facilities 

OLSHAfM- N Operating noactora Branch i 00/02/31 4pp 


--0003130357 Forward* near tite atudg for facilities li> response to NRC 
791205 requests for AO dag crash effort 
PEOPLES.!) L Commonuiealth Edison Co 00/02/19 Ip 


— 60031303A4 '’Indian Point >> Zion Near Site Study 
* Commonwealth Edison Co 00/02/20 73pp 


3003030353 Forwards addl responses to Lesson* Learned Task Force 
Category A requirements in response to NRC G00121 requests 
Include* info re power source for pressurlier heaters S' 
subcooiing Indlcatians 

PEOPLES' D L Commonwealth Edison Co 00/02/22 16pp 


Q003130014 Notifies of data indicating fission gas release rate from 
LOR fuel pellets increases w/burnup No licensing action 
required for operating reactors Users of tJestlnghouse fuel 
mult quantify burnup If new design criteria violated 
SCKWENCGRi A Operating Reactors Branch I 00/02/25 2pp 


800327034A Summary of 000222 telcon w/NRC re 000219 Itr concerning 
factor of safety on shell type expa'nsion anchors on safety- 
related piping sys 

PEOPLESi D L Commonwealth Edison Co 00/02/29 2pp 


0003)30453 Requests withdrawal of 7A0129 license amend request re 
protective instrumentation drift More detailed study needed 
PEOPLES' D L Commonwealth Edison Co 00/03/03 Ip 


0003130393 Forwards addl info for NRC review of facility near-site 
Study Includes necessary data for concrete to reinforcing 
steel weight ratios 8< FSARi Sect ions 5 l-AdrAS << t 1-4 
MAUOHTONi U F Commonwealth Edison Co 00/03/04 7pp 


B003lfl05S8 Forwards revised Pages 150 U 159 for auxiliary feedwater 
sys Tech 8pec s. ref lec t mg editorial corrections (c 
reformatted surveillance it testing requirements per 79123) 
amend request 

NAUOHTON. U F Commonwealth Edison Co 00/03/12 2pp 


—0003180359 Revised Pages 150 t 159 for auxiliary feedwater sys Tech 
Specsf ref lect ing editorial corrections reformatted 
survel llance' & testing requirements per 791231 amend 
request 

e Commonwealth Edison Co 00/03/12 3pp 


B003180345 Responds to 000223 request for info re existing primary 
coolant sys pressure Isolation valves 

NAiiOHTON.W F Commonwealth Edison Co 80/03/14 Spp 


8003210505 Forwards addl info for containment purge & venting sys In 
response to NRG 600109 request All instrumentation needed to 
ipitlate engineered safety features Is designated ao safety- 
related equipment 

NAUOHTON. F Commonwealth Edtsan Co 00/03/17 4pp 


GD03240357 Submits addl response to NRC requirements for auxiliary 
feedwater sys Results of temp analysis in turbine areas 
conclude that safety equipment not degraded to prevent safe 
shutdown 

NAUOHTQNi W F Commonwealth Edison Co 00/03/18 2pp 


0003270502 Forwards addl info re auxiliary feedwater sys flow 
requirements In response to NRC 790910 request Auxiliary 
feedwater sys is relied on to prevent core damage St sys 
overpressuri lat ion in event of transients 
NAVyOHTQN.U F Commonwealth Edison Co 00/03/18 15pp 


9003200697 Responds to NRC 000225 St 0314 requests for site specific S< 
generic info re facility turbine discs Forwards affivadlt Sc 
nonproprietary version Proprietary version withheld 
(r#f 10CFR2 790) 

NAUOHTONrW F Commonwealth Edison Co 00/03/19 46pp 


Q Inspection reports* IE Bulletins St cart aspondence 


8003190007 Forwards IE Circular 79-25* Suppl Ai "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLERrJ 0 Region 3i Ghicagoi Office of the Director 0D/Ol/3f 

IP 


B003120140 Forwards IE Circular 00-02* "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLERrJ 0 Region 3* Chicaga* Office of the Director 80/02/01 
If 


B003140169 Forwards IE Du) Latin 80-03. “Loss of Charcoal from 0td Typo 
1 1. Two- Inc h. Tray Absorber Cell* “ Action required 

KEPPLER. / 0 Region 3* Chicago* Office of the Director 80/02/06 
IP 


6003110092 Forwards lE Bulletin 80-04, "Analysis of PUR Main Steam Line 
Break W/Continued Feedwater Addition " Urltten response 
required 

KEPPLER'J 0 Region 3, Chicago. Office of the Director 60/02/00 

ip 


0003190316 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Saf oty-Relatod Piping 4 Components '• Ho written response 
required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director B0/O2/0B 
Ip 


80033)0414 Forwards lE Insp Rapt* 50-295/79-26 U 50-304/79-25 on 
79) 129* 1220* 800103-04 t 10 No noncompl iance noted 

FIORELLI.O Region 3* Chicago, Reactor Construction & Engineering 
Support Branch 00/02/13 2pp 


—0003310422 IE Insp Repts 50-295/79-26 i 50-304/79-2S on 79)12?* 1220, 
800103-04 6 10 No none omp 1 lance noted Major areas inspected 
damaged Dergen-Petereon large bore hydraulic snubber* on 
steam generators 

DANIELSQN/D H Region 3, Chicago* Reactor Construction t* 
Engineering Support Branch YIH* I T Region 3, Chicago* Office of 
the Director 00/02/07 6pp 


8003140481 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs*" w/errata shoot 4« request for info related to 
turbine disc cracks Reply requested within 20 days 
EISENHUT. D Q Division of Operating Reactors 00/02/25 3pp 


8003120675 Forwards IE Info Notice 00-06* “Notification of Significant 
Events '' No action required 

titPPLER, J 0 Region 3* Chicago* Office of the Director 60/02/37 
ip 


0003200076 Fofwaids responses to IE Du)letln 79-27* "Loss of Non-Class 
IE Instrumentation f/ Control Power Sys Dus During 
Operation " 

PEOPLES. D L Commonwealth Edison Co 80/02/20 29pp 


6003120336 Forwards IE Info Notice 60-07. "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.J 0 Region 3* Chicago* Office of the Director 80/02/29 

ip 


0003140321 Forward* supp lementa) Info to IE Bulletin 79-010* "En-viron 
Dual 1 ficat ion of Class IE Equipment " Response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/02/29 

0pp 


6003190452 Requests advance approval of nondestructive examination 
exemptions requested 800790626 Itr re revised iniervice insp 
program Requests advance approval from performing volumetric 
examinations on pressure retaining bolts 
PEOPLES* 0 L Commonwealth Edison Co BO/03/04 3pp 


6003180229 Forwards IE Circular 00-03, "Protection From Toxic Oas 
Haiards " No written response required 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 00/03/06 

ip 

8003260148 Forwards IE Info Notice 00-09. "Possible Dccupational Health 
Hazaid Associated W/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLER.J G Region 3* Chicago. Office of the Director 80/03/07 

ip 

6003260426 Forwards IE Info Notice 80-10* "Partial Loss of Non-Nuclear 
Instrument Bys Power Supply During Operation " No specific 
action or response required 

KEPPLERrJ 0 Region 3, Chicago* Office of the Director 80/03/10 

ip 

6003260516 Forwards IE Bulletin 00-05* "Vacuum Condition Resulting In 
Damage to Chemical Vo| Control Sys (CVCS) Holdup Tank* " 

Action written response required 

KEPPLERiJ 0 Region 3* Chicago* Office of the Director 00/03/10 

Ip 


6003260290 Forwards IE Bulletin 60-06. "Engineered Safety Feature 
(E5F1 Reset Controls " Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/03/13, 

ip 
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8003250070 FgTuard* IE Ihfo Notice ao-n< "Ceneplc Profcletna W/ASCO 
V*lv»s in Nuclear Applications Iticludiriff Fir^ Protection 
S^c " No action or written reapo-nso Tetioired 

KEPPLERW O ^e^ion 3. Chicago. Office of the Director B0/03/J4 

Ip 

0003260202 Forward* |£ Circular B0~0«l. "'Securing of Threaded Locking 
0«vice« on Safety-Related Equipment “ No uritten reiponie 
raqip Irdd 

KEPPLEBi J O Region 3f Chicago, Office of the Director BO/03/M 

IP 

fi Periodic operating report! << related correapondence 


B00303062<1 Forwards radiation eipoaure rept for 1977, constituting Part 
a of operating rept 

WANDitEjN' £ CqiTiffliDfiL/eal th Edison Co 00/02/04 Ip 


— 8003050632 Radioactive erflirenta t occupational radiation eipotures 
rept for 1979, con* t « tuting Part 5 of operating rept 
a Coffmonwealth Edison Co 79/12/31 32pp 


8003040404 Foruardi corrected ino-nthl-g operating rept for Jan 1930 
WANDKE, N E Commonwealth Edison Co 00/02/26 Ip 


— 300304'0549 Corrected monthly operating rept for Jan I9fl0 
COOK, J N Commonwealth Edison Co 00/02/26 Spp 


0003110473 Forward* monthly operating rept for Feb 1900 
WANDKE*N E Commonwealth Edison Co 00/03/07 Ip 


~-80031l047S Monthlv operating rept for Feb 19S0 

COOK/ J H Commo-nwea i th Edison Co 80/03/07 lipp 


8 Reportable occurrencesj LERs ^ related correspondence 


8003130650 PNS-I I I-SO-002 BOOl 2b. sul fcch board operator received call 
suggesting facility should he blown up Caller allegedly 
has parts for bomb Resident inspector received call same 
day Increased security employed No disruption of operation 
DONAMLie. J F Region 3i Chicago. Office of the Director 00/01/25 
ip 


0003170300 Forwards LER BO-002/03L-0 

WANDKErN E Commonwealth Edison Co eo/-02/26 ip 


— 0003170385 LER 0O-OO2/O3L-O on BOO 1 26, at 907. power, operators noticed 
increasing pressure Indication on ref channel Caused by 
freeilng of instrument root line due to loosened protective 
covers cn air Intatee Covers reinstalled 
JOHNSON. R Commonwealth Edlsor> Co 80/02/26 Ip 


0003170284 Forwards LER 80-004/03L-0 

NANDKEiN E Comeionuiaa Ith Edison Co GO/02/2B Ip 


-"0003170200 LER 0D-ao4/O3L"O on 800130, dur Ing normal aperat ion, ma Int 
personnel found i team/genera tar level transmitter 3LT'-53G 
had shifted high bg 3 7X Caused 6y transmitter drift 
Transmitter recalihr 

JENKIN3rR V Commonwealth Edison Co B0/02/2a Ip 


0003170299 Forwards LER e0-006/03L-0 

NAMDKE.N £ Commonwiaith Edison Co eO/03/03 ip 


■000-3170303 LER eOi-006/03L-0 on 000202, dur ing normal operation, 
contelninent vent particulate rad monitor 2 RE-0011 would 
not respond to check source nor manual bugging Apparently 
caused by detector tube U KVF0 natural end of life 
oar, F Commonwea Ith Edison Co B0/03/Q3 Ip 


6003200420 Forwards LER 00-000/031-0 

UAKDKE, N E Commonuealth Edison Co 60/03/07 Jp 


•—•0003200425 UER 0 0-008 /OSL-O- on 000206, w/unf t at 95K power , i nstrument 
loop for eteam generator pressure indication was being 
functionally tested Pressure transmitter 2PT526 was 2 SV. 
out of tolerance Caused by previous Preeilng 
J{JHN0GN( R Commonwealth Edison Co 00/03/07 ip 


8003200401 Forwards LER 00-01 O/OSL-O 

WANDKE, N E Commotiwaal th Edison Co 00/03/11 Ip 


--8003200407 t ER SO-010/03U-0 on 800202, d ur i ng surveillance of 
containment vent particulate rad monitor 2 RE-0011, no grap 
sample was drawn for second shift Caused by mi sund er * tand i ng 
between operating 6 ladiation protection personnel 
OSTjF Commonweal th Edison Co 00/03/11 Ip 


0003200387 Forwards LER 00-011/ 03L-0 

MAffDflE. N B Curimonweal th Edison Co 00/03/13 Ip 


-'0003200392 LER ao-Oil/03L-0 on 800224, while operating at 957. pouin 
monthly suiveillance requintig performance testing of flSlV 
Mas performed two days lata Caused by incorrect date 
recorded on schedule Testing performed 
DEAN, ii J Commonwealth Edison Co 00/03/13 Ip 


0003260590 Forwards LCft 79-055/03L-0 

NAMDKE.NE Commonwealth Edison Co GO/03/14 Sp 


— B003260607 LER 79-055/03L-0 on 791004, while operating at 9li! reactor 
power, incoro detector panel V axial power distribution 
monitoring sys panel lost power Caused by failure Of 9KVA 
4BO/1S0 volts alternating current transformer on rtCC 233IC 
OEAN> N J Commonwealth Edison Co 80/03/14 Ip 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 
P Security, medical, emergency b fiie protection plans 


0003280046 Requests ad d 1 info identified in end further revising util 
000104 safeguard* contingency plan within 30 days Enel 
withheld (ref H0CFR2 790) 

SCHWENCERrA Qperabing Reactors Branch 1 60/03/06 2pp 


P Clperating license stage documents correspondence 


8003170197 Forwards draft hJUREG-0630, "Cladding Qwelling 8. Rupture 
Models for LQCA Analysis'* b topics for discussion sent to 
fuel vendors Requests comments by 800109 

EfSENHJT, D G Divjsion of Operating Reactors 79/12/20 19pp 


-8003170371 Draft "Ciadding Swelling b Rupture Models for LOCA 
Analysis '* 

POWERS, PA Core Performance Drench 79/11/30 I06pp 


6003060640 Notifies of completion of generic bounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than SO ECCS actuations 

SCHNENCER.A Operating Reactors Branch 1 79/12/28 Ip 


6003140165 Advises of adequacy of repair program, nondestruc t ive imps 
b leakage testing performed to ensure maintaining integrity 
of feedua-ter piping until recommendations of owners group b 
NRC study group have been evaluated Bafety analysis anc I 
SCHWENCER.A Operating Reactors Branch 1 00/02/22 6pp 


0003130046 Notifies of data indicating fission gas release rate from 
LNR fuel pellets increases w/burnup No licensing action 
required for C-E or Exxon fueled PURs Users of Westinghouje 
fuel must quantify burnup if new design criteria violated 
SCHWENCER.A Operating Reactors Dranch I 80/02/25 3pp 


0003180494 Provides addl info re Lessons Learned Task Force 4hort-term 
imp i Bmentat ion a* res It of 800305 meeting w/NRC b 
subsequent telcons Discusses alternate sample acquisition 
technique requiring installation of small steel tube 
MATHEWS, E ft Wisconsin Public Service Corp 80/03/14 2pp 


9003250449 Forwards proprietary ?< nonprpprl etary versions of responies 
ta si te-sp BC 1 f I c questions m NftC 800225 request for info 
re turbine disc integrity in Westinghousa reactors 
Proprietary version withheld <ref 10CFR2 790) 

MATHEWE.E R Wisconsin Public Service Corp 00/03/10 41pp 


8003200463 Discusses application of WASH-MOO. "Reactor Safety Study, 
to facility in response to NRC 800223 Itr identifying ty$ 
which contribute to risk of core meltdown Study doe* not 
adequately consider features of specific plant designs 
MATHEWS. F R Wisconsin Public Service Corp 00/03/10 2pp 


6003260643 Advises of ca I c ulational error in XN-NF-'77^40. XN-NF-78-35 b 
XN-NF-79-4 analyses of steam line break* for reactor* Error 
did not arfect results of calculation re saf ety-related 
paramatera 

OWELEY.O’ F EiJton Nuclear Co , Inc (subs of Exxon Corp ) 

60/03/19 Ip 
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8003270376 Forwards ot-lginaU of documint* »ent 800310 ro track infi in 
laui praiture kurbin« dlsct Fonirardi correctad Pai}« 25 of 
proprlatari^ v«r«ion of App Aipravlou«iv submittod Pagt 
ulthhfld (ref 10CFR2 790) 

KATHEWQrE R Wisconsin Public Service Corp QO/03/21 8pp 


0 Inipfttion r«port»f IE BuUetini corrtipondenci 


8003250055 Forwards IE Insp Rept 50-305/79-20 on 791203-07 U nofeica of 
violation 

DAVISiA B Repion 3, Chicago^ Fuel Facility tt Haterlals Safety 
Branch 80/01/30 2pp 


— 8003250058 Notice of violation from insp on 791203-07 

* Region 3, Chicago# Office of the Director 80/01/18 Ip 


—8003250066 IE Insp Rept 50-305/79-20 on 791203-07 Noncomp 1 lance noted 
review of LER 79-019/04T-0 indicated that licensee 
discharged waste neutralizing tank batch of honrad ioactive 
eolidt on /90707 w/ Incr ementa 1 concentration of 2 429 mg/l 
OEBTMANNi K J # E88IG#T H Region 3i Chicago# Office of the 
Director 80/01/18 lOpp 


8003140475 Forwards IE Info Notice 60-03# ''Haln Turbine 
Electrohy draul i c Control 6ys " No specific action or 
reeponee rf<iuired 

KEPPLER#J. 0 Region 3. Chicagoi Office of the Director 80/01/31 

Ip 


8003190046 Forwards IE Circular 79-25# Suppl A. "Shock Arrestor Strut 
Aiiembly Interference " No written response rei^uired 
KEPPICR# J 0 Region 3# Chicago# Office of the Dlrectar 60/01/31 
ip 


3003120199 Forwards IE Circular 80-02# “Nuclear Power Plant Staff Nork 
Mours " No written response rec^ulred 

KEPPLERiJ 0 Region 3. Chicago# Office of the Director 80/02/01 
ip. 


6003290211 Forwards response to IE Bulletin 79-27 Loss of any single 
class IE or non-class IE bus does not affect ability to 
achieve safe shutdown conditions due to design of Instrument 
( control sys 

MATHEWS. ER Wisconsin Public Service Corp 80/03/03 3pp 


6003130292 Foruards IE Circular 80-03, "Protection From Toilc Oat 
Hazards •' No written response required 

KEPPLER# J 0 Region 3# Chicago, Office of the Director 80/03/06 

ip 


8003260197 Forwards IE Info Notice 00-09, "Possible Occupational Health 
Hazard Associated W/Closed Cooling Sys for Operating Power 
Plants '• No written response required 

KEPPLER# J 0 Region 3. Chicago# Office of the Director 80/03/07 

Ip 


8003260521 Farwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation " No specific 
action or response required 

KEPPLER. JO Regions. Chicago# Office of the Director 00/03/10 

tp 


8003260560 Forwards IE Bulletin 00-05# "Vacuum Condition Resulting in 
Damage to Cheoiical Vol Control Sys (CVC8) Holdup Tanks " 

Action & written response required 

KEPPLER# J 0 Region 3# Chicago# Office of the Director 00/03/10 
Ip 


6003260421 Forwards f£ Bulletin 60-06# "Engineered Safety Feature 
(E8F) Reset Controls " Written response required 

KEPPLER^J 0, Region 3# Chicago. Office of the Director 00/03/13 

Ip 


8003250130 Forwards IE Info Notice 80-U. "Generic Problims H/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
6ye " No action or written response required 

KEPPLER. J 0 Ragion 3. Chicago. Office of the Director 00/03/14 
Ip 


80D3140296 Forwards IE Bulletin 80-03# "Lott of Charcoal from 8td Type 
I li Tuo-Ineh# Tray Adsorber Cells " Action required 
KE?PLER#J G Region 3. Chicago# Office of the Director 60/02/06 
Ip# 


0003110153 Forwards lE Bulletin 00-04# "Analysis of PWR Main Steam Line 
Break N/Continued Feedwater Addition " Nritten reiponee 
required. 

KCPPLERiJ G Region 3# Chicago# Office of the Director 60/02/08 
ip. 


6003260279 Forwards IE Circular 00-04# "Securing of Threaded Locking 
Devices on Saf e ty^Related Equipment " No written response 
required 

KEPPLERiJ O Region 3# Chicago. Office of the Director 80/03/14 

ip 


R Period-tc operating reports f* related correspondence 


8003030163 Forwards "Seni Annual Effluent Release Rept# Jul-Dec 1979 " 
MATHEWS. E H Southwestern Public Service Co 80/02/29 Ip 


8003190376 Forwards IE Info Notice 80-05# "Chloride Contamination of 
Safety-Related Piping Components." No written response 
required. 

KEPPLERrJ 0 Region 3# Chicago. Office of the Director 8O/02/0B 
Ip. 


—0003030197 "Semi Annual Effluent Release ReptiJul-Dec 1979 " 

e Wisconsin Public Service Corp e Wisconsin Power Light Co 
e Madison Gas Electric Co 80/02/29 3lpp 


8003260241 Forwards IE Imp Rept 50-309/60-01 on 800106-11 No 
noncomp 1 lance noted 

HEISHMANrR F Region 3. Chicago# Reactor Dparatlons Nuclear Support 
Branch. 60/02/12 2p ^ 


--B0032B0245 l£ Imp Rept 50-309/60-01 on 800108-11 No noncompliance 
noted Major areas imptc ted , p lant operations# nonroutlne 
events It IE bulletin U circular followup. 

CKQULE8#N C # NELSON# R L . WARNICK. R F Region 3# Chicago# Office 
of the Director 60/02/09 4pp. 


6003140476 Forwards IE Info Notice 79-37# "Cracking In Low Preiture 
Turbine Discs" u/errata sheet request for info related to 
turbine disc cracks Reply requested within 20 daye 
EI8ENHUT#D 0 Division of Operating Reactors 80/02/29 3pp. 


6003120699 Forwards IE Info Notice 00-06, "Notif ication of Blgnlficant 
Events " No action required 

KEPPLERiJ 0 Region 3# Chicago# Office of the Director. 00/02/27 
ip, 


8003120434 Forwards 1£ Info Notice 80-07# "Pump 6haft Fatigue 
Oracling " No response required 

KEPPLER# J. 0, Region 3# Chicago, Office of the Director 00/02/29. 
Ip. 


6003140340 Forwards supplemental info to IE Bulletin 79-OlB# "Environ 
Quel i f ication of Glass IE Equipment." Response required. 

KEPPLERrJ. G Region 3# Chicago, Office of the Director. SO/02/29 

9pp. 


0003050491 Forwards "Annual Operating Rept. 1979 " 

MATHEWSiE R Wisconsin Public Service Corp 60/03/03 Ip 


—8003050496 "Annual Operating Rept# 1979 " 

* Wisconsin Public Service Corp * Wisconsin Power Light Co 
a Madison Oas Electric Co 80/03/03 97pp 


8 Reportable occurrences# LERs tt related correspondence 


8003050458 Forwards LERs BO-005/03U-0 It B0-006/03L-O 

MATHEWSiE R Wisconsin Public Service Corp 80/02/28 Ip 


—8003080464 LER a0*-006/03L-0 on 600202. during staedy full power, 
condensate water storage tank level went below Tech Spec 
limit Caused by 6/0 blowdown during mpke-up water 
demlneral iier regeneration 

RUITER.G H Mlscomln Public Service Corp 80/02/29 Ip 


—8003050467 LER 80-005/03L-0 on 800201# during plant startup# 8P 125 data# 
shift inetrumsnt channel checksiwas not recorded during 
one shift. Caused by operator error Operators reminded of 
Importance of satisfying requirements 

RUITER, 0 H Mlscomln Public Service Corp BQ/02/29 Ip 


6003060859 Forwards LER fi0-005/03X-l 

MATHEWSiE. R Wisconsin Public Service Corp 60/02/29 Ip 


—6003060862 LER 0O-OO5/O3X-1 on 800131. during IE DuUetin 79-14 insp# 
discovered that thermal restraint was omitted from RHR sys 
Cauffd by error in transferring piping deilgn to const 
drauiingc ReetrAint has been installed 

baker# D.W, Wiseomin Public Service Corp 60/02/29. ip 
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aooailOaSD Forward* 1_ER BO-GOy/OSL-O 

MA THEWS f E R Ul*coniin Public Srrvlct Corp BO/03/06 Ip 


"S0a3UO682 tea aO-007/Qau-0 on aOf>2O0i durlns ^ull pouier (ip*r«tlDn. 
^urvD i 1 lance testing thawed generabor *beatn floui 

channel indicating lou Transmitter output dacreating Cauied 
b-g failed strain gage in Barton tranimitter 
RUITER^Q H Wisconsin Public Service Corp 80/03/07 Ip 


8003180560 Foruiardi LER eO'OOB/03L-0 

MATHEWS. E R Mificon*(n Public Service Corp B0/03/i0 Ip 


'-BOO'310OS64 LER 0O~OOa/O3U“O on 90021 1 r during nornial full power 
op era t i on, u/one of three charging pumps out of tvciOtis of 
remaining punips failed when iwitched from start to auto 
position Caused sticking seal in pump circuit breaker 
RUITERiO H Wisconsin Public Service Corp 60/03/07 ip 


8003180636 Advises that LER submitted on 800329 ui/ incorrect LED 
number for Item 17 Correct LER number is 79-^28 as stated in 
cover Itr 

MATHEWSi E R t^isconsin Public Service Corp S0/O3/l4> 3pp. 


0OO3S6O545 Corrects LER submitted on B00329 Cover Itr stated rept 
number as LER 79-28 Item 17 of rept indicated number as 
LER 80'05 Correct number Is LER 79-28 

MATHEWS. E R Wisconsin Public Service Carp 90/03/14 tp 


8003260599 Foruards LERs go-00?/03L-0, 80-01 0/03L-0, 90-01 1/03L-0 «« 
aO-Ol2/03L-0 

MATHEW3. E R Wisconsin Public Service Corp 80/03/81 Ip 


—8003360608 LER e0-009/03L-O 600530/ during steady full power operatioiSj 
leak discovered on discharge of coolant charging pump JC 
Caused bg hairline crack in coolant charging pump difchargt 
manifaid due to stress vibration loads 
RUITER.O H . nALEFKA. D 8 Wisconsin Public Service Corp 
80/03/Sl Ip 


-8003360^16 LER eO-OlO/03L-0 on 800330/ while starting 9I1V sy* train A 
for SP 24- 107. damper SBV-tOA started to open C< then cycled 
in mi-d-posit i oni preventing drawing of vacuum in annulus 
Caused bg damper controller setpoint drift 
Rl/ITER/0 H . HALEPKAiD & Wisconsin Public Servlet Corp 
80/03/21 ip 


■6003360621 LER 80-0 1 1 /03L-'O on 600320/ during ftttadg state normal 
op arat 1 on. containment monitoring sgs pump R 11/13 indicated 
high flow 6 tripped off Caused by high & lou flow trip 
setpoint drift 

RLPITER^O H . ^fALEPKA. D 8 Wlicontln Public Service Corp 
80/03/21 Ip 


— 600326062S LER BO-01S/03L-0 on 60022f/uhitc performing 6P 109/ train D. 
during step of closing IB diesel generator breaker^ 
indication was lost i breaker would not close Caused by 
dirty contacts on closing circuit knife switch 
RUITER^G H . HALEPV^AiD S Wisconsin Rubllc Servlet Corp 
60/03/21 Ip 


6003310311 Forwards LER 80-013/03L-0 

MATHEWS/ E R Wisconsin Public Servlet Corp 80/03/24 Ip 


—8003310316 LER a0-OI3/O3L-O on 600233. dur Ing ptrformance of PMP 38-9 
pulsation damper prtssure chtek U rtcharge two charging 
pumps wtre briefly out of sve simul tantously Caustd by 
ptrsonnel error Charging pump A returned to normal lineup 
RUITER/O H I NALEPKA/D 8 Wisconsin Public Bervlct Corp* 

80/03/24 Ip 


DOCKET 50-306 PRAIRIE laLAND NUCLEAR STATfONi UNIT 2 
I Financial information 


8003240361 Forwards Annual Financial Rapt 1979* 

SRUSVEN/A 0 Northern Statts Power Co 80/03/10 Ip 


8003240364 Annual Financial Rtpfc 1979 

t Northern States Power Co 80/02/2B 40pp 


J Insurance ti Indemnity information 


6003040402 Forward* Endorsement 3 to MAELU Binders XB-37 U Endorstment 
3 to NELIA Policies ED-36 U XB--37 

JOHNSON/ R 0 Northern States Power Co. 60/02/26, 5pp, 


8003040S66 Forwards Endorsement 44 to NELIA Policy NF-197 ^ Endorsenent 
40 to MAELU Policy MF-69 

jOHNSONiR C Northern States Power Co 00/02/26 3pp 


P Operating license stage documents L correspondence 


8003170197 Forwards draft NUREG-0630. "Cladding Swelling h Rupture 
Models for LQCA Analysis'* it topics for discussion sent to 
fuel vendors Reciuests comments by 000109 

EI&ENHUT/ D 0 Division of Operating Reactors 79/12/20 19pp 


— 8003170371 Draft "Cladding SwelliTig t Rupture Model* for LOCA 
Analysis " 

POWERS, D A Core Performance flranch 79/ii/30 106pp 


6003060627 Notifies of completion of generic bounding review re 
Inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most likely 
withstand more than 50 ECCS actuations 

SCHWENCER.A Operating Reactors Branch 1 79/12/28 Ip 


3003250401 Forwards request for addl info re containment purge *ys i 
containment venting sys Info needed within 30 days 
SCHWENCERtA Operating Reactors Branch 1 80/01/09 3pp 


6003260527 Submits update to 791213 Itr re status of investigations 
into Framotome reactor vessel noiile cracking Results 
indicate reactor vessel noiiles are not susceptible to 
cracking 

ANDERSON. T M Westlnghouse Electric Corp 00/01/31 2pp 


6003190219 Confirms schedule for 600226 meeting in Minneapol is. MN to 
discuss regulatory performance of facility 

KEPPLER/ J 0 Region 3. Chicago. Office of the Director 60/02/16 

Ip 


8003130044 Notifies of data indicating f i « s i on gas release rate from 
LWR fuel pellets increases w/burnup No licensing action 
required for C-E oi Cxron fueled PWRs Users of Westinghouse 
fuel must quantify burnup if new design criteria violated 
SCHWENCCR. A Operating Reactors Sianch 1 00/02/25 3pp 


8003(40191 Advises that 600131 application re mod oh spent fuel storage 
facility is considered complex issue 6 requires Class IV 
fee Requests add! payment 

DIOOSiR M License Fee Management Branch 80/02/29 Ip 


0003310229 Notiflcatlan of 800319 meeting w/util in Bethesda/MD to 
discus* spent fuel pool expansion 

OR0TENHUI8.M Operating Reactors Branch J QO/03/12 2pp 


0003160552 F-orwards 800303 Itr rept to MN Pollution Control Agency on 
results of special chlorination program, in response to NRC 
791102 request 

MAYER. L 0 Northern States Power Co 80/03/13 30pp 


8003(90554 Supplements 791231 lir re Lessons Learned Task Force 
implementation Includes info re emergency power supply, 
direct position indication of relief 4' safety valves A 
Instrumentation for inadequate core cooling 
MAYER/ L 0 Northern State* Power Co 60/03/13 56pp 


8003190665 Forwards Unit 1 Class IV amend fee for mod of spent fuel 
storage facility 

MAVER/L 0 Northern State* Power Co 60/03/14 2pp 


8003190655 Provides Info re primary coolant sy» pressure isolation 
valve*/ in response to NRG 000223 request No plant procedure 
revision or equipment mod necessary to increase reliability 
Diagram end 

MAVER/L D Northern States Powur Co 60/03/17 4pp 


8003210530 Forwards add] info re containment purge 4- vent sys Describe* 
initiation of containment i soUtion, ins trumentati on ir 
■control *ys i- radiation monitor* Drawings available in 
Central Files only 

MAYER, L 0 Northern States Power Co 60/03/17 9pp 


8003250298 Forwards info, in response to NRC 800225 request re turbine 
dlic cracking in Westinghouse 1,600 rpm low pressure 
turbine* Weftlnghousa proprietary version of response 
withheld (ref IOCFR2 790) 

MAVER»L 0 Northern States Power Co 80/03/19 jOOpp 
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80032606‘<3 Advises of ca Iculati one 1 error in XN-NF'-77-40, XN-NF-Ta-’OS &< 
XN-NF-79-4 analyses of steam line breaks for reactors Error 
did not affect results of calculation re safety-related 
parameters 

OWSLEYiQ F Exxon Nuclear Co « Inc Isubs of Exxon Corp ) 

80/03/19 ip 


& Inspection reportsj IE Dulletins t correspondence 


B0031404i9 Forwards IE info Notice 80-03/ "Nam Turbin# 

£lec trohy draul 1 C Control Sys " No specific action or 
response required 

KEPPLER/ J 0 Region 3/ Chicago/ Office of the Director 80/01/31 
IP 


S0(1319003& Forwards IE Circular 79-25iauppl Ai "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPUER/ J G Region 3 j Chicago. Office of the Director 80/01/31 
Ip 


&003l20ie7 Forwards IE Circular GO-02, ''Nuclear Power Plant Staff WorV 
Hours " No written response required 

i<EPPLER/J G Region 3. Chicago/ Office of the Director 80/02/01 
IP 


8003130262 Forwards safety evaluation re actions taken in response to 
IE Bulletin 79-13j "Cracking in Feedwater Sys Piping " 

SCHNEHCERiA Operating Reactors Branch 1 80/02/06 2pp 


— 8003130267 Safety evaluation re actions taken in response to IE 
Bulletin 79-13. "Cracking in Feedwater 8ys Piping " 

* Office of Nui^lear Reactor Regulation 80/02/06 2pp 


□003140240 Forwards IE Bulletin 00-03/ "Loss of Charcoal from Std Type 
1 1 j Two-lnth/ Tray Adsorber Cells " Action required 
KGPPLER. J G Regions/ Chicago/ Office of the Director 00/02/06 
ip 


□003200480 Forwards IE Insp Repts 50-282/80-02 Sc 50-306/80-02 on 
800108-10 No noncompliance noted 

DAVIS. A 0 Region 3. Chicago/ Fuel Facility Materials Safety 
Branch 80/02/07 2pp 


8003120692 Forwards IE Info Notice 80-06/ "Notification of Significant 
Events " No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/02/27 
IP 


0003260295 Ack receipt of 800205 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-282/79-31 tf 
50-306/79-25 Addl info required re response to Item I Enel 
questions withheld (ref 10CFR2. 790) 

HIND. J A Region 3. Chicago. Safeguards Branch B0/02/2B 2pp 


0003120387 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLEH/J G Region 3. Chicago. Office of the Director 80/02/29 
IP 


8003140331 Forwards supplemental info to JE Bulletin 79-0113/ "Environ 
Qualification of Class IE Equipment " Response required 
'AEPPLER/J G Region 3, Chicago, Office of the Director 00/02/29 
epp 


0003100248 Forwards IE Circular 80-03. "Protection From Toxic Gas 
Hatards " No written response required 

KEPPUERiJ G Region 3/ Chicago. Office of the Director 00/03/06 
Ip 


8003260190 Forwards IE Info Notice 00-09, "Possible Occupational Health 
Haiard Associated W/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLER.J G Region 3. Chicago, Office of the Director 80/03/07 

Ip 


8003260508 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation " No specific 
action or response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/10 
IP 


8003260543 Forwards IE Bulletin 80-05, 'Vacuum Condition Resulting in 
Damage to Chemical Vo I Control Sys (CVCB) Holdup Tanks " 

Action 6 written re*po.n«e required 

KEPPLER/JG Region 3. Chicago, Office of the Director BO/03/10 

ip 


—8003200488 IE Insp Repts 50-282/80-02 V 50-306/60-02 on 800108-10 No 
noncompliance noted Ma^or areas inspected qual If 1 cations, 
licensee aud i tsr trai ning. rad iation protection procedures, 
advanced planning 4/ preparation for refueling 

FISHER. H L Region 3, Chicago. Fuel Facility tc Materials Safety 
Branch DUBRY. N E Region 3. Chicago. Office of the Director 
80/01/30 lOpp 


3003240586 Forwards IE Insp Repts 30-202/79-32 6 90-306/79-26 on 
791219-21 notice of violation 

DAVIS. A B Region 3, Chicago. Fuel Facility & Mattrlals Safety 
Branch 80/02/07 2pp 


—8003240591 Notice of violation from insp on 791219-21 

« Region 3. Chicago. Office of the Director 80/01/30 Ip 


—0003240599 IE Insp Repts 50-282/79-32 U 50-306/79-26 on 79i2l9-21 
Noncomp 1 lance noted neutraiiiing tank batch release w/pH 
greater than 6 5 

ESSIQrT H . OESrMANN.M J Region 3. Chicago, Office of the 
Director 80/01/30 iDpp 


8003110137 Forwards IE Bulletin 80-04. "Analysis of PWR Main Stean Line 
Break N/Continued Feedwater Addition " Written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/02/08 

Ip 


8003190468 Forwards IE Info Notice 80-05. "Chloride Contamination of 
8af ety-Relatcd Piping I' Components " No written response 
required 

KEPPLER.J G Region 3. Chicago, Office of the Director 80/02/00 
IP 


8003130115 Supplements response to IE Bulletin 79-13 re feedwater 
piping Examination of feedwater piping to noxzle welds 
adjacent pipe 4( nozzle areas revealed no evidence of 
crac k Ing 

GILBERTS. D E Northern States Power Co 80/02/15 2pp 


0003140478 Forwards IE Info Notice 79-37. "Crack ing in Low PTtssura 
Turbine Discs" w/errata sheet request fop info ralatad to 
turbine disc cracks Reply requested within 20 days 
EI8ENHUT. D 0, Division of Operating Reactors 00/02/25 3pp 


8003260313 Forwards IE Bulletin 80-06, "Engineered Safety Feature 
iE8F) Reset Controls " Written response required 
KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/03/13 
Ip 


8003250116 Forwards IE Info Notice 00-11. "Generic Problems W/A0CO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 00/03/14 
Ip 


8003260261 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

KEPPLER.J 0 Region 3t Chicago, Office of the Director 00/03/14 

Ip 


R Periodic operating reports 6 related correspondence 


0003040401 Forwards "Effluent 4- Waste Disposal Semiannual Rept.Jul-Dac 
1979 " 

MAYER, L Q Northern States Power Co 80/02/25 Ip 


— 9003040485 "Effluent Waite Disposal Semiannual Rept,Jul-Dac 1979 
» Northern States Power Co 79/12/31 9pp 


0003040420 Forwards "Annual Rept on Occupational Exposure for 1979" t. 
"Annual Rept of Changes Tests 4 Experiments for 1979 " 

MAYER. L.O Northern States Power Co 80/02/28 Ip 


— 8003040422 "Annual Rept on Occupational Exposure for 1979 
a Northern States Power Co 79/12/31 2pp 


—8003040426 "Annual Rept of Changes. Tosts ^ Experiments for 1979 " 
a Northern States Power Co 79/12/31 13pp 


8003170395 Forwards monthly operating repts for Feb 1900 
MAYER. L O Northern States Power Co 80/03/13 Ip 


— 6003170399 Monthly operating repts for Feb 1960 

HUN6TAD, A A Northern States Power Co 80/03/10 8pp 
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80033101^4 Forw4rdi "1979 Anniral Rad loliog iC 4 l Environ Monltorins 
f?«Pt 1979 

WARDi E C Northern States Pouter Co 80703/26 Ip 


■8003310149 ''Annual RadiologUdl Environ Konltoring Rept 1979 
» Nortihern Statos Power Co 80/02/Ja 46pp 


& Reportable occUTrenccsi LERs t> related c orrespnndenca 


8003190451 P^b“l 1 1-80-003 on 800218, Ciarrit threat wae received by 
switchboard operator Search conducted u/negative resulte 
CREED^ J R t HINDiJ A Region 3, Chicago* Office of the director 
80/02/ 1 9 Ip 


0003110579 Foruards updated i.ER QO-003/Cli 

MAYER* L □ Northern States Power Co 80/03/06 Ip 


— 8003110501 Updated LER 80--003/0I x- 1 on 800109* during eddy current teet 
of tvbei in Unit S steam g inera tors* xtid i cation.* of tube 
degradation were seen Caused by corrosion Several tube* 
plugged 6 one removed for further examination 
HUNSTAD*A a Northern State* Power Co 80/03/06 50pp 


8003240+17 Forward* LER eO-OO0/O3L-O 

MAYER* L 0 Northern State* Power Co BO/0'3/20 Ip 


— 8003240421 LER QO-OOS/OOL-O on 80021 9* during utartup after refueling* 
one steam flow meter en each steam line did not come on 
scale Doth transmitters drifted lou Cauied bg tero 
adjw ftment shift in Barton Model 384 transmitters 
HUM9TAD/A A Northern State* Power Co 80/03/20 Ip 


DOCKEf 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Stcurlty, medical* emergency & fire protection plans 


8003170468 Forward* comments on supplementary itam* re fire protection 
review for facilities 

MACDOUOALLjE a Droothaven National Laboratory 79/10/00 6pp 


6003170247 Forward* ONL rept* re fire protection review Item* 3 1 I L 
3 12 Util has agreed to provide f ofi i tation**type fire 
detection sy* wherever necessary Util response re noiile 
replacement 6 hose coverag* is acceptable 

MACDPUOALLi E A flrookhaven National Laboratory 79/11/20 3pp 


8003130524 Approves licensee 770714,0514 U 0807 submittals re proposed 
five man brigade shift site In response to NRC 700424 
rey.ueit Lists other proposals by licensee which are not 
acceptable Rec^uests commitment -from licensee within 30 days 
LA1MA9*0 Plant System* Branch 90/02/25 6pp, 

8003050475 Forwards add! info to fire protection review of Item 3 1. 5 
re ge* suppression sys 

HALLfR E Drookhaven National Laboratory. 80/02/20 2pp 


rt Oenaral correspondence 


G003050060 Opposes licensing util to disassemble spent fuel rods V add 
mgr* waste storage onsite Portland Press 800124 article 
enc 1 

MILLER, E Affiliation Unknown BO/OX/25 ip 


0003040023 Advises that Copies of correspondsne* originated by Dlv of 
Operating Reactors re facility will be forwarded in response 
to 000111 Itr, Advises contact w/util to obtain documents 
filed u/NRC 

REID*R N Operating Reactors Branch 4 80/02/14 ip 


8003040063 Advises thet counsels for Sensible ME Power have been added 
to 'NRC mailing list for correspondence re facility In 
reipontr to 800111 request 

REID<R H Operating Reactor* Branch 4 00/02/14 ip 


0003190119 Discusses £0 Hlllsr 0OOU9 Ur to NRC re waste storage 
faci 1 ity. Utl 1 ha* informed Miller that NRG has received 
Btate of ME emargency plan V util emergency plan. Public 
meatitig wsli be forum for specific conerns of reeidants, 

<fAMMlLL,M P AfSlatant Director fgr Optrating Reactor Projects (Pra 
791030) 00/02/25. Ip 


—8003190123 Forwards twp neu/papars articles re NRC Mistata in 
interpretation of application for license amend. Opposes 
addition of waste storage fac 1 li ty . Workab 1 ■ evacuation plan 
for plant vicinity is Impossible, 

«lLLER*e,5. Beniible Maine Power, 80/01/19. 3pp 


P Operating license stage documents 6 correspondence 


0003170197 Forwards draft NUREC''0630, "Cladding Swelling Sc Rupturi 
Models for LOCA Analysis" & topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISENHUT. Division of Operating Reactors 79/12/20 19pp 


— 8003170371 Draft "Cladding Swelling Rupture Models for LOCA 
Analysis " 

P0NER8, D A Core Per for mance Branch 79/11/30 I06pp 


8003100146 Responds to Technical Assistance Request 7191 re steam 
generator water hammer Safety evaluation ^ consultant rept 
end Mater hammer unlikely 

LAIMAS* 0 Plant Systems Branch 80/01/17 3pp 


■8003100151 Safety evaluatton re steam generator water hammer at 
facility Hater hammer unlikely 
* Plant Systems Branch 79/12/31 4pp 


— 8003100155 "Steam Generator Hater Hammer Technical Evaluation for 
Facility " E060 791213 I tr to ID Operations OfcrDDE*encl 
» EO ^ Q. Inc 79/12/31 tOpp 


8003130249 Forwards revised ET6 <non radiological) for facility* 
replacing limiting conditions w/reporting requirements 6 
NPDES refs 

LEAR.O Environmental Specialists Branch 00/02/06 2pp 


-»0OO313O254 Revised ETS ( nonrad i ol og leal > for facility 
a Maine Yankee Atomic Power Co 00/02/05 I6pp 


8003190383 Discusses LMR fuel pfiUt fission gas release rate No 
immediate licensing action required 

REJD*R H Operating Reactors Oianeh 4 00/02/25 2pp 


6003040606 Discusses law power steam line break Correct positioning of 
feedwater regulating bypass valves, to limit post trip 
feedwater flow, will be verified during Cycle 5 stfrtup test 
program Revised steam line break analysis will be provided 
MOODY, D E Maine Yankee Atomic Power Co 80/02/26 2pp 


0003040+32 Forwards response to NRC 000128 Itr requesting addl Info ri 
modified spent fuel pin storage Conclusion re personnel 
exposure not adversely affected by varying radiation levels 
in spent fuel pool 

OROCE*R H Maine Yankee Atomic Power Co 80/02/20 iOpp 


8003050365 Advises that site steam generator sliding basts have been 
heat treated, changing facility ranking from Class 1 to 
Class II susceptibility per NUREO-0577 W/o end C~E Ur 
DIEMILLER.E C Maine Yankee Atomic Power Co 80/02/2B 2pp 


8003040193 Forwards "Auxilllary Power Sys Voltage Study " 
ORCCE.R H Mains Yankee Atomic Power Co 80/02/29 2pp 


—8003040197 "AoxillUry Power Sys Voltage Study " 

0OHN80N,P R . URDANDWSKI. S F Maine Yankee Atomic Power Co 
YAeC-1204 80/02/29 30pp 


8003120575 aubmlts Comment* on NUREO-0630 re temp ramp rate celculatiPd 
for cladding swelling rupture models Discrepancies in 
rates demostrate need to focus on design specs measgremint 
techniques for deta base Continuing evaluation required 
VANOENQUROH* D E Yankee Atomii: Electric Co 00/02/29, 4pp 


0003190370 Forwards list of item* requiring further action based on NRC 
800227 site visit to review implementation of Lessons 
Learned Task Force Category A requirements Participation in 
B6N qual i f Icati on program must be documented 
RElDrR H Operating Reactors Drench 4 80/02/29 5pp 


0003110001 Outline* current statu* re evaluation of asymmetric LOCA 
loads Util evaluated consequences of hypothetlcel reactor 
coolant pipe rupture No loss in structural integrity of 
essential components 8< supports would occur 
GROCE, R H Maine Yankee Atomic Power Co 80/03/04 4pp 


8003110440 Provides infd re Loss of offsite power at facility in 
response to NRC 791127 request Facility has experienced no 
complete or partial loss of offsite power during eight yrs 
of operetion. Describes offsite power sys 1< 700831 event 
GROCE, R H ' Maine Yankee Atomic Power Co 00/03/04 4pp 
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Q003i20463 Outlines cun ent status of evaluation of afiymniBtrlc LOCA 
loads Plant safeti^ has been adequately demonstrated & safety 
issues re RCS pipe rupture resolved Forwards evaluation rept 
□n LOCA loadings 

GRDCEj R H Maine Yankee Atomic Power Co 80/03/04 4pp 


--80031S046& ''Evaluation of LOCA-Related Loadings on RC& Components* 
Supports V Piping*" preliminary rept 

ROUDENKQiA V « WHiTEiR E Maine Yankee Atomic Power Co 80/03/06 
3lpp 


8003240119 Opposes NRC B0020B Amend 47 & proposed subitltuie App D to 
ETS re discharge of NRC/EPA respons i b i 1 1 tes Util 750627 
proposed ETS are more appropriate than substitute Tech 
Specs Forwards Pages 1 0-1 ft 1 1-1 of ETS 

OARRITY^J H Maine Yankee Atomic Power Co BO/03/07 4pp 


— B003240122 Pages 1 O-l i I 1-1 of ETS for facility r« water quality 
1 1ml ts 

* Maine Yankee Atomic Power Co 00/03/07 2pp 


0003270172 Forwards Amend 48 to License DPR-36, safety evaluation t 
notice of issuance 6( availability 

RElDrR W Operating Reactors Branch 4 80/03/07 2pp 


— 9003270178 Amend 48 to License DPR-3&( support Ing operation at full 
rated power during Cycle 5 

REID* R U Operating Reactors Branch 4 80/03/07 tSpp 


‘9003270182 Safety evaluation supporting Amend 4Bi to License DPR-36 
* Office of Nuclear Reactor Regulation 80/03/07 20pp 


— 8003270188 Notice of issuance S' aavai lab 1 1 1 ty of Amend 48 to License 
DPR-36 

RErD«R tl Operating Reactors Branch 4 80/03/07 Spp 


8003170184 Responds to request for more info re perforated fuel rods 
Insp repair program adequate to identify all failed fuel 
assemblies Probably caused by external corrosion 
associated w/crud deposition C-E rept due 800331 
ORQCEfR H Maine Yankee Atomic Power Co 00/03/10 4pp 


8003270204 Forwards NRC safety evaluation concluding that acceptable 
precautions are being taken to minimlie occurrence of water 
hammer In feedwater piping sys 

REIDfR W Operating Reactors Branch 4 00/03/12 2pp 


--9003270205 Safety evaluation concluding that acceptable precautions 
are being taken to minimlie occurrence of water hammer in 
feedwater piping sys 

« Office of Nuclear Reactor Regulation 80/03/12 Spp 


8003280614 Forwards request for addl info re electrical ovemde/bypaee 
aspects of containment purge sys Info in FSAR util 701228) 

L 791210 12 Itrs are insufficient to determine if listed 

requirements for safety signals are met 

REIOrR N Operating Reactors Branch 4 80/03/12 4pp 


8003200502 Discusses review of sys which might have valve 
configurations leading lo Event 5 accidents Low pressure 
safety injection sys has conf iguration in question Lists 
steps to be taken to decrease probability of Event 9 
JOHNSON) W P Maine Yankee Atomic Power Co 00/03/13 2pp 


9003200638 Forwards proprietary results of imp of keywag U disc bore 
areas of low pressure turbine rotorsr in response to NRC 
900225 Itr Proprietary version withheldiref 10CFR2 790) 

JOHNSON. W P Maine Yankee Atomic Power Co 00/03/19 40pp 


9003200401 Forwards 000107 Itr Which NRC never received. In response to 
NRG 791109 & 27 Itrs requesting confirmation of accuracy of 
info provided by C-E re fuel clad swelling L rupture 
evaluations 

GROCE) R H Maine Yankee Atomic Power Co 80/03/21 Ip 


—0003200407 Responds lo NRC 791109 h 27 Itrs requesting confirmation of 
accuracy of info provided by C-E r# fuel clad swelling Sc 
rupture 

JOHNSQN/W P Maine Yankee Atomic Power Co BO/Ol/07 2pp 


0 Inspection reports. IE Bulletins 4c correspondence 


8003060667 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups (( state abty 
general ofcsi copies of escalated enforcement correspondence 
sent by KRC to licensees 

ORIER.B H Region t. Ph i ladelphla. Office of the Director 
79/11/29 Ip 


6003130061 Confirms 600129 telcon extending invitation to attend B00207 
meeting m King of Prussia, PA re requirements Jn IE Bulletin 
79-OlDr "Environ Qual if i cat ions of Class IE Equipment " 

Proposed agenda enc 1 

GRIER'B H Region 1. Philadelphia* Office of the Director 
eO/01/30 2pp 


8003140437 Forwards IE Info Notice 79-37* "Crack mg in Lou Pressure 
Turbine Discs" w/errata sheet fy request for info related to 
turbine disc cracks Reply requested within 20 days 
ElSENHJTi O 0 Division ot Operating Reactors 60/02/25 3pp 


6003240555 Requests notarixcd statements re util insp of turbine discs 
far possible crack formation Statements will enable NRC to 
decide whether OL should be modi fled. suspended or revoked 
IE Into Nofcicc 77-37 w/errata sheet U info request end 
EISENHUT.D G Ds/ision of Operating Reactors QO/02/25 5pp 


B003140100 Forwards IE Info Notice 60-06. “Notification of Significant 
Events " No action required 

GRIER. B i-C Region 1* Philadelphia. Office of the Director 
80/02/27 ip 


8003120459 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

GRIER'D H Region 1* Philadelphia. Office of the Director 
60/02/29 ]p 


9003140371 Forwards supplemental info to IE Bulletin 7?-01Dr "Environ 
Dual i FI ca tion of Class IE Equipment " Response required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
00/02/29 7pp 


8003160202 Forwards IE Circular 80-03. “Protection From Toxic Gas 
Hazards ' No written response required 

GRIER*B H Region t. Ph i ladclph la. Office of the Director 
80/03/06 Ip 


8003160041 Forwards IE Info Notice 80-09. “Possible Occupational Health 
Hazard Associated u/Closed Cooling Sys for Operating Power 
Plants " No written response required 

ORIER. B H Region 1. Ph i ladelph la. Office of the Director 
80/03/07 I p 


8003190259 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

GRIER. B If Fteglon 1* Philadelphia. Office of the Director 
80/03/07 ip 


0003260310 Forwards IE Info Notice 90-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation No specific 
action or response required 

GRIER. B H Region 1. Ph 1 lade Iphia. Office of the Director 
00/03/07 ip 


8003260431 Forwards IE Bulletin 80-05* “Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCSi Holdup Tanks " 

Action L written response required 

CRIER. B H Region 1. Philadelphia. Office of the Director 
80/03/10 ip 


8003260139 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESF) Reset Controls “ Written response required 
ORIERiQ H Region 1. Philadelphia. Office of the Director 
80/03/13 Ip 


8003250331 Forwards IE Info Notice 80-11* "Generic Problems W/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sys ” No action or written response required 
ORIER. D H Region 1* Phi ladelph ia* Office of the Director 
00/03/14 ip 

0003260040 Forwards IE Circular 90-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

GRIER. B H Region 1* Philadelphia* Office of the Director 
60/03/14 Ip 


R Periodic operating reports ft related correspondence 


8003170465 Forwards "Effluent U Waste Disposal Semiannual Rept for 
Jul-Dec J979 " 

GROCE* R H Maine Yankee Atomic Power Co 80/03/03 Ip 


—800317046*7 "Effluent Waste Disposal Semiannual R»pt*JuWDec 1979 
¥ Maine Yankee Atomic Power Co 00/03/03 lOpp 
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8003170419 P'oruardt monthly operating Tgpt -fer Feb 1980 
KQQDYp 0 e naine Yanliee Atomic Power Co BO/Oa/l* Ip 


— 8003170428 Honthl^ operating rept #or Feb 1980 

QEEf)3i F G Heine VenVee Atomic Pouer Co 80/03/12 l&pp 


S Reportable occurrencee, LER* (« related c orreipond cnee 


30031S0721 RD BO-OOl/OlT bprinf review iteani line break enalgilei 
Incorrect aetumption utiliied In zero or low pouer steam 
Line b-reafc analysis discovered Ceute unstated Hecessarv mods 
to be tffipltnented prior to startup 

WOOD,E C Maine Yankee Atomic Power Co 80/01/30 Ip 


8003240614 RO 80’'0-04/01T during routine intp of fuel assemblies being 
removid from core, felled fuel pins identified Cause 
undf tirml-ntd 

IpfOOOf E C Maine Yankee Atomic Pouer Co 80/01/31 Ip 


8003190185 PMO-I-8O“O30 on a002l9< wh i I « refueling core u/pool clarity 
V u/approi 1/3 core in place* pi ob 1 ems eiperienced In seating 
asicmblu Assembly placed in core improperly & tilted over 
Area evacuated 

MARTIN.! , BftUMflER.E J Region 1. Phllad elph ia, Office of the 
Director 0O/O-a/l9 Ip 


8003100197 PND-* 1 -ao-03 1 on 800131, I i c ensee Idantifiod nine fuel 
assemblies containing leaking fuel pins At least tuo pins 
appeared to have misflng segments Cause not stated Damaged 
fuel assemblies being replaced 

nARTiNiT , ERUNNER.e J Region 1. Philadelphia. Office of the 
Director SO/02/21 kp 


8003070334 Forwards LCR 80-009/03L-0 

MOOD, E C Maine Yankee Atomic Power Cp 80/03/01 Ip 


-“8003070337 LER eO“005/03L‘0 on 800131 . during refueling operation 
leakage uas noted from crack in 3/4-inch drain line on lo-ep 
1 safety injection header Cause unknown Lines have been 
eliminated V assoclatad header penetrations capped, 

FRIZZLE, C D Maine Yankee Atomic Pp-uier Co 80/03/01 Ip 


6OO31BD620 RO 80-006/01 T-0 during routine investigation of steam 
generator level indication channel fei lure. cause determined 
to be improper alignment of component following installation 
of transmitter mod Pkant placed in hot shutdown 
NOODjE C Maine Yankee Atomic Pouier Co 80/03/12 Ip 


8003230504 Forwards LER 80-001/01 r>l 

MDQDrE C Maine Yankee Atomic Power Co 80/03/21 Ip 


— 80032B0507 LER 80-001/01T-1 on BOOilO, review of steam line break 
analysis revealed Incorrect assumption re feedwater 
regulating valve bypass valves at low peuir levels Cause not 
stated Valves positioned to limit post-trip feedwater flow 
FRIZZLE. C D Maine Yanks# Atomic Power Co GD/03/21 2pp 


0003310302 Forwards LER 80-006/0ir-l 

NOOD.E C Maine Yankee Atomic Power Co 80/03/24 Ip 


—8003310306 LER B0-006/O1T-1 on 800312. rout in# investigation of steam 
generator level indication channel failure determined that 
cause of failure was impropir alignment of compohent 
following transmitter mod Plant was placed in hot shutdown 
FRIZZLE. C D Maine Yankee Atomic Power Co 80/03/25 Spp 
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8003270079 Forwards safety evaluation re facility overrlda of 
containment purge isolation I other engineered safety 
feature actuation s ignals. Review concludes mods bring plant 
Into design conformance w/« icep ti ons 
LAINAS, 0 Plant Systems Drench 80/Oi/3D 2pp 


— 8003270084 Safety evaluation re facility override of containment purge 
itolalion t other engineered safety feature actuation 
signals, 

a Office of Nuclear Reactor Regulation 80/01/30. Spp- 


—8003270090 ''Electrical Ins trumenli tlon ir Control Aspects of Override 
of Containmeat Purge Valve Isolation l< Other Safety Feature 
Signals,'* informal rept 

UDYrA C EO S< 0 , Inc FIN A-A2S6 77/11/30 lOpp 


8003270085 Advises of status re review of containment purge U vent 
isolatiqn L actions taken since 790822 meeting Interim 
position Lainas 800130 memo and 

R03S,W J Operating Reactors Branch 1 80/02/14 3pp 


— '8003270072 Forwards safety evaluation re override of containment purgi 
isolation Mods are acceptable u/three exceptions licensee 
should provide spring-loaded covers over buttons, provide for 
sys level annunc i a t ion It upgrade radiation monitors 
LAINAS, 0 Plant Systems Qranch 8D/0i/30 2pp 


— 8003270075 Safety aval uati on, r esul ting from AO 70-5. re override of 
containment isolation t other engineered safety feature 
actuation signals 

» Power Systems Branch 80/01/30 2pp 


800304018Q Notification of 800226 meeting w/utils in Qethesda.MD lo 
discuss addl clarification of NRC ret^uirements in design 
review of plant shielding U environ q.ual if leak ion of 
ei^uipment used in post-accident operations 

SUCKL£Y,3 C Light Uater Reactors Branch 1 DROMERICK.A » , 
LtCITRA,E A Light Water Reactors Qranch 3 80/02/19 9pp 


8003260205 Advises of change In review procedures for equipment 
qual if i cation documental: I on. p er NUREO-OSaS, "Interim Staff 
Position on Environ Qualification of Safety-Related 
electrical Equipment " 

PARn,D D Light Uater Reactors Branch 3 80/02/19 3pp 


8003030512 Ack receipt of NRC 000212 Itr re interim solution for single 
dropped rod event agreed upon between Uestinghouse It NRC 
Nill Implement solution as requested 

MlTTLiR L Public Service Electric ii Oas Co of New Jersey 
80/02/26 Ip 


8003120416 Notification of 6003D3 meeting w/utils in Betheida,MD to 
discuss requirements for fuel loading 6 low power testing 
LIC1TRA.E A , DROhERlCK«A W Light Uater Reactors Branch 3 
80/02/39 3pp 


B003140064 Forwards "Assessment of Impacts of Salem % Hope Creek 
Stations on Shortnose Sturgeon, Ac Ipenser Brevirostrum 
Lesueuh" CPA concurrence will be sent by 800307 
LEARfO Environmental Specialists Branch 80/08/29 2pp 


— 0003140082 "Assessment -of Impacts of Salem L Hope Creek Stations on 
Bhortnose Sturgeon. Ac ipens er Qrevinostrum Lesueur " 

MAaNIK,N T Division of Site Safety L Environmental Analysis 
80/03/31 lOlpp 


8003070301 Forwards conti ol rpom design review based on human factors 
methods Areas of possible human engineering improvements 
include functional demarcation of related e laments, label ing, 
control functions L meters 

MITTLrR L Public Service Electric U Oas Co of New Jersey 
80/03/06 17pp 


B003270S61 Summary of 800303 meeting w/utiU in Bethesda.hD re fuel 
loading L low power testing requirements fot near-term QL 
applicants 

LICITRA. E , ORQMFniCK, A Light Uater Reactors Branch 3 80/03/06 

4PP 


0003290180 Notification of 800310 meeting w/utils In Bethesda.hD to 
discuss Lou power testing 

DROKERICK, A N, Light Mater Reactors Branch 3 80/03/07 3pp 


6003260315 Notification of cancellation of 800310 meeting w/ utils In 
Dethesda.MD to discuss low power testing 

DRGHERICK. A VI tight Nater Reactors Branch 3 80/03/07 ip 


8003190465 Ack receipt of 600211 request for addl info re performance 
of confirmatory tests of some distribtion lys l< transformers 
supplying power to vital buses Info requested was 
previously provided In 791010 Itr Forwards Itr 
MlTTLiR, L. Public Bervice Electric t( Oas Co of New Jersey 
80/03/13, Ip 


8003190559 Responds to NRC 790822,1012 b 17 requests for info re RHR 
tyt & NP8H b RN8T capacity Adequate NPBK is available during 
recirculation phase of small break LDCA Factor of l 84 will 
isture sufficient flow pf cooling uater to core 
MITTL,R L Public Service Electric V Oas Co, of New Jersey 
80/03/13, 20pp 


8003310143 Bummery of 800225 meeting u/utll in Dethetda, MO re RU8T 
capacity NP8K for ECC8 pumps Applicant was requested to 
respond w/addl info by 800310 before completing review 
LICITRA, E A Light Vlater Reactors Branch 3 80/03/13 2pp ‘ 
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800319Q473 Ack receipt of NRC 000131 Itr providing tat i sf ac toiPM 
evaluation of proposed secondary uater chemistry control 
program Forwards revised program incorporating monitoring of 
iteam condensate at effluent of condensate pump 
MITTLj R L Public Service Electric fc. Gas Co of New Jersey 
eO/D3/'l4 5pp 


8003210404 Submits info re LWf^ primary coolant sys pressure isolation 
valves in response to NRC 8Q0223 Itr Includes info re Event 
5 isolation valve configurations Plant procedures revised to 
Increase valve reliability 

LlBRIZZliF P Public Service Electric t Gas Co of New Jersey 
80/03/14 lOpp 


G0C32B04S6 Requests tests be performed to obtain specific baseline 
hydraulic data ui/reactor core installed t. control rod 
assemblies inserted Data would be basis for determining 
extent of damage from accident involving core damage 

D Light Nater Reactors Grancb 3 80/03/17 3pp 


F Securityr medical, emergency & fire protection plans 


8003190496 Forwards Emeigency Instruction 1-4 3>Revlsion 5 "Reactor 
Trip* '* in response to NRC 790017 request for emergency 
procedure* addressing ATWS events Procedure provides 
instructions in event automatic trip does not occur 
HITTL.R L Public Service Electric ^ Gas Co of New Jersey 
00/03/13 Ip 


— 0003190498 Fmergency Instruction 1-4 3. Revision 5. "Reactor Trip " 
DAILEY. J , CONNOR. C Public Service Electric t< Oat Co of New 
Jersey 80/03/10 Bpp 


0 Ad judicatqi y correspondence 


7907S00433 Urges moratorium on licensing of facility pending resolution 
of questions re safety of nuclear plants L disposal of 
wastes^ in Ughi of TNI 2 

KRAUS, K Affiliation Unknown 79/07/16 Ip 


0003070388 Comments on NRC actions re facility licensing Extended delay 
in OL issuance provided adequate time to grant hearing 
requested in 790Q31 petition Commission should review cost/ 
benefit analysis 8vc list f* 800303 press release enql 
COLEMAN, A C . COLEMAN. E 0 Affiliation Unknown 80/03/03 3pp 


80031J0633 Discusses experience in facility proceeding 791029 meeting 
in Dethesda.MD re shortnose sturgeon NRC should improve 
iritervenor treatment Expresses opposition to facilities 
COLEMAN, E 0 , COLEMAN. A C Affiliation Unknown 80/03/03 Spp 


8003310491 Requests name removal as atty for Township of Lower Alloways 
Creek in proceedings 

HQRNERrN C Affiliation Unknown 80/03/10 Ip 


9003310363 Request for suspension or moratorium on issuance of QL for 
fa« 1 1 i ty. pendi ng conclusion of A8LD hearing on safety of 
spent fuel storage pool at Unit 1 Notice of appearance 
))f CJ Valore on behalf of intervenor end 
DQNELSQN 8 E Lower Alloways Greek, NJ 80/03/25 9pp 


H General correspondence 


8003130679 Expresses concern over delay in issuance of QL Urges NRC to 
proceed w/Ilcensing because plant is not only essential to 
NJ energy needs but crucial to avetting negative economic 
political impact of increased impor tatat ion of foreign oil 
BLIB8. JN Affiliation Unknown 80/01/31 2pp 


6003040293 Discusses NRC activities since TMI-2 accident U relat iansh Ip 
to Salem 2. in response to 790716 Itr NRC has been conducting 
review of design 4. operational aspects of nuclear plants 
Salem 2 license application not halted during this time 
DENTON. HR Office of Nuclear Reactor Regulation 00/02/14 2pp 


J Insurance t indemnity information 


00031 1049B Forwards certified Endorsements 7 & 37 to NELIA Policy 
NF-aso 

CORREA, II A Marsh t McLennan, Inc , M &< K Nuclear Consultants, Inc 
Dlv 80/03/04 3pp 


8003110659 Forwards certified Endorsement 38 to NELIA Policy NF‘-230 
CORREA, K A Marsh Jb McLennan, Inc , N M Nuclear Consultants, Inc 
Dlv 60/03/04 2pp 


K Utility Final Safety Analysis Report (FSAR) ?, amends 


8003100140 Forwards amend to FSAR submitted as Amend 43 to OL Cbnsist* 
of 60 replacement pages 

MITTL,R L Public Service Electric b Gas Co of New Jersey 
90/03/06 Ip 


— 6003100143 Amend to FSAR submitted as Amend 43 to OL Consist* of 60 
replacement pages 

« Public Service Electric f, Ges Co of New Jersey 00/03/06 
50pp 


P Operating license stage documents & correspondence 


B003140062 "Assessment of impacts of Salem b Hope Creek Stations on 
Shortnose Sturgeon. Ac Ipenser Srevinostrum Lesueur *' 

MASNIK, N T . WILSON. J H Division of Site Safety & Envl renmen ta 1 
Analysis 80/03/31 lOipp 


6003110592 Concurs w/NRC conclusion that facility operation will not 
jeopardize continued existence of shortnose sturgeion 
I10RALE8-8ANCHEZ Environmental Protection Agency B0/03/OS app 


Q Inspection report*. IE Bulletins S. coi respondence 


6003060721 Notifies that NRC intend* to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofe*, caplet of escalated enforcement correspondence 
sent by NRC to licensees 

ORlERiB H Region 1, Philadelphia, Office of the Director 
79/11/29 ip 


8003060260 Forwards Ifc Insp Repts 50-272/79-29 50-311/79-35 on 

791007-1117 No noncomp I tance noted 

6RUNNER.E J Region 1. Ph 1 lade Igh ia. Reactor Operations Nuclear 
Support Branch 80/01/02 2pp 


—0003060292 IE Insp Ropts 50-272/79-28 b 50-311/79-35 on 791007-1 U7 
No noncompliance noted Major areas Inspected lug b record 
reviews, review of licensee events, fol lowup on lE bulletin* 
in previous insp items 

NORRKOLM.L J . NICHOLAS, H H Region 1. Philadelphia. Office of the 
Director K£IM0,R R Region 1. Ph i ladelphi a. Reactor Operations 
Nuclear Support Branch 79/l2/i3 16pp 


6003040031 Ack receipt of 800122 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50--272/7*?-2a 
BRUNNER. E J Region 1. Philadelphia. Reactor Operation* Nuclear 
Support Branch 80/02/07 Ip 


—8003040030 Forward* IE Insp Repts 50-272/79-29 U 50-311/79-35 on 
791007-IU7 t notices of violation b deviation 
BRUNNER, C J Region 1. Philadelphia, Reactor operations Nuclear 
Support Branch 60/01/08 2pp 


—’0003040041 Notice of violation from insp on 791007-1117 

« Region 1. Philadelphia, Office of the Director 79/12/13 Ip 


9003040045 Notice of deviation from insp on 791007-1117 

e Region 1, Philadelphia, Office of the Director 79/12/13 Ip 


—0003040051 IE Insp Repts 50-272/79-26 50-311/79-35 on 791007-1117 

Noncomp 1 lance noted failure to follow procedure* re valve 
status St to complete seismic support mods prior to Mode 4 
operation 

KElMlOiR R Region 1, Phi ladelph ia. Reactor aperations Nuclear 
Support Branch RHOADS. G 0 . NICHOLAS. H H Region 1. 
Philadelphia. Office of the Director 79/12/13 I0pp 


6003190927 Ack receipt of 800211 Ur informing NRC of steps taken to 
correct violations noted in lE Insp Repti 50-272/79-31 tt 
30-31 1/79-36 

SMITHiO H Region 1, Philadelphia, Fuel Facility It Matariali Safety 
Branch 60/02/23 Ip 


—8003190954 Forwards IE Insp Repts 50-272/79-31 6 50-311/79-36 on 
791113-15 6 notice of violation 

SMITH.G H Region I, Ph i ladelphta, Fuel Facility It Materials 
Bafety Branch 80 / 01/21 2pp 


—8003190962 Notice of violation from insp on 791U3-15 

« Region 1, Philadelphia. Office of the Director 80/01/04. 3pp. 
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— 80031‘?0'?7S IE I nip R«pts 50-272/79-31 50-311/79-36 on 791113-15 

rionconip 1 1 anc« notvd failure to provide docunient control & 
to provide ade<iuat* procedures 

THONUS.L H , NIM1TZ*R L Region Ir Philadelphia- Office of the 
Olrector SfOKR^J P Region 1i Philadelphia- Fuel Facility (i 
Heterials Satetg Branch 30/01/04 llpp 


0003140123 Foruiard^ IE Info Notice B0-0&^ "Notification of Significant 
Events ■' No action rei^ulred 

GRIER. B H Region 1- Philadelphia. Office of the Director 
BO/02/27 ip 


6003120553 Foruardt IE Info Notice 80-07- "Pump Shaft Fatigue 
Crackiti] " No reipanse required 

ORIERrD K Region 1- Phi lad elph i a- Office of the Director 
80/02/29 Ip 


6003180055 Porwardi IE Info Notice 80-09- “Posiibie Occupational Health 
Haiard Asiociateif w/Closed Cooling Sgs for Operating Power 
Plants " No written response required 

CAIER-D H Region 1- Philadelphia. Office of the Director 
80/03/07 {p 


8003190283 Forwards IE Info Notice 80-00 •'States Co Sliding Link 
Electrical Terminal Block No specific action or response 
requested 

OAICR-B H Region li Ph i lade I phia- Office of the Director 
80/03/07 ip 


8003360360 Forward* IE Info Notice BO-10- "Partial Loss of Non-Nuclear 
Instrument Sya Power Supply During Operation '• No specific 
action or response required 

ORIERrB H Region 1> Philadelphia- Office of the Director 
80/03/07 Ip 


B00326045D Forward* IE Bui I at in GO-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks “ 

Action 6 written response required 

ORIER-D H Region I. Philadelphia- Office of the Director 

eo/03/10 ip 


8003260165 Fo-rwards IE Bulletin 80-O6< "Engineered Safety Feature 
(E6F1 Rent Controls '• -No written response required 
GRIER- D H Region 1. Philadelphia- Office of the Director 
80/03/13 Ip 


0003250361 Forwards IE Info Notice 80-11- *'0«neric; Problems M/ASCO 
Valves in Nuclear Applications including Fire Protection 
Sys " No action or written response required 
ORIERiD H Region l- Philadelphia- Office of the Director 
80/D3/14 Ip 


0003260066 Forwards IE Circular 80-04- “Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
r iqu Ired 

GRIER. B H Region 1- Philadelphia. Office of the Director 
80/03/14 Ip 


DOCKET 50-312 RANCHD SECQ NUCLEAR GENERATINO STATION 


F Security# mtdlcel, emergency 6 fire protection plans 


3003190597 Advise* that drawings r* proposed Class 11 Instrumentation 
routing after (nod- lubmi tted 800123- reso Ives Class il 
instrumentation protection concerns Fire protection status 
revised safety evaluation tuppl- Sec tion 323 anci 
LAINAS, 0 Plant Systems Branch 80/02/12 ip 


0003060026 Inlarms of ac ceptab 1 1 ity of designs for Nod 3 1 22C2) It 
cable tray fiTrstop-as discussed in 780228 fire protection 
safety evaluation 

REID-fi U Operating Reactors Branch 4 80/02/13 4pp 


8003II0657 Submits design concept in response to Paragraphs 3 £ 27(11 I* 
3 1 29(2) of 7802S6 fire protection safety evaluation 
Proposes to wrap channel B cables W2 inches of Kapwool 
blanket matl Diagrams end 

WAL0R ID5E- H, C Sacramento Municipal Utility District 80/03/03 

6pp 


8003130567 Forward* moiis to 781017 dasign details It diagrams for const 
of cable tray fire stops in reactor bldg Mod does not affect 
ability of fire stop to perform function Requests NRC review 
8( approval 

MATTiNOEfJ J Sacramento Hooicipal Utility District BO/03/07 

3pp 


8003310370 Discusses util design mods associated w/NRC 700228 fire 
protection safety evaluation Util 800208 mod to metal panels 
above fire doors-fi00207 proposed design for monitoring fire 
door position 4 800130 mod to shutdown cabling acceptable 
REID-R H Operating Reactors Branch 4 80/03/11 4pp 


8003280023 Notifies that revised cable tray fli e stop design proposed 
in util 800302 Itr 

REID-R U Operating Reactors Branch 4 80/03/13 3pp 


8003260410 Forwards updated 1979-1980 engineering t const schedule re 
physical protection sg* per £>te)lo 781005 request Enel 
withheld <ref lOCFRR 790) 

MAVTIMOE- J J Sacramento Municipal Utility District 00/03/19 Ip 


0 Adjudicatory correspondence 


0003190040 Response to NRC interrogator les. comp ly ing u/A8LD 800122 
order re NRC motion to compel Friends of'^the Earth answers 
Includes statempnis re long-term mods- facility mg t 
competence 5i nonllceiisad personnel Certificate of Sve end 
RGMV-M H - VANDERVELDEN. M Friends of the Earth 80/02/01 lOpp 


80032B0300 Advises that H Lewis testimony filing will be delayed Delay 
should not bring filing within 17 days of appearance 
ELLISON- C California. State of 00/02/07 2pp 


8003040069 Supplemental response to NRC 000124 answers to Friends of 
the Earth first set of i n ton oga tori es Describes controlled 
filtered venting sys Summary of past TNI safety 
improvements# aff Ida vl t 6 Certificate of Sve end 
LEWIS- S H Hearing Branch 2 00/02/15 4lpp 


6003030022 Response in opposition to Part II of ASLD 000214 prehearing 
conference order denying licensee 000124 motion for summary 
disposition re CA Energy Commission Contention 5-2 If 
affirmed- urges deferral of testimony W/Cer tl f i cate of Bve 
BAXTER. T A » LARSON- L K Sacramento Municipal Utility District 
SAXTCRiT A Shaw* Pittotan. Potts 4- Trowbridge 00/02/19 7pp 


8003060503 Prepai ed direct testimony before ASLD re natural 
circulation cooling Certificate of Sve end 

LEWIS. H U California# Univ of- Santa Barbara 00/02/1? 16pp 


6003040674 Submits names of 17 cltiiens desiring to speak in support of 
fac 1 1 i ty 

COMDATALADE- E Affiliation Unknown 80/02/20 2pp 


8003050040 Response by CA Energy Commission in opposition to licensee 
objection to ASLD prehearing conference order-Part II Urge* 
denial of alternative request seeking postponement of 
testimony# due to agreed upon schedule U/Certi f i ca te of Sve 
ELLISON.C r LAMPHER-L C California- Slate of 00/02/21 Spp 


B003070340 Testimony re containment overpressur i lat ion protecti on- in 
response to CA Energy Commission Issue 5-2 Containment bldg 
meets general design criteria established per 10CFR50, App A 
Prof qual 1 f Icat ions end 

OREENEt T A Containment Systems Branch 80/02/29 9pp 


— 8003070341 Testimony re containment overpr essur i latl on protec tion- in 
response to CA Energy Commission Issue 5-2 Recommend* that 
issue be subj of rulemaking Prof qualifications enc 1 
MEYER. J F Advanced Reactors Branch 00/02/29 llpp 


8003130165 Forwards NRC testimony by TA Oreene JF Neyer on 
containment overpressur i lat ion protection- in response to CA 
Energy Commission Issue 5-2 

HQEPLINO-R 0 Hearing Branch 4 80/03/04 Ip 


8003190642 Forward* TA Oreene 4c VF Meyei testimonies on CA Energy 
Commission Issue 8-2 re containment overpr eisurl lat ion 
protection. 

LEMI0r8 H Hearing Branch 2 80/03/11 Ip 


8003190864 Expresses apology for double transmittal of NRC testimony on 
CA Energy Gommlislon Issue 5-2 Second transmittal differs 
from first by typographical corrections 
LEWlSiS H Hearing Branch 2 00/03/13 Ip 


8003270067 NRC testimony re ASLB Question 16 concerning integrated 
control sys Only small number of sys malfunctions resulted 
In reactor trip Furfchar action will be determined in light 
of encl ORNL rept Prof qua 1 i f Icatlons end 

THATCHER. D F Electric- Ins trumentat ion Control System* Branch 
80/03/23 tOpp 
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H General corrospotidonce 


S0£>3t'?0e*V9 Rpspondi io 8001S>2 I tr to President Carter requestin-g info 
re plants Uf/sioiiiat design to TKI-2 Provides list of all 
B{tU designed plants 

DENTOM, H R Office of Nuclear Roactoi Regulation 80/03/14 Ip 


8003230570 Disrusses safeti^ assurances required by NRC i» May 1979 
shutdeun of '^aciKtij due to deficiencies perceived in light 
of TMl response to enc I /9llll Itr to President Carter DOE 
79122B I tr also ent 1 

DENTONi H R Office of Nuclear Reactor Regulatian 80/03/10 3pp 


vl Insurance ( indemnity information 


8003040-578 Forwards Endorsement 43 to NFLlA Policy NF~212 

MATTlMOErJ J Sacramento Municipal Utility District 60/02/22 

spp 


P Operating license stage documents t, correspondonce 


7906250101 Requests assessment of safety of continued oparatlon of BSeVi 
reactor based on performance of relief tc safety valves^ 
performance of HPI pumps< rel iab 1 1 i ty of auxiliary feedwater 
S core cooling in natural circulation 

ROSS, D Division of Project Management 79/O9/0B Spp 


8001030044 Forwards request for addl info re automatic trip circuitry 
for reactor coolant pump motors Info needed prior to design 
acceptability Ltr transmitted to ulils responsible for 
Oc oneej Cry sta I Ri vei , TMI « Davi s-Besse AK 1 
RElDiR 14 Operating Reactors Branch 4 79/12/16 6Dp 


6003170177 Forwards draft NUREG»0630r '^Cladding Swelling & Rupture 
Models for LCICA Analysis'' & topics for discussion sent to 
fuel vendor* Requests comments by 600)09 

EISENHUr.D 0 Division of Operating Reactors 79/12/20 19pp 


— &00317037) Draft "Cladding Bwelling (< Rupture Models for UQCA 
Analysis " 

POWERQiO A Core Performance Branch 79/11/30 l06pp 


8003190717 Forwards maps indicating low population tones for 
facllltlesiln response to 800107 ltr 

DENTON^H R Office of Nuclear Reactor Regulation 60/01/28 6pp 


--8003170734 Requests maps indicating low population lones for 
facil itles 

EDSON.K California^ 8tate of 60/01/07 ip 


0003140323 Responds to /91003 lequest to amend facility Tech Specs 
peTrtlfctlna operation w/fuel loading planned for Cycle 4 
Ad-dl info necessary to continue review Response required 
by 800219 

nEID,R W Operating Reactors Branch 4 60/02/11 5pp 


0003100021 Notification of 800221 meeting w/BM-l in BethesdaiMD to 
discuss QAW-1964. ^Auxiliary Feedwater 8ys Reliability 
Ana 1 yse s-Oener i c Rept for Plants w/BltN Reactors " 

CAPRAi R A Btandar d i lation Branch 60/02/13 Ip 


GD03100142 Forwards Auxiliary 8ys Branch position re auxiliary 
feedwater sy« ^ request for adddl info as part of followup 
to Blill 1979 plant shutdown orders 

KATTHEUSiP R Auxiliary Systems Branch 80/02/19 20pp 


0003040412 Forwards "Small Break w/Failed Power Qperatfd Relief Valvei " 
In response to NRC 790621 ltr Small breaks in primary eys 
will not cause r epressurliation to setpoint unless all 
feedwater is lost io steam generator 

MATTltlOE. J J Sacramento Municipal Utility District 80/02/21 ip 


--8003040414 "hmall Break w/Failed Power Operated Relief Valve " 
a Sacramento Municipal Utility District 60/02/2) iSpp 


6003040524 Forwards addl info requested by NRC 600123 Ir re electrical 
overr ide/bypass aspects of containment purge sys Drawing 
available In Central Files only 

MATTIMOEiJ J Sacramento Municipal Utility District 00/02/22 

4pp 


6003170429 Notification of B00313 meeting w/B(<W in BtthesdaiMD to 
discuss small break operating guidelines 
CAPRA* R A Standardization Branch 80/02/22, Ip 


8003310133 t'fotif icat ion of cancellation of 800313 meeting u/BbU in 
Oethesda^M-D to discuss small break LQCA operating 
g uld el ine s 

CAPRAp R A Assistant Dlrectot for Standard Advanced Reactors 
80/02/22 Ip 


8003190016 Summary of 600212 ^ 791129 mectlngt w/licensee In Bethesda, 
MD re long'-term upgrading requirements for site auxiliary 
feedwater sys 

CAPRAi n A Standard; lat ion Branch 60/02/23 lOpp 


0003120774 Forwards comments h requirements for continued facility 
auxiliary feedwater sys upgrade Commitment to provide 
requested info b/or design mods must be uithin 15 days 
RElDi R W Operating Reactors Branch 4 80/02/26 23pp 


8003050518 Forwards revised response to Question 1 In NRC B00211 
request for addl info on Cycle 4 reload Agrees to provide 
comparlsun between measured 1 calculated power distribution 
MATTIMOEiJ J Bacraminto Huntclpal Utility District 80/02/27 

2pp 


8003100032 Forwardi containment purge sys schematic drawingSi 
inadvertently omitted from 600222 ltr Drawings available in 
Central Files only 

e Sacrainento Municipal Utility District 80/03/03 ip 


6003120957 Requests concurrence w/analysls of snubber failures during 
1970-1700. wi thin Tech Spec s. Sec tion 4 14 4 requirements 
Failure of Bergen-Paterson units due to marred poppets or 
bent or broken poppet strings 

UALBRlDOEf it C Bacramento Municipal Utility District 60/03/03 

tp 


8003200007 Summary of 800111 meeting w/Dechtel b licensees re masonry 
wall <( pipe support itiucturai interdisciplinary 
coordinat ion 

LICCIARODiR Operating Reactors Branch 1 80/03/03 i6pp 


8003120470 Requests withdrawal of 600201 request for continuation of 
exemption from code requirements Addl dc motors used to 
replace motors on high pressure injection valve operators 
art onsite 4< ready for installation 

NALBRIDOE, N C Sacramento Municipal Utility District 80/03/04 

Ip 


6003290573 Responds to NUREG-0576 re addl instrumentation necessary for 
monitoring inadequate core cooling Existing instrument 
Indications provide muttipie capabilities to detect 
Inadequate core cooling 

MATTIHOE.J J Sacramento Municipal Utility District 00/03/09 

2pp 


800324035-6 Discusses periodic testing U continuous surveillance program 
for areas where Event 5 valve configuration exists within 
high pressure piping connectirig RC8 to low pressure lys 
pip ing 

WALDRIDOE.W C Sacramento Municipal Utility District 60/03/12 
7pp 


8003280650 Notification of 800327 meeting w/util 6 D^N In Betbesda,MD 
to difcuii program objectives U schedule for lead test 
assemblies using U tailings In top 6 bottom sections of fuel 
rods 

BANDSi s Aeactor Safety Branch 00/03/14 ip 


80C32700D7 Refunds Class III fee due to withdrawal of 800201 
eppllcation re exemption from IOCFR50 46 until improvements 
to ECC8 were made 

MILLER* U O Liesnsfl Fee Hanagsment Branch 80/03/18 Ip 


6003310359 Responds to NRC B00226 ltr re requirements for continued 
upgrade of auxiliary feedwater syi Util will update 
auxiliary faedwater reliability study 6 will submit new 
Tech Specs by 000501 

MATTIMDE*J J Bacramento Municipal Utility District 80/03/16 
4pp, 


8003210437 For-wards site-specific info re insp* operation & matl 
composition of low pressure turbines in response to NRC 
000225 ltr Certain Mestlnghouse Identified info withheld 
<ref I0CFR2 7901. 

MATTIMOe.J. J Sacramento Municipal Utility District 60/03/19, 
43pp 


0003260526 Respond* to NRC questions re actions which allow operator to 
cape w/cDirb 1 net Ions of loss of instrumentation U control 
lunctlani, AnfWer* addressed In 600312 rept, 

HATTIMOE.J J Sacramento Municipal Utility District 60/03/21 

2pp 
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8003260645 Forwards W 0 s 1 1 ngh ous e application It affidavit for 
uithholflln^ proprletarv infg provided in util 80031? 
response to NRC B002S5 request for site-specific info 
MATTIMOEi J J Sacramento Municipal Utility District BO/03/21 
BPP 


8003280541 Infcrme that mods to ECCS uill be complete by 800327 All 
necessary pracedures have been changed t( operator training 
corripleted on G00319 Testing L installation u»i 11 be completed 
prior to achie/tng ciiticalitq at end of refueling outage 
HATTiKOEiJ li Sacramento Municipal Utility District 80/03/21 Ip 


8003280554 Responds to NRC 800225 request for info re turbine disc 
integrity in operating ties tinghouse nuclear lou pres-sure 
turbines Agrees w/responses to generic questions detailed 
in Nesti nghouse 800314 1 tr 

MATTIhQE^J U Sacramento tlunlcipal Utility District 00/03/21 ip 


Q Inspection reports, IE Bulletins % correspondence 


8003120697 Responds to JE Bulletin 79-35 Response to IE DulUtin /6-Oa 
in 1976 indicated that relays mere not In use at facility 
Relays not installed nor planned for installation 

MATTIHOE.U J Sacramento Municipal UtiUfcv District 79/11/36 Ip 


S003100029 Responds to IE Bulletin 79-17, Revi s i on 1, "Pipe Cracls in 
Stagnant Borated Water Sys at PWR Plants " Util plans to 
inspect applicable sys during rofueling outage scheduled for 
Jan 1980 

MATTldOEiJ J Sacramento Municipal Utility District 79/11/28 Ip 


G003060215 Responds to IE Bulletin 79-02, Revs s i on 3 re pipe support 
base plate designs using concrete eipansion anchor balls Of 
183 supports covered by bulletin, 61 inaccessible during 
pouer operation All testing ui 1 1 be completed by 600304 
KATTIMOE.J J Sacramento Municipal Utility District 79/IS/07 
2pp 


8003060033 Foruards supplemental info resulting from insp program por 
IE Bulletin 79-02 re design it installation procedures for 
concrete eipansion anchor bolts used in pipe support 
baseplates Of 293 anchors tested, 6] discrepancies found 
MATTIMOE,JJ Sacramento Munic ipai Utility District 79/13/31 
3pp 


8003070011 Forwards IE Insp Bept 50-31 2/79* 28 on 791203-19 No 
noncompliance noted 

CREWS, J U Region S, San Francisco, Reactor Operations Nuclear 
Support Branch S0/01/S8 2pp 


— B003070014 IE Insp Reft 3D-3J2/79-2B on 791203-19 No honcomp I i ance 
noted Major areas Inspected normal opera t ions, physical 
tccuri ty, train lug followup on previously identified items 
FAULKENBERRYi B Region 5, San Franclscpj Reactor Operations 
Nuclear Support Branch CANTER, H L Region 5, San Francisco, 
Office of the Director 80/01/34 6pp 


3003U0300 Forwards IE Bulletin 80-04, “Analysis of PMR Main StoAm Line 
Break W/Continued Feedwater Addition " Written response 
required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
80/02/08 Ip 


8003280059 Responds to IE Bulletin 79-27. “Loss of Non-Class IE 
Instrumentation t' Control Power Sys Bus During Operation “ 

Power sources, control room alarm indlca 1 1 on^ power loads U 
power loss effects reviewed No design mods proposed 
BQSSENMAIER, W Sacramento Municipal Utility District 80/02/22 
BPP 


8003190716 Summary of 791 lOB meeting w/Bl,W owners group in Detheeda,MD 
re responses to IE Bulletin 79-05C 

CAPRA, R A Standardiiatlon Branch 00/02/24 llpp 


8003140440 Forwards IE Info Notice 79-37, ‘’Crack jng in Low Pressure 
Turbine Discs” w/errata sheet request for info related to 
turbine disc cracks Reply requested within 30 days 
EISENHUTi D 0 Division of Operating fleacters 80/02/25 3pp 


8OO32409S5 Requests notarl led statements re utH insp of turbine discs 
for possible craci formation Statements will enable NRC to 
decide whether QL should be mod i fled, suspended or revolted 
IE Info Notice 79-37 w/errata sheet tr info request end 
EIBEHHUT, D 0 Division of Operating Reactors 60/02/25 5pp, 


8003120652 Ac I receipt of 000128 )tr Informing NRC of steps taken to 
correct Ylolabions noted in lE Insp Rept 50-312/79-35 
CREWS, JL Region 5, San Francisco, AeactPr Operations Nuclear 
Support Branch 80/02/26 ]p 


— 6003120658 Responds to NRC Itr re violation noted in IE Insp Rept 
SO-313/79-25 Corrective actions training program will be 
initiated to acquaint engineering personnel of reporting 
requirements 

MATTIMOE.J J Sacramento Municipal Utility District 60/01/28 

2pp 


—8003120663 Forwards IE Insp Rept 50-312/79-25 un 791 101-30 notice 
of violation 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 80/01/04 2pp * 


— 8003120665 Notice of violation from insp on 791101-30 

a Region 9, San Francisco, Office of the Director 00/01/04 Ip 


—8003120672 IE Insp Rept 50-313/79-25 on 791101-30 Noncompliance noted 
plant incidents A LER followup leporting 

CANTER, H L Region 5, San Francisco, Office of the Director 
FAULHENDERRy, D Region 5, San Francisco, Reactor Operations 
nuclear Support Dianch 60/01/04 Bpp 


6003120266 Fotwards IE Info Notice 60-07, ’'Pump Shaft Fatigue 
Cracking '■ No lesponse required 

ENGELKEN, R H Region 5, San Ftancisco, Office of the Director 
00/02/29 Ip 


8003140310 Forwards supplemental info to IE Bulletin 79-013, “Environ 
Qualification of Class IE Equipment “ Response required 
ENOCLKEN, R H Region 5, San Francisco, Office of the Director 
80/02/29 7pp 


8003370106 Responds to It Bulletin 79-010 re qualification of equipment 
required to function under postulated accident conditions 
Submits master tist of equi pment, sy s component evaluation 
worksheet ^ accident 6 test profiles 

WALDRIDGE.NC Sacramento Municipal Utility District 80/03/03 
208pp 


8003180224 Forwards IE Circulai 00-03, “Protection From Toiic Oas 
Haiards “ Ho wiitten response required 

ENQELKENi R H Region 5, San Francisco, Office of the Director 
80/03/06 1 p 


8003140380 Foruasds It Info Notice 80-10, ’’Partial Loss of Non-Nuclear 
[nstrument Hys Rawer Supply During Opeiation ’’ No specific 
action or response reoulred 

ENOEl KEN, R H Region 5, San Francisco, Office of the Director 
80/03/07 2pp 


8003180021 Forwards IE Info Notice 80-09, “Possible Occupational Health 
Hazard Associated w/Closed Cooling Sys for Operating Power 
Plants ” No written response required 

EHOELKEN, R H Region 5, San Francisco, Office of the Director 
00/03/07 ip 


8003180118 Forwards IF Info Notice 80-08 “States Co Sliding Link 
Electrical Teimlnal Block “ No specific action or response 
requested 

ENOELKEfl, R H Region S, San Francisco, Office of the Director 
80/03/07 Ip 


8003360573 Forwards IE Bulletin 80-05, 'Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCS) Holdup Tanks " 

Action written response required 

ENOELKEM.R H Region 5, San Francisco, Office of the Director 
80/03/10 Ip 


8003140216 Forwards info re facility 800226 reactor trip in response to 
NRC 800306 request U. IE Rulletin 79-29 Rept addresses each 
Item discussed 

WALORIDOE,W C Sacramento Municipal Utility District 80/03/12 

lepp 


600336-0397 Forwards IE Bulletin 80-06, “Engineered Safety Feature 
(ESFJ Reset Controls “ Written response required 
ENGELKEN, R H Region 5, San Francisco, Office of the Director 
80/03/ 13 Ip 


8003350161 Forwards I£ Info Notice 80-11. “Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

ENOELKENrR H Region S, San Franctfco, Office of the Director 
60/03/14 ip 


8003260353 Forwards IE Circular 80-04, “Securing of Threaded Locking 
Devices on Safe ty-Re |at«d Equipment No written response 
required 

ENOELKEN. R H Region 5. San Francisco, Office of the Director 
80/03/ 14 ip 
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R Reriotfiic operating t'c^ports ^ rolated correspondence 


80031 10589 rortuarde ’’Radiation Exposur e^ Envl ron Protec tl on. Effluent U 
l^aste Disposal 1979 Annual Rept “ 

MATTIMDE. J J Sacramento tluniclpal Utiiitg District 80/02/29 Ip 


--3003110591 "Radiation Exposure. Lnvii on Protec t Ion. Effluent t« Haste 
Disposal 197? Annual Rept " 

M Sacranento Municipal Ubilifcv Distilct 00/02/29 I50pp 


— 6003110631 LER 0O-QO9/O3L-O on 6C0207. during function tests of relays 
in 4i 160-volt feeder breakers. contac ts SRAX ISFBX) found 
not ufired Caused by discrepancy betuxeen design & internal 
suitchgear uinng diagrams No changes necessary 
COLDMDOi R W Sacramento Municipal Utility District SO/02/28 
Ip 


6003260568 Forward s LER 60-01 2/03L-0 

WALBRIDGE.W C Sacramento Municipal Utility District 60/03/06 
2(1 P 


B003I70382 Forwards monthly operating ropt for Feb 1980 

RADRlQUEZiR J Saciamento Municipal Utility District 00/03/07 
IP 


--8003170336 Monthly operating rept for Feb 19S0 

CQL.GM&C]. R W Sacfbaiento Municipal Utility District 60/02/29 
SpP 


S Reportablo occurrences. UERs fn i elated correspondence 


8Q03170A40 RO one tube on steam generator Unit A &> tuio tubes on Unit D 
degraded Coirective action underway 

OUDREi fl P 8acramento Municipal Utility District 80/03/19 Ip 


8003040S69 RO 60*11 on 800219. util repoi ied degradation of once- 
through steam generatoi Tube degradation discovered during 
insp Occurrence reported incorrectly Appropriate rept will 
be submitted uiithin correct time frame 

RODRiQUtZ.R J Sacramento Municipal Utility District 60/03/25 

Ip 


8003040606 Forwards LER 60-007/03L-0 

MATTlMOEi U U Sacramento Municipal Utility District 00/02/23 
3pp 


— 8-003040619 LER 80-007 /03L-0 on 000125, refuel 1 ng cycle hydraulic snubber 
testing pragiam revealed seven failed units Caused by broken 
springijworn poppets f/ seats 6 worn 0 rings Defective parts 
rep laced retested 

COLOMDGi R W Sacramento Municipal Utility District BO/02/23 

Ip 


8003170443 flO one e-through steam generator tubes found degraded during 
recent insp Occurrence does not fall into "immediate ■ 
noti f 1 ca 1 1 on. 14“day followup t ept" category Add! repts 
will bo submitted within appropriate time frame 
R0DRI0UC2.R J Sacramento Municipal Utility District 80/02/25 
ip 


—8003260594 LER 80-0i2/03L-0 on 600219. d i esel generator A failed to 
start from control room due to piece or metal stuck in 
relay Caused by recent worSi in relay panel Metal removed 6 
subsequent start tests successful 

COLUMDO. R U Sacramento Municipal Utility District 80/03/06 
ip 


6003260209 PNO-V-BO-016 on 800303. Reg ion 5 mgt met u/litensee at site 
to discuss valve U electrical noncompl lance that has 
rendered portions of HPI sys inoperable Escalated 
enforcement will be requested 800314 

FAULKENBERRY. D Region 5, Ban Francisco. Office of the Director 
00/03/06 ip 


0003260591 Forwards LER e0-Ol3/03L-0 

WALDRIDQE.R C Sacramento Municipal Utility District 80/03/07 
2pp 


—0003260596 LER 80-013/031-0 on 000218. following biannua 
generator D. problem w/DC air start sys noted Probably 
by natural end-of-life for flexible synthetic rubber 
Line replaced 

COLOMBO. R U Sacramento Municipal Utility District 

IP 


I insp of diesel 
caused 
1 me 

80/03/07 


0003180566 Forwards LER 80-01 4/03L-0 

WALDRtDOE. U C Sacramento Municipal Utility District 80/03/U 

2pp 


— 6003160574 LER 80-014/03L-0 on 600219. while .moving ARIS calibr block, 
sling failed 3.000 lb block fell into flange transfer 
canal Caused by Inadequate sling utlliied for lift Speed 
change problem corrected 

COLOMBO. R W Sacramento Municipal Utility District 80/03/11 
ip 


8003190356 Forwards LCR a0**on/O3L-0 

WALBRlOOEiW C Sacramento Municipal Utility District 60/03/11 

2pp 


6003060537 Forwards LCR BO-008/03L-0 

NATTIMOL. J U Sacramento Municipal Utility District 


— 8003060560 LCR 80-008/031-0 on 000203. durl ng routine 
bldg.U bolt bracket found missing on pipe support 
1-0-26005-1 Probably caused by removal during some 
maint evolution or during const 

CDLOMOa, R W aacramento Municipal Utility District 


80/02/26 Ip 

tour of reactor 
past 

80/02/ 26 


tp 


3003060583 Forwards followup LER 79-0ao/O3L-l 

MATTIMOE. J J aacromento Municipal Utility District 


80/02/26 Ip 


—8003060307 
dlecovere 
579. to dl 
repair or 
COLOMBO. R 


Followup LER 79-020/03U’*! on V91207. dur Ing routine insp 
d leak on socket ueld attaching drain valve. 8IM- 
schargo header of MU pump P-236 Caused by previous 
vibration stress Weld cap installed 

U Bacramento Municipal Utility District 80/02/26 




— 8003190561 LER 0O-O11/O3L-O on 800201 . BJ-W Inservice insp of steam 
generators found three defective tubes in first sampling 
Caused by normal wear of generator tubes Addl insp found 
no other defective tubes Three tubes plugged 
COLOMBO.R M Sacramento Municipal Utility District 00/03/11 
Ip 


8003160629 RO-80-15 on 000312. dgr ing fuel assembly visual 
insp. defective fuel rod discovered between assembly grid 
locations 5 I* 6 Cause under investigation 

RODRtOUEZiR J Sacramento Municipal Utility Distrlefc 80/03/12 

ip 


T Hearing transcripts on non-anti trust matters 


6003140300 Transcript of 800226 evidentiary hearing 
Pp 165-279 

D0WER8.E Atomic Safety and Licensing Board Pane 
Sacramento Municipal Utility District ELLISON. C 
of 60/02/26 400pp 


in Sacramento. CA 

BAXTER. T A 
California. State 


0003110*13 Forwards LER 80-010/031-0 

MATTIMOE.U U, Bacramento Municipal Utility District 
SPP 


60/02/26 


-600311061* LER 80**01 0/03L-0 on 600213, during refuel ing, polar crane 
moved over upender when upenders contained new irradiated 
fuel aesamblifs Caused by personnel ignorance of 
reetrlctions in tore monitor Handling disposal revised 
COLOMBO.R W Bacramento Municipal Utility District 
Ip 


BO/02/28 


6003110276 Transcript 
280-363 

BOWERS. E S Atomic 
Af f 1 nation Unknown 


of 800227 evidentiary hearing in 

Safety and Licensing Board Panel 
00/02/27 ia2pp 


Sacramento. CA Pp 
SCHUSTER, W 


8003100236 Transcript of 800228 evidentiary hearing in 
Pp 363-462, 

BOWERS, E 3 Atomic Safety and Licensing Board Panel 
Reactor Systems Branch 80/02/28 99pp 


Sacramento. CA 
NOVAK, T M 


0003110627 Forwards LER 80-009/03U-0 

HATTIMOE, U J Sacramento Municip-al Utility 
2pp 


District 


80/02/26 


13310453 NRC testimony re CA Energy Commission Contentions l-l & 1-12 
oncernlng design basis for safety sys Increased challenges 
;o safety sys may degrade performance reduce availability 
lafsty concern exists on thermal stress 
lUaiN. M P . NOVAK, T M Reactor Systems 
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0003310*159 NfiC te'jtimonv re ASLS 0u*4tton 9 Ad<l I Question 1 
cotic ern&nf (ttreet initiation of reacton trip upon occurren-ce 
of Q f i*-iiOTjnal conditions In reeduater Pro^ 

qualifications «ncl 

THATCHER* D F Electric* instrumentation U Control Svstemf Branch 
80/03/01 tOpp 


60033iO*T&9 NRC testimoni^ on bubble formation re ASLQ question referring 
to CA Enorgij Comm I ss i on Contention 1-tO it ASLB Question 2A 
If bubbles prevent adequate natural c ircu lat loni core can be 
adequatelij cooled in feed operation 
NQRIANiP E Analysis Branch 80/03/01 5pp 


a0033lOA73 NRC testimony re add! ASLD Question 2 concerning logic for 
reactor coolant pump trip in small break LOCA Improved 
understanding of small break LOCA necessary Current 
understand ing assures safe operation U/prof qualifications 
NOR I AN, P E Analysis Branch B0/03/0t Bpp 


8003310A7Q NRC testimony re ASl D Question 22 concerning adequacy of 
pressurlier instrumentation Eiisting Instrumentation 
sufficient for primary coolant evaluation Facility may 
operate safely until improved i nstrumenta t i on installed 
KORIAN.P € Analysis Branch 80/03/01 ipp 


6003310*101 NRC testimony re CA Energy Commission Contention 
concerning adequacy of safety relief valves Valves will 
not be challenged due to mods made at facility Emergency 
procedures revised to assure proper response 
NOR I AN, P £ Analysis Branch 60/03/01 Spp 


6003190574 Transcript of 800303 evidentiary hearing in Sacramento, CA 
Pp 463-1645 

s Atomic Safety and Licensing Board Panel 80/03/03 164pp 


8003180293 Transcript of 800304 evidentiary iitaring In Bacramen to, CA 
Pp 655-629 

* Atomic Safety end Licensing Board Fanel 80/03/04 174pp 


8003180286 Transcript of 800305 evidentiary hearing in Sacramento, CA 
Pp 030-1006 

« Atomic Safety and Licensing Board Panel SO/03/05 176pp 


8003120592 Transcript of 800306 evidentiary hearing in Sacramanto, CA 
Pp 1007-1209 

BOHEAStE Atomic Safety and Licensing Board Panel 60/03/06 
S03PP 


0003270150 Testimony of hP ftubln 4 TM Novell <NRC> re design 
bails for facility safety sys (C£C Contentions 1-1 4 1-2) 
RlPaiN,H F . NOVAK, T M Reactor Safety Branch 80/03/12 4pp 


B0D3270114 Forwards omitted testimonies of 8 CorsanicOfRA Capra,PR 
Matthewi.TM NovaV.DF Thatchter.WP Rubin t PE Marian <NRC 
em-plogees) for inclusion behind page 1163 of transcript of 
000306 proceedings in &ac ramento, CA 

CCR3ANICC], S International Verbatim Reporters, Inc 80/03/12 Ip. 


— 8003270119 Testimony of RA Capra r« implementation of long-term 
mods established in Coromtision 790507 order (FOE Contention 
IIIcI Professional qualifications end 
CAPRA,R A Standardliation Branch 80/03/12 lOpp 


-*-0003270122 Testimony of PR Matthews (re adequacy of -pressurleer t 
pressurixer relief tank slcertboard Question 21) 

Professional qualifications tncl 

HATTHEUS, P R Auxiliary Systems Branch 80/03/12 15pp 


— 8003270126 Testimony of PR Matthews re reliability 4 timeliness 
of emergency feedwater sys (Board Question CEC t-6) 

Prof esiional qualification end 

tlATTHEWS^P R Auxiliary Bystems Branch 80/03/12 21pp 


— 8003270131 Testimony of 7K Novak re reconsideration of requirements 
for automatic 4 manual safety actions (CEC Issue 5-3a) 
Professional qualifications end 
NOVAK, T M Reactor Safety Branch 00/03/12 9pp 

— 0003270140 Testimony of MP Rubin 4 TM Novak re sensitivity of once- 
through stean generator dasign MP Rubin professional 
qua 1 i Meat ions end 

RUfitM, M P p NOVAK, T II Reactor Safety Branch 60/03/12 12pp 


—0003270145 Testimony of MP Rubin 4 TM Novak CNRC) re acceptability of 
feedwater transients referenced in NUREO-OSAO 
(FOE Contention Ilia) 

RUBJM,I4P P NOVAK, T,M Reactor Safety Branch 00/03/12 4pp 


—0003270154 Testimony of DF Thatcher (re direct initiation of 
reactor trip upon occurrence of offnormal conditions in 
feedwatar sys Professional qualifications enc 1 

THATCHER, D F Flectnc, Instromontation t Control Systems Branch 
90/03/12 lOpp 


— 8003270157 Testimony of DF Thatcher re Integrated control sys 
(Board Question 16) Professional qualifications 4 ORNL lept 
'integrated Control Sys Reliability Analysis," 4 NRC 
transmittals enc 1 

THATCHER, D T Electric, Insti umentati on 4 Conti ol Systems Branch 
80/03/12 50pp 


—8003270160 Testimony of PE Nonan re natural circulation (Board 
Question CEC 1-2) 

NQRIAN,P F Division of Systems Bafefey GO/03/12 Qpp 


— 6003270163 Testimony of PE Norian re bobble formation (Board Question 
CEC l-lO fi 24) 

NORIAN, P E Division of Systems Bafeby 80/03/12 5pp 


--0OO327O169 Testimony of PE Noi lan re logic for reactor coolant 
pump trip in small break LOCA (addl Board Question 2) 
Professional qualification end 

NORIAN, P E Division of Systems Safety 80/03/12 8pp 


—0003270173 Testimony of PE Not lan re adequacy or pressurlicr 
instrumentation (Board Ouestion 22) 

NORIAN, P E Division of Systems Safety 80/03/12 6pp 


—8003270174 Testimony of PC Notion re adequacy of safety 4 relief 
valves (CEC Contention 1-4) 

NORIAN, P E Division of Systems Safety 80/03/12 5pp 


8003310003 Foruatds transcripts of 800306 testimony re facility 

CORSANICQ. S International Verbatim Reporters, Inc 80/03/12 Ip 


— 9003310004 Testimony of RA Capra of Dlv of Project Mg t re 

implementation of long-term mods established In Commission 
790507 order, on 000306 in Sacramento, CA Prof qual i f i cat! ons 
enci 

CAPRA, R A Standard I lat ton Branch 80/03/06 lOpp 


— 8003310009 Testimony of PR Matthews of Div of Sys Safety re adequacy of 
preseurlier 4 pressuriiar relief tank siie.on 800306 In 
Bacramento, CA Pp 1-13 Ref 4 professional qualifications 
one I 

HATTiiEUS, P R AuKlllary Systems Branch 80/03/06 I5pp 


— 8003310007 Testimony of PR Matthews of Dlv of Sys Safety re rellablllky 
4 timallness of emergency feedwater sys, on 600306 in 
Sacramento, CA Pp 1-19 Refs professional qualifications 
enc 1 

MATTHEWS, P R Auxiliary Systems Branch 80/03/06 21 pp 


‘ — 600311000? Testimony of TM Novak of Dw of Sys Safety re 
reconi i dera t i on of requli ements for automatic ** manual 
safety actions, on 000306 in Sac ramento, CA Pp 1-7 
Professional qual 1 f l c ations end 

NOVAK, T M Reactor Systems Branch 00/03/06 9pp 


--8003310012 Testimony of MP Rubin 4 TM Npvak of Dlv of Sys Safety re 
iinsiilvlty of once-through steam generator design on 800306 
in Sacramonta, CA Pp t-9 Info re auxiliary feedwater sys 
upgrade 4 MP Rubin professional qualifications end 
RUBIN.M P , NOVAK, T M Reactor Systems Branch 80/03/06 12pp 


— 6003310015 Testimony of MP Rubin 4 TM Novak of Dlv of Bys Safety re 
acceptability of feedwater transients referenced in 
NI;REQ-0560, on 800306 in Sacramen to, CA Pp 1-4 

RUBIN, M P , NOVAK. T M Reactor Systems Branch 80/03/06 4pp 


— 8003310019 Testimony of MP Robin 4 TM Novak af Dlv of Sys Safety re 
dasign basis for safety sys, on 000306 in Sacramento, CA 
Pp 1-4 

RUBIN. M P , NOVAK. T M Reactor Systems Branch 80/03/06 4pp 


— 6003310024 Testimony of DF Thatcher of Div of Sys Safety re direct 
Initiation of reactor trip upon occurrence of offnormal 
conditions in feedwater sys, on 000306 in Sacramento, CA 
Pp 1-9 Professional qua 1 1 f teat ions encl 

THATCHERi, 0 F Electilc, Instrumentallon 4 Control Systems Branch 
aO/03/06 14pp 


— 8003310028 Teitlmony of DF Thatcher of Div of Sys Safety re integratsd 
control sys, on 600306 in Sac ramento, CA Pp 1-9 Forwards '*Rfpt 
Raviau Integrated Control Sys Reliability Analysis " 

THATCHERtD F Electric, Instrumentation 4 Control Systems Branch 
80/03/06 lOpp 
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--0OO331OO3O "Ftppt 
ANDER^DNiJ L . 
HCNDRlCKiK A 


Revitw Integratetl Gon<;rol Sys Reliability Analysis 
DITTO. S J Oak Ridge National Laboratory 
Scionce Applications, tnc 00/03/06 4lpp 


— 9003310031 Tostinony of 
circulation on 000306 
NDRI AN. P C Analysis 


PE Norian of Dlv of Sys 
in Sac ramontof CA Pp 1~B 
Branch 00/03/06 Bpp 


Safety 


re 


natural 


--□003310034 Testimony of PE Norian of Div of Sgs Safety re bubble 
f ornia 1 1 on. on 000306 in Sacramento. CA Pp 1-5 
NORIAN. P C Analysis Branch 00/03/06 5pp 


800324054B Discusses 900124 meeting u/util at site re safety impact 
assessment of near-term OL issues per draft NI;REG-0660 
Meeting beneficial in identifying safety concerns 
MADSEN.O L Region 4, Dallas. Office of the Director 90/02/13 
Ip 


0003040270 Discusses ECC0 ac tuat ion. sys monitoring reactor bldg 
isolation in response to NRC €00103 request Sufficient 
physical features are provided to facilitate adequate 
administrative control 

TRIMBLE. D C Arkansas Pouer t Light Co 00/02/22 3pp 


— 00033100'37 Testimony of PE Norian of Div of 
reactor coolant pump trip in small break 
Sacramento. CA Pp 1-6 Refs L professional 
one 1 

NORIAN. P t Analysis Branch 00/03/06 


Sys Safety re 
LOG A. on B003D6 
qua 1 i f Ications 

app 


logic for 
in 


— 0003310.030 Testimony of PE Norian of Div of Sys Safety re adequacy of 
pressuriter 1 nstr umentation. on 000306 in Sacramento. CA 
Pp 1-^6 

NORIAN, P E Analysis Branch 00/03/06 6pp 


— 8003310040 Testimony of PC Norian of Dlv of Sys Safety re adequacy of 
safety tt relief valves, on 000306 in Sacramento. CA Pp 1-5 
NOR I AN. P E Analysis Branch 80/03/06 5pp 


6003170429 Notification of 000313 meeting u/BLU in Bethesda.HD to 
discuss small break operating guidelines 
CAPRA. R A Standard! let ion Branch 80/02/22 Ip 


9003310133 Notification of cancellation of 000313 meeting u/Bl-U in 
Dethesda.MD to discuss small break LOCA operating 
guidelines 

CAPRA. R A Assistant Director for Standard V Advanced Reactors 
80/02/22 Ip 


0003040262 Responds to NRC 791220 request for info re safety-grade 
anticipatory reactor trip design Util will provide info as 
soon as detailed info becomes available Response should be 
foruarded by 600501 

TRIMBLE. D C Arkansas Power it Light Co 00/02/25 Ip 


DGCKET 50-313 ARKANSAS NUCLEAR ONE. UNIT I 
F Security, medical, emei goncy t fire protection plans 

Q003170072 Requests implementation of addl protective measures for 
cable spreading room NRC position re safe shutdown 
capability cnci 

REID. fl If Dperating Reactors Branch 4 (Pre 7910301 00/02/25 3pp 

— 8003170073 ”NRC Poa i ti on. Safe Shutdown Capability " 

H* Coriunlssion 79/06/17 7pp 

□003170147 Foiiiiards levision to saf eguai ds contingency plan Plan 
Withheld (ref lOCFRa 770) 

TRIMBLE, D C Arkansas Power b Light Co 00/03/07 Ip 

G00326039Q Responds to NRC 000225 J tr requesting changes to cable 
spreading room deluge b actuation sys Fire prevention b 
detection sys is more than adequate to safely shutdown plant 


in case of fire 
CAVANAUGH. W Arkansas Power f Light Co 


H Oeneral correspondence 


80/03/13 3pp 


Q003t90Q49 Responds to 000122 111 to President Carter requesting info 
re plants w/simllar design to TMl-2 Provides list of all 


B&U daslgned plants 
OENTQN.H R Office of Nuclear Reactor Regulation 


00/02/14 tp 


P Operating license stage documents correspondence 

G001030044 Forwards request for addl mfo le automatic trip circuitry 
for reactoi coolant pump motors Info needed prior to design 
acceptability Llr transmitted to utils responsible for 
□conoo. Crystal R i ver . TMI . Davl s-Besse b 

nEID*R M Operating Reactors Branch 4 79/12/lB 6pp 

Q003170197 Forwards draft NUREO-0630, "Cladding J Rupture 

Models for LOCA Analysis'* b topics for discussion sent to 

fuel vendors Requests comments ^ 70 / 12/20 19dd 

EISENHUT.D 0 Division of Operating Reactors 77/12/20 ivpp 

—0003170371 Draft "Cladding Swelling b Rupture Models for LOCA 
POWERS. D A Core Performance Branch 77/11/30 I06pp 

8003100021 Notification of 000221 meeting w/BLW in Bethesda. MO to 
discuss I1AW-1584, "Auxiliary ^aedwater 
Analvio^-OBHoric Bept for Plants Reactors 

CAPRA, R A Standard i lat 1 on Branch 00/02/13 ip 

B00319Q925 Ack receipt of 000115 Itr re reactor vessel surveillance 
riqUl^ed b! Tech Specs Du. to review requirement 

by NRC. filing subj to fee 00 / 02/13 Ip 

MILLER. W 0 License Fee Management Branch 00/02 P 


6003040316 Confirms 600219 telcpn re latest set of Hesttnghouse data 
00 low pressure turbine rotor 2. showing that facility can 
proceed to 1007. reactor power 

TRIMBLE. D C Arkansas Power b Light Co 80/02/25 Ip 

0003040404 Forwards "Structural Effects of ATWS Overpressure Transients 
in Byron Jackson Primary Pumps." addendum to "Analysis of 
DtiW Nuclear Steam Sys Response to ATNS Events " 

TAYLOR. J H Babcock b Wilcox Co 00/02/26 Ip 

— 800304047B "Structural Effects of ATWS Overpressure Transients in Byron 
Jackson Primary Pumps " 

« Babcock b Wilcox Co BAW-1610 00/02/01 31pp 

0003040477 Forwards info re implementation of TMl-2 Lessons Learned 
Task Force short-term requirements 

TRIMBLE. D C Arkansas Power A Light Co 80/02/29 2pp 

B0030S0234 Forwards results of impingement monitoring at facility 
Intake during Jan. 1780 Set of computer cards end 
TRIMBLE. D C Arkansas Power b Light Co 00/02/27 I7pp 

8003140275 Responds to questions in 000220 Itr re safety impact of 
starting up b operating plant w/motor operated valve in open 
position Valve is normally open during startup Operation 
would be conducive to detection of check valve leakage 
TRIMBLE. D C Arkansas Power b Light Co 00/02/27 2pp 

6003200007 Summary of 000111 meeting w/Dechkel b licensees re masonry 
wall *. pipe support stiuctural interdisciplinary 

LICCIARDO. R Operating Reactors Branch l 00/03/03 16pp 

0003170478 Submits responses to Items 1-5 in NRC 000306 Itr r* fecillty 
000226 event Provides description of event, summery of 
previous power upset events b plant susceptibility to event 
occurrences Believes continued 

STEEL. C L Arkansas Power t< Light Co 80/03/12 Bpp 

0003200478 Submits responses to End 3. Hems 6 1 7 of NRC 800306 Ur re 
evaluation of 000226 event 

CAVANAUGH. W Arkansas Power b Light Co 90/03/17 PP 

8003270404 Forwards responses to NRC 

pressure turbine rotors Cracks found in LP ^ i 

keyway cracks, but discs were removed from rotor Proprietary 

version withheld (ref 10CFR2 790) fto/oa/19 Bpp 

TRIMBLE. D C Arkansas Power t Light Co 60/03/1 PP 

8003280255 Provides responses to questions ^ 000223 Ur 

re containment isolation valves Figures re low pressure 

4?eEU*c7 P0.,.r V Ll,hk Co BO/03/24 5pp 

be completed by 900621 Affidavit end 

STEEL, C L Arkansas Power b Light Co 90/03/24 jpp 
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<1 InipectiPn reportit IE aull»tin« i, corre 5 p<»r»der>c« 


800:1190683 Ack r«cpipt of 000102 Itr informing NRC of itpps tiikfln to 
comet violations noted In IE Inip Repts 30-313/79^16 fe 
50 - 368 / 79-14 

HADSEMi 0 U Region 4 j Dallai< Rpac tor Operations Nuclear Support 
Branch fiO/Ol/23 Ip 


— 9003190680 Reiponds to NRG Itr ro violations noted in IE Inep Reptt 
30-313/79-16 4 50-36B/79-I9 Corrective actiona deelgn 
control t drauing control procedures being revised 
Constructing program to flag design changes to operations 
TRINDLE. 0 C Arkansas Pouer t LigAt Co BO/Ol/OS 5pp 


a0O3n03-J3 Poruards JE Circular 80-03, "Nuclear Power Plant Staff Work 
Hours No uritten response required 

SEYFR1T,K V Region <1, Dallas, Office of the Director 80/02/01 
Ip 


8003M0156 Forwards IE Dultetln B0-03i "Loss of Charcoal from Btd Type 
II, Two-Inc h j Tray Adsorber Cells •=' Action requlrerf 
SEYFRIT. K V Region Dallas. Office of the Director 80/02/06 
Ip 


8003110199 Forwards 1£ Bulletin 80-0-1, “Analysis «f PWR Main Steam Line 
Break W/Continued Feedwater Addition “ Written response 
required 

SEVFRIT.K V Region 4, Dallas. Office of the Director 80/02/00 
Ip • 


8003390598 Forwards IE info Notice 00-05. “Chloride Contami nat 1 on of 
Safety-Related Piping ti Components '■ No written response 
required 

SEVFRIT.K V Region 4. Dallas. Office «f the Director BO/02/08 

ip 


8003250324 Act receipt of 800131 1 tr informing NRG of steps taken to 
correct violations noted in IE Insp Rept 50-3J3/79-27 
MADSEN. O I, Region d, Dallas, Reactor Operations Nuclear Support 
Brarch 80/02/15 Ip 


8003340251 Discusses status of efforts re IE Bulletin 79-01 Unable to 
complete all bulletin items within 45 days Submits projected 
schedule for completion of items 

TftfMDLErD C Arkansas Power ^ Light Co 80/03/22 2pp 


8003190716 Summary of 791 iOG meeting w/DQ.W owners group in Dethesda.fID 
r# respensef to IE pulletin 79-09C 

CAPRA. R A Standardiiation Branch 80/02/24 tlpp 


8003140427 Forwards IE Info Notice 79-3/, ’'Cracking In Low Preesure 
Turbine Discs," u/errata sheet i. request for info related to 
turbine disc cracks Reply requested within 20 days 
EI8ENHUT, D 0 Division of Operating Reactors 80/02/25 3pp 


8003140012 Forwards IE Info Notice 60-06. "Notification of Rignlficaot 
Events '* No action required 

deVFRlT. K V Region 4. Dallas. Office of the Director 60/02/27 
IP 


8003250196 Forwartf* response to in-c onta i nment portion of three syi for 
Items 1.2 L 3 of IE Duljetin 79-010. "Environ Dual i f I cation 
of Class IE Equipment " Partial master sys list of safety 
features to mitigate LOCA or HELD encE 

TRlNBLEiD C Arkansas Power -L Light Go 80/02/28 99pp 


8003120304 Forwards IE Info Notice 80-07. "Pu-nip Shaft Fatigue 
Cracking ” N'o response required 

SEYFRir.K V Region 4, Dallas. Office of the Director 80/02/29 
IP 


8003140312 Forwards supplemental info to {E Bulletin 79-016. ’‘Environ 
Dual if icatlun of Class IE Equipment *' Response required 
SEYFRJT, K V Region 4. Dallas, Office of th* Director 80/02/29 
7pp 


6003180101 Forwards JE Circular 80-03, "Pratection from Toxic Oas 
Haiards " No written response required 

aEYF«rT,K V Region 4, Dallas. Office p# the Director 00/03/06, 
Ip. 


SOOSIDOODI Forwards IG fnfe Notice 80-10. ’'Partial Lose of Non-Nuclear 
Ifietrument Sys Power Supply During Operation," No iptcific 
action or response required 

SEVFRIT.K V Region 4. Dallas, Office of the Dirsetor. 00/03/07. 

ip. 


6003190205 Forwards IE Info Notice 60-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

SEVFRIT.K V Region 4. Dallas, Office of the Director 80/03/07 
Ip 


8003260111 Fprwards IF Info Notice 00-09, "Possible Occupational Health 
Haiard Associated W/Ciosed Cooling Sys for Operating Power 
Flants " No written response required 

SEVFRIT.K V Region 4. Dallas, Office of the Director 80/03/07 
tP 


6003260580 Forwards IE Bulletin 80-06, “Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action V written response required 

SEVFRIT.K V Region 4, Dallas. Office of the Director 80/03/10 
IP 


8003260336 Forwards IE Bulletin 80-06* "Engineered Safety Feature 
fESF) Reset Controls " Written response required 

SEVFRIT.K V Region 4, Dallas, Qffic® of the Director 80/03/13 
IP 


8003250405 Forwards I£ Info Notice SO-Il. "Generic Problems W/ASCO 
Valves in Nuclear AppI icat tons Including Fire Protection 
Sys " No action or written response required 

8eVFRlT,K V Region 4, Dallas. Office of the Director 80/03/14 
If 


8003260307 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

SEVFRIT.K V Region 4. Dallas. Office of the Director 60/03/14 
Ip 


R Periodic opeiattng reports 6 related correspondence 


8003050106 Forwards "Semiannual Radioactive Effluent Rept.Jui-Dec 
1979 " 

TRIMBLE. D C Arkansas Power A. Light Co 60/02/25 Ip 


—6003050192 "Semiannual Radioactive Effluent Reft. Jul-Dec J979 " 
* Arkansas Powei ^ light Co 00/02/25 Spp 


6003130498 Forwards monthly operating reft for Feb 1930 
TRIMBLE, D C Arkansas Power t, Light Co 00/03/14 Ip 


--8003160501 Monthly operating rept for Feb 1980 

BRAMLETT. L 8 Arkansas Power t Light Co 00/03/14 6pp 


S Repoi table occurrences. LERs i related correspondence 


6003180302 Forwards LER aO-004/03L-0 

TRIMDLE. D C Arkansas Power t« Light Co 80/03/06 Ip 


—8003100384 LER eo-004/03L-0 on 800205, during operational test for 
leak rates, reac tor bldg ventilation penetrations VI V2 
found lealcing in excess of Tech Specs Caused by maladjusted 
valve seats Valves readjusted 6 retested 
BRAMLETT. U 8 Arkansas Power 4 Light Co 60/03/06 Ip 


U Congress lonal/Execut t ve Correspondence 


6003060516 Responds to 791205 Ur commenting on NPC emergency planning 
meetings Meeting announcements mailed to local press.radio. 
television LPDR at least two wks in advance One hour 
generally sufficient to receive public comments 
DIRCKS.N J Office of the Executive Directoi for Operations 
80/02/07 5pp 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT. UNIT 1 


F Security, medical, emergency t* fire protection plant 


6003050S05 Advises that certain plant automatic fire protection sys 
discovered not tested per Tech Specs 4 7 9 2a & 2b ia Caused 
by employee oversight Appropriate procedures revised tests 
sati sf ac tor 1 ly performed 

SMALLER. D V Indiana t Michigan Electric Co BO/02/27 2pp 


8003070366 Responds to NRC 600108 request for addl info on safeguards 
contingency p Ian. Requests dS-^day eytansion from 000305 
submittal date required to resolve issues NRd comments on 
plan not specific 

DOLAN, JE Indiana Michigan Electric Co 80/02/29 2pp 
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P Operating license stagu documents L corrospnndofic e 


eo0ai70l97 Foruiards diaft NUReG-0630, "Cladding Suielllng it Rtipture 
Models for LQCA Analysis" h topics for discussion sent to 
fuel vendors Rei^ucsts comments by BOOtO? 

EISENHUT.D G Division of Operating Reactors 79/12/20 I9pp 


— 8003170371 Draft "Cladding Swelling *( Rupture Kodols for LOCA 
Ana lysis " 

POl'JERS D A Core Performance Branch 79/11/30 lObpp 


B0030606S6 Notifies of completion of generic bounding revieei re 
inadvertent safety injection dui mg cooldown No further 
licensing action necossaiy since facility could most likely 
ulthstand more than 50 ECCS actuations 

SCHWENCERiA Operating Reactors Branch I 79/12/20 Ip 


8003240034 Submits description of QA program re radwaste packaging 
shipping activities Progtam requirements will be Imp lamented 
per plant procedui as by 000430 Will perform insps on 
radwaste packaging h shipping activities 

DQLANf J E Indiana i Michigan Electric Co 00/01/30 2pp 


8003190S48 Forwards mtei im position re facility containment purging 
it venting during noiirial operation During ongoing revieui of 
valve performance under DDA-UOCa cond i I i on. f ac 1 1 1 ty meets 
Interim position except on Unit Imposition 1 
SCHWENCERi A Operating Reactors Branch l B0/02/1i 4pp 


8003840040 Notification of Q00226 meeting w/util in Silver SprlngiMO 
bo discuss Lessons Learned Task Force implementation plans 
Meeting originally scheduled for 800228 

WIOOINTON. D L Operating Reactors Branch 1 80/02/19 Ip 


Q003I30D43 Notifies of data indicating fission gas release rate from 
LIJR fuel pellets Incrcasos w/buinup No licensing action 
rei^uited for C-E or Exxon fueled PWRs Users of Westlnphouse 
fuel must quantify burniip if new design criteria violated 
SCHNENCER.A Operating Reactors Bianch i BO/02/25 3pp 


0003190001 Discusses uti) 780221 confirmation that qua! i f icati ons of 
ice baskets to carry design loads is supported by WACP-8304 
S' WCAP BllO Suppl 8 Conf 11 mat ion satisfies NRC requirements 
for incorporation of repts into dockets 

8CHWLNCER.A Operating Fiooctors Branch I 80/02/29 8pp 


8003310216 Forwards Amends 36 It 10 to Licenses OPR-sa it DPR->74i 
respectively, safety evaluation notice of issuance tc 
aval lab 1 1 1 ty 

SCHWENCER.A Operating Reactors Branch i 00/02/29 2pp 


*’'-8003310220 Amends 36 U 18 to Licenses DPR-5a DPR~74» respect I vely* 
deleting Tech Spec re secondaiy water chemistry it adding new 
condition monitoring secondai y water i deleting Unit 2 
license condition r® residual heat removal sy* i*. 

BCHWENCER.A Operating Reactors Branch I 80/02/29 IBpp 


—0003310224 Safety evaluation supporting Amends 36 ^ IB to Ll<en«es 
OPR-S0 t DPR-V4. respec ti ve ly 

« Office of Nuclear Reactor Regulation BO/08/29 4pp 


-**0003310226 Notice of issuance >< availability of Amends 36 tc 18 to 
Licenses t)PR-58 it DPR •/4. respectively 

8CHWENCER.A Operating Reactors Branch 1 80/02/29 2pp 


0003120545 Forwards requested Inro re post**lfflp lementat ion review of 
Category A requirements of NUREO-0578 

DOLAN. J E Indiana tt Michigan Electric Co 80/03/10 23pp 


8003180473 Responds to NRG 800211 Ur re NRC interim position 
concerning containment purging 6 venting during normal 
operation Tech Specs being developed to permit purglns in 
Modes 1i2i3 4 t' will be submitted next month 

DOLAN, J C Indiana it Michigan Electric Co 80/03/10 2pp 


0003180525 Discusses preliminary concerns about intake structure design 
i chlorine discharges re NPDES permit Concerns fully 
adequately responded to in course of company aquatic 
studies 

DRUCKEMILUERi J Indiana i Michigan Electric Co 80/03/14 Gpp 


0 Inspection reports, IE Bullellns it correspondence 


8003140467 Forwards IE Info Notice 00-03# “Main Turbine 
Eltctrohydraul i c Control 8ys " No specific action or 
response required 

KEPPLER.J Q Region 3, Chicago, Office of the Director. 00/01/31 

Ip 


0003190032 Foriuardi IE Circular 79-25. Suppl A. "Shock Arrestor Strut 
Assembly Interference “ No written response required 
KEPPLER.J & Region 3. Chicago. Office of the Director 00/01/31 
ip 


0003120137 Forwards IE Circular 80-02# "Nuclear Powir Plant Staff Work 
Hours *' No (kiritten response required 

KEPPLER.J G Region 3. Chicago# Oftlce of the Director 00/03/01 
Ip 


8003140231 Forwards IE Bulletin 00-03. "Loss qf Charcoal from Std Type 
n, Tieo-Inch# Tray Adsorber Cells •" Action required 

KEPPLER.J 0 Region 3. Chicago# Office of the Director 00/08/06 
Ip 


8003110131 Forwards IE Bulletin 00-04. "Analysis of PWR Main Steam Line 
Break W/Cantlnued Feedwater Addition " Written risponie 
requ 1 reil 

KEPPLER.J G Region 3. Chicago# Office of the Director 00/02/00 
Ip 


8003190312 Forwards IE Info Notice 60-05. "Chloride Contamination of 
Saf ety-*Rfrlated Piping U Component* " No written response 
required 

KEPPLER^ J O Region 3. Chicago# Office of the Director 90/02/08 
Ip 


6003060246 Ack receipt of 000129 Ur informing NRC of steps taken to 
correct violations noted in iE intp repts 

DAVIS#-A B Region 3. Chicago, Fuel Facility Hattriali Safety 
Branch 80/02/16 Ip 


****6003060267 Responds to NRC 600104 itr re viola tiofi noted in IE imp 
repts Corrective actions deccr-lption of OA program 
jipplicable to radwaste packaging i shipping will be 
submitted as required 

DOLAN# J E Indiana t Michigan Electric Co 00/01/29 2pp 


8003120689 Forwards IE Info Notice 00-06. "Notification of Significant 
Events ** No action required 

KEPPLER# J G Region 3. Chicago. Office of the Director 80/02/27 

Ip 


8003120331 Forwards IE Info Notice eo-O?, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 00/02/29 

Ip 


6003140318 Forwards supplemental info to IE Bulletin 79-OlBi "Environ 
Qual i flea t Lon of Class IE Equipment " Response required 
KEPPLFRrJ a Region. 3. Chicago. Office of the Director 00/02/29 

8pp 


BOO3I0O244 Forwards IE Circular 80-03, "Protection From Toxic Gas 
Kaeards " No written response required 

KEPPLER.J 0 Region 3. Chicago# Office Of the Director 80/03/06 
Ip 


8003130426 Responds bo NRC 791130 Ur L IE Bulletin 79-27 "Loss of 
Nonclass IE Instrumentation i Control Power By i Bus During 
Operation All safety-related power supply inverters are 
Class IE No revised design mods required 

DOLAN, J E Indiana Michigan Electric Co 00/03/07 Spp 


8003860107 Forwards IE info Notice 80-09, "Possible Occupational Health 
Haiard Associated N/Closod Cooling 9ys for Operating Power 
Plants " No written response required 

KEPPLER.J O Region 3. Chicago. Office of the Director 80/03/07 
Ip 


8003260424 Forwards IE Info Notice BO-lO. "Partial Loss of Non-Nuclear 
Insbrument 0ys power Supply During Operation " No specific 
action ar response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/03/10 
Ip 


0003260540 Forwards lE Bulletin 80-05# "Vacuum Condition Resulting In 
Damage to Chemical Vol Control Sys (CVC8) Holdup Tanks " 

Action i written response required 

KEPPLER.J 0 Region 3# Chicago# Office of the Director 80/03/10 

Ip 


8003260305 Forwards IC Bulletin 80-06# "Engineered Safety Feature 
(E6F) Reset Controls " Uritten response required 
KEPPLER, J 0 Region 3# Chicago. Office of the Director 00/03/13 
ip 
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8003330067 forwards IE Info Notice 80-1 1< ''Generic Problems IJ/ASCO 
Valves Jn Nuclear App I i cat j on* Including Pire Protection 
Gy s *' Nd action qt written rosponse re-quired 

KEPPLER, J 0 Region 3 Chioagoi Office of the Director 00/03/14 
IP 


&00326<i240 Forwards IE Circulai 0O'O4. "SecupiUff of Threaded Loclcing 
Devices or Sa f ety -Re 1 a t ed Equipment " Ho written response 
required 

HEPPLER, J G Region 3. Chicago. Office of the Director aO/OJ/14 
IP 


R Periodic Operating reports i related correspondence 


6003130422 "Forwards Annual Operating ftept 1779 " 

SHALLER. D V Indiana 5^ Michigan Electric Co 80/03/03 3pp 


— 3003130424 "Annual Operating fiept 1979 " 

BEGOR.R D . SVLNRON. 0 A SMALLER, D V Indiana )& Michigan Electric 
Co BO/03/03 25pp 


800319024B Parwards inleiim position re racility containment purging 
venting during normal opef««tion During ongoing review of 
valve performance under DRA-LCCA cond 1 1 1 on, f ac i 1 i ty meets 
interim position eitcpt on Unit liPo»itlan 1 
SCHUEMCtR.A Operating Rejctori Branch 1 80/02/11 4pp 


8003240040 Notification ot 900c.?6 meeting w/utl) in Silver Spring. HD 
to discuss Lessons Learned 7asi Fotce implementation plans 
Meeting originally scheduled ror 800222 

WIGGINTOM, pL Operating Reactors Dranch 1 80/02/19 ip 


3003200065 Advises that util cufTmitment* to t-ollou guidelines of Reg 
Guide 1 69 have been fulfilled w'completion of full-load 
rejection test 5< util *’91227 Jti reporting test results 
SCHWEMCERi A Operating Reactors Qranch I 80/02/22 2pp 


6003130043 Notit-ies of data indicating fission gas release rate from 
LNF? fuel pellets inpi eases w/burnup No licensing action 
required for C-E or Cxion fueled RNRc Users of Westinghouse 
fuel must quantify b-urnup if new design criteria violated 
SCHWENCER. A Operating Reactors Branch 1 00/02/25 3pp 


S Reportable oc eurrer.tes, LERs U related correspondence 


a0030504&3 RQ SO-001/04X-0 oti Q00227, wh i J o prehearing annual environ 
operating lept.max quantity of detergent discharged to late 
exceeded Tech Specs limit by 360 lb Caused by unauthorlied 
use of 40 gallons of detergent in foaming agent 
SMALLER, D V Indiana f Michigan Electric Co BO/02/27 Ip 


8003180526 Forwards LFR QQ-003/03L-0 

SMALLER. D V Indiana Michigan Electric Co 80/03/11 Ip 


6003190001 Discusses util 780221 confirmation that qualifications of 
itP basSiets to carry design loads is supported by NACP-0304 
^ WCAP 8110 Supp I Q Con rirmat 1 on satisfies NRC requirements 
for me Of porat 1 on of repts into dockets 

SCHNENCER.A Operating Reactors Branch 1 80/02/29 2pp 


0003310216 Forwaids Amends 3a ♦ IQ to Licenses DPfl“5B Jb DPR-74, 
re spect 1 velg. saf e ty evaluation t notice of issuance V 
availability 

SCKWENCER, A Operating Reactors Brant.h 1 00/02/29 2pp 


— 6003100534 LER SO-OOa/OQL-O on 600219. found spent fuel pit area monitor 
indicating erratically i> high radiation alarm on Caused by 
bad detector tube Detector tube replaced i normal operation 
verified 

DELONG, 3 D Indiana Michigan Electric Co 00/03/U Spp 


--8003310220 Amends 36 t 18 to Licenses DFR-50 ^ DPR-74. respec t ive ly. 
deleting Tech Spec ie secondary water chemistry i, adding new 
condition monitoring secondary water deleting Unit 3 
license condition le residual heat removal sys 
6CHUEMCER.A Operating Reaciots Branch 1 00/02/29 IQpp 


8003310341 AEO G0-002/04X-G on 0003)4, total of 0 371 Cl Ka-lSG 2 37 x 
iO-4 Cl 1-131 released ft om Untt I vent stack during valving 
of Unit 2 failed fuel detector Caused by leak in fuel 
detector Failed fuel detector It safety valves isolated 
SMALLER. D U Indiana V Michigan Electric Co 30/03/34 3pp 


DOCItET 50-316 DONALD C CQGlt NUCLEAR POWER PLANT. UNIT 2 
F Security, medical, emergency fire protection plans 


8003050505 Advises that certain plant automatic fire protection sys 
discovered not tested per Tech Specs 7 9 Sa ti 3b la Caused 
by employee oversight Appropf late procedures revised C. tests 
satisfactorily performed 

GHALLER, D V Indiana Michigan Electric Co 60/02/27 2pp 


— 8003310224 Safety ovaluntion suppot ling Amends 36 L 13 to Licenses 
DPR-sa 6 DPR 74. respectwely 

4 Office of Nuclear Reactor Regulation QO/02/29 4pp 


--0003310226 Notice of issuance A availability of Amends 36 6 18 to 
Licenses DPR-59 DPR~74. respec 1 1 ve I y 

6CMWENCER, A Operating Reactois Drench i 60/02/29 2pp 


0OO324O2J1 Notification of 60030& meeting w/util to discuss Broun 
Doveri turbine design I relationship of turbine cracks 
discovered on othci type units 

UlfiOINTQN, D Opeiating Reactors Drench 1 80/03/05 2pp 


8003120545 Foruiaxds requested info re post-implementation review of 
Category A requi r erneti ts of riDf?EG-OS70 

DDLANTJ E Indiana 4 Michigan Electric Co 00/03/10 23pp 


3003070366 Responds to NRC 600106 request for addl info an safeguards 
contingency plan Requests dS-day eitetision from 600305 
submittal date required to resolve Issues NRC comments on 
plan not specific 

DOLAN, J E Indiana Michigan Electric Co 90/02/29 2pp 


P Operating license stage documents i' correspondence 


0003170197 Forwards draft NURE0“0630, "Cladding dwelling I* Rupture 
Models for LQCA Analysis'^' topics for discussion sent to 
foot vendor* Request* comments by B0OIO9 

EISENHUTiD G Oi vision of Operating Reactors 79/12/20 I9pp 


— 8093170371 Draft "Cladding Swelling & Rupture Models for LDCA 
Analysis 

f GWEfiS. D A Core Performance Granch 79/11/30 106pp 


8003060626 Notifies of coi>xpletion of generic bounding review re 
Inadvertent safety injection during cooldown No further 
licensing action necessaiy since facility could most likely 
withstand mure than 50 ECCS actuations 

SCHWENCER. A Operating Reactors Branch 1 79/12/28 ip 


8003340034 Buboii ts description of QA program re radwasie packaging ?* 
shipping activities Program requirements will be implemented 
per plant procedures by 800430 tfi U perform in«py on 
radwaste partaging U shipping activities 

DOLAN, J E Indiana U Michigan Electric Co 00/01/30 2pp 


8003130473 Responds to WRC 8002)1 Itr re NRC interim position 
concerning conta i ninen t purging 4 venting during normal 
operation Toch Specs being devoloped to petmit purging in 
Modes 1.2,3 t 4 will be subisi tted next month 
DOLAN, U E Indiana Michigan Electric Co 80/03/10 2pp 


8003130525 Discusses preliminaTy concerns about intake structure design 
if chlorine dischaiges re NPDE& permit Concerns fully ii 
adequately responded to in course of company aquatic 
stud IPS 

DRUCHEKILLEM, J Indiana 6 Michigan Electric Co 80/03/14 3pp 


8003250517 Foruiards arnended 6 add 1 data supporting changes to T-average 
Tech Specs discussed in 791102 ^ 1211 Itrs Also forwards 
info from WCAP-9S66, “Nuclear Design /,* Gore Mg t of 
Facility " 

DOLAN. J E Indiana ^ Michigan Electric Co 00/03/18 SSpp 


Q Inspection reports. IT QuJletms i coi respondent e 


0003140467 Forward* IE Info Notice 00-03, "Mom Turbine 
Electrohydraul I c Control 3ys " No specific action or 
response required 

MEPPLER, J 0 Region 3- Chicago. Office of the Director 80/01/31 
IP 


0003170032 Forwaids IE Circular 79-25, Soppl A, "Shock Arrestor Strut 
Assembly Intorferenca " No written response required 
KEPPLER.JG Region 3, Chicago, Office of the Director 00/01/31 

Ip 
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3003120137 Forwards IE Circular B0-O2j "I4ucl«ar Pouier Plant Sta^f Uorkr 
HaUra " No uirittan retporiiv required 

KEPPLERj 0 Region 3i Chicago. Ot^flce of the Director 80/02/01 

Ip 


8003140231 Forwards IE Bulletin BO-03. "Loss of Charcoal from 8 td Type 
1 1, Two-Inch I Tray Adsorber Cells ‘ Action required 

l^EPPLER. v/ 6 Region 3. Chicago. Office of the Director 60/02/06 

sp 


8003200516 Forwards IF Insp Ropt 50-3lfa/79‘-22 on 791031,1101.06.13.29. 
1205-06 t< 10 No noncompliance noted 

FIORELLI.O Region 3. Chicago, Reactor Construction & Engineering 
Support Branch 80/02/07 2pp 


— 8003200523 IE Insp Rept 50-316/79-22 on 791031. 1 101 . 06# 13. 29, I205-0i> h 
10 No none omp 1 lance noted Majoi areas inspected QA/QC 
program, imp lementatl on procedures, review it evaluation of 
nondestructive exam data t> repts of inservice msp 
HARD. K D I DANIELSON. D H Region 3. Chicago. Office of the 
Director 00/01/30 I2pp 


9003110131 Forwards IE Bulletin 80-04. ^*Analysts of PUR Main Steam Line 
BreaV U/Gontinued Feedwater Addition “ Uritten response 
required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 80/02/06 
IP 


0003190312 Forwards IE Info Notice 90-05, "Chloride Contamination of 
Safety-Related Piping it Components " No written response 
requ i red 

KEPPLER# J C Region 3. Chicago, Office of the Director 80/02/OB 

Ip 


0003060246 Ac k receipt of 800129 Itr inforcnlng NRC of steps taken to 
correct violations noted In IE insp repts 

DAVIS. A D Region 3, Chicago, Fuel Facility Materials Safety 
Branch 00/02/16 Ip 


—8003060267 Responds to NRC 000104 Itr re violation noted in IE insp 
Tfpts Corrective actions description of QA program 
applicable to ladwaste packaging & shipping will be 
submitted as required 

DOLAN# J E Indiana & Michigan Electric Co 60/01/29 2pp 


80031206S9 Forwards IE Info Notice 80-06, "Notification of Bigniflcant 
Events " No action required 

KEPPL 6 R#J 0 Region 3# Chicago# Office of the Director 00/03/27 

Ip 


6003120331 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking “ No response required 

KEPPLER/J 0 Region 3, Chicago, Office of the Director BO/02/29 

ip 


6003140318 Forwards supplemental info to IE Bulletin 79-Oin, "Environ 
Qualification of Class IE Equipment " Response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/29 
Bpp 


B003160244 Forwards IE Circular 80-03, "Protection From Toxic Oas 
Haiards " No written response required 

KEPPLEn#J O Region 3. Chicago# Office of the Director 80/03/06 

ip 


B003130426 Responds to NRC 791130 Ur t IE Bulletin 79-27 "Loss of 
Nonclass IE Instrumentation t Control Power Bys Dus During 
Operation " All safety-related power supply Inverters are 
Class IE No revised design mods required 

DOLAN# J E Indiana It Michigan Electric Co B0/03/Q7 2 pp. 


0003260167 Forwards IE Info Notice SO-09# "Possible Occupational Health 
Haiard Associated N/Closed Cooling Syi for Operating Power 
Plants " No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/03/07 
Ip ' 


8003260424 Forwards IF Info Notice 80-10, "partial Loss of Non-Nuclear 
Instrument 8 ys Power Supply During Operation " No specific 
action or response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 00/03/10 
Ip 


8003260540 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control By® (CVC 6 > Holdup Tanks " 

Action V written response required 

KEPPLER.J G Region 3, Chicago. Office of the Director. 60/03/10 

ip 


6003260305 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESFI Reset Controls " Written response required 

KEPPLERi J G Region 3, Chicago. Office of the Director BO/03/13 
Ip 


8003250067 Forwards IE Info Notice 80-11. "Generic Problems U/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Bys ' No action or written response required 

VlEPPLER. J D Region 3. Chicago, Office of the Director 60/03/14 
Ip 


6003260240 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

HEPPLER.J G Region 3. Chicago, Office of the Director 80/03/14 

Ip 


R Puriodic operating reports & related correspondence 


8003130422 "Forwards Annual Operating Kept 1979 " 

SMALLER,!) V Indiana tf Michigan Electric Co BO/03/03 2 pp 


-*•8003130424 "Annual Operating Rept 1979 *' 

QEGQR.R D . 8VENS0N# D A . SMALLER, D V Indiana U Michigan Electric 
Co 80/03/03 25pp 


S Reportable occurrences, LERs i related correspondence 


B003190217 Pr40-1 11 -80-031 on 800219, while operating at 9Q'.l power 
turbine vibrations were encountered Reactor manually 
tripped Automatic switchover did not occur Main generator 
breakers remained closed Station was fed by offsite power 
BOYD, D C # MAS 8 E#R E Region 3, Chicago, Office of the Director 
60/02/19 2pp 


8003130643 PNO- 1 1 1-80-031 A on 800219. unp 1 anned radioactive release 
occurred associated w/reactor trip/loss of offsite power 
N«-24 tracer added to secondaty sys escaped when relief 
valves opened 

OOVD#D C , MASSE, R E Region 3, Chicago, Office of the Director 
00 / 02/20 ip 


8003030397 Forwards LER GO-003/03L-0 

SMALLER, D V Indiana I- Michigan Electric Co 80/02/22 Ip 


— 8003030399 LER 0O-OO3/O3L-O on 800124, dur Ing surveillance test, turbine 
driven auxllUary feed pump trip If throttle vaWo unlatched 
Caused by burned up reset coll an trip 6 throttle valve 
linkage Linkage not engaging due to worn mating surfaces 
UlZNERiD 0 Indiana Michigan Electric Co 80/02/22 2pp 


8003 050209 Updates AEO 80-001 /04'<-0 on 800220. unplanned release of 
Na-24 contaminated steam occurred Investigation estimated 
total release of Na-24 uas 2 39 E -6 Ci at 0 11*4 
concentration of Tech Spec limit 

SHALLtR. D V Indiana A Michigan Electric Co 80/02/26 2pp 


8003050407 RO“80-001/04)C-0 on 600219, following manual trip, power 
operated relief valve on steam generator 4 {MRV-243> opened 
A passed 320,000 Ib/h steam containing Na-24 Total release 
within Tech Spec limits 

BHALLERrO V Indiana K Michigan Electric Co BO/02/26 2pp 


8003200483 AEO, 80-001 /OdK-O after manual trip, power operated relief 
valves were opened causing unplanned release of Na-24 
contaminated steam Cause unstated No effect to public 
health tn safety 

SHALLERtD V Indiana ir Michigan Electric Co 60/02/26 Spp 


0003040570 Forwards LER a0"004/03L-0 

SHALLERtD V Indiana Michigan Electric Co 80/02/27 Ip 


—0003040502 LER 60-004/031-0 on 800202. dur mg normal operation, wh i U 
Investigating problem w/test circuit for B main turbine stop 
valve. found mounting* bracket for proximity switch failed 
Caused by loosened mounting assembly due to vibration 
RISCHLINO.J Indiana I Michigan Electric Co 00/02/27 2pp 


8003050480 RQ BO-001/04X-0 on 000227 . while prehearing annual environ 
operating rept.max quantity of detergent discharged to lake 
exceeded Tech Specs limit by 360 lb Caused by unauthorixed 
use of 40 gallons of detergent in foaming agent 
SMALLER. D V Indiana & Michigan Electric Co, 60/02/27 tp 


8003040513 Forwards LERs 60-005/031-0, 90-006/03L-0 8 < 80-007/03L-0 
SMALLER# D V Indiana V Michigan Electric Co 80/02/28 Ip 
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— a003()‘^0523 LER 80-005/03L-0 on 791 113. rs-evaluatton of caUbr data 
taten during last refueltriS outage revealed that $team line 
pr^«sure transmitter data uauid result in none ons«rvativo 
d t erentia] tteam line p-re-sture setpoint for loops 3 & 4 
RlSHCLil^a. J L Indiana MicKlgan Electnt Co 00/02/SS 2pp 

— 8003040534 LER eO-'OO^i./03L-0 on Q00129( during surveillance test on 
pressuriirr pressure protection set 3«discovered that 
btstatle 2 PD''457D tripped at value exceeding Tech Specs 
Cause unVnouin bistable set uithm aUauiable values 
RISCHLltiC* J Indiana t Michigan Electric Co 00/02/20 Ip 


^-0003040543 l^EH fiO-OOT/OSU**© on 800129. during turveUlance test, 
cantalnmervt isolation valve NCR-252 did npt close fuliv 
Cause untnotun Neu; diaphragm placed in valve operator Valve 
reifcroVed It timed bePore returning to sve 

RISCHLCNOi 3 Indiana t Michigan Electric Co 00/02/23 Ip 


8003060597 Foruiarda LER eO-OOS/OSL-O 

SMALLER. D V Indiana ?« Michigan Electric Co 00/02/29 Ip 


— 8003060602 LER aO-C09/03L-0 on 800201 . revi eid of 791102 test procedure 
indicated as-fpund data for loop {.channel 1. reactor coolant 
flou transmitter found 3 BV, out of calibr Caused 
transmitter drift Transmitter recaUbr 

OELONO, 5 D Indiana ^ Michigan Electric Co 80/02/29 2pp 


Q003I10674 Forwards LER 0O-OO9/O3L-O 

SHALLERjO V Indiana Michigan Electric Co 60/03/04 ip 


— 8003110677 LER 00 009/03L-0 on eO020a. during normal operation. steam 
generator 3 level indication became erratic was declared 
inoperable Caused bg faultg transmitter Kew transmitter 
instal led 

RISCHLINO. J L Indiana t Michigan Electric Co 80/03/04 !p 


B003210355 Forwards LER BO-01O/03L-O 

SMALLER. D V Indiana L Michigan Electric Co 00/03/17 Ip 


8Q03310341 AEO 00-002/04X^0 on ea03]4. total of 0 071 Cl )Ce-l33 2 37 x 

10-4 Cl 1-131 released from Unit 1 vent stack during valving 
of Unit 2 failed fuel detector Caused by leak in fuel 
detector Failed fuel detector safety valves isolated 
SMALLER. I) V Indiana e Michigan Electric Co 80/03/24 3pp 


OOCHET 50-317 CALVERT CUIFE3 NUCLeAR POWER PLANT. UNIT I 


F Security, medical, emergency fire protection plant 


8003240026 Notification of 600227 I 28 meeting w/uti 1. FEMA. Qatte 1 le 
MD State r espr esentat i ves to discuss emergency planning 
guidelines Agenda end 

CGNNERiEL Operating Reactors Branch •) 00/02/20 4pp 


0003050363 Forwards fire protection review of Items 3224<323 re 
ade<}vacy of detector Installation firn pump flow tests, 
raspec tlve ly 

HALLiR E Brookhsven National Laboratory 60/02/26 2pp 


6003140003 Forwards fire protection review for Items 3 2 4. ventl la t Ion 
duct penetrations 3 2 S/3 2 6ielectrlcal k piping 
penetration fire resistance for facility 

MALLiR E Droolchaven National Laboratory 00/03/29 2pp 


3D03110546 forwards Items 3 2 1 & 3 2 10 of fire protection review, 
ro fire hacard analysis b. fire uater drainage, respective! y 
MALLrR E Broakhaven National Laboratorij BO/03/0'4 4pp 


0003170466 Forwards add] info in reiponse to safety evaluation Item 
3 1 13. describing addl emergency commun i cation sys 
Recommends (focumentatjon of separation of sound-powered 
uirirvg & plant-paging sys 

MALLiR 6 Drooichavan National Laboratory 80/-03/05 2pp 


8003260370 Forwards Revision I to safeguards contingencv plan Plan 
withheld (ref 10CFR2 790) 

EU'ANS. 9 R Baltimore Oas Kt Electric Go 80/03/30 Ip 


J Insurance t indemnity information 


8003060540 Forwards Endorsements 41 4s 42 to NELIA Po 1 1 cy. NF-216 
Endorsememts 10 t- 11 to NELIA Policy NS-340 U endorsement 3 
to NELIA Policies EB-52 & EB-53 

8HQFHAKERfC L Baltimore Gas Electric Co 00/02/28 9pp 


K Utility Final Safety Analysis Report (P5AR) it amends 


8003270399 Amend 50 to application for OL. c ons i sting of Revision" 
to FSAR 

LUNDVALL. A £ Baktimore Gas U Electric Co GO/Ol/31 Ip 


—0003270403 Revision 47 to F6AR 

* Baltimore Oav t Electric Co 60/01/31 4lpp 


P Operating license stage documents t correspondence 


8003170197 Forwards draft NUREG-0630. "Cladding Swelling 6 Rupt-ire 
Models for LOCA Analysis" ^ topics for discussion sent to 
fuel vendors Requests comments by 600109 

EIEENMUTf D 0 Division of Operating Reactors 79/12/20 I9ps 


’8003170071 Draft “Cladding Swelling t« Rupture Models foi LQCA 
Ana lysis ” 

POWERS. B- A Core Performance Branch 79/11/30 l06pjJ 


8003060381 Forwards response to 791206 request for info re tontai'ti't 
purge sys fnclddes util response to Item 2 1 4 of NllREG-’ 

0570. <c info Iron FSAR W/o end 

RElDrR II Operating Reactors Dranch 4 80/02/00 ip 


6003090012 Advises of NRC d Isagreemient w/util 000103 proposed appr:!'-*' 
for installation of third auxiliary feedwater train Train 
should be designed V constructed to meet latest edition it 
addenda of ASME cade 

REiO. R W Operating Reactors Branch 4 80/02/14 2pp 


8003170020 Requests response to end list of items needing add! 
licensee action ^ c kar ( f ication. p er NRC 800219 plant visit 
re implementation of TMI-3 Lessons Lear ned Task Force short- 
term requirements 

REID.R W Operating Reactors Branch 4 00/02/20 4pp 


6003050537 Responds to request to examine high pressure piping syt 
which connect RCS to lour pressure piping sys to determine 
eclstence of Event V isolation valve conf 1 gurabion in Class 
I portion of piping None eiist Forwards supportive diagram 
LUNDVALL. A E Baltimore Oas t Electric Co 80/02/25 3pp 


0003070000 Forwards request for addl info re containment purging ts. 
meet criteria established rc electrical override/bypass for 
use In operating reactors licensee 791115 & 1214 respgnses 
satisfactory on Interiiri basis 

RElDiR N Operating Reactors Branch 4 60/02/25 4pp 


8003030299 Advises that coble t pipe penetration fire teste will bs 
conducted on 800305 Requests direction re submittal of 
procedure comments 

LUNDVALL. A £ Baltimore Gas /v Electric Co 80/02/26 ip 


8003240056 Denies C-E 791203 request for primary routing for shiprt-t 
of spent fuel due to acceptabie alternative route Route 
overview prepared to reflect change to alternative route 
Overview uithheLd <r«P I0FR2 7903 

MCCORKLE. G W Physical Becortty Licensing Branch 00/02/26 2pp 


0003050499 Pprwarda response to NRC 800220 Itr re Lesions Learned 
Category A items Subcooling meters installed by B0Q326 Steam 
line branches not receiving automatic Isolation signals are 
mein steam to auxiliary feed pump turbines L dump lines 
LUNDVALC. A E Baltimore Gas «- Electric Co 00/02/29 iSpp 


0003200007 Summary of 800111 meeting u/Bechtel h licensees re masonry 
wall pipe support structural interdisciplinary 
coordina tlon 

LiCClARDOfR Operating Reactors Branch I 00/03/03 I6pp 


0003170190 Submits clarifications of 800229 rispomei to NRC 800219 
questions re followup actions resulting from TMr-2 Lessons 
Learned Task Force Small bypass valves on main steam 
Isolation line do not dose -on low steam generator pressure 
LUNDVALL. A E BiUimore Gas 4 Electric Go 00/03/12 2pp 


8003200239 Submits proposed design for high range containment radiatis'^ 
monitoring sys at facility in response to Lessons Learned 
Task Force Item New monitors will provide one decade overlap 
w/range of existing monitors 

LUNDVALLrA £ Baltimore Gas t Electric Co 00/03/17 2pp 


0003170410 Forwards Endorsement 3 to MAELU Binders XB-52 h XB-53 
SHOEMAKER. C L Baltimore Gas It Electric Co 80/03/10 5pp 
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Inspection reports) IE Dulletins t> correspondence 


Q0030&06S4 Notifies th^t NRC intends to routinely foruard to 
appropriate stale public util regulatoty groups & state atty 
geneial o^ts- copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER)D H Region 1, Philadelphia! Office of the Director 
79/11/29 ip 


0003030054 Forwards IE Insp Repts 50-317/79-20 &> 50'*3ia/79'l9 on 
791109-11* li 15-16 No nencoTp 1 lance noted 

BRUNNER) E J Region li Ph i lade I ph lai Reactor Operations Nuclear 

Support Branch 80/01/03 2pp 


--8003050060 IE Insp Repts 90-317/79-20 U 90-319/79-19 on 791109-11,13 «« 
15-16 No noncomp I lance noted Major areas inspected 
containment integrated leaSi rate test U licensee action on 
previous insp findings 

REKITO, W A . BI1ITH.T H Region 1, Philadelphia. Office of the 

Director CAPHTON> D I Rogion t, Philadelphia, Reactor Operations 

Nuclear Support Drench 79/12/31 6pp 


3003060496 Forwards IE Insp Repts 50-31 ;/;9-2l %t 50-319/79-20 on 
791127-30 No noncomp I lance noted 

DRUNNCRrC J Region 1. Philadelphia) Reactor Operations Nuclear 
Support Branch 80/01/09 2pp 


— B003060504 lE Insp Repts 90-317/79-21 4. 50-319/79-20 on 791127-30 No 
noncooip 1 lance noted Major areas inspected routine insp for 
purpose of turning ovei project assignment 

KEIMIG.R R Region 1, Ph i iadc Iph la, Reactor Operations Nuclear 
Support Qranch ARChlTZEL.R U , JOHNSON, D F Region t, 
Philadelphia, Office of the Director 80/01/04 3pp 


S003030013 Act receipt of B00104 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-13 t< 

90-310/79-10 

SMiTHiGH Region ], Philadelphia, Fuel Facility ?f Materials Safety 
Branch 80/01/2J ip 


--6003030017 Responds to NRC 791226 Itr re violations noted in IE Insp 
Repts 50-317/79-13 f, 50*318/79-10 Corrective actions 
radiation safety chemistry engineer will annually review 
posting reiiu irements 

HJNDVALL,A E Haltimoie Gas Electric Co 00/01/04 Ip 


— B003030019 Ack receipt of /91109 Itr informing NRC of steps taken to, 
correct violations noted in IE Insp Repts 50-317/79-13 it 
50-318/79-10 Requests addl info 

SMITMiG H Region 1, Philadelphia, Fuel Facility U Materials 
Safety Branch 79/12/26 2pp 


—800303002)1 Forwards response to NRC 791017 Itr re violations noted irt 
IE Insp Repts 50-317/79-13 fy 50-318/79-10 Corrective 
actions posting requ ireinents 4 procedure for radiation 
protection arc In compliance w/code 

LUNDVAIL,A E Baltimore Gas 5 Electric Co 79/11/09 App 


--0003030025 Forwards IE Insp Repts 50-317/79-13 & 90-318/79-10 on 
790730-'0802 4, notice of violation 

SMITH.O H Region 1. Ph i ladel ph ia, Fuel Facility &. Materials 
Safety Branch 79/10/17 2pp 


--8003030027 Notice of violation fi om insp on 790730-0S02 

* Region 1, Philadelphia, Office of the Director 79/tO/l5 2pp 


— B003030032 IE Insp Repts 90-317/79-13 A SO-310/79-lO on 790730-0002 
Noncomp I lance noted failure to post documents & notices 
requited by code 4 failure to control access to contaminated 
areas 

PLUMLEE,K Region i, PhlladetphU, Office of the Director 

StOHR.J P Region 1, Philadelphia, Fuel Facility A Materials 

Safety Branch 79/10/15 6pp 


8003060270 Ac k receipt of 791212 Itr informing NRC of steps taken to 
correct violations noted tn IE Insp Repts 50-317/79-17 A 
90-310/79-14 

BRUNNER, E J Region 1, Philadelphia! Reactor Operations Nuclear 
Support Branch 00/01/23 Ip 


— 6003060282 Responds to NRC 791204 Itr re violations noted in IE Insp 
Repts 50-317/79-17 A SO-318/79-14 Corrective actions 
licensed personnel lacking proper training will be assigned 
to appropriate makeup session 

LUNDVALLrA £ Baltimore Gas t Electric Co 79/12/12 Ip 


—0003060308 Forwards IE Insp Repts 50-317/79-17 A 50-310/79-14 an 
791002-05 t, notice of violation 

BRUNNER, E J Region 1, Ph i ladelph iar Reactor Operations Nuclear 
Support Branch 79/12/04 Spp 


— 0003060313 Notice of violation from insp on 791002-05 

a Region I* Philadelphia, Reactor Operations Nuclear Support 
Branch 79/12/03 ip 


—8003060320 IE Insp Repts 30-317/79-17 i 50-31 B/79-14 on 791002-05 
Noncomp 1 lance noted failure to conduct design change review 
COWGILL, C J , JOHNSON, D F Region 1. Philadelphia. Office of the 
Director CAPHTON, D t Region 1, Philadelphia, Reactor Operations 
Nuclear Support Branch 79/12/03 lOpp 


0003030001 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in !E Insp Repts '50-317/79-16 6 
90-318/79-13 

GRIER, D H Region 1, Ph i ladelph ia. Office of the Director 
80/01/24 Ip 


-•8003030004 Fnrwards response to NRC 791204 Itr re violation noted in 
IE Insp Repts S0-317//9-16 A 50-310/79-13 Corrective 
acl;ions new sleeving platform was designed i> implemented 
LUNDUALtrA E Baltimore Oas 4 Electric Co 79/12/28 2pp 


—0003030005 Forwards IE Insp Repts 50-317/79-16 A 5O-*3l0/79-l3 on 
7911001-09 A notice of violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 79/12/04 2pp 


’6003030008 Notice of violation from Insp on 791001-05 

* Region I, Ph 1 lade Iph ia, Office of the Director 79/11/30 Ip 


—0003050010 IE Insp Repts 50-317/79-16 A 50-318/79-13 on 791001-05 
Noncomp 1 iance noted use of nonsafety-r elated platform when 
safety evaluation required safety-related platform 
KEHDE, D V Region 1, Ph i lade Iph ia. Office of the Director 
KISTER, H B Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 79/11/30 lOpp 


6003130057 Confirms 000129 telcon extending invitation to attend 800207 
meeting in King of Prussia, PA re requirements in IE Bulletin 
79-010, '^Environ Oua 1 i f i cations of Class IE Equipment " 

Proposed agenda end 

GRIER, 0 H Region 1. Ph i Ladelph la, Office of the Director 
00/01/30 2pp 


0003140063 Forwards l€ Info Notice 80-06, ''Notification of Significant 
Events " No action required 

GRIER, B H Region t, Philadelphia, Office of the Director 
00/02/27. Ip 


0OO31S1O445 Forwards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

GRIER, B K Region 1, Phi ladelph ia. Office of the Director 
80/02/29 ip 


6003140356 Forwards supplemental Info to lE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment " Response required 
GRIER, B H Region 1, Phi lade Iphia, Office of the Director 
00/02/29 7pp 


8003250268 Forwards safety evaluation to document NRC review of util 
feedwater piping sys insps performed in response to IE 
Bulletin 79-13 

REID, R W Operating Reactors Branch 4 00/03/05 2pp 


—6003250274 Safety evaluation re actions taken in response to IE 
Bulletin 79-13, "Cracking in Feedwater Piping Sys " 
Nondestructive A visual insps 6 toughness of piping mails 
adequate to ensure piping Integrity 

a Office of Nuclear Reactor Regulation 80/03/03 2pp 


6003100271 Forwards IE Circular 00-03, "Protection From Toxic Gas 
Hazards. " No written response required 

0R1ER,B H Region 1, Phi ladelph ia. Office of the Director 
90/03/06 Ip 


8003180026 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Hasard Associated w/Closed Cooling Sgi for Operating Power 
Plants " No written response required 

GRIER, 0 H Region t. Ph 1 ladelphia, Office of the Dirsetor 
80/03/07 Ip 


6003190240 Forwards tE Info Notice 80-06 "States Co Sliding Uink 
Electrical Terminal Block " No specific action or response 
requested 

ORIER.Q H Region 1, Ph I ladelph ia. Office of the Director 
00/03/07 Ip 
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8003^60276 Forward* IE Info Notice 80- JO, ''Partial Lon of Non-Wi^c loar 
In«trufflan6 Si/* Power Supply During Operation “ No ipacific 
action or reiponee required 

CRIER. fl H Region I, Ph 1 1 arfe Ip h 1 a, Office of the Diroctor 
00/03/07 ip 


8003260380 Forwerdi IE Culletiri SO^'O^. ’ Vacuum Coitdltiort Reiultinp In 
Damage to Chemical Vol Control Sy i (CVC81 Holdup Tanlie 
Action U uritten response required 

ORIER^O H Region J. Ph I !ad« i phia. Office of the Director 
00/03/10 ip 


6003260113 Forwards IE Bulletin 0O-O6» ’’Engineered Safety Feature 
(Esri Reiet Controls " t^ritten response required 
ORIERjQH Region 1< Phi 1 adelph la. Office of the Director 
00/03/13 Ip 


8003230264 Forwards IE info Notice 0O'‘l I. "Oenerlc Problems W/ABCQ 
Valves in Nuclear Applications including Fire Protection 
Sys No action or written response required 
GRIER. 8 H Region I, PMIadelpMa* Office of the Director 
80/03/ H Ip 


0003260016 Forwards IE Circular aO'O'l. "'Securing uf Threaded Locking 
Divices on Saf ety-Rela ted Equipment " No written response 
required 

GRIERjBH Regian 1. Philadelphia. Office of the Director 
80/03/ 14 ip 


R Periodic operating reports & related correspondence 


8003060036 Forwards ’’Semiannual Effluent ReleasiiRept Jul-Dfc 1879 *' 
Advises that m# teorologlca I summary ul 1 1 he submitted later 
LONDVALLjA E Baltimore Oas U Electric Co 80/02/2? ip 


—8003060041 "Semiannual Effluent Release Rsp fc, Ju l-Dec 1979 
« Baltimore Gat Electric Co 00/02/29 I8pp 


8003190485 Forwards monthJv operating repts for Feft 1980 
PERSON. SD OaltJfflfire Oas Electric Do GO/03/13 Ip 


--8003190491 Honthly operating repts for Feb 1960 

KERSOlf.S 0 Ralti/nore Oas I Electric Co 80/03/13 2pp 


S Reportable occurpentes. LERs L related correspondence 


8003160084 PNO-I-80-025 on 90D21 1 . aui i H ary bldg evacuated upon receipt 
of gaseous rad i ation. was te processing S' main vent alarms 
Ion exchanger outlet valve found not fully shut resulting in 
prtssur 1 i atlon St backed-up radioactive water 

ARCHIT2ELjR > KEINIO.R . GRtlNNER^E J Region I. Fh i Jadelp h la. Office 
of the Director 00/02/12 Ip 


8003100136 FNO-I-eO-029A on 800211.40 3 Ci He-133 reJeaseif represatiting 
27% Tech Spec for ihstan taneout release On 000212 local 
emergency declared in auilltarg bldg again due to Ion 
exchanger No release evident 

KEIKIO. R R . BRUNNER. E J Region t. Philadelphia. Office of the 
Director 80/02/13 Ip 


8003030381 Forwards tER 80-008 /03L-0 

RU50ELI..L 8 Daltifflore Oas 4 Electric Co 60/02/29 (p 


—0003030368 LER 0O-OO0/O3L-O on 600126, while cooling down for schaduleif 
outage, survey technician discovered steam blowing from llA 
reactor coolant pump Sensing line 1PDT-I23A had through-wall 
leak Caused by friction of sensing line w/another pipe 
DAVIS. 6 M . PENSE.N 8 Daltifflore Oat U. Electric Co B0/O2/25 
If 


8003040725 Notifies that LER number 50-317/79-76 was not used for 1979. 
PERKINB.N A Region 1. Phi ladelph la. Office of the Director 
80/02/26 4 


8003050472 Forwards LER e0-Ol2/O3L-O 
RUSSELL. L 8 Qaltlmori Oas 4 Electric Co. e0/03/03> Ip 


8003050476 LER 80-OI8/O3L-O on 600211. while performing routine 
surveillance test.control element assembly (CEA> 39 dropped 
into core Cause unknown Technician will be assigned to 
monitor operating parameter of aJJ CEAs during next DTP 
DAVIS. 8 H , BAUER. e R Baltimore Dae & Electric Co 80/03/03 
If 


8003170456 Fprwardi LER 80-011 /O3L-0 

RU8BELL.L B Baltimore Gai U Electric Cu 60/03/07. Ip 


—0003170459 LER 60-01 1 /03L-0 on 800208. W/RCS at 130 degrees 6 250 piif. 
shutdown cooling suction header relief valve lifted 6 failfd 
to reset Caused by valve being left at improper relief 
prosfur# due to error following testing 

0AVIG.8 M . HUSEOY. D E Baltimore Oas it Electric Co 60/03/07 
2pp 


DOCKET 90-318 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 2 


F Security, medical* emergency l< fire protection plans 


0003240026 Notification of 600227 t 20 meeting w/ut 1 1. FENA. Ba t tel U L 
HD State respresentat i ves to discuss emergency planning 
guidelines Agenda enc 1 

CONNER* E L Operating Reactors Branch 4 00/02/20 4pp 


8003050363 Forward* fire protection review of Items 3224323 re 
adequacy of detector installation t fire pump flow tests, 
reap ec ti vely 

HALU^R E Drookhaveri National Laboratory 00/02/26 2pp 


8003140003 Forwards fira protection review for Items 3 2 4. vent i latlpn 
duct penetrations it 3 S 5/3 2 6. electrical & piping 
penetration fire resistance for facility 

HAL-L. R E Brookhaven National Laboratory 80/02/29 2pp 


6003li'0946 Forwards Items 3 2 1 A 3 2 10 of fire protection review, 
re fire harard analy^l* ^ fire water dra i nage. respectively 
NALL/R E lirookhaven National Laboratory 80/03/04 4pp 


0003170466 Forwards addl info in response to safety evaluation Item 
3 1 I3< describing addl emergency communi cati on sys 
Recommends documentafc ion of separation of sound-powered 
wiring 4 plant-paging sys 

HALtiR E Praokhaveri National Laboratory 80/03/05 2pp 


G003260'390 Forwards Revision i to safeguards contingency plan Plan 
withheld (ref 10CFR2 7901 

EVANS. V R Baltimore Gas Flectrlc Co 80/03/20 Ip 


J Insurance 4. indemnity Information 


8003060940 Forward* Endorsement* 41 6 42 to NELIA Pol icy . NF-216 
Endor sements 10 L II to NELIA Policy N8-348 it Endorsement 3 
to NELIA Policies EI7-52 6 EB-53 

SKOEHAKER.C L Baltimore Oat it Electric Co 80/02/26 9pp 


8003170410 Forwards Endorsement 3 to HAELU Binders XB-92 & Xa-53 
SHOEMAKER, C L Oaltlfliore Oas it Electric Co 80/03/10 5pp 


K UtiLliy Final Safety Analysis Report (FSAR) i< amends 


0003270399 Amend 58 to application for OL. consi sting of Revision 47 
to FBAR ' 

LUNDVALL*A E PaltlAiore Gas i Electric Co BO/01/31 Ip 


■6003270403 Revision 47 to FSAR 

e Daltifflore Oas 6 Electric Co 00/01/31 4lpp 


P Operating license stage docufflents it correspondence 


8003170197 Fururartfs draft NUR£©-06a0. '•Cladding 6wclling 4t Rupture 
Hodels for COCA Analysis'' i> topics for discussion sent to 
fuel vender* Requests cemment* by G00109 

ElBENHur. D 0 Division of Operating Reactor* 79/12/20 19pp. 


—000317037] Draft "Cladding Swelling Rupture Models for LDCA 
Analysis " 

POWERS. D A Cere Performance Branch 79/11/30 106pp 


Q0O3O6O39I Forwards response to 791206 request for info re containment 
purge sy* Includes util response to Item 2 I 4 of NUREG- 
05701 U info froffl F8AR W/o end 

REIDfR W Operating Reactor* Branch 4 60/02/08 Ip 


8003090012 Advises ef NRC disagreement u/uti 1 800103 proposed approach 
for installation ef third auxiliary feedwater train. Train 
should he designed constructed to meet latest edition V 
addenda of ASHE code 

REJO.R W Operating Reactor# Branch 4. 80/02/14 2pp. 


80(73170020 Requests response to end list of Items needing «ddl 
licensee actlun 6 c lari f 1 cation* per NRC 600219 plant visit 
re imp 1 ementation of THl-2 Lessons Learned Task Fore# short- 
tern requireeients 

REID, R (/, Operating Reactors Branch 4 80/02/20, 4pp 
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£3003050537 Respond* to request to examiTie high pressure piping sgs 
uhich confiect RCS to loui picssure piping sys to determine 
eiLstenco of Event V isolation valve conf ifluratl on in Class 
I portion of piping None emst roriuards supportive diagram 
LUNDVALL, A E Baltimore Gas t Electric Co 50/02/35 3pp 


5003070008 Forwards request for addl info re containment purging to 
meat criteria established re electrical overr 1 de/bypass for 
use in operating reactors Licensee 791115 U 1314 responses 
satisfactory on Intel im basis 

REID, FI U Operating Reactors Branch 4 00/03/35 4pp 


B003D30299 Advises that cable fy pipe penetration fire tests will be 
conducted on 000305 Requests direction re submittal of 
procedure catitnents 

LUNDVALL.A E Baltimore Oas / Electric Co 00/03/36 Ip 


8003340056 Denios C~E /9t203 request for primary routing for shipment 
of epent fuel due to acceptable alternative route Route 
overview prepared to reflect change to alternative route 
Overview wsthheld <ref IOFft2 7901 

hCCQRKLEi G If Physical Security Licensing Branch 00/03/26 3pp 


0003050499 Forwards response to NRC B00320 Itr re Lessons Learned 
Category A items Subcooling meters installed by 000336 Steam 
line branches not receiving autumatlc isolation signals are 
main steam to auiiiiary feed pump turbines V dump lines 
LUNOVALLi A t’ Baltimore Gas Electric Co 80/02/39 I3pp 


8003300007 Summary of SOOltl meeting w/Bechlel ti licensees re masonry 
wall tt pipe support stiuctutal interdisciplinary 
coerdlnation 

LICCIARDO, R Operating Reactors Branch 1 00/03/03 l6pp 


B003170190 Submits c lari f Icat ions of 800339 responses to NRC 800219 
quettlona re followup actions lesultmg from TMI‘-2 Lessons 
Learned Task Torce Small bypass valves on main steam 
Isolatlofi line do not close on low steam generator pressure 
LONDVALLfA E Baltimore Oas h Electric Co 00/03/13 2pp 


8003200239 Submits proposed design for high lange containment radiation 
monitoring «ys at facility in lesponse to Lessons Learned 
Task Force Item New monitors will provide one decade overlap 
u/range of oxlstlng monitors 

LUNOVAUL* A E Baltimore Gas ^ Electric Co 00/03/17 2pp 


D003250303 Forwards justification for continued operation Z< answers to 
s lte~spec i f 1< quest ionsi in response to NRC 000225 Itr 
Wostinghouso proprletaiy version of response withheld 
(ref 10CRR2 790) 

LUNDVALLrA E Baltimore Oa s t< Electric Co 00/03/10 49pp 


0003200240 Foruaids application i affidavit for withholding proprietary 
info in Attachment 3 of AE lundvall 800310 Hr re 
Nea 1 1 ngh ou« e low pressure tuibine disc insp Westinghouse 
responses to genei ic questions tn NRC B00233 Hr also end 
LUNDt/ALL< A E Baltimore Gas ^ Electric Co 00/03/24 9pp 


0 ItifpectLon reports< IE Bulletins S correspondence 


0OO3O6O654 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups V state atty 
general ofcsf copies of escalated enforcement correspondence 
sent by NRC to licensees 

ORlERiB H Region li Philadelphia! Office of the Director 
79/ii/29 ip 


0003050054 Forwards IE Insp flapts 50-317/79-30 t 50-310/79-19 on 
791 109-1 13 L 15-'16 No noncomp i lance noted 

DBtlNNERi E J Region !■ Ph i lade I ph iai Reactor Operations NucHar 
Support Branch 80/01/03 3pp 


“-0003050060 IE Insp Repts SO'-3l7/79-20 «< 50-318/79-19 on 79ll09-n»13 tt 
15-16 No noncompliance noted Major areas inspected 
containnont integrated leak rate test L licensee action on 
previous insp findings 

REHITO^W A , SMITH.TH Region 1, Philadelphia, Office of the 

Director CAPKTONr D U Region 1, Philadelphia, Reactor Operations 

Nu-clear Support Branch 79/12/31 6pp 


0003060496 Forwards IE Insp Repts 50-317/79-21 8c 50-310/79-20 on 
791127-30 No noncamp liance noted 

BRUNNERtE J Region 1, Ph i ladel ph ia> Reactor Operations Nuclear 
Support Branch 00/01/09 app 


--8003060504 IE Intp Repts 50-317/79-21 Ic 50-310/79-20 on 791127-30 No 
nohcomp I iance noted hajor areas inspected routine insp for 
purpose of turning over project assignment 

ViElMlOiR R Region 1« Ph i ladelph ia, Reactor Operations Nuclear 
Bupport Branch. ARCHITZEL-R E , JOHNSON, D F Region li 
Philadelphia! Office of the Director 80/01/04 3pp 


0003030013 Ack receipt of 800104 Hr Informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-317/79-13 & 

50-31 S/79- JO 

GMITH.G K Region 1# Philadelphia. Fuel Facility 4, Kateriels Safety 
Branch 00/01/21 Ip 


—8003030017 Responds to NRC 791326 Itr ie violations noted In IE Insp 
Repts 50-317/79-13 U 50-318/79-10 Corrective actions 
radiation safety 6 chemistry engineer will annually review 
posting requirements 

LUMDVALL/ A E Baltimore Gas 8 Electric Co 80/01/04 ip 


—0003030019 Ack receipt of 791109 Hr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-317/79-13 U 
50-310/79-10 Requests addl info 

SMITH, G H Region 1, Philadelphia. Fuei Facility L Materials 
Safety Branch 79/13/36 2pp 


—0003030024 Forwards response to NRC 791017 Hr re violations noted in 
IE Insp Repts 50-317/79-13 ^ 50-318/79-10 Corrective 
actions posting requirements 6 procedure for radiation 
protection are in compliance w/code 

LUNDVALLrA E Baltimore Gas U Electric Co 79/11/09 4pp 


0003030035 Forwards lE Insp Repts 50-317/79-13 6 50-319/79-10 on 
790730-0002 4i notice of violation 

SMITH. G H Region 1, Philadelphia. Fuel Facility U Materials 
Safety Branch 79/16/17 2 pp 


—0003030027 Notice of violation from insp on 790730-0802 

# Region I, Philadelphia, Office of the Director 79/iO/l5 2pp 


—0003030032 IE Insp Repts 50-317/79-13 h 50-310/79-10 on 790730-0802 
Noncompliance noted failure to post documents h notices 
required by code failure to control access to contaminated 
ar eai 

PLUMLEE.K Region 1, Philadelphia, Office of the Director 

STOHR/J P Region I, Philadelphia, Fuel Facility U Materials 

Safety Branch 79/io/i5 6pp 


0003060270 Ack receipt or 791212 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-17 it 
50-318/79-14 

BRUNNERfE J Region t, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/01/23 ip 


— 8003060282 Responds to NRC 791204 Hr re violations noted in IE Insp 
Repts 50-317/79-17 ^ 50-318/79-14 Corrective actions 
licensed personnel lacking proper training will be assigned 
to appropriate makeup session 

LUNDVALL, A E Baltimore Gas L Electilc Co 79/l2/i2 ip 


—8003060308 Forwards IE insp Repts 50-317/79-17 h 50-318/79-14 on 
791002-05 ^ notice of violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 79/12/04 2pp 


—8003060320 IE Insp Repts 50-317/79-17 it 30-318/79-U on 791002-05 
Noncomp 1 iance noted failure to conduct design change review 
CDNOILU. C J , JOHNSON. 0 F Region I, Philadelphia. Office of the 
Director CAPHTON, D L Region 1. Ph i ladel phia. Reactor Operations 
Nuclear Support Dianch 79/12/03 lOpp 


8003030001 Ack receipt of 791228 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-16 U 
50-310/79-13 

ORIER.B K Region 1. Philadelphia. Office of the Director 
80/01/24 Ip 


— 0003030004 Forwards response to NRC 79J204 Ur re violation noted in 
IE Insp Repts 50-317/79-16 I 50-310/79-13 Corrective 
actions new sleeving platform was designed b implemented 
LUNDVALL. A E Dalttmore Gas t< Electric Co 79/12/20 2pp 


—8003030005 Forwards IE Insp RepU 50-317/79-16 ^ 50-3IB/79-13 on 
7911001-05 t notice of violation 

QRUNNER.E J Region 1, Phi ladelphia, Reactor Optrafcloni Nuclear 
Support Branch 79/12/04 2pp 


— 8003030008 Notice of violation from insp on 791001-03 

* Region 1. Ph I ladelphia. Office of the Director, 79/11/30 Ip, 


—8003030010 1£ Insp Repts 50-317/79-16 50-318/79-13 on 791001-05 

Noncompl lance noted use of nonsafe ty-related platform when 
safety evaluation required safety-related platform 
KEHOE.D V Region 1, Philadelphia, Office of the Director 
KISTER.H n Region I, Ph i ladelph ia. Reactor Operations Nuclear 
Support Branch 79/11/30 lOpp 
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G003130057 Confirms G001S9 telcon extending invitation to attend Q00207 
meeting in King of Prussia<PA re requirements in IE Bulletin 
79-01B« "Environ Qualifications of Class lE Equl^iment 
Proposed agenda enc I 

DRIER,!} H Region 1. Philadelphia, Office of th* Director 
80/01/30 2pp 


0OO3l4Oqea Forwards IE Info Notice 79~37. "CracVing in Lou Pressure 
Turbine Discs#" u/errata sheet in request for info related to 
turbine disc cracks Replg requested within 20 dags 
EISENHUT, D 0 Division of Operating Reactors 00/02/25 3pp 


8003190148 Request statement addressing safety significance re turbine 
disk cracks in Veywag t bore sections of Uestinghouse 1800 
rpm low pressure turbine per end IE Info Notice 79-37 
BI6ENHUT, D G Division of Operating Reactors 00/02/29 3pp 


8003240399 Requests notariied statements re util insp of turbine discs 
for possible crack formation Statements will enable NRC to 
decide whether OL should be mod i fled. suspended or revoked 
IE Info Notice 79-37 u/errata sheet t info request end 
ElSENHOT# 0 0 Division of Operating Reactors 80/02/29 9pp 


8003140083 Forwards IE Info Notice QO-06# "Notification of Significant 
Events " ?!o action required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
80/02/27 ip 


8003120449 Forwards IE Info Notice 30-07. "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. B H Region (, Ph i ladelph la, Office of the Director, 
80/02/29 ip 


8003140356 Forwards supplemental infa to IE Dulletin 79’'0lBi "Environ 
Qual if ication of Class IE Equipment " Response required 
GRIER, D H Region 1. Phi ladelph ia. Office of the Director 
80/02/29 7p p 


80032502£6 Forwards safety evaluation to document NRC review of util 
feedwater piping sys insps performed in response to IE 
Dulletin 79-13 

REID, R If Operating Reactors Branch 4 60/03/09 2pp 


—0003250274 Safety evaluation re actions taken in response to IE 
Dulletin 79~13, “Cracking in Feedwater Piping Sys " 

Nondts true I ive visual insps it toughness of piping matls 
adequate to ensure piping integrity 

* Office of Nuclear Reactor Regulation 60/03/09 2pp 


6003160271 Forwards IE Circular 60-03. "Protection Prom Toxic Gas 
Haxards " No written response required 

ORIERrB H Region l<i Philadelphia, Office of the Director, 
80/03/06 ip 


8003160026 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Haiard Associated w/Closed Cooling 8ys for Operating Power 
Plants " No written response required 

ORIERiB K Region li Ph i lad 8 1 phiaj Office of the Director 
80/03/07 I p 


8003190240 Forwards lE Info Notice 00-08 “States Co Sliding Link 
Electrical Terminal Slock “ No specific action or response 
requested 

GRIER. BH Region i. Philadelphia. Office of the Director 
80/03/07 Ip 


80032&0276 Forwards IE Info Notice 80-10, "Partlai Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation " No specific 
action or response required 

GRIER, B H Region 1. Ph i ladelph la. Office of the Director 
80/03/07 Ip 


80032603B0 Forwards IE Dulletin 60-05, "Vacuum. Condition Resulting in 
Damage to Chemical Vol Control Syt iCVCBI Holdup Tanks " 

Action i< written risponse required 

GRlERrfi H Region 1. Ph 1 ladelp h ia. Office of the Director. 

80/03/10 Ip 


8003260113 Forwards IE Dulletin flO-06, "Engineered Safety Feature 
(ESF) Reset Controls “ Urltten response required 
GRieR,B H Region 1, Philadelphia, Office of the Director 
80/03/13 ip 


8003250264 Forwards IE Info Notice 00-11, "Otnerlc Problems M/A8CO 
Valves In Nuclear AppUcationi Including Fire Protection 
fiyi " No action or written response required 
GRIER,® H Region I, Philadelphia, Office of the Director 
80/03/14 tp 


6003260016 Forwards IE Circular 60-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

CRIER, D H Region 1, Ph i lade Ip h la. Office of the Director 
00/03/14 Ip 


R Periodic operating reports 6 related correspondence 


6003060036 Forwards "Semiannual Effluent Release, Rept Jul-Dec 1979 “ 
Advises that meteorological summary will he submitted later 
LUNDVALL. A E Oaitimore Gas ^ Electric Co 80/02/29 Ip 


—8003060041 "Semiannual Effluent Release Rept.Jul-Dpc 1979 “ 
a Daltimore Gas t/ Electric Co 00/02/29 I8pp 


60031904B9 Forward* monthly operating repts for Feb 19Q0 
hERSON. S D Daltimore Oat ^ Electric Co 60/03/13 ip 


--0OO319O491 Monthly operating repts foi Feb 1900 

MER&DN. S D Baltimore Gas f, Electric Co 00/03/13 2pp 


S Reportable occurrences. UERs h related correspondence 


0003180084 PNO-I''60-025 on 80021 1 , aui 1 1 lory bldg evacuated upon receipt 
of gaseous radlat ion, waste processing it main vent alarms 
Ion exchanger outlet valve found not fully shut resulting in 
pretsur i la t ion backed-up radioactive water 

ARCHITZEL.R , KEIMIO.R . BRUNNER, E J Region I, Ph i i a de 1 p h ia. Office 
of the Director 80/02/12 Ip 


6003100136 PN0-1-8O-025A on 000211.40 5 Ci Xe-133 released representing 
37X Tech Spec for Instantaneous release On 800212 local 
emergency declared in auxiliary bldg again due to ion 
exchanger No release evident 

kiCiMiG.R R , BRUNNER, E J Region 1, Philadelphia, Office of the 
Director 60/02/13 Ip 


8003110369 RO 60-11 on 600227, dur ing routine surveillance testing, 
diesel generator 21 did not achieve rated speed In lees than 
10-1 Adjustments to governor control sys required Details re 
cause & corrective actions will be provided in 14-day rept 
DENTON.R E Baltimore Gas it Electric Co 80/02/28 Ip 


6003090451 Forwards LER eO-009/03L-0 

RUSSELL, L D Baillniore Gas I Electric Co 80/02/29 Ip 


--0OO3O9O494 LER 80-009/03L-0 on 600131. while conducting routine test, 
control element assembly ICEA) 32 dropped into core Cause 
unknown Technician will be assigned during next 8TP 0-29 to 
monitor operating parameters of all CEAs on real-time basis 
DAVIS. 8 H , 0AUER,E R Baltimore Gas «< Electric Co 60/02/29 
2PP 


6003050503 Forwards LER 0O-OO7/O3L-O 

RU36ELL,L 0 Baltimore Gas l< Electric Co 80/02/29 Ip 


—6003090512 LER DO-007/03L-0 on 800130, while performing routine 
surveillance te sting, d 1 sc overed control element assembly 94 
would not drive down electrically Cause not known Rod became 
operable during investigation of rod circuitry 

LAOIEN0XI.J 8 , BAUER. E R Baltimore Gas i Electric Co 60/02/29 

2pp 


8003190926 Forwards LCR eO-Oli/OlT-0 

RUS8ELL,L D Baltimore Gas 4 Electric Co 00/03/12 Ip 


— 8003190531 LER 00 Oll/OlT-0- on 800227. while testing diesel generator 
21)Unli failed to reach rated speed in lO-s or less Caused 
by slow responto of diesel generator governor Governor 
replaced 4, will be inspected 4- overhauled by manufacturer 
DAV|8,S M , HUSEDY, D E Daltimore Gas U Electric Co 60/03/12 

2pp 


8003200446 Forwards LER 60-OH/03L-0 

RU58ELU, L B Baltimore Gas L Electric Co 60/03/16 Ip 


—8003200452 lER 80-014/03L-0 on 800219, during surveillance test, Channel 
A of chemical V vol control sys isolation logic would not 
function w/receipt of trip signal from sensor channel Caused 
by failure of module input circuit 

MEIBELrR P , RIZZO. P G BaHlmore Gas it Electric Co 80/03/(9 
ip 


8003260617 Forwards LER 80-012/03U-0 , 

RUQ8ELL, L B Baltimore Gas U Electric Co 60/03/19 Ip 
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— aO032&0&23 uen SO-OlS/oaL-O on 800219 , during routine euryei 1 lonce, «mal I 
leek diecoyered on cKerging pump common luction heeder 
relief velve Ceused b<j vibration Induced metal fatigue in 
h eat-'af f ec ted tone of uielded penetration in header 
HUSEDYiD E , DAVIS, 8 M Baltimore Oa* li Electric Co 00/03/19 
app 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency fire protection plane 


0OO3L3O1S4 Request? approval of pToposals to defer annual radiation 
emergency drill to 000207 i to perform mini-drills to 
improve health physice practice? Radiation emergency drill 
will be performed before 000331 

WILSON, R F Metropolitan Edison Co 00/01/30 2pp 


8003170114 Concurs w/program outlined in BODISO Itr to correct major 
matl 1< personnel problems identified during Jan 1900 
caeualty drills Neit drill scheduled for 000331 
COLLINS, J T TMI-2 Operat ions/Support BO/02/11 4pp 


6003S70144 Advises that Emergency Procedure 2202-5 1 has been uritten & 
uiill be submitted by Feb I980i permitt ing sealing of 
penetration externally to containment bldg 
WILSON, R F Metropolitan Edison Co 0O/O2/2Q Ip 


0 Adjudicatory correspondence 


7906260595 Expression alarm ik concern over continuing dangers at THI 
re dumping of 8r’'90 into Susquehanna River L Kr-85 into 
atmosphere Requests documentation re these alleged 
vialatlons by util 

WOLF, n Affiliation Unknown 79/00/21 Spp 


6000100023 Forwards 800131 subpoena for EM Deuerleln to testify at 
600S25 hearing in Harr isburg, PA Documents re landings t< 
takeoffs at Harrisburg intl Airport should b« brought to 
p roceading 

CHANDLER, L J Office of the Executive Legal Director 00/02/06 
lb 


G003170128 Forwards subpoena for appearance of behalf of NRC advises 
of hotel accommodations 

CHANDLER/L J Office of the General Counsel 00/02/06 Ip 


-^6003170131 Subpoena requiring C Billie to testify on 800225 on behalf 
of NRC in Harr Isburg, PA 

ROSENTHAL, A 8 Atomic Safety and Licensing Board Panel BO/01 /31 

Ip 


B00306005B Responds to 790616 Ltr re reopening of facility Advises that 
public meeting will be hold re facility restart Forwards 
summary NUREC-OSSB Commission Order W/o end 

DENTON 4 H R Office of Nuclear Reactor Regulation 60/02/15 O^pp 


—8003060064 Eiprosses opposition to restart of facility Questions 
assertions that releases of radioactivity during Tnl 
accident were minimal Urges permanent closure of facility 8 < 
revocation of GL 

TALEFF.O Affiliation Uninown 79/09/10 3pp 


0003070166 Responds to ltr opposing reopening of Unit 1 Public hearing 
will be held to determine restart W/o end 790S09 order 
DENTON, H R Office of Nuclear Reactor Regulation 60/02/15 Ip 


— 6003070221 Opposes reopening of reactor Urges NRC to dose facility 
permanen tly 

KRtUENKO.T Affiliation Unknown 00/02/15 tp 


B003070316 Notifies that C Pepfoid will represent Intervenors in 
facility proceedings No witnesses presented in Radan-222 
proceedings On 800220 intervenors will advise ASLAD on 
intentions to request subpoena for TWA pilot 8 vc list encl 
KEPFQRD,C Affiliation Unknown 00/02/15 3pp 


6003190360 Responds to ltr to Hendrie opposing reopening of TMI-l 
Notifies that public meeting w/NRC i util will be held to 
hoar public questions t statements prior to any decision 
on TMl-i 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/15 Ip 


—8003190377 Opposes reopening of TMI-l due to Met Ed repeated safety 
violations 6 disregard of NRC regulations 
KRIVENKO, T Affiliation Unknown 00/02/15 Ip 


0003210271 Responds to 790413 ltr re TMI-2 accident NRC has ordered 
TMI-l restart hearing Util authority to operate TMI-E was 
suspended by NRC 790720 o-rdet No commercial facilities are 
licensed to bury low level radwaste m PA 

DENTON, H R Office of Nuclear Rcactoi Regulation 60/02/15 2pp 


—0003210275 Requests that util OL for THI facility be revoked, that all 
nuclear power plant const in US be halted & that no nuclear 
waste be dumped in state of PA 

PATTERSON, R Affiliation Unknown 79/04/13 tp 


0003070312 Advises of 000219 fcelcon w/licensees ts intervenors Agreement 
reached on direct testimony 6 cross-eiamination re radon 
release issue Submits order of presentation for ASLAD 
approval 

BORDENICK, B M Hearing Branch 4 00/02/20 2pp 


0003050238 Responds to 791212 ltr re failure to evatvate during TMI-2 
accident On 790330, Governor of PA advised that pregnant 
women S preschool age children within five-mile radius 
Should leave area Advisory was lifted on 790409 

DENTONrH R Office of Nuclear Reactor Regulation 00/02/14 Ip 


— 8003050249 Expresses opposition to further development of nuclear 
power U 8 is neither technologically nor morally advanced 
enough to deal w/reiponsib 1 1 i ty of nuclear power !< threat 
to human environ 

SULLIVAN, 8 T Affiliation Unknown 79/12/12 Ip 


6003190416 Responds to 790015 mallgrem to Mendrte re release of 
krypton gas from TMI NRC will evaluate impact t, evaluation 
made public before any radioactive gas Is released or 
disposed of in any manner 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/14 Ip 


— 6003190427 Protests release 0 # krypton gas from TMI-2 
BRIGHAM, 8 Affiliation Unknown 79/00/15 tp, 


8003100007 Eipresses appreciation for sharing views re Rogovln rept on 
TMI accident 

RG0aVIN,M Rogovin, Stern 6 Huge 00/02/20 Ip 


8003060462 Notifies that NRC witness RM Nllde hat revised 8001 IB 
testimony as result of 8MNL draft rept re recent 
measurements of radon re leases from underground mining 
Revised testimony end 

BORDENICK, B M Hearing Branch 4 80/02/22 2pp 


— 8003060476 Revised testimony re alleged deficiencies involving 
reclamation of worked-oufc U mines long-term radon release 
from worked-put U mines 

NiLDErR M Division of Fuel Cycle U Material Bafety 80/02/22 
17pp 


8003130676 Responds to 800126 ltr Release of krypton gases from Unit 2 
reactor bldg not currently permitted 

VQLLMER, R H TMJ-2 Dp sr at ions /Support 60/02/25 Ip 


8003050009 Responds to 790824 telegram axpresting opposition to restart 
of TMl-i Forwards 790009 Commission order outlining issues 
to be considered during public hearing 

DENTON, H R Office of Nuclear Reactor Regulation 00/02/15. ip 


— 8003050015 Expresses opposition to restart of THl-l Demands closing of 
facilities moratorium on licensing of all new nuclear 
plants 

JONEB, M B Affiliation Unknown 79/08/24 Ip 


—8003050016 Urges delay in licensing new plants 
permitted to reopen 

JDN£8rM B Affiliation Unknown. 79/00/24 


Asks that TMl-1 not be 


— 0003130677 Protests proposed krypton release 

GOLDEN, J Affiliation Unknown 80/01/26 Ip 


8003130606 Responds to telegram re release of low level radiation from 
facility Release of radioactive gases not currently 
pcrailtted NRC will evaluate methods of disposal 

DENTON, H R Office of Nuclear Reactor Regulation BO/02/28 Ip 


*'-0003130608 Protests proposed release of low level radiation from 
facility 

OOCLOWBKI.J Aff 11 I ation Unknown 79/08/14 Ip 


0003130614 Ack receipt of 790822 ltr re discharge of water from 
f ac i 1 1 ty, Only liquid u/low or nondetectable levels of 
radioactivity permitted to be released into Susquehenna 
River, 

DENTON, K R Office of Nuclear Reactor Regulation 80/02/28 2pp 
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— 8003130617 Protests discharge- of p(kssx-bl<j contaminated viater from 
fac i U ti^ 

SEfARS, S Affiliation Unkno-iin 79/0H/22 2p p 

6003530656 Responds to Iti re accident at faciJity Uicenslnji will be 
delai/ed until evaluation of NRC Ke-mett^ Commitsion 
recommendations 

DElnaiiiH R Office of tluclear Reactor Regulation 00/02/20 3pp 

-'8003130664 Requests relocation of facility license & moratorium on 
licensing any nuclear power plant 

ST0NE*E Affi liation Unknown 00/03/09 Ip 


0003140025 Responds to 790S20 1 tr expressing concern, re radioactive 
releases fi om THI ft desire to close facility permanently 
Describes status of NRC actions 

DENTaN, H R Offite of Nuclear Reactor Regulation 90/02/28 Spp 

--B003J40029 Expresses concern re radioactive releases from THl desire 
to close facility permanently 

HUOHES.C Affiliation Unknown 79/00/20 Spp 

--0003140037 Refers misdirected Itr from C Hughes for reply Ltr ft 
klhite House 790905 memo end 

RATHKOPF,C L Energy. Dept of 79/10/23 4pp 


0003170025 Responds to 790029 ltr requesting permanent cloeing of 
facility Public hearing will be conducted 

DENTON.H R Office of Nuclear Reactor Regulation 00/02/20 2pp 


•0003170029 Requests burial of taciiity 

PERt^lNS. J Affiliation Unknown 79/08/29 Ip 


0003200577 Resp-onds to HN Dlair 790822 Hr opposing util plans to 
release radioactive air tretn TMI facility Release of 
radioactive gas from reactor bldg not currently permitted 
KRC to evaluate impact of radioactive gas disposal from THI 
DENTON. K R Office of Nuclear Reactor Regulation 00/02/29 Ip 


—8003200591 Expresses opposition to util plans to release radioactive 
air from Tht racility NRC immediate action to stop util 
from releasing rad ioact ivi ty info air will ensure health t* 
welfare of future generations 

BLAIR. H N Affiliation Unknown 79/00/22 Ip 


0003210050 Responds to FE ft Enter line 790026 Hr opposing 
reopening of TM[ ft nuclear power Hearing to be conducted io 
determine whether facility should bo operated 

DENTON. K R Office of Nuclear Reactor Regulation 00/02/30 2pp 


--80032100I3 Expresses opposition to reopeni?ig of facility, use of nuclear 
power ft importing of nuclear waste from foreign countries 
NRC is criminally negligent aUuwifig nuclear facilities to 
operate w/o safe means of storing or disposing radwastes 
ENTERLINE. F E . ENTERLINC. M K Affiliation Unknown 79/00/36 

2pp 


8003210019 Responds to J Hurst 790002 opposition to Met Ed actions re 
TMI accident Releases of contaminated water w/low or 
nondetectable rad ioac tivity contain levels of radioactivity 
indistinguishable from existing background levele 
DENTON, H R Office of Nuclear Reactor Regulation 60/02/38 3pp 


— 8003210025 Expresses opposition fco Met Ed actions re TMI accident UtH 
discharged 4.000 gallons of water into Susquehanna River w/o 
analyiing water for presence of strontium Util is 
incompetent ft interested only in financial weji-being 
HURST- U Affiliation Unknown 79/09/02 Ip 


6003180243 Order directing applicants to file findings of fact ft 
conclusions of law by 800420, in t erven ors by 800326 ft NRC bg 
000612, per agreement re radon Issue Responses may be filed 
on 000627 Parties may address ALA0"S6a 

BlSHOPiC U Atomic Safety and Licensing Appeal Pane] 00/03/07 

2pp 


B003180243 Order directing applicants to file findings of feet ft 
conclusions of law by 6004261 intervenots by S00529 ft NRC b y 
8006!2rper partie's agreement re radon issue Responses may 
b« filed on 800627 Patties may address ALAB-S6a 

DISHOPjC J Atomic Safety and Licensing Appeal Panel 80/03/07 
2pp 


6003180253 Order directing parties to submit findings of fact ft 
cancluiions of taw re aircraft crash probability issua by 
000425 Responses thei eta may be filed by 000509 
BISHOP, c J Atomic Safety and Licensing Appeal Panel 00/03/07 


0003170062 Requests revoking Met Ed license 

RHOADS, A . RHOADS- M Affiliation Unknown 00/03/09 Ip 


8003170086 Requests shutdown of raci titles 
* Affiliation Unknown 00/03/09 Spp 


8003170045 Forwards NunE<>/CR-06a7, PNL-fiBaB revision re RN-222 emHilons 
from underground U mines ft NURec/CR-062B, PNL-2009 revision 
re prediction of net radon emission from model open pit U 
mine N/o encl 

DGRDENICK, D M Hearing Branch 4 00/03/10 Ip 


0003250357 Forwards papers appearing in Health Physics re contaminatid 
pasture ft erosional behavior of Cs -137, per CR Kepford 
request at evidentiaty hearings re radon release issue 
DORDENICK, 0 M Hearing Branch 4 00/03/10 Ip 


0003260637 Opposes /anting of krypton gas from TriI-2 ft restart of 
TMl-1 Ciliiens should not be exposed to constant low level 
radiation ui/quei t ionab 1 a health effects 
VltPLE.S Affiliation Unknown 60/03/10 ip 


8003260506 Opposes release of contaminated water into Susquehanna 
River Requests that release of low level radiation be 
avoided until safety questions answered Supports permanent 
closing of plant 

FERRET, V M , CAPOWSKl.J J Affiliation Unknown 00/03/20 Ip 


H General correspondence 


7908060297 Requests documentation on purging of containment veiset, 
biR-68. ft- radioactive waste water Expresses concern re 790725 
release or radioactive water into Susquehanna River ft 
requests notification of public hearings 
DUFOURfL Affiliation Unknown 79/07/30 Ip 


7909070562 Atic receipt of 790413 ltr re concern w/rad loac ti vi ty of 
two mineral spec imens, Carnot i te ft SamarsVite held in 
apartment Both matts radioactive However, mineral specimens 
not considered of significant haiard 

CGNGEL.F J Radiological Assessment Branch 79/08/09 ip 


— 79090-705*9 Questions safety of radioactive matls in apartment 
CUtAOAHfS.N Affiliation Unknown 79/04/13 3pp 


6001300337 Questions whether nuclear reactors under const will be 
upgraded in accordance w/Lessons Learned Task Force 
recommendati ons 

LEWIS, M I Affi 1 kation Unknown 80/01/23 2pp 


8003040721 Forwards Intelligencer Journal 791213 article re planned 
venting uf radioactive gases 

MITCHCLL.LC Affiliation Unknown 00/01/23 3pp 


B0Q3120765 Responds to Contractors Salvage Co 791205 ltr opposing 
licensing moratorium TMI accident tesulted in need to 
improve safety Action plan will include improved safety 
objectives ft imp 1 ementati -on procedures ft schedules 
DENTDN.H P Office of Nuclear Reactor Regulation 80/02/04 Ip 


-'*0003120766 Opposes NRC moratorium on issuance of QLs ft CPs Nuclear 
energy important to reduction of oil imports 

PHILLIPS.? E , PHILLIPS, N A . PHILLIPS. D L Affiliation Unknown 
79/ i 2/OS 2pp 


8003130005 Responds bo 791210 ltr from Switchcraft opposing licensli-ig 
moratorium TMI accident resulted in need to improve safety 
Action plan will include Improved safety objectives ft 
Implementation procedures ft schedules 

DENTON, H R Office of Nuclear Reactor Regulation 00/02/04 Ip 


—6003130010 Opposes NRC moratorium on issuance of OLs ft CPi Urges 
rescinsion of order due to need for energy ft NRC safeguards 
since TMI accident 

LARSON. U L Raytheon Corp 79/12/18 Ip 


8003130021 Responds to 791213 ltr from Doccon opposing licensing 
moratorium TMI accident resulted in need to improve safety 
Action plan will include improved safety objectives ft 
implementation procedures -ft schedules 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/04 Ip, 

— $003130026 Opposes nRC moratorium on issuance of OLs ft CPs LUentlng 
could continue u/requi rement of satisfactory evacuation 
pup 

MA KNELL, F N Boeing Construction Co (subs of Boeing Co) 

79/12/13 Ip 


DOCKETED ITEMS 


153 


3003130030 Responds to 791220 Itr from Q^O Ins^ula 
moratorium TMI accident resulted in need to imp 
Action plan uJill include improved safety object 
implementation procedures {< schedules 
□CNTOMi H R Office of Nuclear Reactor Regulati 


t ion 
rove 
1 ves 

on 


opposing 

safety 

ti 

BO /OS /O A 


IP 


— 90031 B0213 Notlf 
of 5usq.uehanna 
Northeast Fish 
enc 1 

NETH.P C Aff 


les that paper re impacts of ThI accident to 
River has b-een approved for presentation at 
^ Nildlife 19S0 confer cnco Abstract of paper 

iliatlorr Un k noun 00/01/21 4pp 


fisheries 


— 0003130045 Opposes NRC moratorium on issuance of CPs & QLs Addl delays 
uill worsen effect of energy crisis 
6PniG0S*L C D^D Insulation Inc 79/12/30 2pp 


6003130054 Responds to 791210 Itr from FN Voss opposing licencing 
moratorium TMI accident resulted in need to Improve safety 
Action plan will include improved safety objectives tc 
fciTip lementat ion procedures 4< schedules 

DENTONi H R Office of Nuclear Reactor Regulation 00/02/04 Ip 


'--0003130065 Opposes NRC moratorium on issuance of QLs tn CPs Nuclear 
power pi ejects should be evaluated on individual merit 
VOSS.F W Affiliation Unknown 79/12/10 Ip 


0003190474 Responds to 791219 Ifcr opposing licensing moratorium 
Accident resulted in need to improve safety Action plan will 
Include improved safety objectives & implementation 
procedures Preparation for review & approval underway 
DENTON. H R Office of Nuclear Reactor Regulation 00/02/04 Ip 


--8003190476 Opposes NRC moratorium on issuance of CPs OLs Startups 
would help save ten million barrels of oil yearly 
HARNEYiD P Pacific Pumps Oiv 79/12/19, tp 


0003190484 Responds to 791221 Itr opposing licensing moratorium 
Accident resulted in need to improve safety Action plan will 
Include improved safety objectives It implementation 
procedures Preparation For review approve) underway 
DENTON. H R Office of Nuclear Reactor Regulation 80/02/04 Ip 


—8003190505 Opposes NRC moratoi ium on Issuance of CPs Sc OLs Requests 
reconsi derat ion due to OPEC decision 

LEVINEfO M Harsco Corp * Quaker Alloy Casting Co Div 79/12/21 

Ip 


8003190490 Responds to 791214 Itr opposing licensing moratorium 
Accident resulted in need to improve safety Action plan will 
include safety objectives Implementation procedures 
Preparation for review V approval underway 

DENTONfH R Office of Nuclear Reactor Regulation 80/02/04 Ip 


—0003190504 Opposes NRC moratorium on issuance of QLs CPs Industry 
study shows operation of seven plants by June would reduce 
oil consumption by 200.000 million gallons per day 
HERELER/M It Qoeing Co 79/12/14 Ip 


0003190494 Responds to 791217 Itr opposing licensing moratorium 
Accident reeulted in need to impiove safety Action plan will 
include improved safety objectives implementation 
procedures Preparation for review U approval underway 
DENTON/ H R Office of Nuclear Reactor Regulation 00/02/04 ip 


0003040701 Responds to 790416 Itr re maint of water coolant chemistry 
records Analysis ►■urrently required on items considered to 
be major cause of degradation to pnmaiy coolant boundary 
matls More research needed on trace elements 

DENTON. H R Office of Nuclear Reactor Regulation 60/02/tl 2pp 


-"9003040706 Responds to 7904)6 Itr recogniiing importance of coolant 
watuf analysis Advises of continuing rescrach re mechanisms 
of corrosion t' transport of corrosion products (uithin 
LNR sys. effect of trace elements 6 stress corrosion 
DENTON/ H R Office of Nuclear Reactor Regulation BO/02/11 2pp 


--00030407)0 Suggests that operators of similar reactors he required 
to malntairt records of cooling water conposition Knowledge 
of trace elements might help forecast stress cracking 
PARSNALLf 0 W C I du Pont de Nemours Co . Inc 79/04/16 Ip 


8003060305 Discusses actions necessary prior to restart of facilities, 
liability limitations of Pr tce-Ander son Act. storage of spent 
fuels alternate methods off energy production in response 
to enc I 791219 Itr to President Carter fy resolution 
OENTONi H R Office of Nuclear Reactor Regulation 80/02/11 7pp 


8003100010 Responds to 791211 Itr forwarding correspondence belween/AO 
Daniels J Kemeny re reactor vessel water levels NRC 
requires facilities to add ms trumetitai ion for water level 
indl cation 

DENISC/R P Assistant Director for Reactor Safety 80/02/14 Spp 


—0003100010 Requests comments on J Kemeny 791207 Itr l< AQ Daniels 791211 
response re reactor vessel watei level indicator use 
DANIELS. A O Affiliation Unknown 79/12/11 6pp 


0003120642 Responds to 791104 Itr re nuclear power plant licensing NRC 
committed to protect public health safety Action plan 
including improved safety objectives tt implementation 
criteria being prepai cd to be forwarded to utils 

DENTON, H R Office of Nuclear Reactor Regulation 90/02/14 2pp 


—0003120646 Notifies that 791)04 ) ti bo President Carter supporting 
nuclear power has been forwarded to NRC for re-ply Ltr end 
THEREAUuT, J P Energy, Dept of 79/12/20 3p p 


0003190049 Responds to 000122 ltr to President Carter requesting info 
re plants u/similar design to TMl-2 Provides list of all 
n&W designed plants 

DENTON, M R Office of Nuclear Reactor Regulation 80/02/14 Ip 


—0003190882 Forwards S Coiad B00122 ltr to President Carter re THI 
incident for reply 

RATHKOPFiC L Energy, Dept of 60/01/22 3pp 


— 0003190501 Opposes NRC moratorium on issuance of CPs t OLs Licenses for 
"handful" of reactors should nob be withheld 

GORDON, R H Gibbs Hill/ Inc (subs of Dravo Corp 1 79/12/17 

if 


0OD31OOOO5 Responds bo 790603 & 1214 Urs re TMI accident NRC does not 
seed ralnclouds THI caused small radiation doses Environ 
monitoring assures that no radionuclide buildup exists 
Only background radiation found in testicle sample 
DENTON/ H R Office of Nuclear Reactor Regulation 00/02/07 2pp 


--B003100006 Describes conditions since TMI accident requests NRC to 
stop nuclear abuse 

HOLOWKA.P Affiliation Unknown 79/06/03 3pp 


0003160201 Discusses invitation to make presentation re impacts of TMI 
accident to fisheries of Susquehanna River at Potomac 
Chapter of American Fisheries Soc 1960 annual meeting 
l4ICKEYi C Environmental Specialists Dranch 80/02/00 Ip 


— 6003100204 Extends invitation to make presentation re Impacts of 
TMI accident to fisheries of Susquehanna River at Potomac 
Chapter of American Fisheries Soc 1900 annual meeting 
Requests confirmation Abstract of paper enck 

PRQSSER/N S American Fisheries Society* Inc 80/02/05 3pp 


8003040242 Expresses appieciation for 791011 ltr re disposal of 
radioactive watei from TMI Ltr was forwarded to personnel 
preparing programmatic EtS on decantBmln 0 tlon V disposal of 
TMI-2 raduastes 

UOLLMER.R H TM) 2 Operat i ons/6uppor t 00/02/15 Ip 


— 0003040255 Expresses appreciation for 790402 ltr to President Carter 
suggesting method to improve conditions at THI-2 Efforts of 
NRC state f* local authorities will assure continued cooling 
of reactor core . 

DENTON/H R Office of Nuclear Reactor Regulation 79/09/14 3pp 


800305(3507 Expresses concern re implementation of THI Lessons Learned 
Task force recommendations V continuation of NRC policy of 
licensing large powei reactors near urban areas 
DUROE88,D Affiliation Unknown 00/02/15 2pp 


0003060107 Ack receipt of 790820 ltr Advises that release of 
contaminated water is not permitted Discusses use of EPICOR" 

II water treatment sys to be addressed m environ assessment 
per 79052S Commission statement 

DENTON, H R Office of Nuclear Reactor Regulation 00/02/15 2pp 


— 0OO3O6OU6 Expresses disapproval of proposed dumping of contaminated 
water from facility 

3NADER.0 R Affiliation Unknown 79/0B/20 ip 


0003180200 Forwards American Fisheries 
presentation for Northeast Fish V Nl 
HICKEYiC Environmental Specialists 


8qc 000151 approval of 
Idlife 1900 conference 
Branch 00/01/28 Ip 


8003130273 Responds to 791219 inquiry re role of nuclear power In 
solving energy crisis events at TMI Excerpts from NRC 
repts to Congress on AOsi "Energy Alternatives Comperitlve 
Analijsls" t* President's "Natl Energy Plan 2" end 
DENTQNi H R Office of Nuclear Reactor Regulation B0/O2/IS 44pp 
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-“0003130270 Requests mt-o re role of poujer nucleer power »n Boivjng 
energy crisis h accident at TMI 

PACALA E t1 Affiliation Unknown 79/12/19 Ip 


GOOGMOOTS Forwards NUREO-0632 re NRC view h anakysla of 
recQirmeridat l ons of President's Commission on THI accident 
in response to 0001 tO Itr of support 

VOLLMER. R H r.'RC Three Mile Island T-ask Force 60/02/15 Ip 


— 0003140038 Requosts Commission Issue strong affirmative rept that 
accident at TMl did not harm canijone in response to J Fonda's 
film Guest editorial from American Industrial Hygiene Assoc 
Journal enc 1 

ALHSOMiW U Affiliation Onknoutn 80/OJ/01 2pp 


8003140116 Discusses order for mod of OL for TMI in response to 790329 
Itr Problem areas addressed in order do not relate to 
accident or post-accident events No loss of offsite power 
occurred Forwards KUREG-056B M/o end 

VOLLWER; R H TMI-2 Operations/Support 60/02/15 3pp 


“-8003140126 Inquires whether order for mod ot license mas in force at 
tifliB or THr-2 accidents 

OARRETT^E G Affiliation Unknown 79/03/29 Ip 


S003170079 Protests practices of Net Ed 

QARDCLLi H Affiliation Unknown 00/02/15 ip 


8003190333 Responds to 791212 Hr re licensing of nucUar power plants 
Action plan currently in preparation for MRC review tt 
approval Every effort being made to avoid unnecossary 
delays 

DENTGN# H R Office of i«ocleai Reactor Regulation 60/02/15 Ip 


--8003190330 Urges rescinding frceie on issuing CPs li OLs to nuclear 
power plants Cites shortages of altenatlve sources of power 
fj availability of nuclear power 

LVCAN. 0 A Af ft 1 lation Unknown 79/12/12 Spp 


G003190346 Responds to 791213 Itr re licensing of nuclear power plants 
Action plan currently in preparation for NRC review J- 
approval Cverg effort being made to avoid unnecessary 
delays 

DENTON. H R Office of Nuclear Reaefor Regulation 00/02/15 Ip 


— 0003190351 Opposses 791105 decision rc steps on Issuing CP* h OLs 
to nuclear powet plants 

EADS. R Affiliation Unknown 79/12/13 ip 


6003190301 Responds to 791216 Itr re licensing of nuclear power plants 
Action plan currently ir preparation for review tt approval 
by NRC Every effort being made to avoid unnecessary delays 
DENTOU. H n CfficB of Nuclear Reactor Regulation 80/02/15 Ip 


-“30031903SS Requests assistance in over turning decision re freeie on 
issuing CPs t OLs Cites costs in terms of oil used (c burden 
on ratepayers 

SULLIUAN. Jil Affi 1 lation Unknown 79/12/10 2pp 


0003190393 Responds to util 791213 Itr rc licensing of nuclear power 
plants Action plan currently in preparation for review & 
approval by NRC Every effort being made to avoid unneeseary 
delays 

DENTON « H R Orfice of Nuclear Reactor Regulation 80/02/15 Ip 

--8003190399 Urges NRC to set agenda scliodulc for resolving issues 
raised by Kemeny rept 

KDGANr F J Omaha Public Power District 79/12/13 Ip 


9003190407 Responds to util 791213 Itr re licensing of nuclear power 
plants Action plan currently under preparation It resulting 
requirements will be transmitted to all utils concerned 
Every effort being made to avoid unnecessary delays 
DENTONi^H R Office of Nuclear Reactor Regulation 80/02/15 Ip 

““Q003190409 Urges NRC finaliie public agenda it sCihedule For resolving 
Issues raised by Kemeny rept 

SHALLA.L C Omaha Public Power District 79/12/13 ip 


9003210250 Responds bo 790330 telegram to President Carter suggesting 
ways to mitigate THI accident NRC appreciates communications 
of concerned cititens Tslegram end 

DENTON. H R Office of Nuclear Reactor Regulation aO/02/jS 2pp 


0003210206 Responds to 790330 itr to Presidont Carter re healU effect* 
Of TMI-2 accident Average dose of radioactivity received 
within 50 miles was appros four millirpms Han esposure was 
less than 100 mi 1 1 i rems. lass than yearly natural dose 
DENTON. H R Office of Nuclear* Reactor Regulation 60/02/15 3pp 


0003310072 Responds to 000115 Itr re opening of NRC ofc in Mlddletounp 
PA for securing more exact control of facility operations to 
prevent future Incidents Ofc was opened to piavide public 
u/c onvenient place to meet w/NRC technical personnel 
COLLINS. J T TMI-2 Operations/Support 00/02/15 ip 


■0003310075 Discusses opening of NRC ofc in Middleton. PA to secure itert 
exact control of facility operations to prevent future 
1 nc I d ents 

DACDN-C 0 Affiliation Unknown 80/01/15 Ip 


8003100160 Summarites status of proceedings re 790702 order requiring 
facility to remain in cold shutdown in response to 791111 
Itr favoring plant return to sve Facility restart should 
be achieved before end of 1980 

VOLLMER.R H TMI-2 Ope rat ions/ Support 00/02/25 3pp 


— 0003100164 Favors facility return to sve on basis of constant check for 
safety hazards pei existing safety regulations 
SHITHiD M Affiliation Unknown 79/11/11 Ip 


6003100239 Ac k lecoipt of 000205 Itr providing comments for 
programmatic EI5 on dec ontami na 1 1 on f' disposal of accident 
radwaste 

SELLS. D E Environmental Projects Branch 2 80/02/25 Ip 


6003120294 Ack receipt of 000131 Itr providing comments for 
programmatic E15 on dec ontami na 1 1 on it disposal of accident 
radwaste 

SELLS. 0 E Envl 1 onmento 1 Pi ejects Branch 2 BO/02/25 ip 


6003130137 Ack receipt of 000215 Itr re programmatic ElB on 
decontamination disposal of radwaste resulting from THI 
accident Comments being considered in pieparallon of 
statement 

SELLS. D E Environmental Projects Branch 2 80/02/25 Ip 


6003130666 Responds to lit ru use of EPICOR-II water treatment sys 
Discharge of EPlcaR-ll processed water not currently 
author i led by NRC 

VOLLMER-R H THl-2 Opera t 1 ons /Suppor t 80/02/25 ip 


— 0003130666 Opposes use of EPiCOfi-II water puiification sys at facility 
BTRICKUER. D Affiliation Unknown /9/ 10/17 Ip 


8003170122 Ac k receipt of 000215 Itr providing comments for I 

programmatic EI8 on dcccintamina t Ion A disposal of accident 3 

radwas te 

SEILS.D E Ent'i ronmenta 1 Projects Branch 2 80/02/25 Ip | 

00031903) 4 Responds to /90904 Itr ie release of radiation from TMI ' 

Before any release can tako place NRC will prepare environ 
appraisal St hold public mootirig 

VOLLHER.R H TMI '2 Openat « ons/8uppar t 60/02/25 2pp 


—0003190320 Eipresses concern foi safety of population re release of 
radiation Requests that gas not be released from reactor 
HANFRCD, 0 Af f 1 1 lat i on Unknown 79/09/04 2pp 


8003190434 Responds to L Mai shall 791030 itr to H Denton re TMI 
Commission issued policij 9tatei.ierit on /91121 emphaslilng 
intentions to caordlnato Issuance of £IS on disposal of 
wastes from THI-2 eccidont w/ Presidential council 
VOLLMER-R H THI-2 Opel at i ons/Suppor t 80/02/25 Ip 


6003190443 Notifies that request for discussions re pilot operated 
relief valve available in NRC PPH will be forwarded 
under separate cover 

WOOOHEAD-C P Hearing Uranch 3 00/02/25 Ip 


6003190763 Rospofids to 790612 Itr re storage of radwaste generated at 
nuclear plants 

VOLLHER. R M TMl- 2 Dperati oris/Guppor t 80/02/25 Ip 


— 000319076/ Requests info re storage of waste from nuclear plants 
MORRISON, C Affiliation Unknown 79/06/12 Ip 


6003210291 Responds to 800218 Ur providing comments for programmatic 
EI8 re doc o-ntamlnat Ion disposal of radioactike gases 
TfiiultlnQ from TMt-2 accident Comments are being considered 
in preparation of statement 

8ELL8« D E Environmental Projects Branch I 00/02/25 Ip 


8003100002 Responds to D Alley 790503 request for info re TMI accident 
6 nuclear facilities Publications list. costs 6 availability 
outlined Bummaries of NUREG-055a b NUREO-0660 end W/o 
enc I s 

DENTON* H R Office of Nuclear Reactor Regulation 80/02/26 3pp 
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— 9003100003 Retiuests info re TMI accident nuclear facilities to be 
used in rept on nuclear onergy 
ALLEVf D Affiliation Unknotiin 79/05/03 Ip 


Q003100016 Forwards NRC final rept an ThI in response to 790410 
cnallgram to President Cartel offering 9vc on Kemeny 
Conimisaion investigating accident at facility W/o enc I 
JJ Mackalonis 790410 traiigr^m end 

DENTON, H R Office of Nuclear Reactor Regulation 90/02/36 Ip 


0003100033 Responds to 3 Sigmon 790502 request for info re TNI facility 
6 accident Publications listicosts ^ availability outlined 
Summaries of NUREO-0558 ^ NUREO-0600 enc I M/o end* 

DENTQNfH R Office of Nuclear Reactor Regulation 60/02/26 3pp 


— SQ03100034 Request* info re TNI accident facility to aid in junior 
high school science das* assignment 
SlGNONfB Affi 1 Ution Unknown 79/09/03 Ip 


6003170062 Forwards rept on reactor liconsliig process to confirm point* 
made in 900211 tel con 

VOLLNERiR H TMl-2 Operations/Support 90/02/26 Qpp 


—0003170065 Inquire* whether merits of once- through sys v* U tube sys 
have been evaluated on basi* of pre-TMl record* 

WDRKMANrD Affiliation Unknown 79/05/22 4pp 


Q003200'0-36 Responds to C Singer 790409 comments t request for info re 
TMI accident Public hearing to be conducted by NRC to 
deteraiine whether facility should be operated Summary of 
NUHEO--0600 t. NRC order re hearing end U/o ends 

DENTOM, H R Office of Nuclear Reactor Regulation 60/02/26 2pp 


--8003200040 Requests info re TMI accident Concetn expressed about future 
•rrors at TMI if reopened 

SINOERiC Affiliation Unknown 79/04/09 3pp 


S003100D12 Discusses pieparation of EI& covering all aspects of 
decontamination of TMI-2 facility it disposal of resulting 
wastes in response to 800124 Itr re concerns over 
decontamination program 

hULLERr D R Division of Site Safety Environmental Analysis 
80/02/27 2pp 


9003140069 Forwards NUREG-0978 ‘•TMl-2 Lessons Learned Task Force Status 
Rept Short-Term Recommendation*! *' in response to 900113 
Itr expressing concpi ns that lessons learned re upgrading 
were not being applied to plants under const N/o end 
VAROAiS A Aisistarit Diiectoi for Light Water Reactors 60/02/27 
IP 


6003120696 Responds to N Hanna /90514 request for info re TMI accident 
Publications list'Costs availability outlined Bummarles of 
NUREO-0950 li NUREO-0660 end W/o end 

DENTQNiH R Office of Nuclear Reactor Regulation 80/02/28 3pp 


— 8003120691 Requests infu re TNI accld ent, acc ident prevention 
radiation effects on people 

HAHNA, N Affiliation Unknown 79/05/14 3pp 


B003130144 Forwards MUREG-0558r ‘'Population Dose t Health Impact of 
Accident of TMI/*' in response to 790427 requests for Ihfo 
re radiation doses incurred by public resulting from 
accident U/q end 

DENTONiH R Office of Nuclear Reactor Regulation 90/02/28 ip 


B003130639 Responds to Itr re nuclear energy Programmatic EI8 for 
decontamination being prepared by NRC Public will be 
allowed to comment 

DENTON, H R Office yf Nuclear Reactor Regulation 90/02/29 2pp 


9003130644 Responds to 790013 Itr re expeditious restart qf Unit I 
Restart could not occur before Sept 1990 

DENTON, H R Office of Nuclear Reactor Regulation B0/O2/2B 2pp 


— 8003130647 Requests expeditious restart of Unit 1 
OVIeNpJR Affiliation Unknown 79/09/13 Ip 


6003130691 Responds to request for info re facility Forwards summaries 
of NUREO-OSSa h NUREO-0600 W/e end 

DENTON.KR Office of Nuclear Reactor Regulation 80/02/26 Ip 


— 8003130653 Requests info rq facility,. 

KQCK. R Affiliation Unknown 80/03/09 ip 


8003130671 Responds to 790417 Itr requesting info re facility Forwords 
NURE0^0600 Question* concerning R«'D should be addiesscd to 
DOE W/o end 

DENTOff, H R Office of Nuclear Reactor Regulation 60/02/29 2pp 


— 8003130674 Request* info re facility by 790429 

QUIOLE/.R J Aftl nation Unknown 79/04/17 Spp 


8003140043 Responds to Itrs opposing radioactive releases from 
facility Public meetings ufill be held prior to decision on 
ga* disposal 

DENTON, H R Office of Nuclear Reactor Regulation 90/02/26 Ip 


—9003140051 appose* radioactive ma 1 1 release into air from facility 
HAUPERT.Tvl Affiliation Unknown 79/09/14 Ip 


' — 8003140059 Oppose* radioactive matl release into air from facility 
HAUPERT<8 A Affiliation Unknown 79/09/14 Ip 


B003140054 Discusses TNl-2 accident J!< statu* at scheduled hearings on 
plant restart lit response to 790730 request for info Hearing 
date not set 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/98 2pp 


B0D317O016 Responds to Itr re 1-131 emissions from facility Principal 
isotopes in escaped gases were Xe-133 S' Xe-135 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/28 2pp 


— 8003170019 Requests info re 1-131 emissions from facility 
PETKQ, W J Affiliation Unknown 00/02/28 Ip 


6003170034 Responds to 790421 Itr re facility Accident was not hoa» 
Forwards summaries of NUREQ-OSSa 4- NURFG-0660 W/o end 
DENTON, H R Office of Nuclear Reactor Regulation 60/05/29 3pp 


— 6003170036 Request* info ie National Enquirer actide concerning TMI 
hoax 

TAUBE.J Affiliation Unknown 79/04/21 Ip 


8003170042 Responds to 790621 Itr re release of radioactive matls from 
TMI Release of radioactive gases b contaminated water not 
currently permitted 

DENTON, H R Offiep of Nuclear Reactor Regulation 90/02/29 Spp 


9003170051 Responds to 790805 Itr submitting editorial on accident 
Describes conditions of restart, p iant i ecovei y , si ting of 
nud ear plants & financial impacts 

DENTQNi H R Office of Nuclear Reactor Regulation 90/02/29 2pp 


“6003170056 Forward* editorial re Unit 2 accident related issues 
including saf eguards, remote siting & financing of plants 
SPANG, J R Affiliation Unknown 79/06/05 5pp 


6003170060 Responds to 790421 fk 24 Itrs re radiation dose* {< new 
requirements resulting from Unit 2 accident Investigation 
found no evidence of intentional malicious actions Ltr to 
DOJ dtd 790424 oncl 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/26 2pp 

— 8003170067 Requdst* info re radiation doses resulting from facility 
acc ident 

WALTERS, P A Affiliation Unknown 79/04/21 Ip 


6003170070 Reeponds to ltr to President Carter expressing views on 
nuclear power Emergency ay* at facility did turn on 
automatically 

DENTONfM R Office of Nuclear Reactor Regulation 60/02/28 3pp 


6003170069 Responds to 790616 ltr re release of radioactive gases at 
facility Release of gases not currently permitted NRC will 
evaluate impact of disposal method t, hold public meeting on 
issue 

DENTON. K R Office of Nuclear Reactor Regulation 80/02/26 ip 


— BOO317OO90 Protests planned release* of radioactive gases at facility 
BIXLER.G Affiliation Unknown 79/09/16 2pp 


0003170104 Responds to 790501 ltr re use of interlocks «< other safety 
features at facility Describes TMI ta«k force activltte* It. 
forwards excerpt from NUREG-0578 H/o end 

DENTON, HR Office of Nucleax Reactor Regulation 60/02/26 2pp 


— 9003170108 Inquire* whether mods ordered for facility include 
interlocks or alarm* on emergency cooling sy* valves Access 
to Energy newsletter re accident end 
JOHNSON, « M Affiliation Unknown 79/05/01 5pp 
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8003190099 A^k re^ceipt of 800207 Jtr re dec on tarn mat ion program Effect* 
of radioactive release> on p-ublic heakth 4 safety ul 1 1 be 
ditcutsed in detail in EIS to be is&ued prior to release of 
ujaate* Draft £15 to be forwarded for comment 
MUULEFt< D R Division of Site Safety ^ Erivl ronmentai Analysis 
80 / 02 / 2 a 2pp 


8003210003 Responds to C Egenrieder 790424 cojnjnents it request for info 
ra TMJ accident Small radiation dose received by local 
cltiiens came from radioactive gases escaping auxiliary 
bldg SuJTifliary of NUREG-0S58 enc 1 W/'o snclt 

DEtnC^liH R Dfflte of tfuclear Reactor Regulation BO/03/2B 3pp 


— 0003210005 Expresses appreciation for biinging calm to communities noer 
THI 4 concern re closing of local Industry 4 possifallty 
Of general evacuation Info re possible evacuation It eventual 
return to Till area requested 

EGEKRIEDER^C Affiliation Unknown 79/04/24 Ip 


B003250355 Responds to 790403 lequest for publications re TM1’'2 
accident NUREOs 0550.0570.0505 t O&OO are currently 
a/ailable Price of each listed Summary of NUREOs 03SB £c 0600 
end W/o ends 

DEilTON. H R Office of Nuclear Reactor Regulation 00/02/20 2pp 


— 000325035? Requests final rapt re 79032* THl-2 accident Expresses 
particular interest »n details of mechanism uhich created 
hydrogen bubble 4 in plans of other utils to avoid same 
problem 

MASON. T E] Paso Natural Oas 79/04/03 Ip 


8003250370 Responds to request for info re radiation levels Radiation 
dose £0 miles from TMI was Ind 1 sting ui shat I e from natural 
background levels Radiation level at Guilford. NY was not 
changed by accident NLiRE0~055& summary encl W/o end 
DENTON. H R Office of Nuclear Reactor Regulation 00/02/20 Ip 


— 0003250374 Requests info re radiation levels at Oullford.NV due to 
TN1~2 acddent Daughter may attend camp in Guilford 
MDSKOWITZ.D Affiliation Unknown 80/03/10 Spp 


E0032S0394 Responds to 790815 irallgram opposing release of radiation 
from TMI*-2 Release of radioactive gases (< contaminated water 
Is not permitted Only liquids containing low or undetectable 
radioactivity levels are released into Susquehanna River 
DENTON. H R Office of Nuclear Reactor Regulation 80/02/20 Ip 


'--8003250386 Dppcises release of low Level radialion from TMI-2 Eiposure 
to low level radiation is harmful to humans^ animal s 4 
environ 

ADAIR. R C . ADAIR. S Affiliation Unknown 79/08/15 ip 


B003310039 Responds to 1 tr le Jnfo on NftC ■& facility Forwards brief 
description of Commission history 4 functions 4 summary 
rept on incident Esemption from federal regulatJons 
allowed change in testing of personnel airlock W/o end 
DENT0N*H R Office of Nuclear Reactor Regulation. 0G/O2/20 Ip 


— G0033I0050 Requests info re facility incident 4 history of NRC 
CLARK. r R Affiliation Unknown 80/02/28 Ip 


9003310056 Responds to 790019 Itr opposing use of EPICOR-J I 4 disposal 
of contamina ted water to local rivers NRC does currently 
permit discharge cf water processed by EPiCOR-I] Disposal of 
water will be addressed in environ assessment 

DENTON. H R Offica of Nuclear Reactor Regulation 60/02/20 2pp 


>—8003310060 Opposes use of EPICOR-II 

HiNff.C Affiliation Unknown 79/0G/19 2pp 


0003310065 Forward* summary of NUfiE(?-055Gj '‘Papulation Do*e St Health 
Impact of Accident at THt* in response to Mr Radiation 
level at camp in Guilford. NY would not have changed because 
of Tfll accident 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/20, Ip 


6003170427 Responds to EIS re cleanup procedures EfS fails to consider 
several area* of major importance Rtudies should be included 
re ChesapeakB Day ecosy*. all river life. water quality U 
terrestrial life 

HRQEHLER.C r MILLER. S. RADINOVSKY. 6 Millersvina State College 
00/02/29 3PP 


6003250332 Forwards draft Vok JI of TMI Special Inquiry Group rept 
in response to request Final copy will be forwarded 
when available U/o enc I 

RUDENSTEIN.L S Light blater ReaetPr* Dranch 4 80/03/03 ip 


8003310033 Responds to 791207 Itr re licensing of nuclear power pUnti 
Actioti plan being prepared re safety objectives t criteria 
tc deadlines for implementation 

DGNTON.H R Office of Nuclear Reactor Regulation 60/03/03 Ip 


— 0003310035 Opposes NRC rreeie on CPs Requests that decision re fretjt 
be reconsidered Dependence on foreign oil must be 
alleviated 

PARKER. W E Affiliation Unknu^in 79/12/07 ip 


6003310157 Responds to BOOioe Itf re licensing of nuclear power plants 
Action plan being prepared will include safety objectives, 
w/criteria 4 deadlines tor implementation 

DENTON. H H Office of Nuclear Reactoi Regulation 60/03/03 Ip 


>6003310160 Expresses concern le NRC 791105 freexe on issuance of CF* 
4 OUs for nuclear power plants Freeie ignores initiative* 
taken by nuclear power industry since TMI incident 
ROEHRIG. C R US Steel Corp 00/01/08 2pp 


0003310215 Responds to end 791121 Itr to PTesidenb Carter requesting 
position on nuclear energy problems Carter's 800212 message 
to Congress on radwaste mgt program 4 79120/ statement re 
THI Commission rept end 

DENTON. H R Office of Nuclear Reactor Regulation 80/03/03 iSpf 


S003310444 Responds to 79)210 Itr re facility licensing U discuss** 
preparation of action plan fdr implementing safety 
Ob jec tives 

OENTON. H R Office of Nuclear Reactor Regulation 60/03/03 ip 


— 6003310449 Urges lifting of licensing moratorium 

JACVtSON. T P Affiliation Unknown 79/12/10 Ip 


8003120560 Indicates concern re TMI 4 related issues Feels reassured 
that NRC has remained firm to commitment to pi epare adequate 
EI6 prloT to specific aspects of cleanup Suggests dtixen 
advisory committee to assist NRC u/E(S 
HELMECZM D Af f d lat lon Unknown 60/03/06 ip 


8003310062 Responds to 791127 Itr to President Carter Action plan belfi) 
prepared re actions to be taken in response to TMI-2 
investigators' recommendation 

DENTON. H R Office of Nuclear Reactor Regulation 80/03/10 3pp 


0003200400 Responds to MF Clark. M Lane.LW Link 4 JF Welsh Ur* re 
financial condition of General Public Utils t about TMI NRC 
presently conducting licensing board hearing to determine 
whether TMI-1 can resume operations during 71^1-2 cleanup 
GILJNSKV, V Commission 00/03/Jl 2pp 


-">8003280406 Expresses concern about financial condition of General 
Public Utils t* supports restart of TMI-l TMI-l should not be 
restricted in operation unless other facilities also 
restr ic ted 

CLARK. M E Affi I iation Unknown 00/02/25 Ip 


—6003280410 Expresses concern about financial condition of General 
Public Utils i supports restart of TMI-I NRC. NJ Board of 
Public Utils U PA Public Utils Commission should expedite 
rate relief requested by util 
LANE.M Affiliation Unknown 60/03/02 Ip 


— 0003280417 Fiipi esses support of nuclear power 4 restart of TH I - 1 at 
earliest possible date 

LINK.L If Affiliation Unknown 00/03/11 tp 


— 8003200420 Supports restart of Thl-i at earliest possible date 4 
expresses concern re suspended dividend payments from 
General Public Utils due tp idle facility 
WEUBH. J F Af fil lat ion Unknown 60/03/01 Ip 


8003200117 Forwards 600225 hearing transcript re aircraft crash 
probability issue. to be borrowed during proceeding 
CHANDLER. L J Hearing Branch 1 80/03/13 Ip 

0003310202 Ack receipt of 800306 Itr providing comment* for 
programmatic E16 on decontamination 4 radwaste disposal from 
acc Ident 

8ELL8.D E Environmental Projects Branch 2 80/03/19 Ip 


6003310201 Ack receipt of 800229 Ur providing comment* for 
programmatic EIS on decontamination 4 radwaste disposal from 
accident 

SELLS I D E Environmental Projects Branch 2 00/03/20 ip 
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SD033104&5 Responds to 800124 Itr ro facility licensing tt discusses 
prepaeetion of action plan for implementing safety 
ob jec tl ves 

DENTON, H R Office of Nuclear Reactor Regulation 60/03/03 Ip 


—B0033 1 047 1 Urges lifting of licensing moratorium 
DAVIS, E R Affiliation UtiSinown 80/01/24 Ip 


8003310304 Discusses 800319 meeting in Mi dd 1 etouin, PA, 800320 television 
broadcast, t* lack of NRC credibility u/citiicns 
*■ Affiliation Unknown 80/03/31 Ip 


J Insurance I indemnity information 


7906210206 Forwards A Kelly testimony from hearing of Natl Association 
of Insurance Commissioners re public protection From losses 
due to commercial use of nuclear energy 

QUATTROCCHI, J L American Nuclgar Insurers 79/06/14 7pp 


8003310321 Re<iuests extension of time, from 800401 bo 0601, to comply 
u/lOCFRi70 re financial protection to cover public liability 
claims resulting from nuclear incident Extension will allow 
util to survey addl sources of liability insurance 
HERSEIN, J 0 Metropolitan Edison Co 80/03/26 Ip 


□ Advisory Committee on Reactor Safeguards reports U correspondence 


8003060326 "Hydrogen Oenoration Licensing Implications it Design Dasis 
Accidents " 

KASTENOERO, W E ACRfe - Advisory Committeo on Reactor Safeguards 
7*5^/10/03 2lpp 


300306002/ “Indication of Core Damage During THt Accident “ 
ADDQTTiE 0 ACRS - Advisory Committee on Reactor Safeguards 
79/11/09 2pp 


B003070220 Dlsscusses effect of irradiation history on tore decay heat 
production Tables enc 1 

STAMPELOS,J 0 ACRS - Advisory Committee on Reactor Safeguards 
79/12/03 6pp 


□003110296 Foruaids notice of ACRS Subcommittee on TMI-^ Accident 
Implications 000305 meeting foi FR publication 

CHlUKiS J Office of the Secretary of the Commission BO/02/13 

Ip 


— 0003110303 Notice of ACRS Subcommittee on THI-2 Accident Implications 
800305 meeting 

HDYLE, J C ACRS ~ Advisory Committee on Reactor Safeguards 
80/02/13 2pp 


8003110310 Forwards notice of ACRS Ad Hoc Subcommittee on THI''2 
Accident Action Plan 000305 meeting for FR publication 
CHILK,S J Office of the Secretary of the Commission 80/02/13 
IP 


— 8003110314 Notice ACRS Ad Hoc Subcommittee on TMI-2 Accident Action 
Plan 000305 meeting 

HOYLE, J C ACRS ** Advisory Committee on Reactor Safeguards 
80/02/ 13 2pp 


P Operating license stage documents ^ correspondence 


7910160322 Ack receipt of 790914 Itr Offers solutions for disposal of 
contaminated water electron repulsion U double layering 
-YEH.O C VtlUnova Unlv 79/10/11 IBpp 


8003270176 Forwards “Preliminary Analysis Views of NRC on 
Recommendation® of President's Commission on Accident at 
TMI " 

DENTQNiH R. Office of Nuclear Reactor Regulation 79/)l/t4 Ip 


8001030044 Forwards ra<iuesfc for addl info re automatic trip circuitry 
for reactor coolant pump motors Info needed prior to design 
acceptability Ltr transmitted to utils responsible for 
Oconee, Cry sta 1 River. TMIi DavU-Desso tc AK i 
REIDiR N Operating Reactors Branch 4 79/12/lB 6pp 


3003170197 Forwards draft NUREO-0630i “Cladding Swelling h Rupture 
Models for LOCA Analysis" topics for discussion sent to 
fuel vendors Requests comments by 000109 

ElSENHUTrD G Division of Operating Reactors 79/12/20 19pp 


6003130328 Req^uests response to 791012 concerns re need to seal 
Penetration R~40l to contain reactor bidg sump water in 
event of Procedure EP— 33 Draft procedure mentioned in 
79^1112 Itr has not been received 

COLLINS.J T TMl-2 Oper a t i ors /Support 80/01/23 4pp 


8002290044 Forwards rec ommanda 1 1 ans or ad hoc subgroup meeting on 
000111,15 if 22 re actions necessary to implement TMI action 
plan near-term QL requuements Cunningham 600125 memo also 
enc I 

ARLOTTO, 0 A Division of Engineering Standards 80/01/28 App 


— B002290049 Comments on ad hoc subgroup recommendations re actions 
necessary to implement TMI action plan near-term DL 
requirements No legal objoctlors to recommendations Informal 
methods of implementation risk repetitive litigations 
CUNNINGHAM.O H Office of the Executive Legal Director 80/01/25 
4pp 


8003040004 Responds to 791321 request foi update re NRC participation 
in event of emergency at facility Primary role is to conduct 
i nves tigat Lon®, ver 1 fy imp lementa 1 1 on of emergency plan® 5 
procedure® t< assure protection of public health t safety 
ORIER, D H Region I, Rh i lad clph i a, Office of the Director 

so/oi/se ip 


-'-8003040013 Request® update to NRC Itr of agreement re NRC participation 
in event of emergency 

HERDEIH. J C Metropolitan Edison Co 79/12/21 Ip 


6003130305 Forwards comments o-n revised radiation protection plans 
CQLLtNS,J 1 TMl-2 Qp erat i on®/Support 80/01/20 iOpp 


8003130337 Describes roview of 800114 memo to radiation protection plan 
flic Release limits acceptable Addl int-o required to assure 
Qstab 1 Ishment of proper sui vey criteria Policy controlling 
surface criteria should be stated 

COLLINS, J T Tt11-2 Op era 1 1 on® /Support 80/01/38 4pp 


8003130303 Discusses review of Revision 6 of mini decay heat removal 
sys design criteria document Acceptability dependent on 
update of Paragraph 354V Paragraph 3113 Figure I should 
be updated to RVR Drawing M043. Revi sion 3 design 
COLLINS, J T TMI-2 Op era 1 1 on s /Sop por t 80/01/28 4pp 


8003130309 Forwards procedure comment sheet on mini decay heat removal 
sys design document, 8D TS-27, Revi s loti 0 Document is 
incomplete due to omission of info re 1 hstrumentatlon alarm 
setpoints Requests addl info 

COLLINS, J T TMI-S Operations/Support 80/01/23 9pp 


800S140Q05 Discusses recent developments impacting waste disposal 
operation® at cornmeicial Lou level waste burial sites 
Forwards license fi< Itr fiom State of &C to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUT.D Q Division of Operating Reactors 60/01/29 2app 


Q0031S075Q Forwards TMI water processing plan, TMI 1980 water processing 
schedules Processing of auxiliary 6 fuel bldg waste water 
will be performed by Ef'ICOR-ll radwaste sys Tabular display 
enc 1 

IFIL80N,R F Hetropol i tan Edison Co 00/01/20 6pp 


6003130395 Discusses revieui of personnel air lack contamination control 
facility design descri p t ion. Numb er 2 Permanent area monitors 
%c portable room sir radiation monitors should be installed 
LeaktLght dampers should be tested 

C0LLIM3, J T TMl-2 Operat 1 ons/Support 80/01/30 4pp 


6003130323 Responds to lequest® made at 800111 meeting re OPli 
dewatering program fot spent resin NRC evaluation of GPU 
program indicates that procedure is acceptable V results in 
quantity of free water wol 1 below acceptance criteria 
COLLINS, J T TMl-2 Opera t ions /Bupport 80/01/30 2pp 


6003130070 Describe® solution to problem re water disposal Approx one 
million gallons of tritiated water will be retained in 
existing tan k s, sumps* fue 1 pools V tanks planned for const 
Other optloTis discussed 

WILSON, R P Mebrqpol i tan Edison Co BO/02/01 4pp 


8003130316 Responds to 800124 request re acceptable design criteria for 
processed water storage tanks Postulated failure of outdoor 
storage tank doe® not result in excessive tritium 
cone entrat 1 o-ns Protective dikes around tanks not required 
COLLINS, J T TMl-2 Operations/Support BO/05/01 4pp 


— 8003170371 Draft “Cladding 9ujellltig Rupture Models for LQCA 
Analysis " 

POWERS, D A , MEYER* R □ Core Performance Branch 79/11/30 
L06pp 
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G003I207C4 Discusses NRC conceins r« ^a^dtJ4^e ^or propotftd reactor b3dg 
purge Underpr et a wn la on falter houaing could result 
frO'n? possible incompatibility of purge discharge fan l> 
filter housing Requests, add! info 

COLLIMS, J r Tttr-2 Operationa/Support 89/02/04 Spp 


80030&019S 'Urges that NRC approve contrallad purging to permit access 
to reactor sys & core to replace monitoring instrumentation 
& begin defuellng 

CUriiyihtGNAII, G U Energy. Dept of 80/02/05 3pp 


8003100022 Discusses 790030-800122 program by util to check flight 
paths of large aircraft using Harrisburg Inti Airport 
Spotter iderit if i cat 1 on of aircrart proved unreliable 
TROWBRIDGE. 0 F Pittman. Potts 4 Trowbridge BO/03/06 4pp 


000305022? Denies Jan i ?80 request to change Tech Spec surveillance 
requirements Change would remove existing margin of safety 
i> reduce bldg ability to function as physical barrier 
against uncontrolled releases 

CQLI.INS.J T Division of Site Safety & Environmental Analysis 
00/02/07 App 


8003130117 Denies request to change Tech Specs surveillance 
requirements re ventilation t 1 ou rates & negative pressure 
requirements in auslliar? it fuel handling bldgs NRC 800204 
ItT to uiil encl 

COLL lias. J T NRC Three Hi le Island Task Force 80/02/07 9pp 


''-8003130120 Request! addl info per KRC review of hardware Intended 
for use during proposed purge of reactor bldg Release of 
environ assessment contingent upon satisfactory resolution 
O'# all hardware & technical concerns 

COLLIkS.J r HRC Three Mike Island Task Force 80/02/04 9pp 


—8003130125 Discusses design criteria for processed water storage 
tanks in response to 800124 request Protective dikes around 
storage tanks not reqired Administrative controls for mails 
Stored In outdoor tanks required 

COLLlHSi J T NRC Three Mile Island Task Force 60/02/01 4pp 


80030SQ220 Concurs u/program to correct major mat! ft personnel problems 
identified during conduct of Unit 2 casualty drills In Jan 
1960 Effort Is needed to correct these items prior to next 
dr i 1 1 > sche d u 1 ed for completion before 800331 

COLLINS. J T Division of Site Safety |c Environmental Analysis 
60/02/11 4pp 


8D03050223 Responds to 800118 Itr re disposal requirements for Unit 1 
solid waste Detailed burial site acceptance criteria is 
being sent to all licensees in next several days 
CDLLlNSf J T Division of Site Safety & Environmental Analysis 
80/02/11 4pp 


8003170119 Responds to 800118 I fcr re solid waste disposal requirements 
it advises of transmittal of detailed burial site acceptance 
criteria for uet solid waste 

COLLINS. J T Ti1I“2 Operations/Supporfe 60/02/11 4pp 


80D3100057 Responds to 600123 Itr 4( order Imposing civil monetary 
penalties for noncompl lances re 790326 accident Provides 
4153.000 00 check for fines imposed Will provide response to 
incomplete items following a0O30<» meeting w/NRC Ofe of I£ 
ARNOLD. R C Metropolitan Edison Co 60/02/14 Ip 


8003130120 Ack receipt of 790816 Itr re process to remove radioisotope 
contamination from milk Info forwarded to staff preparing 
progr amenable £18 on d econtaminati on be disposal of wastes 
resulting froo TMI accident 

VDLLMERfR H NRC Three Mile Island Task Force 80/02/15 Ip 


0003130135 Submits info re process to remove radioisotope from 
contaminated milk w/o encJ 

HILLER. R L Ag rl c u 1 turo. D*p t of. Research Center 79/08/16 2pp 


8003140094 Discusses NRC approval of util use of EPiCOff-II for 
processing watte water contained In TMI-2 auxiliary bldg 
tanks In response to 791002 request 

VDLLMERrR H TMI“2 Opera t i ans/Support 80/02/15 2pp. 


*’-8003140106 Expresses concerns re use of EPlCOR-fl for processing waste 
water contained in TMI-2 auxiliary b^g tanks Raq-uests Infq 
re water leakage at facility & alternative diiposal methods. 

N0HL6EN. A D Lancaster. PA 79/10/02 Ip, 


0003270162 Forwards special operating procedure* R-2-79-92 R~2-79-93 

used to hydrostatically test decay heat removal sys, Pact less 
valves employed in lys are Orinnei 2741 valves 
WIL60N, R F Metropolitan Edison Co 00/02/1? Ip 


— 8003270166 Bpeclal Operating Procedure R-2-79-52 
* Metropolitan Edison Co 79/Q7/2'9 20pp 


— 8003270168 Special Operating Procedure R-2-79-53 
» Metropolitan £disfln Co 79/07/20 llpp 


8003210314 Recommends Commission approval of release of d« minlmui 
level of Kr-05 prior to entry into reactor bldg personnel 
air lock 

DENTON. H R Office of Nuclear Reactor Regulation SECY-QO-103 
80/02/20 4pp 


80032701 55 Submi ts historical background of data accumulated St tiilcf 
current action items. in response to NRC 800114 Itr re 
reactor bldg sump level 6 RC6 makeup sys leakage 
UlLSON. R r Metropolitan Fdtson Co 80/02/21 3pp 


6003250273 Notifies that ban on shipment of radwaste remains tn effsci 
until 600314< p r nd I ng completion of training of supervisory 
personnel involved in transfer . packag ing & transport 
of radloactJva mat] 

COLLINS. J T TMl-a Dperati ons/Suppor t 00/02/22 4pp 


6003270080 Forwards executive summery of liquid gaseous releates #rcA 
accident date to end of 1979 add! data re liquid 
discharges to Svsquehanna River 

PORTER, 8 W Portar-Oerti Consultants. Inc 80/02/22 I8pp 


6003250261 Informs that ban on shipment of radwaste remains in iffect 
until 600314 ponding completion of training of supervisory 
personnel involved in transfer, pac kag i ng 4. transport of 
radioactive matl 

COLLINS, JT TMI-a Operations/Support 80/02/23 4pp 


--8003250266 Summary of 600219 meeting w/util personnel re prohibition bn 
shipment of radwaste due to unsatisfactory responses to IE 
Bulletin 79**19 

SHANBAKy, M M TMl-2 Operations/Support 80/02/20 2pp 


8003170110 Responds to 790402 Itr re documentat ion of radiation dDiei % 
institution of follouup studies in population around TMI 
Summary of NUREO-OS5B end U/o encl 

DENTON. K R Office of Nuclear Reactor Regulation 60/02/26 2pp 


—8003170113 Suggests documentation of radiation doses & institution cl 
followup studies In population around TMI 

PRQF10(A E California. Univ of. Santa Barbara 79/04/02 Ip 


9003110667 Submits comments by Regional Planning Council on outlin* 
of 0E8 for decuntaminat (on of site DE8 should contain 
interstate agreemexst details to ensure cooperation, identi fy 
how cleanup will be monitored 6 discuss waste disposal site 
KONALCZYM. N J Mary land. State of 80/02/27 2pp 


0003050911 Submits alternate proposal re mai nta ining contingency 
radwaste storage tn response to NRC S00121 Itr Proposes 
maintaining 160.000 gallens of shielded storage in stationi 
combined facilities Process description 6 schedules end 
MERBEINr J 0 Metropolitan Edison Co 00/02/28 3pp 


B003290254 Advises of guidelines for assuring notification of NRC/THI 
technical support personnel re radiological water gas 
movements/processes Requests to be Informed of scheduled 4 
unscheduled movements /processes 

CQLLIN8, J T TMI-a Op erati ons/Suppor t 80/02/20 Spp 


80D3270I91 Proposes that appropriate contingency storage of radwattr t* 
maintained at station, rather than exclusively at TMI-l 
HERQElNiJ 0 Metropol itan Edison Co 80/03/20 3pp 


0003130091 Forwards d econtamination plan proposed in 791221 Itr 
Proposed schedule of 300 working days dependent on 
avallibility of EPICOR-Il processed water for flushing tys, 
tanks Ir components 4c absence of contaminant plating 
Infli-SON.R F, Metropolitan Edison Co 80/02/29 2pp. 


8003130518 Responds tx) NRC 00010? Itr re voiding during transients on 
BSiM plants Voiding does not occur In RC8 during operational 
occurences Forwards B|(I4 rept. 'Totantial Reactor Sys Voiding 
During Anticipated Transientt " 

HERBEtNrJ 0 Matrop«Utan Edison Co 00/02/29 Ip 


—8003130534 “Potential Reactor Sys Voiding During Anticipated 
Transients “ 

a Babcock Nllcox Co, 60/01/31, 32pp 
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8003170101 Informs thot addl ccoping mooting u/'pubKc ui H b« hol<| 
80-0320 in Gal t Imorer MD to discu-fi- pTogramma tic EI 8 ForvArdi 
prtllmlnary outline for Commis«ion policij vtatcmant It notica 
of intent to prepare EIS Supporting documentation end 
MULLERi D R Division of Site Safety fts Envi roninentat Analgsis 
eo/03/03 2 pp 


8003110587 Appeals to media r« govt taking irrevarsili 1 e step that ui 1 i 
endanger health (i safety of persons doujnuinif from TMI Sloui 
release of radioactive gases is not safest uay to proceed 
Supportive info i 800228 Itr to President Carter «nc 1 
BR0&S> I D Rosiiiell Park Memorial Institute G0/03/O4 6 pp 


80-03110625 Discusses proposed mode of decay heat removal by steaming 
once'through steam generator A to main condenser Diesel 
generators scheduled to be pemoved from «vc Apr l^BO Related 
details end 

UrLSQNiR F Metropolitan Edison Co BO/03/04 6 pp 


G003120585 Fopuards list of drauiings re programmatic EIB that ware 
hand-carried from facility by P Leech <c D Lynch 
LEKMANjL J Metropolitan Edis-on Co 80/03/04 3pp 


S0031702G3 Foruards info re balance of plant diesel generators to- 
justify use of generators as addl backup source of po-uref 
lflL 8 QN>R F Metropolitan Edison Co- 80/03/04 ^pp 


BD03270133 Forwards ‘'Evidence Re Questions Posed to Chairman Ahearne by 
Congressman Udall In 800121 Zt 0204 Ltrs " 

ROOOVINiM * FRAHPTOMiO i NRC Three Mi U Island Task Force 
80/03/04 6 pp 


— 8003270141 "Evidence Re Questions Posed to Chairman Ahearne by 
Congressman Udall In 800121 4( 0204 Lirs “ 

ROCOVlN^h , FRAhPTOM.O T NRG Three Mila Island Task Force 
80/03/04 75pp 


8003100176 Transcript of 800305 briefing on assessment of cleanup at 
TMI Pp 1-65 

e Commission 60/03/05. 6 Spp 


—8003100101 Forwards "Evaluation of Cleanup Activities at TMIj " rept of 
special task force formed on. 60021? Lists actions to be 
taken in order to restore forward motion to cleanup process 
DIRCKSjW J Office of the Executive Director for Operations 
00/02/29 2 pp 


—8003100165 Forwards "Evaluation of Cleanup Activities at TMI i " for 
endorsement forwarding to Commission Program should be 
reassigned high priority due to strong public opinion 
HALLER 4 N M Office of Management and Program Analysis G0/Q2/20 
2 pp 


—9003100190 "Evaluation of Cleanup Activities at THl " 

HALLERfN M Office of Management and Program Analysis 
BROHNINO. R E Division of Waste Management PURPLE* A. A 
Assistant Director for Radiol Health 4 Safeguards Standards 
80/02/20 59pp 


— 8003100194 Appoints recipients to task force to evaluate cleanup 
operations at TMI Scope of review inc 1 . 

DIRCKSiW J Office of the Eiecotlve Director for Operations 
00/02/15 2 pp 


—0003100203 Summapiies major near-term c uns td era tion Involved In TMI 
cleanup Major considerations are safe ty* minimi i ing radiation 
dose released k keeping core protected Requests 
author i station to proceed u/controlled purging 
QIECKAMP.M General Public Utilities - OPU Service Corp 
80/03/04 4pp 


GOO3240583 Forwards Draft 3 of NURED-O& 6 O 4 "MHC Action Plans Developed 
as Result of TMI-2 Accident " 

MATTSONrR J Division of Systems Gafaty. 00/03/07 ip 


— 8003240590 "NRC Action Plans Developed as Result of T|fI-2 Acsldenti'^ 
Draft 3 

e Division of Systems Safety MUREG-0660 60/03/09 450pp 


0003170453 Responds to NRC 600125 Itr r« reporting of changes Zt 
additions to permits it certificates for protection o-f 
environ. Permit amends U authorizations encl 
HERBElNrJ 0 Metropolitan Edison Co 60/03/10 L29pp, 


0003180570 Forwards Drawings 04- 4^^63-012-006* Re vis i on I A/3, 
04-4203-014-004* Revision IA/3 U O4-4a03-E-744-i91 * Revls Ipn 
IA/3 Drawings available in Central Files only 
LEHHAMjL, J Metropolitan Edison Co 80/03/11. Ip 


8003260491 Endorses results of BAW-IS 97 , "Effects of Asymmetric LOCA 
Loadings - Phase II Status " Results are applicable to 
facility Program for resolution of concerns will be 
provided on schedule commensurate u/startup date 
MlLSOhf.R r Hotropol Itan Edison Co 80/03/13 Ip 


8003280369 Discusses methods of predicting reactor bldg sump levels 
Confidence in predictions should increase w/ 1 nsta U ation of 
sump level manometer assembly during wk of 8003094 which 
should provide more consistent (tieasurements 
POINDEXTER, T C TMl-a Operat i ons/Supp or t 00/03/ J4 Spp 


6003310458 Responds to util 800307 request for permission to ship 
radwaste prior to complete lifting of ban Dan lifted f-or 
three spent resin lineis but remains for other s-hipments 
until 000314 

COLLINS, si T Tril''2 Operations/Support 00/03/15 4pp 


0003250497 Forwards reactor bldg entry program V requests approval to 
proceed w/entry as soon as possible to gather data for 
completion of cleanup 

WILSGM. R F Metropolitan Edison Co 80/03/21 20pp 


60D32G'0462 Notifies that second compressed gas monitor was established 
at Goldsboro on 600321 Monitor will be installed at fire 
hall 

SMITH, A £ Environmental Protection Agency 60/03/24 Ip 


—8003280465 Notifies that analysis of date from background recorder 
stations Zt air samples on 800320 indicates no leak resulting 
from avilliary bldg Compressed gas sample of 8003S9 is 
normal compared tu/dajly readings of Goldsboro fire hall 
8M1TH,A E Environmental Protection Agency 60/03/24 Spp 


6003310346 Provides schedule for relocation of EPICOR-I to Unit 2 side 
fence Earthwork Z concrete work will commence In Apr 1* 
component installation in May Transfer will be complete 4* 
preoperatlona 1 In June Info package forthcoming 
WtUSUN.R F Metropolitan Edison Co GO/03/24 2pp 


6003280641 "Environ Assessment for Dec ontami nat 1 on of TMl-2 Reactor 
Oldg Atmosphere," draft rppt e«r public comment 
* Office of Nuclear Reactor Regulation NUREG-0662 80/03/31 
7Spp 


-0 Inspection reports, lE Dulletins 6 correspondence 


B003030613 Act receipt of 790929 Itr informing NRC of steps token to 
correct violations noted in IE Imp Repts 30-320/79-04 U 
50-289/79-03 

CRIER* B H Region 1, Ph 1 ladel phia. Office of the Director 
90/02/03 2pp 


— 6003030621 Responds to violations noted in IE Insp Repts 30-320/79-0 
50-289/79-03 Corrective actions approval required of 
superintendent prior to entry & increased surveillance of 
job health physics practices 

KERBEIN. J 0 MetTopoiltan Edis-on Go 79/00/29 3pp 


8003100049 Ack receipt of 800102 I tr Informing NRC of steps taken to 
correct violations rioted In IE Imp Repts 50-289/79-20 V 
50-320/79-26 on 790919-1022 

GRIERj 8 H Region 1* Philadelphia* Office of the Director 
80/02/13 ip 


— 6003100054 Responds to NRC 791126 Itr re vlolafclans noted i r> IE Imp 
Rept 30-320/79-26 Corrective actions repairs made to 
firewalk seals On 791217, Chemtro I Carp t< Western Chemical 
Corp inspected repairs 

WILSON, R F Metropolitan Edison Co 80/01/02 2pp 


—8003100059 Forwards IE Insp Rapts 50-289/79-20 50-320/79-26 an. 

790919-1022 Noncomp 1 lance noted 

GRIER. 0 K Region J, Philadelphia, Office of the Director 
79/11/26 2pp 


—3003100064 IE Insp Repts 50-209/79-20 & 50-320/79-26 on 790919-1022 
No ncompl lance noted firewall contained inadequate 
penetration sea 1 s* fa 1 lure to follow radiatidn work procedure 
(c Implement station administration procedure 

HAVERKAMP.D R , CONTE, R J 1 K18TER,H 8 Region J, Phi lade IpMai 

Office of the Director 50-289/79-20 79/11/19 29pp 


G003H0097 Forwards IE Info Notice 80-06. "Notif ktatl on of 9igniflcan 
Events " No action required 

GRIER.B H Region 1, Philadelphia, Office of tha Director, 

ao/oa/27 1 p , 
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docketed items 


8003120457 Forward* [£ Info Noiice 80“07, "Portv[> Shaft Fatigue 
Cracking " No responie rec^wLred 

0RIER#8 H Rejlon li Fh i lade Iph Office of the Director 
80/02/29 Ip 


8003180200 Forwards lE Circular 80-03* ''Protection Fron Tone Oas 
Haiardi ' No written response required 

ORlERiB H Region li Philadelphia. Office of the Director 
eO/03/06 Ip 


8003180037 Forurards IE Info Notice 80-09^ "Pacsitle Qccupat tonal Health 
Haiard Associated lu/Closed Cooling E<js for Operating Power 
Plant! No written response lequired 

GRlEfi.B H Region 1. Philadelphia. Office of the Director 
80/03/07 I p 


3Q03190259 Forwards IE Info Notice 80-08 "States Co Sliding l_ink 
Electrical Terminal Qlocli " No specific action or response 
requested 

CRIER. 0 H Region 1. Philadelphia. Office of the Director 
80/03/07 ip 


8003260206 Forwards IF Info Notice 80-10* "Partial Loss of Non-Nuclear 
Instrument Sgs Powbi Supply During Opeiation " No specific 
action or response required 

CRlERiD H Region 1. Phi lade I ph la. Office of the Director 
BO/03/07 ip 


8003260428 Forwards IE RuLletin 80-OS-i "Vacuum Condition Resulting in 
Dajnage to Chemical Vo I Control Bgs (CVCS) Holdup Tanks " 

Action it written response required 

CRIER.B H Region 1. Philadelphia. Office of the Director 
80/03/10 Ip 


8003260137 Forwards IE Bullet in 60-06. "Engineered Safety Feature 
(ESP) Reset Controls " No written response required 
GRIER. D H Region 1. Philadelphia. Office of the Director 
BO/03/J3 ip 


8003290329 Forwards IE Info Notice 80-11. "Oenenc Problems 14/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Si|s " No action or written response required 
ORTERiB K Region 1. Phi ladelph i a. Office of the Director 
80/03/14 Ip 


B003260037 Forwards ]E Circular 60-04. "Securing of Threaded Locking 
Devices on Sa f etg-Re 1 ated Equipment " No written response 
required 

GRIER. D H " Region 1. Ph i lad efcph la. Office of the Director 
60/03/ 1 4 Ip 


8003310433 Ack receipt of util 600S14 Itr u/cheeV in payment of civil 
penalties resulting from accident 

STELLO. V Office of Inspection tn Enforcement. Office of the 
Director QO/03/20 Ip 


R Periodic operating reports t related correspondence 


8GD3060523 Forwards "Effluent U Waste Disposal Semiannual Kept. 
Jul-Dec 1979 " 

KERBEIN) J 0 Metropolitan Edison Co 80/0S/29 ip 


a00306G924 "Effluent 4. tiaste Disposal Semiannual Rept. Jul—Dac IfV*? '* 
a lletropo 1 1 tan Edison Co 79/12/31 32pp 


a003llOSS2 Forwards “THI Aquatic Study Monthly Rept for Jan i9Q0i re 
ecological survey of Susquehanna River 

RESBLER.tl C General Public Utilities - GPU Service Corp 80/03/09 

Ip 


--8003110554 "TNI Aquatic Study Monthly Rept for Jan I960 

NARDACGI.O A Ichthyological Associates. Inc G0/01/3L 22i>p 


0003280943 '"Statu* of Offsite Emergency Radiological Environ Hooifcoring 
Program. 800229-0307 " 

CERTZfS M Porter-Cert* Consultants. Inc 60/03/01 75pfi 


BOD33iOOB5 Forwards TMl weekly status rept for B0030B-i4 
CGLLINS. J T TMl-2 Dperat i ons /Sup p ort 80/03/17 9pp 


S Reportable occurrences. LERs t related correspondence 


8003110382 PNO-TMI-8O-0O3 on 90091 1.NRC informed of makeup J- 
purificatlon sys leak Mekeup tank level was dropping slowly 
After announcement of local emergency in auxiliary bldg, 
emergency alarm initiated Auxiliary bldg evacuated 

PABANO.A N , COLLINS. J T Office of Inspection Enf ore eman t. Office 
of the Director 60/02/il Ip 


8003100141 RO 80-Oi/lP on 800215 hone acid mn tank found to ccintaift 
less than required a<^ount of boiated water Caused by change- 
iti Tech Specs requit erien t s for mm ni* tank inventory 
Corrective actions will be p-c.ideJ in ne* fc rept 
RUNDER. G A Metropolitan Edison Co BO/Ot/29 ip 

8303100145 RQ QO-05/1P on aOuSlS B diesel generator was inoperafal* 
during annual maint insp Caused bj new Tech Specs 
requirements that both diesels be operable Details 
followup actions will be piovided m rollo-wup rept 
KUHDER. O A hetropoli*an Edison Co ej/02/l9 Ip 

8D03190161 Ph'Q-Ttll -80-004 on avj2l4 9i electric van» walked off job at 
TMI o..er grievances re inconsistencies in util health 
physics practices Some electricians are on recovery projects 
on site Plant stability nor affected 

CONTE, R J , rASANO. A N CGLt IN5 ) T Office of Inspection K 

Enforcement, Qfnce of the Dnecror 60/02/19 Ip 


0003280163 PND-THl-BO-005 ontJ005i 5, EPA notified NRG onsite personnel 
that B002ll«-i5 aiT samples Showed increased concentration 
of Kr-85 Increase accompanied discovery of leak in make-up 
*ys noted in reactor bldg air monitoring sys 

CONTE. R J . FASANO. A N Region 1. Philadelphia. Office of the 
Director CDLLlNS. J T Ofrice of Inspection t, Enforcement. Office 

of the Director 80/02/19 ip 


8003110572 Forwards LER 80-001 /99#-0 

WILSON) R F Metropolitan Edison Co 80/02/26 ip 


— B003l];0575 LER 0O-OOI/99i~O on 300126, dur i ng mode 5 operation.iO airp 
molded case circuit breaVer for generator auxiliaries 
found tripped Caused by defective internal cpnnection on 
A phase DreaVer was replaced 

CHAPLIN. S D Metropolitan Edison Co e0/O2i/92 Ip 


8003110675 Forwards LER a0-002/99«-0 

WILSON. R F Metropolitan Edison Co 80/02/20 2p p 


--6003110679 LER 80-002/99X-0 on 800129. dur i ng modes o-p era 1 1 an. q rn ergs r $ 
diesel generator DF-x-lB failed on manual start signal 
Caused by sheared driven pinion Driven pitiioh replaced ^ 
coupling nut wilt be staled to prevent recurrence 
CHAPLIN. S D Metropolitan Edison Co 80/02/20 Ip 


8003140134 PNO-TMI-0O-OOe> on B0022B crane tipped over in storage 
area south of Unit P south gate Caused by improper balance 
while moving scrap metal No injuries Media interest is 
expected 

CONTE. R J . FAEAtiO. A N Region 1. Philadelphia. Office of the 
Director COLLINS. J T Office of Inspection Enforcement. Office 

of the Director 80/02/23 Ip 


8003110593 Forwards LER 90-003/99X-0 

WILSON, R F Metropolitan Edison Co 60/02/29 Ip 


— B003110556 Let 80~003/99X-0 on 300131 . during mode 5 Qp e r a t i on ■ eni-r g e* 
diesel generator DF-<-tO tiipped within 15 seconds due to 
low oil pressure Caused by pneumatic timinig unit for alarm 
delay relay T3 h timing out sn 7 seconds Unit replaced 
CHAPLHJ. S D Metropolitan Edison Co Q0/03/0t 3p p 


8003120961 Forwards NPDE3 Moncomp ) lance Notifications 50-01 4. 00-02 

KLINCAMAN. R M Metropolitan Edison Co 00/03/03 Ip 


— 0003120565 riPDES Non* ompl lancQ Notifications 80-01 &. BO— 08 on 000213 
21 samples rrom industrial waste treatment sys indicated 
total oil (e grease discharge exceeded 40 1 Ib/day limit 
Possibly caused by increased grease loading 
a Metropolitan Edison Co 80/03/03 Ip 


8003280157 PNO-THl -80-007 on 600303 nake-up pump IB was started U 
make-up sys was put back in sve Make-up sys nou operating 
sat 1 sfac tor 1 1 y w/*tandby pressure control sys since 
isulalcd for primary water leak on B0021 1 

HAVERRHAMP. FASANO.A N Region 1, Ph 1 Ud e i ph i a . Office of the 

Director COLLINS. J T Office of Inspection tc Enforcement# affie-. 

of the Director 60/03/03 Ip 


8003280147 PNO-TMI -80-008 on 000310. licensee intends to purge aaoros 
50 mCi K.r-85 as containment personnel airlock 2 is opened 
for analysis Data will be used bo assess conditions inside 
containment for future entry 

CONTE.R J # FASANO.A N . COLLINS, J T Region i. P h i 1 a d e k o h 1 a . n»* 

of the Director BO/03/05 Ip 


0003100545 Forwards LER 80-004 /03L-0 

WlLSON.n F Metropolitan Edison Co 00/03/U ip 
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— ao03lS0554 LER eO"004/03U“0 on 80021 14 dwr Inq opir*bllil;u Uit of A 
makrgp pump MU-P-IA & ««tociatcd dlicharge surg*. 
cennactlon v«lv« «t; dlichargi pr«T«ur6 lut^ch for B inAktup 
pump hU’-P-lB «sp«rat«d from Hm Caut6 indeflnitv 
CHAPtlNrS D M«trapollt«n Editon Co 80/03/11 C^pp 


8003240394 RQ SO-lO/lP on 800314* bitting of ouktr perionhel airlock 
door indicated that Itak t«it» of eealt faiWd to tn««t 
atctptanct criteria Airlock dtclarcd inoperable Door 
replaced U adjusted 

if|L 8 ai<(. R F Metropolitan Edieon Co 80/03/17 Ip 


8003250488 Forward t LER aO-OOa/OlL-0 

UIL30NiR F Metropolitan Ediion Co 80/03/19 tp 


—0003250494 LER SO-OOB/OIL-O on 800220* during cold ehutdouin etate* 
Nuclear fivct river water pump control twitch dlicovcred In 
pull^to-iock petition Cauted bg operator error Control 
twitch returned to auto mode 

CHAPLIN * 8 D Metropolitan Editon Co BO/03/21 Spp 


800329054fi Forward t LFR QO-OOS/OIL-O 

VIILB0N*R F Metropolitan Editon Co 80/03/19 tp 


— 0OO32SO5&O LER 80'005/OIL«>0 on 800210* dur ing mode 5 operation* D ’ 
emergency dietel generator uat out of sve which violated 
800215 newly ittued interim recovery Tech Spect Caueed by 
change in Tech Spect for emergency dietel generatort. 

CriAPLlN >8 D Metropolitan Editon Co 80/03/19 3pp 


8003250S64 Foruardt LER 80-006/0 lL-0 

WlLSONfft F Metropolitan Editon Co 90/03/19 tp 


--8003250568 LER 60-006/01L-0 on 800218* under interim recovery Tech 
Spect* In mode 5* boric acid mix tank inventory wat below 
requirementt of newly Implemented Tech Spect Cauted by 
adminlftratlve changeover to more rettrictive Tech Spect 
Chaplin * 8 D Metropolitan Editon Co 80/03/19 2pp. 


8003310279 Forward t LER QO-007/01L-0 

iflLQQN*R F Metropolitan Editon Co 80/03/24 Ip 


--8003310284 I ER 00-007 /OIL-O on 800222. w/fac I Uty in cold thutdown mode, 
auxiliary bldg exhautt fan AH-ESC wat removed from «vc for 
malnt Cauted by trantitlon to Interim recovery Tech Spect 
requiring both fan traint to be operable 
CHAPLIN * 6 D Metropolitan Editon Co 80/03/24 2pp 


T Hearing trantcrlptt on hon-ant 1 trutt mattere 


0003070269 Tranecript of 790328 Region I reipontt ctr tapet 
CAPHTONiD.L, Region 1* Philadelphia* Office of th« Director 
79/03/28 405pp 


B003140223 Trantcrlpt of 800225 ASLAB hearing in Harr Itbgrg* PA rt air 
craeh probability Pp 521-72B 

ROSENTHALrA S Atomic Safety and Llctnelng Appeal Panel. 80/02/25 
29Bpp. 


3003040261 Trantcrlpt of 800226 evidentiary hearing In Harritburg* PA 
re radon releaie ittue Pp 1-229 

RQSENTHALrA 8 Atomic Safety and Liceniing Appeal Panel. 

SiLDEROiJ E Metropolitan Editon Co CONNER* T 8 PhlUdelphia 
Electric Co eO/02/26. 225pp 


0003040272 Trantcrlpt of 800227 evidentiary hearing in Harri tburg* PA 
re radon reltate ietuo Pp 226-437 

R08ENTHAL.A 8 Atomic Safety and Llcentlng Appeal Panel 
SlLBEROiJ E Metropolitan Editon Co CONNER* T D. Philadelphia 
Electric Go 80/02/27 21 ipp. 


8003040037 Trantcrlpt of 900220 evidentiary hearing in Harrl eburg* PA re 
radon releate Ittue.pp 439-929 

ROSENTHAL* A. 8 , Atomic 9afety and Licentlng Appeal Panel 
SiLBEROiJ.E Metropolitan Editon Co. CONNER* T B. Philadelphia 
Electric Co 80/02/2B 9ipp 


8003240420 Statement at 000320 public meeting in Annandale 4 VA re 
programmatic E18 for decontamination of TMl-2. 

MAY* t. Affiliation Unknown BO/03/20 2pp 


8003240493 fitatement by MD Ad Hoc Committee on Till I* Clean Hater Action 
Project at 800320 public meeting in Baltimortf MD re propoiad 
plant for EI 8 on THI-2 decontamination 
a Affiliation Unknown. 80/03/80. 3pp. 


6003240S07 Statement by HH Maeon of DC Council at 600320 public nieetlng 
in Wee h Ing ton* DC re cleanup of TMI-2 
MA30N*H M Dittrict of Columbia BO/03/20 3pp 


8003240942 Statement of Qa 1 1 imor e* MD city Counc i Imembe r* 0 Uivino.on 
800320 re dumping of radua«te from facility 
UIVINO* 0 Pal ti more* MD BO/03/20 Spp 


U Congr eeelonal/Exec utive Correspondence 


8003110135 Providee Subcommittee on Nuclear Regulation w/info rt 800209 
request concerning notification L followup actlvitlee for 
750613 61 770924 irantient events at Davis-Rette 6 Oconee t 
actuation of pretiure Injection tys at TMl-2 U/o end 
AHEArNE*J F Commission 60/02/22 2pp 


—8003110165 Provides Subcommittee on Nuclear Regulation w/lnfo re 000209 
request concerning notification h followup activities for 
750&13 L 770924 transient events at Davii-Besst %/ Oconee 6 
actuation of pressure injection sys at TMI-2 
AHEARUE*^ F Commission 90/02/22 19pp 


— 8003110826 Submits facsimile request for end info 

HAVERKAMP.D Region 1* Ph i 1 ade I ph ia* Office of the Director 
80/02/13 3pp 


—8003110235 Comments on NRC preliminary response to 600209 Itr from 0 
Hart I* A Simpson Div of Proj.ect Hgt did not notify or 
advise utils re facility HPl actuation events IE responsible 
for each case 

SILVER, H Light Water Reactors Branch 4 80/02/12 2 pp 


—8003110242 Requests revlaui of safety Significance of Injection 0 # 
chloride containing sodtum hydroxide into RC 8 * due to 
inadvertent ECC 8 actuation 

VARGA* 6 A Light Water Reactors Branch 4 79/05/01 ip 


—6003110248 Attachment to Amend 4 to DPR-73 changing Tech Spec Pages 3/4 
2-11*3-12*3-17.3-18,3-19 3-22 

e Light Water Reactors Branch 4 78/09/19 llpp 


—8003110258 Attachment to Amend 6 to DPR -73 changing Tech Spec Pages 

2- 2* 2-3. 2-5. 2-6r2-7*2-e. 02- 1* D2-2* B2-3* B2-6. B2-6* 3/4 2-13* 

3- 3* 3-13.7-2. 7-3* /-3a. 03/4 7-1. 6-9 6 7-17 

e Light Water Reactors Branch 4 78/07/07 Bpp 


—80031 10268 Request s info re notification ^ followup activities for 
75G613 L 770924 transient events at Davis-Besse i QcOnee* 6 
actuation of pressure injection eye at TMI-2 
HART»0 > eihPBON. A K Senate. Environment L Public Works 
90/02/03. 2pp 


9003110031 Responds to 600206 Itr re MI Lewis request concerning 
scheduling facility programmatic EIS scoping meeting Meeting 
cannot be rescheduled Ml Lewis invited to addl scoping 
meetings 

OIRCKS.W J Office of the Executive Director for Operations 
80/02/26 Ip 


— 9003110007 Requests views on *nc J Ml Lewie Inquiry re scheduling 
facility programmatic £18 scoping meeting 
SCHHEmER.R.S Senate 80/02/06 Ip 


6003110106 Forward! response to BB Rubin 800112 inquiry, per 600120 
request. Criteria re signals to automatically Initiate 
isolation of Certain containment piping during accident not 
judged applicable to warrant backflttlng in 1979 
DlRCKSfW, J Office of the Executive Director for Operetloni 
80/02/28 3pp 


— fl003tl0l22 Forwards SB Rubin Inquiry* re nuclear plant licensing, for 
reeponee.NRC 791219 Dews release end 
MAONUSON.U 0 Senate* Appropriations B0/01/2B 4pp 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT* UNIT I 


F Security* medical* emergency t 4 fire protection plans 


8003170166 Forwards amended physical security plan per B00130 request 
Plan withheld (raf 10CFR2 790) 

WEDNER.W.A Georgia Power Co. 60/03/07 Ip 


8003)70417 Requests acknowledgement of receipt of revision to physical 
security plan bg completing h returning end form 
OUCWA*L T Georgia Power Co 80/03/11 2pp. 
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j Insurant* & inds'nniti^ inform«t>Qn 


00031 10595 Ouarantces payin*nt of d*ferr*d pre«njumt for part ownership 
lo utils Cash statements snc 1 

HEADRICK,! S Dalton, CA 80/03/07 Gpp 


0003180063 Forwards IE nulletin 80'-04» 'Analysis of PWR Main Stpan Ur* 
Break W/Continued Feedwater Addition ' •‘Jo Wfitton response 
required 

O^RElLLY. J F Region 2, Atlanta, Office of the Director HO/OP/DO 

2pp 


2003Z5Q435 Forwards Endorsement 44 to MAELU Policy 
FIEDLER, J Marsh McLennan. Inc . M i M Nuclear 
Div 90/03/20 2pp 


MF-78 

Consul tantSf Inc 


6003190430 Forwards IE Info Notice 80-05, 'Xhloi ido Containi natl On of 
Safety-Related Piping f< Coinponents " No written response 
requ i red 

O'REILLY, J P Region 2, Atlanta, Office of the Duector flO/OiVOE? 

Ip 


P OparaCing 1 icense stage docudients L correspondence 


6003170197 Forwards draft NUR6C'0630, "Cladding Swelling it Rupture 
Models for UQCA Analvsis" 6 topic* for discussion sent to 
fuel vendors Request* comment* by 200109 

EISENhUT. 0 0 ^ Division of Operating Reactors 79/12/20 !9pp 


0003100019 Responds to IE Qulletin 79-26, "Ooroti Loss frojr llNR funtrol 
Blades " Results of control blade subc r l t i ca 1 i ty tests 
indicated that full withdrawal of any cunli oi blade did not 
result m criticality 

UIDNER, U A Oeoigia Pob'er Cu 90/02/13 2 pp 


—0003170371 Draft 'Cladding Swelling It Rupture Models for LOCA 
An a 1 y 1 1 S " 

POWERS, D A Cor* Performance Branch 79/11/30 I06pp 


8003170047 Supplements 791130 i esponse to JE Rulleljn 79~IB, 
“Audibility Problems Encountered on Evacuation of Poraonnel 
from High-Noise Areas " Visual evacuation signals will be 
completely installed by G00315 
WlDNERtM A Georgia Power Co SO/02/25 Ip 


2003130140 Forwards summary of 600125 meetings w/util in NRC in 
AtlanteiOA re activities authorired by Licenses DPR-57 b 
NPF-05 Summary withheld Iref 10CFR2 790) 

O'REILLY. 4 P Region 2 , Atlanta, Office of the Director 80/02/01 
3pp 


8003040040 Forwards request far addl info re loss of offsite power 
events Requests response within 90 days 

IPFQLITG. T A Operating ReaetPrs Branch 3 60/02/13 3pp 


0OO3O7O2B6 Ack receipt of 800204 application fee Requests fee for 
790922 ti 0712 applications Suggests company consider 
consistently listing check number t amount 
MILLER, 14 0 License Fee Management firartch 60/02/13 Ip 


0003200039 Forwards NRC evaluation of actions taken by util to satisfy 
Lessons Learned Task Force Category A recommendations 
Concludes that all Category A requirements have been met 
sail sf ac ton 1 y 

IPPOLlTOrT A Operating Reactors Branch 3 00/02/26 I 6 pp 


8003060570 Forwards info re proposed Tech Specs changes, including 
Tables 3 2~9 ti 4 2-9 & Section 3 2H 5, in response to NRC 
790017 Itr Drawings available »n Central Files only 
WIDNEP.W A Georgia Power Co 60/02/28 Ip 


—0003060582 Tech Specs Tables 3 2-9 I, 4 2-9 ic Section 3 2 H 5 for end- 
o#-cyeie recirculation pump trip 
e Georgia Power Co 80/02/28. 9pp 


6003240250 Forwards request for addl info re adequacy of station 
electric distribution sys voltage to complete review of 
791207 Itr 

IPPOLJTO. T A Operating Reactors Branch 3 60/02/29 4pp 


8003100630 Responds to NRC 800107 request for OA program review re 
diesel generator fuel oil Considers emergency diesel 
generator fuel oil part of QA program Fuel ail is tested In 
accordance u/Tech Spec requirements 
WIDMER, y P Georgia Power Ca 30/03/07 2pp 


?— reports. IE Bulletins L correspondence 


8003170054 Submits coirectod response to IE Dullotiii 79-26, '•Boron lois 
from OWR Control Blades ' Unit 1 control blade 
subcriticality tests were pet tormed on 791219 instead of 
600119 26 as previously stated 

WIDNER.W A Georgia Power Co 00/02/29 Ip 


6003140044 Forwards IE Info Notice 80-06, “Notification of bigmficant 
Events “ No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Dll ec tor 00/02/2? 
If 


6003110604 Responds to 
Instrument t> Control 
to mam control room 
R2S-S035 L 2R25-S035 
WIONER.N A Georgia 


IF Bulletin 79-27, “Loss of Non-flaas 1C 
Power Sys Dus During OpetatlOTi “ Alarm* 
indicate loss of power to buses except 
Emergency proceduies undoi review 
Power Co 60/02/29 4pp 


8003180161 Forwards supplemental info to JC Bulletin 79-OltJ, ‘'Efwiion 
Qualification of Class IE Equipment “ No response i equired 
O'REILLY. J P Region «f Atlanta, Office of the Director GO/02/*!') 

2 pp 


8003190029 

Cracking 

O'REILLY. 

2 pp 


Forwards IF Info Notice 80-07, “Pump Shaft Fatigue 
“ No response required 

J P Region 2 , Atlanta, Office of the Dirotlor R0/O2/2? 


8003210060 Requests eitenslon to 600001 to complete verification of 
seismic analysis of as-built piping sys 
UIDNGRiW A Oeoigia Power Co 00/02/?? 2 pp 


6003240310 Supplements response to IE Bulletin 79-23, “Po 
Failure of Emergency Diesel Oeitorator Field Exciter 
Transformer “ Sustained 24-h Pull-load test for Unit 1 
emergency diesel generators successfully completed 0OOJ 
WIDNERiN A Georgia Power Co 80/03/04 Ip 


tent 1 a] 
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8003100195 Forwards IF Circular 00-03, ‘Protection from To 
Kaiards “ No written response required 

0'REILLY,UP Region 2 , Atlanta, Office of the Director 


c Oao 
QO/03/06 


8003170040 Forwyds IE Info Notice 80-03, "Main Turbine 
Electrobydraulic Control Sys « Ha specific action or 
response required 

O^REILLY.J P Region 2. Atlanta, Office of the Director 60/01/; 


8003140407 Forwards IF Info Notice 80-10, “Partial loss of Non-Nuclear 
instrument Sys Power Supply During Opetation “ No specific 
action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/07 


0003190113 

Assembly 

O'REILLY. 

Ip 


Forwards IE Circular 79-25, Suppl A, 
Interference “ No written response 
J P Region 2 , Atlanta, Office of 


"fihacii Arrestor Strut 
required 

the Director 80/01/31 


0003180077 Forwards IF Info Notice 00-09, 
Hitard Associated w/Closed Cooling Sys 
Plants “ No written response required 
□ 'REILLY, J P Region 2, Atlanta, Offic 

2 pp 


“Possible Occupational Ftealth 
for Operating Power 

e of the Director 60/03/07 


IS- - ““ 

]p ^ Region 2 . Atlanta, Office of the Director 00/02/0 


- 

Ip ' •Jian 2 , Atlanta, Office of the Director 00/02/0 


8003100310 Forwards 1C Ineo Notice 00-00 “States 
Electrical Terminal Block “ No specific action 
requested 

O'REILLY, J P Region 2, Atlanta, Office of th( 


Co Sliding Link 
or response 

■ Director B^/OS/O? 


8003310076 Ack receipt of 800303 
correct violations noted m IF 
50-366/00-02 

MURPHY,C E Region 2, Atlanta, 
Support Branch 80/03/12 ip 


Itr informing NRC of steps taken to 
Insp Repts 50-321/80-02 «, 

Reactor Construction & Engineering 
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— C0033t0091 RespoFKJ* to KRC 000200 Itr re violations noteil in IE Insp 
Rspts S0-3*!l/a0“02 U 30-3AA/80-02 Corrective actloni tuio 
rate-of“ri>e ^Iro detectors placed in kitchen 4- control 
valve for drain piping locked in closed position 
Nim>{ERpl<( A Georgia Power Co 00/03/03 tOpp 


—8003310006 Tor ward 3 IE Insp Repts 50'-321 /B0“02 h 50“366/a0-02 on 
800109-11 tt notice of deviation 

QRYAMTiJ C Region St Atlanta* Reactor Construction Engineering 
Support Branch 8O/0P/08 2pp 


--3003310006 Notice of deviation from insp on 800108-11 

* Kegipn Sr Atlanta* Office of the Director 60/03/06 Spp 


--0003310091 IE Insp Repts 90-321/80-02 % 90-366/00-02 on 800108-11 
None amp 1 lance noted inadec^uate fire protection OA progranii 
subst automatic spi inkier sgs. incon ect t(|pe fire detectors 
in control loom kitchen 4- inadequate fire barrier 
CDNUQN* T E Region 2i Atlanta* Reactor Construction t* Engineering 
Support Branch MILL ERi N H Region 2« Atlantai Office of the 
Director 00/02/06 llpp 


8003260226 Forwards IE Bulletin 80-06* "Engineered Safety Feature 
<£6F) R«^ot Controls *' Nrltten response required 

O'REIULV.J P Region 2* Atlanta* Office of the Director 00/03/13 
Spp 


e003290D70 Forwards IE Info Notice 80-11* "Oeneric Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O^ReiLLY*J P Region 2* Atlanta* Office of the Director 80/03/14 


0003260177 Forwards IC Circular 00-04* "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY. J P Region 2. Atlanta* Office of the Director 00/03/14 

2pp 


R Periodic operating repoT ts 4* related correspondence 


□003110615 Forwards "Interim Annual Opeiating ftept for 1979 
MANRY*M Georgia Power Co 00/02/28 Ip 


—00031 10610 "Interim Annual Operating Rept for 1979 
CQOOIN. C L Georgia Power Co 80/02/20 33pp 


0003030551 Forwards "Semiannual fleptrPlanb Radioactive Effluent 
Releases* Jul-Dec 1979 " 

MANRY, M Georgia Power Co 80/02/29 Ip 


— 8003030560 "Semiannual Rept* Plant Radioactive Effluent Rel 
Jui-Dec 1979 " 

a Oeorgla Power Co 00/02/29 34pp 


G0031B0556 Monthly operating repts for Fab 1980 
RODEN* J W Georgia Power Co 80/03/10 I2pp 


8 Reportable occurrences. lERs 4 related correspondence 


0003040561 Foi wards LER 80-018/03U-0 

MAMRYiK. Georgia Power Co 00/02/25 tp 


8003140308 Forwards suppl to RO 50-321/79-021. Revi s ion 9 
NANRY* M Georgia Power Co 00/03/06 Ip 


—8003140311 Suppl to RO 50-321 /1979-021 . Revi s ion 5 providing data on 
tritium levels in ground water 
e Georgia Power Co 00/03/03 4pp 


8003210412 Forwards LER e0-023/03L-0 

NANRY.M Georgia Power Co 00/03/10 Ip 


—0003210416 LER 0O-O23/O3L-O on 800224. during startup w/mode switch in 
startup 4 hot sfcandbV'HPCI sy^ did not become operational 
at 133 psig per Tech Specs Caused by design deficiency & 
instrument drift Pressure switches recaiibr 
NIX*R T Georgia Power Co 00/03/10 2pp 


0003210451 Forwards LER aO-022/03L-0 

MANRYiM Georgia Power Co B0/03/U Ip 


—8003210435 LER 0O-O22/O3L-O on 800222* w/reac tor in cold shutdown* lack 
of electronic annunciation discovered on I22-ft elevation 
west cable way door C19 Caused by 000123 security re audit 
securing door Door C19 was annunciated on 800131 
COGOIN.C L Georgia Power Co 80/03/11 2pp 


8003210362 Forwards LER 80-024 /03L-0 

MANRY.H Georgia Power Co 00/03/17 Ip 


B003210406 Forwards LER 00-021/03L-0 

MANRY.H Georgia Power Co 80/03/17 Ip 


0003260550 Forwards LFR aO-026/03L-0 

MANRY*M Georgia Power Co 80/03/17 ip 


— 8003260555 LER 00-026/031-0 on 00021 B. dur i ng steady state power* head 
observed during routine I5I testing exceeded upper limit 
in ASHE Section I( Eiact cause for pump performance batter 
than previous date unknown New pump curve generated 
COGGINS. C L Georgia Power Co 80/03/13 2pp 


DOCKET 50-322 SHDHFHAM NUCLEAR POWER STATION 


A App I ication/cons tpuct ion stage documents & correspondence 


8003130166 Notification of 800227 meeting H/GE 4- Mark 11 owners group 
in Bothesda*MD to discuss Mark II long-term program & plans 
to evaluate UAERI 4* GK88 data Proposed agenda end 
ELTAMILAtF Containment Systems Branch 00/02/01 12pp 


8003050246 Forwards response to NRC 790319*0614 4; 1115 requests for 
Info Inservice Insp plan will bo forwarded 6~months prior to 
commercial operation Supplies pressure-temp limilts for 
heatup-cooldown & normal operations 

KOVARRO. J P Long Island Lighting Co 00/02/29 41pp 


F Security* medical* emergency 4c fire protection plans 


0003240235 Forwards request for addl info re emergency diesel 
generators 4i physical security plan Requests withheld 
iref 10CFft2 790) 

RUDENSTEINrL S Light Water Reactors Branch 4 80/03/03 3pp 


— B003040S72 LER 0O-O18/O3L-O on 800207* dur ing normal, full power 
opera 1 1 on* hyd rau 1 i c control unit accumulator 42-23 received 
low pressure alarm Caused by failure of nitrogen cartrldfle 
valve from wear due to constant use 
CQOOIN. C L Georgia Power Co 00/02/25 2pp 


0003040552 Forwards LER 00-01 S/031-0 

MANRY.H Georgia Power Co 00/02/26 Ip 


— 8003040S63 LER 0O-O15/O3U-O on 000207* dur ing normal operation* drywell 
temp recorder* IT47-R012. was stamping erratically U high 
Caused by microiwltch in recorder printing mechanism being 
out of ad justment* 0wi Icii readjusted 
NIX*R T Georgia Power Co 80/02/26 2pp 


0 Adjudicatory correspondence 


8003060420 Response >n opposition to Shoreham Opponents Coalition 
000124 requests for renoticing of V. intervention in OL 
proceeding Due to completion of NEPA phase* late intervention 
will broaden issues or delay proceeding 

REVELEYiW T , WALSH, E J * PUTTER. J L Long Island Lighting Co 
80/02/00 32pp 

— 8003060437 Response in opposition to Shoreham Opponents Coalition 
800124 request that CP be suspended Alleged defects re 
safety sys not substantiated during IbE present 
investigation Certificate of Sve encl 

REVELEYiW T , MAL8H, E J * PUTTER* J L Long Island Lighting Co 
00/02/08 7pp 


B003U0669 Forwards LER 0O-O19/O3U-O 

MANRVrM Georgia Power Co 00/03/04 Ip. 


-0003110673 LER ao-Ol9/03L-0 on 000213* while performing reactor core 
Isolation cooling turbine eahaust J**' 

S. caUbT* pressure switches 1E91-NO120 U found 

outside Tech Spec limits Caused by setpoint drift 
NIX.R.T Georgia Power Co 00/03/04 2pp 


8003100092 Order allowing Shoreham Opponents Coalition Admission if 
representative standing proved Parties may address question 
of why inerting containment as result of TWl-2 accident, is 
not recommended In Shoreham while advised in later _ 

BOWERS* E, 8 Atomic Safety and Licensing Board Panel 80/03/05 
29pp 
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8003190907 Forwards ASLB B00305 order ruling on Shortham Opponent* 
Coalition petition to intervene 

QORQENrCit^ D « Hearing Dranch 4 80/03/11 Ip 


—8003190913 Order r« Shoreham Opponents Coalition B00124 petition 
seeking CP suipent i on« issuance of neu notice of hearing or 
admission of late intervention Petitioner mag tie admitted 
upon shotting of representational standing 

DOWERS. E S Atomic Safety and Licensing Board Panel 80/03/05 
25pp 


0003260291 Forward* IE Info notice aO-lO, “Partial Loss of Non-Mucleap 
Instrument Sys Powei Supply During Operation " No specific 
action or response required 

GRIER. D H Region 1. Ph i I adel ph ta. Office of the Director 
80/03/07 Ip 


8003260396 Forwards IE Bulletin 00-05. “Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgs iCVCS) Holdup Tanks “ 

Action 4c uritten lesponse required 

ORlERt D K Region t. Ph 1 1 adel ph la. Office of the Director 
GO/03/tO Ip 


8003260210 Certification to Camnission re admission of Shoreham 
Opponents Coalition Contention 12 . alleging inadequacy of 
containment, dge to nonrcsolut ) on of LOCA hydrogen generation 
quantities Proceeding w/dlicovery & evidence advisable 
SH0N,F J . PARIS.O H . ROWERS. E S Atomic Safety and Licensing Doard 
Panel 80/03/14 6pp 


Q Inspection reports. IE Dulletin* 6 correspondence 


8003060662 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups U state atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER. B H Region 1. Ph i lade 1 phia. Offlct of the Director 
79/11/29 Ip 


8003030100 Forwards IE Insp Rapt 50-322/79-17 on 791015-19 No 
noncompliance noted 

CARLSON. R T Region I. Philadelphia. Reactor Construction it 
Engineering Support Branch 79/12/28 Spp 


—8003030104 le Insp Rept 50-322/79-17 on 791015-19 No noncompUanca 
noted Major areas inspected lys designated for safe 
shutdown of plant & procass/area radiation monitoring sys 
used to measure plant radiation levels 

PAOLINO.R J Region I. Philadelphia. Office of the Director 
EDNETER.S D Region I. Philadelphia. Reactor Construction It 
Engineering Support Bi anch 79/11/27 6pp 


0003050034 Forwards IE Insp Rept 50-322/79-21 on 791127-30 No 
noncomp 1 lance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 6 
Engineering Support Branch 79/12/28 2pp 


—8003050047 IE Insp Rept 50-322/79-21 on 79M 27-30 No none omp 1 1 ante 
noted Major areas inspected uork activl ti as. qual ity 
verification records of pipe supports it restraints it quality 
records of reactor vessel internals 

NARRQW.L r MCOREARTV.R A Region 1. Ph i ladelph la. Offlct of the 

Director MCGAUGHTV.R W Region 1. Ph i 1 adelph ta. Reactor 

Construction it Engineering Qupport Branch 79/12/26 7pp 


B00304G050 Responds to IE Bulletin 79-19, “Packaging of Low Level 
Raduast* for transport it Burial ** Licensee doe* not 
generate or transport low level raduaste 
NOVARRO.VP Long Island Lighting Co GO/01/14 Ip 


8003090137 Forwards revised response to IE Rirlletln 79-02 re pipe 
support base plate designs Base plates are analyied by 
modifying limplified method of coivimn base plates w/load 
factor to determine mat bolt tension due to direct load* 
NQVARRO.jp Long Island Lighting Co 80/01/14 6pp 


0003200226 Forwards IE Insp Rept 50-322/80-01 on 800107-10 No 
noncompHance noted 

CARL60N.R T Region i. Philadelphia. Reactor Construction ic 
Engineering Support Branch 80/01/24 Spp. 


"8003200231 IE Insp Rept 50-322/80-01 fln 000107-10, No noncompUanc* 
noted Major areas Insp rc ted* work ac tlvitl e*. qua 1 i tg 
verification of records of Instrument components it status of 
outstanding items 

MCOAUOH'^.R N Region lr Phi Udelphla. Reactor Construction 6 
Engineering Support Branch NARROW. L « PAOLINO. R J Region li 
Philadfiphia, Office of the Director 80/01/23 6pp. 


0003120456 Forwards lE Info Notice 80-07. <'Pump 6haft Fatigue 
Cracking “ No response required 

GRIER.B H Region 1. Ph lladelph la.- Office of the Director. 
80/02/29 tp 


0003190254 Forward* IE Info Notice 80-08 "State* Co Sliding Link 
Electrical Terminal Block " No specific action or rtiponse 
requested 

0RIER.8 K Region \t Phi ladelph 1 Ap Office of the Director. 
00/03/07 Ip. 


8003260132 Forwards IE Qolletir. 80-06. "Engineered Safety Feature 
(ESF) Reset Controls “ No written response required 
CRIER. B H Region k. Philadelphia. Office qf the Director 
80/03/13. Ip 


8003250322 Forward* IE Info Notice 80-11. "Oenerlc Problem* N/ASCO 
Valve* in Nuclear Applications Including Fire Protection 
Sys " No action or uritten response required 
GRIER. B H Region I. Ph i ladelph la. Office of the Director 
80/03/14 Ip 


8-003260036 Forwards IE Circular 80-04. “Securing of Threaded Locking 
Devices on Safety* Related Equipment “ No uritten response 
required 

GRIER. B H Region 1. Ph i 1 adel ph ta. Office of the Director 
80/03/14 Ip 


S Reportable occurrences. L£Rs tx related correspondence 


G003200497 Final deficiency rept Categoiy I pipe ueld failed to meet 
weld profile requirements during IE Insp 50-322/78-06 
Record’s of required rewoi k f/ insp found satisfactory during 
IE Insp 50-322/79-21 

NOVARRO. J P Long Island 'Lighting Co 80/03/12 2pp 


DOeWET 30-323 DIAQLO CANTON NUCLEAR POWER PLANT. UNIT 2 


A App 1 1 cat i on/cons true ti on stage documents & correspondence 


8003190717 Forwards maps Indicating low population lones for 
fac i I i t (es. in response to 800107 Itr 

DENTON.hr Office of Nuclear Reactor Regulation 80/01/20 6pp 


60030603VO Ack receipt of 800123 Hr requesting consultation on Section 
7 of Endangered Species Act Info on gray whale Is under 
jurisdiction of Natl Narine Fisheries Bve I. info on other 
four tpeciei to be addressed by Fish t Wildlife 5vc 
MAR8HALL.D U Inter ior. Dept of. Fish t< Wildlife Service 80/02/06 
tp 


8003190066 Advises of practical benefit to undertake special Uu power 
test programs similar to those undertaken by TVA & VEPCQ 
Proposed end program supplements FBAR testing program it 
increases tests required per Reg Guide 1 68 Urges review 
CRANE. P A Pacific Gas it Electric Co 00/02/07 12pp 


B0031404S4 Board notification forward* info re recent offshore seismic 
reflection data V significance Vo site Info considered in 
establishing position regarding 56E for facilities 
VAROA. S A Assistant Director for Light Water Reactor* 80/02/11 
Ip 


—6003140457 forwards RD McMullen 800121 memo describing info presented 
In RB Ltflcy abstract published in 791113 American 
Geophysical Union publication Info does not change U808 
conclusion BSE for sites 

JACKSON. R E Geosciences Branch 00/01/21 4pp 


— 8003140459 Review* info presented in RB Lesley abstract published in 
791113 American Geophysical Union publication U8G8 agrees 
w/publlcatlon interpretation 

MCMUULEfl. R n Geosciences Branch 80/01/21 2pp 


8003040I6S Notification of 800226 meeting w/utils in Betheida.MD to 
discuss addl c lari f (cation of NRC requirements In design 
revieuf of plant shielding it environ qualification of 
equipment used in post-accident operations 

BUCKLEY. □ C Light Weter Reactor* Branch 1 DROMERICK.A W . 
LICITRA. E A Light Water Reactors Branch 3 80/02/19 9pp 


0003050231 Supplement* NRC 000129 response to FOIA request Addl Info 
located after 600128, Forwards documents listed In App A. 

Document* 4 ft- 5 partially withheld legal advice <rcf FDlA 
Exemption 5). 

FELTON. J.W. Division of Rules and Record*, 00/02/22 3pp 
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-*•0003030236 Riiquosts thAt appropriate persons be notified that facility 
revicu should be completed bi/o need for tuppl to SER 
POVDr R S Atomic Energy CommsBlon 73/10/02 Ip 


— B003050316 Confirms schedule ror NRC safety iBview of OL application 
for facilities Requests addl info re effects of notuly 
discovered geologic fau 1 tSi er f ec ts of tsunamis & slope 
stability field uiork ti analysis Reviatu schedule end 
OIAMOUSSO. A Atomic Energy Corritniss i on - Deputy Director for 
Reactor I’rojects 73/12/21 3pp 


— 0003030321 Notifies of 740604 mgt meeting u/util in Dethesda.HO re 
offshore faults Lists util participants Document is 
annotated by JH Hendrie 

HIRCINE. T J Atomic Cnoi gy Commissloni Directorate of Licensing 
74/05730 Ip 


— 3003030335 Discusses 770913 rovieuj of JM Hendrie personal involvement 
In processing of applications Lists documents found in JM 
Hendrie personal files Hendi le ui 1 1 determine uhether he 
disqualifies from disposition of adjudicatory matters 
FITZGERALD. J Office of the General Counsel 77/09/14 2pp 


^-0003030347 Discusses rovieu of Ofc Nuclear Reactor Regulation ACRS 
files to determine extent of Hendt lo involvement in 
revieiif of facility application Lists documents found in 
files Forwards ACRQ memo summarizing JM Hendrie involvement 
FlTZCrRALD. J A Office of the General Counsel 79/12/06 3pp 


— BO03O5O334 Discusses JM Hendrie activities le facility while member of 
ACRB Review of project files revealed that JM Hendrie did 
not participate In any special way beyond normal activities 
of ACRS member 

LIBARKIMpM W ACRS - Advisory Committee on Reactor Safeguards 
79/11/20 ip 

0003090300 "Response to NLiREG-0570 Short-Term Lessons Learned 
Requirements " 

* Pacific Gas >UElectiic Co GO/02/29 300pp 


F Security* medical, emergency f rire protection plans 


6003040212 Foruiards upgraded emergency plan per 791010 request 
CRANE, P A Pacific Gas ? Electric Co BO/02/26 ip 


— 8003040210 Upgraded emergency p Ian, Revi s ion 2 

« Pacific Gas 4 Electric Co 60/02/29 62epp 


S0032703S1 Forwards coiporate emergency response p Ian, prepared by 
EDS Nuc I ear, Inc 

CRANE. P A Pacinc Gas 4 Electric Co 80/03/21 Ip 


— 8003270384 Corporate emergency response p Ian, consti tut ing App 1 of 
Revision 2 to emergency plan 
tt EDS Nuclear, Inc 80/03/20 12&pp 


G Adjudicatory correspondence 


8003040306 Order calendaring 600402 oral argument at Old County 
Courthouse, Gan Luis Obispo, CA re inteivenors' eiceptioni 
concerning earthquake issues Two hours of argument will be 
granted for each party 

TOHPV'INS^D A Atomic Safety and Licensing Appeal Panel 80/02/25 
2pp 


B003060293 Responds fct* 790725 Ur re hazard of locating facility near 
earthquake fault Includes comments of ASLB re seismic 
design 

REGAN, U H Assistant I/irectoi for Environmental Projects BO/02/21 

2pp 


8003040315 Order calendaring B00403 first prehearing conference at Old 
County Courhouso, San Luis Ob ispo, CA, in response to aLAD-SBO 
re adequacy of security plan Conference will be closed to 
pub 1 ic 

BISHOP, c J Atomic Safety and Licensing Appeal Panel 80/02/29 

8pp 


Q003060SA4 Rotpond* to 791130 Ur re field audit of F6AR separation 
crUoria for olectric equipment 4« sys 
CRANE, P A Pacific Gas electric Co 00/02/29 Ip 


8003260392 Forwards i esponso to NJREG-0576 short-term Lessons Learned 
requirement's Ropfc supercedes 790827 I23t responses 
CRAUCrP A Pacific 0a$ t< Electric Co 80/02/29 360pp 


8003200622 Summary of 800130 4 31 meetings w/utll & Westinghpuse at 
site re continuation of review process involving 
Imp lenientat Ion of short-term Lessons Learned requirements 
STOLZ«J F LIsAt Water Reactois Dranch 1 80/03/03 7pp 


8003250105 RaquoBts analysis of adequacy of equipment qualification 
program Requests schedule foi completing review re environ 
qualification of saf ety-re lated equipment 4 significant 


qua 1 

aging mechantims 
STOUZiJ F Light Water Reactors Dranch 1 


00/03/03 4pp 


0003260297 Notification 
discuss feedwater sgs 
DUCKLEY, B L l Ight Wa 


of 800313 meeting w/ofcll in DethesdarMD 

reliablity analysis methods 

ter Reactors Dranch 1 80/03/06 4pp 


to 


SDO310O401 Forwards evaluation of how auxiliary feedwater sys meet 
each requirement Hi SRP 10 4 9 t- Branch Technical Position 
tn 701130 meetino u/NRC In Dethesda»MD 


each requirement Hi SRP iO 4 9 t- Branch Techn cal position 
A9B-10-1 in response to 79U30 meeting w/NRC In Bethesda,MD 
U NRC 000310 itr 

CRANEfP A Pacific Gas I Electric Co 


00/03/13 Spp 


0003260631 Forwards "P0«cE Response to NURE0-O57B Short-Term Lessons 
Learriod Requirements#’* Revision I 
CRAHEiP A Pacific Gas V Electric Co 


00/03/14 2pp 


—8003260634 *'PG«^E Response to nUREO- 0578 Short-Term Lessons Learned 
Requirements!#" Revision 1 

«, Pacific Gas Electric Co 00/03/14 43pp 

8003260528 Notifies that util will Implement rod drop protection 
Interim solution described in NRC ^00213 Ur 
CRAHEiP A Pacific Gas 4< Electric Co 80/03/17 Ip 


800M60647 F«r»4, d. UbulaUon of l.'fo 

containment S- mulij to hijl! •nef#!, ' ,6 

NRC 791102 Itr concerning environ qualification of Class IE 
electrical equipment - 

CRANErP A Pacific Gas h Electric Co 


80/03/20 app 


B0032S046S Motion by Joint Intervenors to reschedule 000402 oral 
argument R Hubbard# intervenors ' principal technical 
consu 1 tant# not available Applicant NRC have no objection 
to quick rescheduling certificate of Sve end 

FLEISCHAI^ER, D Fleischaker. 0 S PHILLIP6,J« Center for Law in 
the Public Interest 00/02/26 5pp 

8003070009 Memorandum 2# order changing date of oral argument on 
intervenors' exceptions re ability to withstand carthquakas# 
to 800403 Location t time remain same 

DISHOP/C J Atomic Safety and Licensing Appeal Panel 80/02/20 
3pp 

0003060457 Notice of appearance in proceeding Certificate of Sve end 
TDURTELLCITTE, J # DAVIS, L 0 # KETCHEN, E G Hearing Branch 4 
00/03/05 6pp 

0003100135 Advises of JR Tourtellotte responsibility a* leading counsel 
for conduct of proceeding, in response to ASLAD 600225 first 
prehearing conference older 

TOURTELLOTTE, J Hearing Branch 4 00/03/06 Ip 


6003140175 Order entrusting challenged Commissioners Kennedy St Hendrie 
w/self disqual if icatlon decision, in response to Joint 
Intervenors 791024 4 26 motions If self disqual l f ication 
declined* parties shall file addl info PA Bradford ^ i 
CHILK#6 J Office of the Secretary of the Commission BO/03^06 
2pp 


8003260654 Responds to 800220 Ur expressing opposition to gJ'anting OL 
Decision on issue rests on evidence introduced iTito record 
Ltr will not be admitted due to off-the-record 10CFR2 780 
Public may attend 000403 argument 

BISHOP* C J Atomic Safety and Licensing Appeal Panel 
Spp 


00/03/06 


—8003260656 Jrges,on behalf of Stop U Now#mfimber group of Ahalone 
All iance, denial of OU Supporting documentation end 
HOPKINS* T Affiliation Unknown 00/02/28 7pp 


—0003260659 Request to deny OL, signed by citizens of 
Barbara Counties, CA Alleges unsafe conditions due 
earthquake fault at plant proximity 
PANETTA*L Affiliation Unknown 60/02/13 


4pp 


Ventura 4 Santa 
to active 


G200077 Mod to ASLAB 000225 first PT’^hearing conference order NRC 
hall hand-deliver current security plan to ASLAB by ®003JB 
opu of security plan U of 800225 sanitized version shall be 
n possession of NRC counsel during 800402 conference fyn/nj/ii 
iISHOP#C J Atomic Safety and Licensing Appeal Panel BO/03/ll 
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60032-40975 ttrmor^ndum 4 ordar accapUng C-overnor EO Drown of State of 
CA brla# emicwi curia# but rejectlnj contenti of brief ra 
intfrver-t J on At partv in seltmic Ifsue consideration 
Ci-rtlficat# of 8vc one 1 

BISHOP) Q J Atomic Safety and Licensing Appeal Panel 60/03/12 
9pp 


3003260043 Order sranfciti^g evtension ^ntll 000419 for Commieelon to act 
to revtiu ALAB~S80 

CHILKrS yj Office of the Secretary of the Coffipiittlon 60/03/12 
Ip 


600326-0364 Advise# that Chairman of Diablo Canyon ASLAD Te<tueeti end 
2 Dates 800307 Itr re concern about facilities tie placed in 
POP coplei of Itr he served on parties In proceeding 
QlSHOPfC J Atomic Safety and Licensing Appeal Panel 00/03/12 

2pp 


60O32BOOS-8 Notice of appearance in proceeding Certificate of Sve end 
aHdHN. H H . KLINE. U A California. State of DROWN. H M HI U 
Christopher 6 Phillips 80/03/14 4pp 


6003260003 Notices of appearances in proceeding Certificate of Bve 
end 

NORTON. D Druce Norton FURQUSHi H H . CRANE. P A Pacific Oas 1. 
Electric Co 80/03/17 6pp 


8003310238 Hemorandum to Commitslon re Joint Interveners' 600313 
ri(iuts-t concerning appeal of seismic issues JH Duel 
recusation from ASLAB Is not required absent conditions tn 
grounds for dis^ual if 1 cation as stated in Midland decision 
DUCK. J H Atomic Safety and Licensing Appeal Panel 80/03/24 8pp. 


H Otneral correspondence 


60031^0041 Urges support for conducting earthquake hearings in San Luis 
Obispo County 

SCHAMMANiE Affiliation Untnovn 80/02/14 Ip 


—'8003130048 Urges relocatio-n to San Luts Obispo County of local 
proceedings on oral arguments re safety licenelng of 
proposed plant 

0ALLA0H8R.H P San Lu i s Qbts p o. CA 80/02/06 Ip 


'•‘'8003130093 Urges ctianging location of ASLD hearings from Dethesda.MD 
to 6en Luis Qbespo County 

OINOO. R Affiliation Unknown 80/01/16 ip 


“-8003130063 Urges support for holding earthquake hearing in Ban Lute 
Obispo County 

KNELLER. 6 H Affiliation Unknown 60/02/13, Ip 


8003J9090B Responds to 800125 Itr Most suggestions already iffiptemented 
in connection w/NRC environ review of facility ASLB 
dec isions. utl 1 4r NRC repts It public hearing tranicrlpts 
available In NRC LPDR 

CRANE. P A Pacific Oat U Electric Co 80/02/19 Ip 


60D3i0003D porwardt radiological monl-toring Info in rttponse to 600125 
suggestion re radiological monitoring program Program cost 
uniuctlfled Annual repts on results of radiological environ 
monitoring program available in LPDR 

DEHTONi H R Office of Nuclear Reactor Regulation, 60/02/20 6pp 


— 8003100037 Forwards suggestions re radiological monitor program 
Jmpei*tial study may settle controversial effects of nuclear 
reactors. 

FORBESi B E AfflUatlor Unknown 80/01/29 2pp 


8003370396 Becond notice of change of address for «vc list. Change 
effective until 600901 

APFEUBERO. E> Affiliation Unknown 60/03/27 Ip. 


0. Inspection reporter lE Bulletins L correspondence 


0003130132 Responds to IE Buliatin 79’'24 request for facility review to 
determine that adequate measures have been taken to assure 
that tafety'*related 'process, instrument it sampling lines do 
not freete during cold weather No measurei necessary 
CRANE. P A, Pacific Qas Ic Electric Co 79/11/06, If 


8003100070 Forwards response to IE Bulletin 79-23. "Potential Failure 
of Emergency Diesel Generator Fuel EnCiter Transformer " 

Full load taste of 24-h duration were performed o-n Diesel 
Generetors Iiil2 L (3 Voltagtftt frequency recorded U logged. 

CRANE. P A Pacific Gas «( Electric Co 79/1 1/08 2pp. 


6003120739 Forwards response bo IE Oulletins 79"03C & 79-06C 
Westinghouse owners group has responded to several bulletin 
issues 

CRANE) P A Pacific Gas 9 Electric Co 79/11/09 5pp 


8003100009 Forwards response to IE Dulletin 79-13. flovi sion 2. Item 5 
Testing L insp program for Unit I indicated no evident 
deficiencies Adequacy of Emergency Procedure EOP-aO has been 
reviewed 

CRANE. P A Pacific Gas % Electric Co 79/12/12 9pp 


8003070 002 Forwards IE Insp Repts 50-275/79-26 & 50-323/79-13 on 
791203-13 No fioncomp 1 lane » noted 

SPENCER. 0 8 Region 9. San Francisco. Reactor Construction & 
Engineering Support Branch 80/01/21 2pp 


—0003070007 le Insp Repts 50-275/79-26 50-323/79-13 on 791203-13 Nn 

none ompl lance noted Mapor areas inspected previous insp 
find Ings. allaged faulty concrete const S. alleged offeenter 
drilling of pipe rupturo restraint coupling sleeves 
DODDS. R T Region 9. San Francisco. Reactor Construction i> 
Engineering Support Branch KIRSH. D F Region 5. San Francisco. 
Office of the Director 60/01/18 9pp 


8003170146 Responds to IE Dulletin 79-20 re possible malfunction of 
NAMCQ limit switches Util has 27 NAHCO limit switches date 
coded Apr 197? Vendor will provide gasket replacement kits 
for all switches Replacement will be complete by 800401 
CRANE. F A Pacific Gas t. Electric Co 00/01/28 Ip 


8003110262 Forwards IE Dullabin QO-04. "Analysis of PWfi Main Steam Lin# 
Break M/Conlinued Foedwator Addition " No written response 
nquired 

ENGELKBN.R H Region 5, 6an Francisco. Office of the Director 
80/02/08 I p 


0003270511 Responds to NRC 79112B comments re util response to IE 
Dulletln 79-02 Qutlknes program for base plate L anchor 
bolt insp by Teledyne Engineering Svci 
CRANE.P A Pacific Gas ^ Electric Co 80/02/14 2pp 


8003040673 Ack receipt of 791228 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 50-275/79-22 & 
50-323/79-12 

SPENCER. 0 S Region 5. San Francisco. Reactor Construction & 
Engineering Support Branch B0/02/2i Ip 


—8003040 680 Reiponds to 79H20 Itr re deviations noted in lE Insp Repts 
50-275/79-22 «. 50-323/79-12 on 791023-26 Corrective action 
areas of excessive reinforcement on vol control tanks will 
be ground per requirements L radiographed 
CRANE.P A Pacific Gas L Electric Co 79/12/2B 2pp 


—8003040684 Forwards IE Insp Repts 50-275/79-22 6 50-323/79-12 on 
791023-26 4. notice of deviation 

SPENCER. G 8 Region 5. San Francisco. Reactor Construction L 
Engineering Support Branch 79/11/20 2pp 


--0OO3O4O68? Notice of deviation from insp on 791023-26 

4 Region S. San Francisco. Office of the Director 79/11/19 ip 


—9003040693 IE Insp Repts 50-275/79-22 <. 90-323/79-12 on 791023-26 
Noncomp 1 i ance noted excessive weld reinforcement on interior 
welds of vol control tanks 

KIRGCH. D F . HAIST. D P Region 5. San Francisco. Office of the 
Director DODDS. R T Region 5. Ban Francisco. Reactor 
Construction & Engineering Support Branch 79/11/19 Bpp 


6003120273 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

ENOELKEN. R H Region 5, Ban Francisco, Office of the Director 
80/02/29 I p 


0003140374 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclur 
Instrument 8y$ Power Supply During Operation No specific 
action or response required 

ENGELKEfl. R H Region 9. San Francisco, Office of the Director 
00/03/07 Spp 

0003180017 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Haiard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

ENGELJ^EN. R H Region 5, San Francisco, Office of the Director 
80/03/07 1 p 


0003180111 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Ter/nlnal Blocii " No specific action or rceponse 
requested 

ENOELKEN. R H Region S. San Francisco. Office of the Director 
aO/03/07 Ip 
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8003260564 Forwards IE Pulletin 80- 054 '*Vacauin Condition Rssultinji in 
Oamigc to Chemical Vol Control Sys (CVCS) Holdup Tanki '* 

Action it written response required 

eWOELKEN, R H Region 5» Sen Francisco, Office of the Director 
aO/03/10 ip 


8003260376 Forwards IE Oulletin 80^06, ‘‘Engineered Safety Feature 
(E9F> Reset Controls " No written response required 
ENCELKENiR M Region 5, San Franc iscoi Office of the Director. 
SO/03/13 ip 


8003290155 Forwards IE Info Notice SO-tl, "Oenerlc Problems U/ASCO 
Valves in Nuclear Application^ Including Fire Protection 
Sys " No action or written response lequired 

ENOELKENi R H Region Si San Francisco# Office of the Director 
80/03/14 Ip 


9003S6D344 Forwards IE Circular 80-04# “Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
r eqv 1 red 

ENOELKENiR H Region 5# San Francisco. Office of the Dlractor 
80/03/ 14 Ip 


5 Reportable occurrences# LERs & related correspondence 


80DS20062B Requests withdrawal of deficiency rept re potential problem 
u/He f tlnghouse steam generator water level intrumentation 
Ofc of Nuclear Reactor Regulation interest supersedes that 
of IE 

CRANE. P A Pacific Oaf t Electric Co 80/03/13 IP 


U Congress ional/Executive Correspondence 


8D03060470 Responds to CA delegation 791212 Itr urging GL issuance to 
plants that have completed mods resulting from Thl~2 lessons 
learned Facility under review for DL NRC preparing action 
plan w/crlteria for implementing actions re TNI-2 accident 
KANhERERrC Office of Congressional Affairs 80/02/06 2pp 


--'8003060497 Submits request by CA congressional delegation for expedited 
licensing of facilities that have completed TNI-3 lessons 
learned mods Power needed to meet electricity demands & 
reduce need for oil 

^JaHNSON. H, T . LLOYDi J i UlUSQN# Q House of Rep 79/12/12 3pp 


DOCKET 90-324 DRUNBWICK STEAM ELECTRIC PLANT. UNIT 2 
F Security, medical, emergency U fire protection plans 


8003240973 Identifies areas requiring corrective action as result of 
IE Insps of fire protection equipment Revised Tech Specs 
upgrading fire barrier penetration U schedule for modifying 
valve circuit should be submitted within 60 days. 

IPPOLITO. T A Operating Reactors Branch 3 80/02/14. 9pp 


8003240418 Discusses new emergency planning criteria published In 
791219 FR notice «< NUREO-0694 Requests that NRC 800325-26 
emergency planning site visit ba used to evaluate new 
criteria as applied to plants 

UTLEY. E E Carolina Power (i Light Co 80/03/18 2pp 


J Insurance indemnity information 


80Q3070280 Forwards certified Endorsement 3 to NELIA Policies EB-94 U 
EB-S9 Endorsement 3 to MAELU Binders XD-54 U X&-95 
ORAHAMrU E Carolina Power it Light Co 80/02/27 Gpp. 


8003070292 Forwards certified Endorsement 33 to MAELU Policy MF-BO 
ORAHAH.W E Carolina Power it Light Co 80/02/27 2pp 


P Operating license stage documents tc correspondence 


8003170197 Forwards draft NUREO-0630. “Cladding eutlling «< Rupture 
Morals for UOCA Analysis" & topics for difcuision sent to 
fuel venders Requests comments by 800109 

EI8ENHUT. D 0. Division of Operating Reactors 79/12/20. I9pp 


—8003170371 Draft "Cladding Swelling Rupture Models for LQCA 
Analysis " 

P0WER8, D. A* Core Performance Branch. 79/U/30. I06pp. 


8003030391 Forwards comments on proposed radiological affluent << 
environ monitoring Tech Specs NRC review. based on 
NUREO-0473. "Radiological Effluent Tech Specs for BWR«" 
branch position for acceptable monitoring program, 

IPPOLITO. T. A Operating Reactors Branch 3 00/02/14. 132pp 


600310004-5 Fori;.^ards Equifax questionnaire to gather info re 
epidemiolog ical study data concerning effects of low level 
iofiiiing radiation Visits planned for mid-Mar 
IPPQLITO.T A Operating Reactors Branch 3 NRC-Ol-T'V-QlO 
80/02/25 I3pp 


8003270051 Summary of 800205 meeting w/CP&L in Bethtsda.MD re shielding 
requirements resulting from TMI Lessons Learned Tasl Fore# 
r ecornmenda t Ion Supporting documentation end 
NEIOHOQRB. D Operating Reactors Branch i 80/03/04 lOpp 


80032901 87 Foirwards Amends 26 6 50 to Licenses DPR-71 & DPR-62i 
r eepec t ive 1 y. «a f etg evaluation L notice of Issuance & 
a vai labi 1 i ty 

IPPOLITO. T A Operating Reactors Branch 3 80/03/14 2pp 


—8003250197 Amends 26 i 50 to Liceniee DPR-7t 8c DPR-62r respect ively. 
correcting table of sa f e ty-relat«d hydraulic snubbers, 
providing for systematic implementation of instrumentation 
of mods 8c elimination shorting links requirement 
IPPOLITO* T A Operating Reactors Branch 3 60/03/14 90pp 


— 0003290205 Safety evaluation supporting Amende 26 L 90 to Licenses 
DPR-71 it DPR-62. respectively 

a Office of Nuclear Reactor Regulation 80/03/14 6pp 


—0003250210 Notice of issuance t availability of Amends 26 U 50 to 
Licenses DPn-*71 L DPR-62. respect Ive 1 y 

IPPOLITO. T A Operating Reactors Branch 3 BO/03/14 2pp. 


8003210S1D Responds to NRC 800223 request for Info describing isolation 
valve conf ig urat ton 4^ indicating presence of Event 5 
isolation valve configuration Valve configurations not 
extent in RHR U cor* spray sys 

UTLEY, E E Carolina Power 8. Light Co 80/03/17 Ip 


60'03260561 Confirms 600317 submittal of computer code listings for 
UE&C-ADLPIPE-2 main steam 9. safety relief valve discharge 
line seismic reanalysis Printouts update prsvicusly 
submitted listings 

UTLEY, E E Carolina Power 8. Light Co 60/03/25 2pp 


Q Inspection reports. I£ Bulletins 8* correspondence 


8003270278 Forwards IE Insp Repts 90-324/79-39 it 30-325/79-43 
791027-1130 Np noncompliance noted 

LEU18.R C Region 2, Atlanta. Reactor Opsrationt Nuclear Support 
Branch 79/12/19 2pp ^ 


—8003870202 IE Insp Repts 30-324/79-39 8# 50-385/79-43 dh 791027-1130 No 
noncompliance noted Major areas inspected plant operation, 
plant tours« radiation p rotec tioA. ph ys leal protec tior. DA, 
organteatton 8< administration 

KELLOOOiP j Region 2, Atlanta^ Reactor Operations Nuclaar Support 
Branch 0UZT8, J E Region 2, Atlanta, Office of the Diractor 
79/18/19 9pp 


8003110200 Forward* IE Insp Repts 90-324/60-01 i 90-325/60-01 on 
000107-11 No noncompliance noted 

STOHRiU P Region 2, Atlanta. Fuel Facility i Materials Safety 
Branch 80/01/28 2pp 


—8003110208 IE Insp Rept* 50-384/80-01 50-325/80-01 on 800107-11 No 

noncamp 1 lance noted Major areas 1 nspccted' emergency facility 
it equipmen t, means for determining release, emergency training 
it organixatlon 

OENKINSiO R Region 2, Atlanta, Fuel Facility 8. Materials Bafety 
Branch ANDREMS* D L . TAYLOR* P A Region 2. Atlanta. Office of 
the Director 80/01/20 12pp 


0003130583 Forwards IE Inep Repts 50-324/79-40 8. 50-329/79-44 on 
791201-14 No noncompliance noted 

LEWIS, R C Region 2, Atlanta, Reector Operations Nuclear Support 
Branch 60/01 /SS 2pp 


— B003130591 IE Insp Rept* 90-324/79-40 8. 50-325/79-44 an 791201-14 No 
noncompliance noted. Major areas Inspected plant operations, 
plant tours, radiation, pro tectlorip QA, arganixat Ion 8. 
administration 8. followup of abnormal events 

KELLGiOO, P J* Region 2. Atlanta. Reactor Operations Nuclear Support 
Brench QUITS, j E Region 2, Atlanta. Office of the Director. 
00/01/24 4PP 


8003170007 Forwards IE Info Notice 80-03, "Main Turbin* 

Elac trohydraul ic Control Sys " No tpectfic action or 
raeponae required* 

O'REILLV, P. Region S. Atlanta, Office of the Director BO/01/31 

8pp 
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Q003190090 Forward* IE CircuUr 79-25, Supp I Arrastor Strut 

A«-i*inblg Interf eretic*. " Mo wrltticrv retponie Trq.ulr«d 
□ 'RE1LLV,J P R*-aIofi 2. Atlanta^ Office- of thff Director 00/01/31 

IP 

9003120009 Farwarda IE Circular 80-02, "Wuclear Powar Plant Staff Work 
Hour! Wo written re»pon*c required 

O'ftEILLY.JP Region 2, Atlanta. Office of the Director flO/02/01 

ip 


— 0003130180 "Fire Protection Program Review APCSO 9 S-lrAnalyils of 
Safe Shutdown Capability '* 

* United Engineer* J* Conetructore, Inc (subs of Raytheon Co > 
77/10/28 33pp 


— 8003130194 "UPS Design ^ Operation Evaluat ion. Rep t to PN3C in Rtipomt 
to NRC Conceins Arising from Unit 1 SCRAM on 791120 " 

UAOONER.L V , ODONE. vT S . MOORE. D E Carolina Power Light C« 
79/U/26 20pp 


8003190241 Ack receipt of 79Uld» Itr informing NRC of step* taken to 
correct violations noted In IE Imp Rept* 50-324/79’*34 -t 
go-325/ 79-35 

LEWIS, R C Region 2, Atlanta. Reactor Qperetlon* Nuclear Support 
Branch 80/02/01 Ip 


--0003190291 Responds to NRC 791026 Hr r« violations noted in IE In*p 
Repks 50-324/79-34 U 50-325/79-38. Correc 1 1 v# actions 
permanently mounted signs have b*en installed Plant mod 
issusdi changing piping 

TOLHSON.A C Carolina Power tc Light Co 79/11/16 Spp 


— 8003190296 Forwards IE Insp Rept* 80-324/79-34 t« 50-355/79-35 on 
790727-0831 notice of violation. 

LEWIB.R C Region 2, Atlanta, Reactor Gperatlons Nuclear Support 
Branch 79/10/26 2pp 


— 0003190262 Notice of violation from Insp on 790727-0031 

* Region 2, Atlanta, Office of th« Director 79/10/16 !p 


9003140036 Forwards IE Info Notice 80-06. "Notification of Significant 
Events " Na action rei^uired 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/02/27 

tp 


8003160169 Forwards supplemental info to IE Dulletin 79-OlD. "Environ. 
Oual 1 f ication of Class IE Equipment " No response required 
0'REILLY,J P Region 2, Atlanta, Office of the Director BO/02/2? 
2pp 


9003100309 Forwards IE Info Notice 80“07i "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLYiJ P Region 2. Atlanta, Office of the Director 80/02/2? 
2pp 


0003190112 Forwards IE Ctrculai 80-03, "Protection from Toilc Oat 
Hatardf " No written response required 

O'REILLYiJ P Region S, Atlanta, Orfice of the Director 00/03/06 

app 


—8003190269 IE Insp Rapt* 50-324/79-34 ft SO-32S/79-35 on 79O727-0B31 
Noncamp I lance noted failure to have radiation signs posted 
at entrance to radiation area correct procedure for 
valving In Initrument sensor 

KELLO00,F J Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch. OUZTS, J E Region 2. Atlanta, Office of the Director 
79/10/16 App 


0003260010 Forward* IE Info Notice 8D-04, "&NR Fuel Exposure in Excess 
of Limits " No action or respante required 

O'REILLY, JP Region 2. Atlanta. -Office of the Director 00/02/04 

Ip 


6003iB01t6 Forwards IE Bulletin 00-03, ‘'Loss of Charcoal From 8td Type 
1 1 , Two- Inch. Trag Adsorber Cell* " Action required 

O'REILLY. JP Region 2. Atlanta, Office af the Director 80/02/06 

2pp 


0003130028 Foruarde IE Dulletin 60-04, "Analgsi* ef PUR Nain Steam Line 
Break N/Continued Feedwater Addition " No written response 
required 

O'REILLV, JP Region 2, Atlanta, Office of the Director 80/02/00 

2pp, 


8003590390 Forward* iC Info Notice 80-05. "Chloride Contamination of 
0ef • t^-Releted Piping U Components ** No written response 
required 

O^REILLV', J P Region 2. Atlanta, Office of the Director 00/02/06 

Ip 


6003200664 Forward* IE tn*p Rept* 50-324/80-02 4t 30-325/60-02 on 
000122-23 No noncomp 1 lane e noted 

BRYANT. J C Region 2, Atlanta* Reactor Construction St Engineering 
Support Drench 60/02/12 2pp 


6003140406 Forwards IE Info Notice 60-10. "Partial Lass of Non-Nuclter 
instrument 8y* Power Supply During Operation " No specific 
action or response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director BO/03/07 
3pp 


8003180069 Forwards 16 Info Notice 00-09, "Possible Occupational Kealth 
Haiard Associated w/Closcd Cooling 8ys for operating Power 
Plant* " No written response required 

O'REILLY, J P Region 5. Atlanta, Office of the Director 00/03/07 

2pp 


6003180124 Forwards IE Info Notice 00-00 "States Co Sliding Linir 
Electrical Terminal Block " No specific action or reiponit 
requested 

O'REILLY. J P Region 5. Atlanta, Office of the Director BO/03/07 
2PP 


8003260203 forwards IE Bulletin 80-06. "Engineered Safety Feature 
(E8F) Reset Controls " Written response required 

O'REILLY, J P Region 2* Atlanta, Office of the Director BO/03/13 
2pp 


8003290S47 Forward* IE Info Notice B0~U. "Oeneric Problems H/ASCO 
Valve* in Nuclear Application* Including Fire Protection 
Sys " No action or written response required 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 60/03/14 
IP 


0003260207 Forward* IE Circular 00 04, "Securing of Threaded Locking 
Device* on Safety-Related Equipment " No written response 
required « 

O'REILLY, J P Region 2, Atlanta. Qffic* of the Director BO/03/14 

2pp 


— B0032Q0669 IE Itisp Rept* 50-324/00-02 L 30-325/80-02 on e00l22'-23 No 
noncompl lance noted Major alreas insp ec todi st 1 smic analyst* 
for ai-built safety-related piping sys. IE Bulletin 79-14 
concrete expansion anchor 1ns ta 1 lat 1 on, IE Bulletin 79-02 
HER&TrA R Region 2, Atlanta. Reactor Construction Engineering 
Support Branch ANO.W , MODENOS, L Region 2, Atlanta, Office of 
the Director 60/02/0Q 4pp 


8003100026 Supplements responsd to lE Bulletin SO-Ol. Compressors noted 
In original response are emergency standby compressor* 

Noni nterruptable instrument air lys consists of sys which 
supply air to safety-related equipment In reactor bldg, 

FURR, 8 J Carolina Power it Light Co 80/02/14 Spp 


0003130220 Supplements 795003 response to IE Insp Rept* 30-324/79-19 U 
50-325/79-19 Completion of review of util corporate QA 
program. Parts 2 5 3, drlatyed due to manpower requirements 
resulting from TMl Incident 

TOLLISGMiAC Carolina Power & Light Co 00/02/19 Ip 


8003130105 Respande to IE Bulletin 79-27, "Loss of Non-Claie JE 
Instrumentation Control Power Bye Bus During Operation " 
Electrical distribution sys is designed to furnish adequate 
power to plant sys supporting normal power production 
FURR, B J Carolina Power U Light Co 00/02/26. 6pp 


R Periodic operating reports 6 related correspondence 


8003060421 Forward* "Semiannual Environ Effluent ReptiJul-Dec 1979 " 
FORRiB J Cerolina Power 6 Light Co 00/02/22 Ip 


— 0003060423 "Semiannual Environ Effluent Rept, Jgl-Dec 1979 " 
e Carolina Power 5 Light Co 00/12/31 lOOpp 


6003040540 Forwards "Annual Operating Rept of Changes. Test* 6 
Experiments 1979 *' 

TQLLlSDNiAC Carolina Power 4 Light Co 80/02/20 Ip 


--B003040336 "Annual Operating Rept of Change*. Test* %i Experiment* 1979 " 
a Carolina Power & Light Co 79/12/31 lOOpp 


0OO317O431 Forwards monthly operating rept* for Feb 1900 
TQLLI80N. A C Carolina Power U Light Co 80/03/0/ Ip. 


— 0003170433 Monthly operating rept* for Feb 1980 

UlLLlBiE. A Carolina Power I Light Go 00/03/07 Upp 
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S S«pQrt«blp DCCuiTsncest LERt U related correspondence 


3003100166 PNQ- 1 1-80-022 on Q 0 D 2 OS, ui/both tint op»rat ln 8 < both seisjnlc 
recorders activated Checks inade u/othor agencies revealed 
no seismic activity Licensee implemented emergencg 
procedure Evidently caused bg welding ectivities 
HARDIN, A . KGLLOQQrP Region 2> Atlanta, OfMct of the Director 
90/02/00 ip 


0003100229 PNO-1 1-00-023 on 900213. during surveillance test, reactor 
trip Dccurr-sd uhen mechanic accidentally struck instrument 
u/urench Dllg tiias evacuated due to increased radioactive 
gas Individual has small contamination level on clothing 
HARDIN. A K KELLQGO, P J Region 2. Atlanta, Office of the Director 
80/02/13 Ip 


8003030434 Forwards UER 80-033/03L-0 

TOLLISONiA C Carolina Power l; Light Co 80/02/20 ip 


— G003030442 LER aO-033/03L-0 on 800213. while attempting to start RHR 2A 
roam cooler. breaker tripped on magnetics RHR SD room cooler 
was under limiting canditions for operat iont matt mg both 
LPCT inoperable Cause undetermined Breaker reset 
rOLUlSON, i\ C Carolina Power Light Co 80/02/20 Ip 


8003030538 Forwards LER QO-022/03L-0 

rOLLlSON. A C Carolina Power ii Light Co 00/02/22 Ip 


--9003030566 LER 0O'“O22/O3L~O on 800206. during normal shift turnover, 
discovered RIP valves for containment particulate & gaseous 
rad ioac t ivl tg monitoring sgs. CAC-AQH- 1260, 1261 ^ 1262 
closed Caused bg isolation of valves during penetrant test 
TOLLiaON, A C Carolina Power ?. Light Co 00/02/22 2pp 


8003030419 Forwards LER 0O-OO4/O3L-O 

TOLLfSQN, A C Carolina Power U Light Co 80/02/25 Ip 


—9003030423 LER 80-004/03L-0 on 000127, during normal operations, 
containment atmospheric monitor CAC-AT“t263 kept shutting 
down due to low flow following inerting operation of 
drgwcll Cause undetermined Instruments to be replaced 
TOLLISONiA C Carolina Power I- Light Co 60/02/25 Ip 


9003040594 Forwards supplemental LER 0O-O1O/O3L-1 

TOLLIBON.A C Carolina Power 4c Light Co 00/08/27 Ip 


—0003040603 Supplemental LER 0O-OIO/O3L-1 on SOOt 14, during normal plant 
op eration, OD-1 determined that max critical pt>w»r ratio was 
below Tech Specs for bundle 43-28 Caused by problems w/low 
power range monitor 4' core flow input Power reduced 
TQLLI80N,A C Carolina Power U Light Co 00/02/27 2pp 


0003050479 Forwards LER BO-015/03L-0 

TDLLISari, A C Carolina Power 4< Light Co 00/02/28 Ip 


— 0003030402 LER 0O-O15/O3L-O on 800201, during survaiUance tour of 
reactor b Idg, suppresssion pool level indicator CAC-LT-2601 
read high offscale Caused by physical dislocation of 
transmitter 4( bent ref leg piping Situation repaired 
T0LLI80N.A C Carolina Power tt Light Co 00/02/20 2sip 


8003110660 Forwards LER 00-007 /03L-0 

TOLLiaOM, A C Carolina Power 4- Light Co 00/03/04 Ip 


— 0003110671 LER 0O-OO7/O3L-O on 800204, when plant batteries were placed 
in equal i te, steam leak detection A logic topes inverter, 
model ISS-’OU 12560, tripped Caused by improper setting on 
Invarter nigh voltage trip Inverter trips recallbr 
TOLLISON, A C Carolina Power 4. Light Co 00/03/04 Ip 


0003120537 Forwards LER 80-018/03L-0 

TOLLISON, A c Carolina Power 4^ Light Co 00/03/09 Ip 


--0OO312O549 LER 60-0i8/03L-0 6 n 800205, during normal plant operetiom 
mechanic sent to investigate Qergen-Patarson snubber 
28W-1738BU4 Snubber found unscrewed from mounting paddle 
Caused by high line vibration 

TOLLISON, A C Carolina Power L Light Co, 80/03/05 Ip 


a0031fl038l Forwards LER 00-029 /03L-0 

TOLLieONiA C Carolina Power ^ Light Co. 80/03/11 Ip 


—8003100587 LER 80-029/03L-0 000213, following reactor scram, suppress ion 
pool level exceeded 27 inches due to lifting of three 
reliefs 4( running of HPGI k RGIC, Caused by burned contacts 
on relay fl21"K59 in opening logic for F049 valve 
TOLLISON, A C. Carolina Power i Light Co 00/03/11 Lp 


B 0031 B 0412 Forwards LER 90-02a/03L-0 

TDLLI80N.A C Carolina Power 4 Light Co 00/03/12 Ip 


— 0003100410 LER aO-028/03L-0 on S002t2, while performing PT 2 1 aPC. 
reactor core isolation cooling exhaust diaphragm callbr k 
functional test, high pressure switches ESl-PS-NG 12A 4, C 
actuated at 11 9 psig Caused bg instiument drift 
TOLLISON, A C Carolina Power S Light Co 80/03/12 ip 


8003210456 Forward* LER 00-032/ 03L-0 

TOLLISON, A C Carolina Power 4c Light Co 00/03/13 Ip 


— 8003210463 LER QO-032/03L-0 on QOO &161 while inerting dryuell using 
containment atmosphere dilution tank, storage tank level 
decreased to less than 4. 350 gallons Caused by stem leak on 
tank vent valve HV-13 Valvo packing gland tightened 
TOLLISON, A C Carolina Power «. Light Co 80/03/13 ip 


8003250466 Forwards LER 0 0-026 /03L-0 

TOULISON-A C Carolina Power 4* Light Co 00/03/13 lp 


—8003250474 LER 0O-O26/O3L-O on 800225. while performing HPCl steamline 
high differential pressure channel calibr and functional 
check, main streamline high flow instrument 2E41-DPIS-ND04 
found out of tolerance Caused by setpoint drift 
TOLLISON, A C Carolina Power 6 Light Co 80/03/13 Ip 


0OO32SO351 Forwards LER eO“035/03L-0 

TGLLIBOM, A C Carolina Power 4 Light Co 90/03/17 Ip 


—800 3250 559 LER 80~035/03L-0 on 000219, dur Ing normal plant operation, 
operator noticed containment atmosphere monitor CAC-AT-1263 
uould not run due to low flow Caused by faulty monitor 
Monitor will be repaired before return to power 
TOLLISON, A C Carolina Power V Light Co 00/03/17 Ip 


OaCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


r Security, medical, emergency 4. Fire protection plans 


0003240573 Identifies areas requiring corrective action as result of 
IE Insps of fire protection equipment Revised Tech Specs 
upgrading firs barrier penetration U schedule for modifying 
valve circuit should be submitted within. 60 days 
IPPOUTQ, T A Operating Reactors Branch 3 00/02/14 5pp 


6003240440 Discusses new emergency planning criteria published in 
791219 FR notice 4« NURE0-06S4 Requests that NRC 000325-26 
emergency planning site visit be used to evaluate new 
criteria as applied to plants 

UTLEY, E E Carolina Power t< Light Co 00/03/18 2pp 


d Insurance L indemnity information 


60030702BO Forwards certified Endorsement 3 to NELIA Policies Efl**54 U 
EB-55 tt Endorsement 3 to MAELU Binders XD-54 k X0-55 
GRAHAM, If E Carolina Power k Light Co 00/02/27 9pp 


0003070292 Forwerdf certified Endorsement 33 to MAELU Policy MF-00 
ORAHAM. M E Carolina Power k Light Co 00/02/27 Spp 


P Operating license stage documents S' correspondence 


8003170197 Forwards draft NUREO-0630, "Cladding Suielllng ** Rupture 
Models for LQCa Analysis** 4 c topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISGNHIPT, D 0 Dlvieion of Operating Reactors 79/12/20 19pp 


— 8003170371 Draft "Cladding Swelling & Rupture Models for LQCA 
Ana lysis " 

PONEftS, D A Core Performance Branch 79/11/30 L06pp 


8003030351 Forwards comments on proposed radiological effluent k 
environ monitoring Tech Specs NRC review based on 
NUREO-0473, ''Radiological Effluent Tech Specs For BWRs’* 4< 
branch position for acceptable monitoring program 
IPPOLlTOiT A Operating Reactor* Branch 3 80/02/14 I32pp 


0003100045 Forwards Equifax questionrhalre to gather info re 
epidemiological study data concerning effects of low level 
loniiing radiation Visits planned for mid-Mar 
IPPOLlTOiT A. Operating Reactor* Branch 3. NRC-Ol-79-OlO 
00/02/25 13pg 
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0003270051 Sutnrrtarv of 800205 meetirig u/CPC-U i Defcheada»MD re shielding 
f e q^u 1 reagents resulting from TMI Lessons Learned Task Force 
recommendation Supporting documentation end 
KEIGHD0R&. 0 Operating Reactor* Branch J GO/03/04 lOpp 


9003250197 Forward* Amend* 26 t 50- to Licerne* DPR-71 DPR-A2i 
r e * p ec t Iv? Ig • *a f e tg evaluation t notice of Issuance & 
ava i lab i 1 i tij 

IPPOLITO.T A Sperating neac*-ors Branch 3 60/03/14 2pp 


— B0033S0197 Amends 26 U 50 to Licenses DPR-?! U DPfl-62, respec tivel y- 
correcting tablp of safety-related hydraulic snubber*, 
providing For systematic imp ] emerita t ion of inst ri»/nentat»on 
of mod* i< elimination shorting Units requirement 
fPPOLlTO, T A Qparating Reactor* Branch 3 B0/03/H S6pp 


— aO-OSBSOEOS Safety evaluation supporting Amends 26 & 50 to Licenses 
DPR-71 *■ 0PR“62. respect ive l(j 

Office of Nuclear Reactor Regulation 80/03/14 6pp 


— 0003250210 Notice of issuance it availability of Amends 26 U SO to 
License* DPR-71 4. DPR-62< r espec t iv« ly 

IPPOLITO.T A Operating Reactors Branch 3 60/03/14 2pp 


8003310510 Responds to NRC 900233 request For info describing Isolation 
valve cnn f i gura 1 1 on It indicating presence of Event 5 
isolation valve configuration Valve configurations not 
extant in RHR 6 core spray *y* 

UTLEY, 0 e Carolina Po^^le^ «. Light Co 80/03/17 Ip 


8003260561 Confirms 000317 submittal of computer code listings for 
UEi'C-ADLP IPE-2 main steam 6 safety relief valve discharge 
line seismic reanalysis Printouts update previously 
submitted listings 

UTLEY, e E Carolina Power it Light Co 80/03/35 2fp 


O Inspection reports, IE Dullatins 4 correspondence 


8003370272 Forwards IE Insp Repts S0-324/79--39 it 50-335/79-43 
791027-1130 Wo non comp I lance noted 

LENIS. R C Region 2, AtUntar Reactor Operations Nuclear Support 
Branch 79/12/19 2pp 


— 8003270382 IE Insp Repts 50-324/79-39 U SO-325/79-43 on 791027- U 30 No 
noncompliance noted Major areas inspected plant operation^ 
plant tour s, rad laiton protec ti ori« physical protec tion# OA, 
organitation 4 adni nis tration 

K ELL 000, P J Region 2^ Atlanta, Reactor Operations Nuclear 0uppo-rt 
Branch, 0U2T6 p J E Region 2, Atlantar Office of the Director 
79/12/19 5pp 


8003110200 Forwards IE Insp ftept* 50-324/80-01 4 50-325/80-01 on 
800107-11 No noncomp 1 i ance noted 

STOHRi J P Region 2, Atlanta, Fu«l Facility U Materials Safety 
Branch 80/01/28 2p p 


— B00311020B IE Insp Repts 50-324/60-01 t 50-325/00-01 on 800107-11 No 
nancompl lance noted Major areas inspected emergency facility 
it equi pment^means for determtning re 1 easet cmergenc y training 
it organliatlon 

JENKINS, Q R Region 2, Atlanta, Fuel Facility t hfaterials Safety 
Branch ANDREWS. D L , TAYLOR. F A Region 2, Atlanta, Office of 
the Director 00/01/20 i2pp 


8003130583 Forwards IE Insp Rept* 50-324/79-40 it 50-325/79-44 on 
791201-14 Wo none ompliance noted 

LENiS.R C Region 2 Atlanta, Reactor Operallons Nuclear Support 
Branch 80/01/28 2pp ' 


'8003130591 IE Insp Repts 30-324/79-40 4 50-325/79-44 on 791201-14 No 
nancomp 1 iance noted Major areas inspected plant operations, 
plant tours, rad i atlon protec t ion, OA, arganl lat Ion 4 
administration 4 followup of abnormal events 

KELLOOOjP J Region 2, Atlanta, Reactor Operations Nuclear Support 
Dranch DUZTSrJ E Region 2, Atlanta, Office of the Director 
80/01/24 4pp 


8003170007 Forwards IE Info Notice 00-03, ’'Main Turbina 
Electro-hydraulic Control 8ye '* No specific action or 
response required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 8O/0t/3L 

2pp 


GO-031900BO Forward* IE Circular 79-25, Supp I A, "Bhock Arraitor Strut 
Assembly rnterfefonce No written response required 
O'REILLY, J P. Region 2, Atlanta, Office of the Director 00/01/31 
Ip 


8003120009 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/0] 
If 


0003190241 Ack receipt of 79H16 1 tr infoiming NRC of steps taken to 
correct violations noted in IF Iti»p Repts 50-324/79-34 6 
50-325/79-35 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 60/02/01 Ip 


-SO03i9025l Responds to NRC 791026 Itr re violations noted in IE Insp 
Rept* 50-324/79-34 h 50-325/79-35 Corrective actions 
permanently mounted signs ha/e been installed Plant mod 
1 ssued, chang mg piping 

TOLLISON, A C Carolina Power f. Light Co 79/11/16 2pp 


— BO03190256 Forward* lE Insp Repts 50-324/79-34 t 50-325/79-35 on 
790727-0831 U notice of violation 

LEWI0<R C Region 2. Atlanta, Reactor Operation* Nuclear Support 
Branch 79/10/26 2pp 


—0003190262 Notice of violation from insp on 790727-0031 

* Region 2, Atlanta. Office of the Director 79/10/16 Ip 


—0003190269 I£ Insp Repts 50-324/79-34 f, 50-325/79-35 on 790727-OS31 
Noncomp 1 lance noted tai lui e to have radiation signs posted 
at entrance to radiation area it coiiect procedure for 
valving in instrument sensor 

KELLClOO, P J Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch QUITS, J E Region 2, Atlanta. Office of the Director 
79/10/16 6pp 


0003260010 Forwards IE Info Notice 80-04. "BWR Fuel Exposure in Excess 
of Limits " No action or response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 60/02/04 
IP 


0003180116 Forwards IE Bulletin 00-03, "Loss of Charcoal From Std Typi 
1 1 , Two-Inch, Tray Adsorbei Cells " Action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/02/06 

2pp 


8003160028 Forwards IE Bulletin 00-04, "Analysis of PWR Mam Steam Line 
DTeak N/Continued Feedwater Addition " No written response 
required 

O'REILLY, JP Region ?. Atlanta, Office of the Director 80/02/06 

2pp 


6003190390 Forward* IE Info Notice 00-05, "Chloride Contamination of 
3af ety-Re lated Piping It Components " No written response 
required 

O'REILLY* J P Region 2. Atlanta, Office of the Director 00/02/06 

Ip 


8003260664 Forward* IE Insp Repts 50-324/60-02 it 50-325/80-02 on 
800122-23 No noncompl lance noted 

DRYANT> J C Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch 60/02/12 2pp 


■6003200669 IE Insp Repts 50-324/Q0-0? *< 50-325/00-02 on 000122-23 Ho 
noncomp I lance noted Major areas inspected seismic analysis 
for as-built safety-related piping sys, IE Bulletin 79-14 it 
concrete expansion anchor instal lat ion, IE Bulletin 79-02 
HERDT, A R Region 2. Atlanta, Reactoi Construction 8< Engineering 
Support Branch ANG. W , MODENOS, L Region 2, Atlanta, Office of 
the Directoi 00/02/00 4pp 


6003100DS6 Supplements response to lE Bulletin 60-01 Compressors noted 
in original response arc emergency standby compressors 
Noninterruptabl e instrument air tys consists of sys which 
supply air to safety-related equipment tn reactor bldg 
FURR, B J Carolina Power i Light Co 80/02/14 3pp 


0003130220 Supplements 791005 response to IE Insp Rapt* 50-324/79-19 & 
50-325/79-19 Completion of review of util corporate QA 
program, Parts 243, delatyed due to manpower requirements 
resulting from TMI incident 

TQLLISDNiA C Carolina Power it Light Co 90/02/19 ip 


0003130105 Responds to IE Bulletin 79-27, "Lo»* of Non-Class IE 
Instrumentation V Control Power 6y* Bus During Operation " 
Electrical distribution sys 1* designed to furnish adequate 
power to plant syi supporHng normal power production 
FURR,B J Carolina Power it Light Co BD/02/26 6pp 


— 6003130188 "Fire Protection Program Review APCSB 9 5-1, Analysis o# 
Safe Shutdown Capability " 

* United Engineers it Constructors, Inc <*ubs of Raytheon Co ) 
77/10/20 33pp 
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--S003130194 ”UPS Design i Operation Eva luat ion, Rep 1; to PNSC in Respans-e 
to NRC Concerns Arising from Unit 1 SCRAM on 79H20 ” 

WAODMER, L V I QOONE, J S / MOQRE, D £ Carolina Power tc Light Co 
79/11/2^ 20pp 


Q003140036 Forwards IE Info Notice fl0-06» “Noti f icat ion of Significant 
Events " No action required 

□'REILLV.J P Region 2, Atlanta, Office of the Director BO/02/27 

Ip 


B003lQOIt*? Forwards supplemental info to lE Bulletin 79-OtO, "Environ 
Qualification of Class !£ Equipment " No response required 
O^fiElLLV. j P Region 2, Atlanta. Office of the Director 00/02/29 
2PP 


Q-0031B0309 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking ” No response required 

Q'REtLLY.J P Region 2. Atlanta. Office of the Director 00/02/29 

Spp 


G003lB01tS Forwards IE Circular 60'03i '^Protection from Toiic Oas 
Maiards " No written response required 

O'REIL'LYiJ P Region 2, Atlanta, Office of the Director 80/03/0i 

2pp 


800314040^ Forwards IE Info Notice 60-10. "Partial Loss of Non-Nuclear 
Instrument Sgs Power Suppig During Operation " No specific 
action or response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 60/03/07 

2pp 


6003100069 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Hazard Associated u/Closed Cooling Sgs for Operating Power 
Plants " No written response required 

O'REILLY, j P Region 2. Atlanta, Office of the Director 00/03/07 

2pp 


8003180124 Forwards IE Info Notice 00-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/07 

2pp 


8003260203 Forwards IE Bulletin 00-06, "Engineered Safety Feature 
(E3F) Reset Controls " Written response required 

D'REILLV.J P Region 2, Atlanta. Office of the Director BO/03/13 

2pp 


G003250547 Forwards IE Info Notice 80-11, "Ooneric Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
By* No action or written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director BO/03/14 

Ip 


8003260207 Forwards lE Circular 80-04, "Securing of Threaded Locking 
Devices on Saf ety-Rclated Equipment " No written response 
requ I red 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/14 

2pp 


R Periodic operating reports ^ related correspondence 


6003060421 Forwards "Semiannual Environ Effluent ReptiJul-Doc 1979 " 
FURR, a J Carolina Power 8- Light Co 00/02/22 Ip 


— 0003060425 "Semiannual Environ 6 Effluent ReptiJul-Dec 1979 " 
a Carolina Power t, Light Co 80/12/31 lOOpp 


0003040540 Forwards "Annual Operating Rept of Changea. Tests 
Experiments 1979 " 

TQLLI80N. A C Carolina Power 8, Light Co 60/02/20 Ip 


— 8003040556 "Annual Operating Rfrpt of Changes, Tests t, Experiments 1979 " 
» Carolina Power 8, Light Co 79/12/31 lOOpp 


6003170431 Forwards monthly operating repts for Feb 1900 
TOLLJEON.A C Carolina Power Light Cp 00/03/07 Ip 


— 0003170435 Monthly operating repts for Feb 1900 

NILLIS.E A Carolina Power ^ Light Co 00/03/07 12pp 


S Reportable occurrences. LERs related correspondence 


8003100166 PNO- 1 1-00-022 on 800200, w/both units operating, both seismic 
recorders activated Checks made w/other agencies revealed 
no seismic activity Licensee implemented emergency 
procedure Evidently caused by welding activities 
HARDIN, A . KELUOOGi P Region 2. Atlanta, Office of the Director 
00/02/08 Ip 


0003030595 Forwards LER eO-020/03L-0 

TOLLISON-A C Carolina Power i Light Co 80/02/22 Ip 


— *6003030594 LER 0O-O2O/O3L-O on 000206. during normal shift turnover, 
discovered RIP valves for containment particulate gaseous 
radioactivity monitoring sys closing Caused by isolation of 
valves during penetrant test 

TOLLISOM.A C Carolina Power ^ Light Co 60/02/22 3pp 


0003030560 Forwards supplemental LER 79-076/03L-1 

TOLLISQH, A C Carolina Power t Light Co 00/02/27 ip 


—0003030567 Supplemental LER 79*,076/03L-l on 79 1002, dur i ng attempt to 
establish RHR sve water flow for engineering evaluation, 
valve E11-FO660 Would not open Caused by position modulator 
contacts sticking Contacts treed by tapping on relay body 
TOUHSON.A C Carolina Power V Light Co 00/02/27 2pp 


9003110523 Forwards LER 80-og3/03L-0 

TOLLISON.A C Carolina Rower U Light Co 90/03/05 Ip 


— 0003110527 LER BO-023/03L-0 on 000200, dur In g normal plant operation, 
reactor vessel conductivity exceeded 2 umho/cm for 25 6~h 
Caused by inability of reactor water cleanup lys to operate 
at full capacity.due to heat exchanger leakage 
TOLLISON.A C Carolina Power t Light Co 80/03/05 Ip 


0003100391 Forwards LER 80-026/03L-0 

rpLLlSON, A C Carolina Power U Light Co 00/03/10 Ip 


— 8003100395 LER BO-026/03L-0 on 800212. during normal operation, control 
operator leceived upsc ale, downscale, inoperab le V rod block 
alarms on rod block monitor A Caused by blown fuse ih 20 
volt power supply Fuse replaced 

TOLLISON.A C Carolina Power 1 Light Co 00/03/10 Ip 


80031 606 16 Forwards LER 80-016/03L-0 

TOLLISOM.A C Carolina Power i Light Co 60/03/10 Ip 


—8003100621 LER aO-016/03L-0 on 600214, while running inner diameter RKR 
pump in torus cooling mode in preparation for HPCl 
surveillance testing, pump tripped, mak ing 0 loop of LPCI 
Inoperable Cause unknown Breaker reset t pump started! 

TOLIIEON, A C Carolina Power h Light Co 00/03/10 Ip 


8003180403 Forwards LER 0O-OIQ/O3L-O 

TOLLISON.A C Carolina Power «, Light Co 00/03/12 tp 


— 8003180413 LER eO-O10/O3L-O on B0O213, duri ng surveillance tour. B loop 
of tore spray was found draining from torus after being 
placed under clearance for malnt Caused by open FO-lOB 
valve, pump vents U drain valves FO-lOB Valve was shut 
TQLLieON.A C Carolina Power b Light Co 80/03/12 2pp 


8003180309 Forwards LER 0O-O14/O3L-O 

TOLLI*50N,A C Carolina Power «. Light Co 80/03/13 Ip 


-*•8003180511 LER 80-OI4/&3L-0 on a002l4ruihile performing suppressioh pool 
high water channel functional test. manual isolation valve 
on low side of 1E4 1-LSH-N015A was found closed Caul* not 
known Valve reopened 

TQLlIBON.A C Carolina Power t Light Co 80/03/13 2pp, 


8003250499 Forwards LER eO-OO6/OaL-0 

TQLLISDN, A C Carolina Power S. Light Co 00/03/19 Ip 


6003310286 Forwards LER 80-012/03L-0 

TOLLISON.A C Carolina Power tc Light Co 00/03/24 tp 


— 8003310292 LER 80-012/03L-0 on 800224. dur Ing normal plant operation. RIP 
va I v«Sj var lab le leg isolation for torus level transmitter L 
variable leg far torus level pressure switch shut L could 
not be opened Caused by failure of sve air compressor! 

TQLLl&ON. A C Carolina Power 8< Light Co 00/03/24 2pp 


0003310348 Forwards LER eO-0l7/O3L-0 

TOLUBQN.A C Carolina Power I Light Co 80/03/24 Ig 
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— a0033l0350 LER B0'0l7/03L“0 on 600237, during nordial pl«nt oporation, 
di-9cov»re<J primary contiatniment gateoui monitor Modal 5C-2B. 
ha-B unexplalnad from 1,000 cpm to 60 cpm Cauiad by 

uator in -datactor chamber Detector dried & recallbr 
TOLLtSDNrA C Carol ina Pouer & Light Co e0/O3/S4 Ip 


DOCKET 50-327 SEQUOVAH NUCLEAR PLANT, UNIT I 


A App I 4c ation/con&truct 1 on itage documents L corresp ondtnc e 


8002250529 Favors -delay in issuance of OL, since NC area lurrounded by 
nuclear plants Neujspaper articles end 
HAIGHT. O Aff il latlon Vnknoun 80/03/15 2pp 

6003040166 Notification of 600226 maebing 4d/utllt In Bethesda,MD to 
discuss addl clarification of NRC requireirients in dasign 
revleu of plant shielding L environ qualification of 
equipment used In post-accident operations 

auCKLEY. B C Light Water Reactors Branch 1 60/02/19 9pp 


6003050443 Foruards resp-onse to 600227 telcon addrettlTig Informal 
questions re human engineering of control room panels, as 
result of HIT 790719 memo expressing concerns 
MILLS, L M Tennessee Valley Authority 80/02/87 4pp. 


6003310140 Forwards "Evaluation of Special Test Program" ic "Special 
Test Number 1 Natural Circulation Test " 

HILLS, L M Tennessee Valley Authority 30/03/27 36pp 


'0003310141 "Special Test Number I Natural Circulation Test 
a Tennessee Valley Authority 60/03/27 400pp 


F Security, medical, emergency 4 fire protection plant 


8003050550 Forwards response to Item 8(1) In NRC 791022 Jtr <« draulngt 
re fire protection safe shutdown analysis Control circuit 
design will be submitted by 600601 Drawings available In 
Central Piles only * 

JANACEK. R F Commonwealth Edison Co 60/02/29 7pp 


H General correspondence 


8003040816 Lists reasons fo-r expected NRC recommendation to authorlie 
lou power testing at facility, In response to 600214 Itr 
Concurs w/positlon that NUREG-0654 should be used in 
evaluating emergency plans prior to issuance of DL 
DENTON, H R Office of Nuclear Reactor Regulation 00/02/14 8pp 


'0003040223 Discusses emergency planning & preparedneii re facility in 
response to NRC 600214 Itr NRC recommendation for licensing 
to permit low power testing appears reasonable due to 
potential for accidents t' condition of emergency plant 
HC -CONNELL, J W Federal Emergency ffanagement Agency 60/03/ 14 

2pp 


J Insurance 4 Indemnity Information 


B0030303I7 Forwards Endorsement 15 to NEUIA Policy NF-247 

FIELDER, J Harsh L McLennani Inc , JM tc H Nuclear Consultants , Inc 
Div 80/02/25 2pp 


8003240166 Eiecuted Amend 6 to Indemnity Agreement 0-62 changing amount 
of financial protection 6 revising Items 3 4( 5 of Indemnity 
attachments 

aALT2MAN, J Antitrust 5' Indemnity Group 60/03/29 2pp 


6003110485 Forwards certified Endorsement 14 to NELIA Policy NF-347 
FIELDER, >1 Harsh k McLennan, Inc , M 4( M Nuclear Consul tmnts , Ihc 
Dlv 80/03/03 2pp 


6003190538 Forwards eiecuted Amend 6 to Indemnity Agreement B-831 
changing amount of financial protection L substituting 
license numbers in Item 3 

PARRIS, H 0 Tennessee Valley Authority 60/03/07 3pp 


P Operating license stage documents k correspondence 


6003200527 Submits update to 791213 Itr re status of Investigations 
into Fra-fflobome reactor vessel noiile crachlfig Reewlts 
Indicate reactor vessel noitlet are not susceptible to 
crac k ing 

ANDERSON, T M Westingbousa Electric Cprp 80/01/31 2pp 


6003170008 Issues License DPR-77 author! lihg fuel loading |< low puuar 
test Ing 

ROSS, D F Division of Project Management 80/02/29. 3pp. 


— 60031/0005 License DPR-77 authorizing fuel loading 6 low power testing 
DENTON, H R Office of Nuclear Reactor Regulation 60/02/29 
I3pp 


—0003170006 Notice or issuance of License DPn-77 

RUHEN3TEIN, L S Light Watei Reactors Branch 4 80/02/29 2pp 


— 6003170009 ETS ( nonra d lo 1 og 1 cal ), const i tutlng App D to OL 
* Commission NVREO-0620 80/02/29 I4pp 


— 60031/0018 Tech Specs, consti tuting App A to License DPR-77 

« Commission NUREG-0659 80/02/29 600pp Available at NTIS 


8003110660 Discusses 800805 telcon re NRC concerns re pile design for 
waste packaging L condensate demineral i ler waste evaporator 
bldg Written respomos to NRC concerns end 
MILLS, L M Tennessee Valley Authority SO/03/05 3pp 


6003240174 Approves 600204 fuel load procedure change Revised count I, 
signal noise ratio provide assurance of detectability 6 
prevention of criticality 

RUDENSTEIN. L S Light Water Reactors Branch 4 80/03/05 2pp 


6003250611 Confirms discussion re 800305-06 visit to Bingleton Matls 
Engineer ing-Meta 1 lography labs for metallurgical examination 
of mochup used in qualifying weld draw bead realignment of 
pressuri zer relief pipe 

RUOENSTEIN.U S Light Water Reactors Branch 4 00/03/05 2pp 


8003260041 Forwards comments on Emergency Operating Instruction EQI-I, 
Revision 8 four major deficiencies in procedures Diagnostic 
instruction needed to direct operator to emergency procedure 
appropriate to symptoms 

RUDENST£1N,L S Light Water Reactors Branch 4 80/03/07 lOpp 


8003260600 Forwards amended fish entrainment operational monitoring 
plan 6 rationale for proposed changes in fish entrainment 
operational monitoring program 

EL-ASItRV.M T Tennessee Valley Authority 00/03/17 8pp 


8003310234 Notification of 000320 meeting w/util tt vendor in 
SethesdatMO to discuss control rod guide tube support pins 
8TAHLE, C R Operating Reactors Branch 4 60/03/19 2pp 


8003260369 Forwards evacuation time estimates provided by Hamilton, 
Lawrence L Limestone Counties No unusual evacuation 
constraints requiring special planning measures identified 
One overiiia map end Map available in Central Files only 
H1LL6,L M Tennessee Valley Authority 60/03/80 9pp 


80-03310308 Application for amend to License DPR-77 re radioactive 
effluent monitoring Forwards proposed changes to Tech Specs 
rtlLL8,L M Tennessee Valley Authority 00/03/38 Ip 


—0003310312 Proposed changes to Tech 6pec s. cons 1 st ing of c lar 1 f icatlon 
change*, correct ions K mod* to radlactive effluent monitoring 
requirements 

* Tennessee Valley Authority 80/03/26 17pp 


Q Inspection reports, IF Bulletins L correspondence 


8003120339 Forwards IE Insp Repts 50-327/79-67 k 30-328/79-34 on 
791204-07 No tioncomp 1 lance noted 

HURPHViC E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch QO/01/04 8pp 


—6003120246 IE Insp Repti 50-327/79-67 V 50-320/79-34 on 791204-07 No 
noncompliance noted Major areas inspected electrical work, 
work activities U quality records 

CQNLQNr T E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch OIDDONSiT D Region 2, Atlanta, Office of the 
Director fiO/Ol/02 4pp 


6003190627 Forwards IE Insp Repts 30-327/79-72 k 30-320/79-35 on 
791218-20 No noncomp 1 lance noted 

&nYANT,J C Region Sw Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/01/10 2pp 


—8003190632 IE Insp Repfcs 50-327/79-72 k 50-328/79-35 on 791210-20 No 
noncompUance noted Major areas inspected ' deflc tency items, 
inspector followup items, IE bulletins L observation of 
safety-related activities 

CANTRELL, F 9 Region 2, Atlanta^ Reactor Construction 6 
Engineering Support Branch GOUGE, M J Region 2, Atlanta, Office 
of the Director 00/01/10 5pp 
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9003190605 Forward* IE Insp Rept 90-327/79“7l on 791103-30 No 
none omp ] 1 anco noted 

LEUISfR C Region 2i Atlantai Reactor Operations Nuclear Support 
Branch 90/01/11 2pp 


-•0003190610 IE Insp Rept 50-327/79-71 on 791103-30 No noncompliance 
noted Major areas Inspected plant toursr #ol louiup on 
previously identified i temsi fol 1 oiuup of plant incidents it 
revleu of plant vital equipment 

DAS!CE<MiC j COTTLEril T Region 2< Atlantai Reactor Operations 
Nuclear Support Branch 80/01/11 5pp 


0003070001 Responds to lE Rulloltn 79-OIB. ^'Environ Qualification of 
Class tE Equipment Bulletin applies only to operating 
plants Info responsive to bulletin lul 1 1 be provided for 
Drouni Ferry facilities 

iilLLS.UM Tennessee ValUg Authority BO/01/25 2pp 


B003170052 Forwards IE Info Notice 80-03. "Main Turbine 
Cl ectrohydraul i c Control Gys " No specific action or 
response required 

O'-REILLY. J P Region 2. Atlanta. Office of the Director 80/01/31 
3PP 


0003190154 Forwards IE Circular 79-25. Buppl Ai "Shock Arrestor Strut 
Atsambly Interference No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 90/01/31 
IP 


0003310253 Forwards IE Insp Rep I 90-327/79-73 on 791201-31 No 
noncomp 1 lance noted 

LEUiS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/02/09 2pp 


— S0033I0297 lE Insp Repk 90-327/79-73 on 791201-31 No noncompl lance 
noted Major areas inspected plant tours . fol lowup on previous 
Itaais ^ plant inc idents. r ead me ss for QL ^ enforcement 
f o I 1 owup 

DANCErH C Region 2. Atlanta. Reactor Operations Nuclear Support 
□ranch COTTLE. W T Region 2. Atlanta. Office of the Director 
60/02/05 Gpp 


— 8003190179 Reesponds to NRC 80010B Itr re violation noted in IE Insp 
Rept 90-327/79-70 Corrective actions jumpers in Panel Rl7 i( 

R14 installed to protect temp loop equipment during mod 
work Addl training given to instrument mechanics 
MILLS. L ti Tennessee Valley Authority 00/02/04 2pp 


—8003190192 Forwards IE Insp Rept SO-327/79-70 on 791128-1201 L 03-07 l< 
notice of violation 

LEUIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/01/09 2pp 


—8003190186 Notice of violation from insp on 791128-1201 & 03-07 
* Region 2. Atlanta. Office of the Director 80/01/09 ip 


—0003190193 IE Insp Rept 50-327/79-70 on 791128-1201 & 03-07 
Noncomp 1 lance noted temporary alterations in form of 
unapproved jumpers found in Panel R17 on Terminal Board 170 
ir Panel R-t4. on Terminal Board 14B 

BEUISLE.G A . DONAT. T J Region 5, Atlanta. Office of the 
Director DANCE.H C Region 2. Atlanta. Reactor Operations 
Nuclear Support Branch 80/01/09 Qpp 


8003140056 Forwards ]E Info Notice B0-D6. "Notification of Significant 
Events " No action required 

O'REILLY. J p Region 2. Atlanta. Office of the Director 00/02/27 

Ip 


0OO318O1S9 Forwaids supplemental info to IE Bulletin 79-018. "Environ 
Qualification of Class IE Equipment " No response required 
Q'REILLV. JP Region 2. Atlanta. Office of the Director 60/02/2? 
2pp 


8003190039 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/29 
2pp 


8003210097 Requests addl six wks to respond to IE Bulletin 79-27 
Response will be submitted by 800411 

MILLS. L M Tennessee Valley Authority 80/02/29 Ip 


9003210015 Forwards l£ Insp Rept 50-327/80-02 on 800116 No 
noncomp ) 1 ante noted 

□RVANTj J C Region 2. Atlanta. Reactor Construction U Engineering 
Support Branch 80/02/06 2pp 


0003180159 Forwards IE Clrculai 80-03, "Protection from Toilc Oas 
Haiards '* No written response required 

O'REILLY, JP Region 2. Atlanta. Office of the Director 80/03/06 
2pp 


— 0003210020 IE Insp Rept 50-327/DO-02 on 000116 No noncompUance noted 
Major areas inspected followup re repair of pressoriier 
relief line 

HERDT. A R Region 2. Atlanta. Reactor Construction tt Engineering 
Support nranch VANDOORN. P K Region 2, Atlanta, Office of the 
Director 80/02/01 3pp 


9003210176 Forwards response to IE Bulletin 79-28 Util located 22 NAMCO 
Model EAieO stem mounted switches that are code dated 
betwaan Fab Aug 1979 al Sequoyah Unit t Investigation 
continuing for Sequoyah Unit 2 

tilLLQ.L M Tonnessoe Valley Authority 80/02/06 2pp 


9003100006 Forwards IE Bulletin 80-04. "Analysis of PHR Main Steam Lina 
Break W/Continued Feedwater Addition " No written response 
r e quirad 

O'REILLY. J P Region 2. Atlanta* Office of the Director 80/02/00 

2pp. 


8003190441 Forwards IE Info Notice 80-03. "Chloride Contamination of 
Gafaty-Ralated Piping Components " No written response 
r equ 1 r ed 

Q'REILLYrJ P Region 2. Atlanta* Office of the Director 80/02/00 
Ip. 


GOOSOSO^E? Forwards JE tnsp Rept 
noncompl lance noted 
VIENNA. W D Region 2. Atlanta. 


30-327/80-01 on 800109-11 No 
Safeguards Branch 80/02/15 2pp 


8003140307 Forwards IE Info Notice 80-10. "Partial Lois of Non-Nuclear 
Instrument Sys Power Supply During Operation '* No ipcciflc 
action or response required 

O'REILLY. J P Region 2. Atlanta. Orfice of the Director BO/03/07 

2pp 

8003180090 Forwards IE Info Notice 80-09, "Possible Occupational Health 
Hatard Associated u/Closed Cooling Sys for Operating Power 
Plants *' No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/03/07 

2pp 


8003190003 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equB s t ed 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/07 
3pp 


8003270040 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCB) Holdup Tanks " 

Action ft written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/03/10 
IP 


8003260253 Forwards !E Bulletin 80-06, "Engineered Safety Feature 
(E5F1 Reset Controls " Written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/13 

2pp 


— a003090333 IE insp Rept 90-327/80-01 on 000109-11 No noncompliance 
noted Mojor areas Inspected security organl latl on, protected 
are* barriers access control alarm stations 8, lighting 
Details withheld (rtf 10CFR2 7901 * 

TQBIN.U J Region 2, Atlanta. Safeguards Branch TILLMAN.A 
Region 2. Atlanta. Office of the Director. 80/02/14 Ip 


9003190169 Ack receipt of 800204 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-327/79-70 
LEWIS, R.C Region 2, Atlanta, Reactor Operations Nuclear Support 
Sranch 80/02/22 Ip 


03250572 Forwards IE Info Notice BO-ll, "Oentric Problems W/A8C0 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

□ 'REILLY, J P Region 2. Atlanta. Office of the Director. 00/03/14 


8003260161 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 

0*REILLY,J P Region 2, Atlanta, Office of the Director 00/03/14 
Gpp 
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R P*r iodic op«riatin$ r*pQrfc* A' re-fiated cQprof pondenc# 


a 003 H 046 B “DKcharjB Mcni taring 791 lOl-SOOgOl " 

eL-ASMRV, M T Tennossee Vali*y Aufchoritv 80 / 02 / 2 B 


07 PP 


S Rtportabl# occurr^nca-ti I ERs % related c orretpondaflca 


8003 UO &95 Forwards Hnal daflciancv rapt 
not inftalivd par draufinps 
MILLSjL M Tanncssea ValUv Autftorltg 


re reactor 
aO/ 03/03 


coqlant drAln 
»P 


line 


— 30031)0396 Final deficieiKy rept drain 1 in« connected fco reactor 
coolant croseover leg plplnj In loop four not Inftollod per 
detifln draulnfl* Reanalv*!* orientation it dimeneione of 
reactor coolant drain line chanfiotf noeala t. support loadt 
» tenneeeee ValJey Authority 60/03/03 Ip 


6003110597 Forward* fine 
spurioui signal! 
MILLSiL M Tenr>e««ee 


1 deficiency rept re radiation monitors 
Valley Authority BO/ 03/04 Ip 


— 3003110599 Final deficiency r*pt readout ln»tru(nents for IZ radiation 
(TionltoTi spiked upscale in unison for Z-h Caused by 
interference produced by weldinp /nachines Signal cable for 
fflonifeor O-fiE- 90 -lOlA being rerouted in conduit 
■» Tennessee Valley Authority 80 / 03 / 04 , Ip 


30 D 3110644 R«(iue»ts eilonslon Of conpletinn date for tc^idultl f>i 
loading to May 1961 Delayi due to addod safety rei^uiriainks 
resulting from TMI~Z accident 

Mli-UBiL M Tennessee Valloy Authority GO/ 03/07 Spp 


6003260041 Fdruardi cpninonti on Emergency Operating [ni tru<il tc^ (!' 
Revision Q four major deficiencies in procedures Dlagnoitic 
tnitruction needed to direct operator to emergency prottii;ri 
appropriate to tymplons 

RUOENQTFIN, L 0 Light Water Reactor* Uranch 4 00 / 01/07 iTf? 


(1001260600 Forwards amended fish entrainment operational Aanit.r..'| 
plan it rationale for pioposed changes in fish entrainment 
operational monitoring pi ogram 

EU-ABHRV.M T Tennessee Valley Authority 00 / 03/17 Opp 


0003260369 forwards evacuation time estimates provided Ifaeiili' 
Lawrence 6 Limestone Counties No unusual evacuation 
constraints reiiult ing special planning measures IdrntHHd 
One oversiie map oncl Hap available in Central Files ooly 
KILL 8 «U M Tennessee Valley Authority 0 Q/O 3 / 2 O 9 pp 


8 OO 32 BO 40 & Forwards Westinghouse 000304 1 tr to TV 6 r ecoAisinfinj 
performing low pressure portion of upper head Injiction ifS 
not performing high pressure blowdown test Concurs u/ 
recommendation ^ requests NRC evaluation, 

HILL 8 .L M Tennessee Valley Authority 00 / 03/21 4 pp 


8003260320 PMS- 1 I" 80-007 on 800304 j TVA employee gained unauthorliid 
entry through guard house to protected area t follouing 
other pereonntli ga ined further access to reactor bldg 
Individual challenged $> camera St film taken 

♦ Office of rr»#p*<tlon & Enforcementr Office of the Director 
aO/ 03/05 ip 


H General correspondence 


6003040216 Lists i eatoni for eipected NRC recommendat ion to ihttn s 
low power letling at faciUly«in response to 6002)4 Itr 
Concurs w/poiitlon that NUREO 0604 should be used in 
evaluating emergency plans prioi to issuance of Dl 
OENTONi M R Office of Nucleai Reactor Regulation 60 / 02 /Id i, 


6003200461 Forwards UER 60 >' 001/01 T-O 

CALHOUNfJ R Tennessee Valley Authority 60 / 03/14 Ip 


—6003200472 LER 0 O-OO 1 /OIT-O on 80030 l- 03 i dor 1 ng initial fual loadingi 
Jlcetiste failed to estimate flowrate from sve bldg tshautt 
at 4 '’h intervals Caused by mi sunders tending of Tech 8 pec 
rei^uirement* Flant instructions revised 
* Tetinsisae Valley Authority 60 / 03/14 2 pp 


T Hearing transcripts on non-ant 1 trust matter* 


8003140347 Transcript of 600228 briefing in Wash ington. PC re Sequoyah 
DL Pp l “63 

» Commission 60 / 02/26 64 pp 


■^-8003140391 Discusses problem re reactor pressure notile.Util Insp 
datseted small underloa-d cracks Flaws are acceptable from 
health 4 safety standpoint but must be monitored 
periodically NRC discussion & unsigned aufchorl lat I on end 
DENTON. H R Office of Nuclear Reactor Regulation 60 / 02/28 
20 PP^ 


DOCKET 50-328 SEOUDYAH NVCLEAR PLANT, UNIT 2 


A App licet 1 on/cons true t i on stage documenti St c orrttpondenca 


8002290529 Favors delay in issuance of QL. since NC area surrounded by 
nuclear plants Newspaper articles end 
HAlOHTiO Affiliation Unknown 80 / 02/15 2 pp 


—0003040223 Discusses er.iei gensy planning 6 pieparednets rs ficiLi),r 
response to NRC 000214 llr NRC recommendation for llciJiii«'| 
io permit Uw power toiling appears reasonable due to 
potential foi accidents condition uf emergency plant 
MCCDNHFLL, V W Federal Emergency Managemeht Agency ao/C 2 /ll 
2 PP 


J Insurance E indemniiy i tif ormat i on 


0003030317 Forwards ttidorsemonl 19 to NELIA Policy NF -247 
FIELDFR.J Harsh ^ HcLonnanrlnc .HIM Nuclear ConiuUmti. t*: 
Div 60 / 02/25 2 pp 


6003110465 Forwards certified Endorsement H to NELlA Follls 
FIELDER,./ Harsh t McLennan, Inc . H L Hiiuciear CDniullenir I'l 
Dlv 60 / 03/03 2 pp 


F Opsrating licerite stage documents L correspondence 


800317000 V CTB (nonrad io log it a I ) . cons 1 1 tut i ng App D te CL 
» Commission NUftFO'* 06;!0 00 / 02/29 I 4 pp 


0003)10660 Discusses 800209 telcon re NRC concerns ie pile dMir 
waste packaging L condensate demlnerai i ler waste eveporiter 
bldg Urltten responses to NRC concerns end 
HILU 6 ,LH Tentiessee Valley Authority 00 / 03/05 3 pp 


0 Inspection reports. It Dulletins t correspendenc# 


600304016 B Notification of 800226 meeting w/uills In DethiSdatHD to 
discuss addl clar ification of NRC requirements in design, 
review of plant shielding environ qual If Icet Ion of 
equipment used in post-accident ■operations 
BUCKLEYiB c Light Uater Reactors Branch 1 80 / 02 / 19 , Vpp 


8003120237 Forwards lE Ihsp Repts 90 - 327 / 79-67 V SQ-oafl/fV-SI c" 
791204-07 No Moncomp I i ance noted 

MURFHY.C E Region 2 . Atlanla, Reactor Construction L Eriiefin I 
Support Drench 00 / 01/04 2 pp 


8003170002 Issues License DPil -77 authorizing fge) leading 4 < low power 
teiting 

ROSS^D. F Divtston of Project Management 80 / 02 / 27 , 2 pp 


8003240)74 Approve* 000204 fuel load procedure change Revised caunt N 
signal noise ratio provide assurance of detectability It 
prevention of criticality 

RUBENaTEIN, L 8 Light Water Reactors Bpanch 4 , 00 / 03 / 09 . 2 pp 


8003250611 Confirms dtscusslon r# 800305-06 visit to Bingletop hatls 
Engineering-Metallography labs for metallurgical examinatlQii 
of fflDckup used in qualifying wsU draw bead realignment of 
prtsiuriter relief pipe 

RUBENSTElNiL , 0 Light Water Reactors Drench 4 80 / 03/09 2 pp 


—8003120246 IE Insp Repts 50 - 327 / 79-67 %> 50 - 328 / 79-34 oo 74 j 20 l->Jfe 
noncompliance noted Major areas inspected electrical vort, 

work activities L quality records 

CONLDN. T E, Region 2 . Atlanta. Reactor Construct Ion b r 

evpport Branch OiaUONS,! D Region 2 , Atlanta, Offli* a* 
Director 0 O/O)/O 2 4 pp 


6003190627 Forwards IE |n*p Repts 
791216 - 20 . No noncompliance noted 
DftVANTiJC Regions, Atlanta, 
Support Branch 60/01/10 2 pp 


90 - 327 / 79-72 fc 50 - 328 / 79-35 fli 
Reactor Construction 6 Englntitii-g 
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''-0Oa3l9O632 IE Insp Repts 90-327/79-72 50-32a/79~a5 on 79i2ie'20 No 

noncomp 1 lance noted Major areas Inspected deficiencv items/ 
Inspector ^ollaujup items. IE bunetlns 2< dbeervatton of 
safety-related activities 

CANTREtL. F S Region 2, Atlanta/ Reactor Construction & 
Engineering Support Bi anch GOUOE« M J Region 2. Atlanta. Office 
of the Director SO/Ol/iO 5pp 


8003070001 Responds to IE Bulletin 79-OlB. "Environ Qualification of 
Class IE Equipment " Bulletin applies only to operating 
plants Info responsive to bulletin lei 1 1 be provided for 
Srouins Ferry facilities 

HILL8/L M Tennessee Valley Authority 00/01/29 2pp 


8003140009 Foiiuards IE Insp Rept 50-328/80-01 on a0QiO7-iO No 
noncompliance noted 

BRYANT. J C Region 2. Atlanta/ Reactor Construction tc Eng lateerlng 
Support Branch 60/01/25 2pp 


•"-8003140016 IE Insp Rept SO~320/8O-O1 on 800107—10 No noncompl lance 
noted Major areas inspected Installetion tt associated 
records for safety-related electrical cables ^ fire 
euppretsion equipment 

RUFF/ A B Region 2/ Atlanta. Office of the Director CQNLON. T E 
Region 2, Atlanta/ Reactor Construction U Engineering Support 
□ranch 80/01/25 3pp 


8003170052 Foruiards IF Info Notice BO-QJ. "Main Turbine 
El ee trohy draui ic Control 8ys '* No specific action or 
response required 

O^REILLY/J P Region 2, Atlanta/ Office of the Director 80/01/31 
3pp 


8003190124 Foruards IE Circular 79-25# Buppl A# '’Shock Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY/J P Region 1. Atlanta. Office of the Director 80/01/31 
If 


8003S10176 Forwards response to IE Qulletln 79-28 Util located 22 NAMCO 
Model EAIBO stem mounted switches that are code dated 
between Feb >y Aug 1979 at Sequoyah Unit 1 Investigation 
continuing for Bequoyah Unit 2 

MILLS/ L M Tennessee Valley Authority SO/02/06 2pp 


8003160082 Forwards IE Bulletin 00-04/ "Analysis of pUR Main Bteam Line 
Break W/Contlnued Feedwater Addition,’' No written response 
required 

O'REILLY# J P Region 2. Atlanta# Office of the Director 00/02/06 

2pp 


6003190441 Forwards IE Info Notice 00-05. "Chloride Contamination of 
Safety-Related Piping U Components ’’ No written response 
required 

O'REILLY# J P Region 2. Atlanta# Office of the Director 80/02/06 
ip 


8003190039 Forwards IE Info Notice 60-07# "Pump Shaft Fatigue 
Cracking ’’ No response required 

O'REILLY. J P Region 2# Atlanta# Office of the Director 80/02/29 
2pp 


Q003 140367 Forwards IE Info Notice 80-i0i "Partial Lost of Non-Nuclear 
Instrument Sys Power Supply During Operation ” No specific 
action or response required 

O'REILLY/JP Region 2# Atlanta. Office of the Director 60/03/07 

2pp 


8003190003 Forwards IE Info Notice 60-06 "Btates Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'fiEILLY/J P Region P. Atlanta# Office of the Director 60/03/07 

app 


8003270040 Forwards IE Bulletin 60-05/ "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVC8) Holdup Tanks " 

Action b written response required 

Q'RElLLYiJ P Region 2# Atlanta# Office of the Director 60/03/10 

Ip 


6003260239 Forwards IE Bulletin 60-06# "Engineered Rafetg Feature 
-(E8F) Reset Controls *' No written response required 
Q'REtLLV/J P Region 2. Atlanta. Office of the Director 60/03/13 
Opp 


8003290572 Forwards lE Info Notice 80-11# "Oeneric Problems W/A8C0 
Valves in Nuclear Applications Including Fire Protection 
Bys " No action or ui*itten response required 

O'HEILLYi V. P. Region 2# Atlanta# Office of the Director. 80/03/14 
Ip. 


8003260161 Forwards 1£ Circular 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 60/03/14 
3pp 


R Periodic operating reports L related correspondence 


6003110466 "Discharge Monitoring Re p t# 791 101-800201 " 

EL-ASHRY. M T Tennessee Valley Authority 00/02/28 07pp 


8 Reportable occurrences. LERs U. related correspondence 


B003110597 Forwards final deficiency rapt re radiation monitors 
spurious signals 

MILLS. L M Tennessee Valley Authority 80/03/04 Lp 


— 9003110599 Final deficiency rept readout instruments far 12 radiation 
monitors spiked upscale in unison for 2-h Caused by 
interference produced by welding machines 8ignal ceble for 
monitor 0-RE-90-IOIA being rerouted In conduit 
# Tennessee Valley Authority 60/03/04 lp 


DOCKET 50-329 MIDLAND PLANT# UNIT I 


A Application/construction stage documents & correspondence 


8003190621 Notification of 600227-28 initial site visit u/util/US Corps 
of Engineers. U8 Navy Surface Neapons Ctr L Energy Technology 
Engineering Ctr & Oechtel to observe facility soils 
settlement L effects 

HOOD# D S Light Nater Reactors Branch 4 60/02/14 Gpp 


6003040166 Notification of 600220 meeting w/BlN L CPC in 
Lynchburg.vA to discuss input data for MAXITRAP computer 
code used for overcool Ing transients at facilities Agenda b 
list -of attendees end 

HOOD.D 6 Light Water Reactors Branch 4 00/02/19 4pp 


8003040494 Forwards ’’Structural Effects of ATWS Overpressure Trane lents 
in Byron Jackson Primary Pumps." addendum to "Analysis of 
BbN Nuclear Steam Sys Response to ATWS Events ’’ 

TAYLOR. J H Oabcock V Ni Icox Co 80/02/26 lp 


—6003040498 "Structural Effects of ATWS Overpressure Transients In Byron 
Jackson Primary Pumps ’’ 

« Babcock 8# UiUon Go DAW-UiO BO/02/01 31pp 


8003190765 eummary of 600220 meeting ui/util V BbW in Lynchburg. VA re 
computer codes for NRC audit analysis on DbW Syi 
tent i tlvity 

HOODiDa Light Water Reactors Branch 4 00/02/26 Bpp 


8003100232 Application far Amend 74 to CP b OL re plant fill# Revision 
5 

HOWELL# 8 H Carolina Power b Light Co 00/02/26 290pp 


800324D223 Informs of Energy Technology Engineering Ctr assistance u/ 
review of applications for OLs Requests that info re 
mechanical engineering matters be sent to company 
RU6ENSTEIN# L 6 Light Nater Reactors Branch 4 60/02/29. 3pp 


8003250056 Farvards request for addl info re changes tc studies proposed 
in util 7912D4 response to NRC 791025 request re 
design adequacy of BStW sys utiliilng once-through steam 
generators Reply requested by 800403 

RUB£N3TE1N«L 8 Light Water Reactors Branch 4 60/03/07 9pp 


8003240331 Ack receipt of 800221 response to NRC 600211 request for 
fees Request based on util 791219 application for amend to 
CP Amend applications resulting from noncompl lance items 
noted during Insps are not fee exempt 

MILLER# W D License Fee Management Branch 60/03/10 ip 


6003260187 Forwards seismic input parameters for geoteebnical revltui b 
geotechnical considerations guidance 
JACKSON# R.E Geosciences Branch 60/03/13 lp 

—8003260169 Discusses seiimologle Input parameters for geotechnical 
review 

WABTLER, 8, Geosciences Branch 00/03/17 9pp 
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0 Adjud i-catory c orre^pond^ftcB 


G003130201 Advises o# CPC rP/Lsed schedule Projected fuel load is Apr 
1904 for Ufnt 2 t> Sepb for Unit i Unit 2 coinifrerc i al 

operation »et for Sept: 1904 Unit I scheduled for electric & 
steam commercial operf-tion Har 1935 I* fla<# 1*?35» respect ively 
OIBDBiM E Uham, LiACoJn t- Beale BO/02/00 2pp 


8003190204 Reapondi to 80012B 1 tr requesting terminal 1 1 on of const at 
facinti^ based on spent fuel sCorage cons I dera tlons Advises 
that issues be brought tuefore ASLB 

0LMST£AD,W J Office of the Enetulive Legal Director 80/02/26 
2PP 


8003190209 Requests that fac i 1 l tv te closed down due td siting 
violation intent bv util to store spent fuel begond si* 
flionths 

MARSWALLiW K Affiliation Unknown 00/0 i/2B Ip 


0003310233 Notice or hearing to be published in TR, m response to Cf»C 
791226 requester# Ofc of Nuclear Reactor Regulation 6t IE 
791206 joint order modlfvinj CP to prohibit soil-related 
activities pending approval of amends 

CHILKiS -J Office of the :Becretaii| of the Codimiss 1 on 60/03/14 
3pp 

8003200019 Notice of appearance in QUs proceeding Certificate of Svc 
end 

PATON. W D Hearing lira rich 4 00/03/26 3pp 


H Oeneral correspondence 


6003190049 Responds to 000122 Itr to Presiderit Carter requesting info 
re plants w/simil«i dcsigr* to TfiI-2 provides list of all 
BtiU designed plants 

DENTONiH R Office of Nuclear Reactor Roguiation ao/02/M Ip 


I rmancial information 


0003120341 Forwards “Anni>al Rept to Shareh ol der s/ 1979 
PERRVrP A Consumers Power Co 80/03/0-7 45pp 


0 Inspection reportSi lE Sulletina it correspondence 


0003120(64 Forwards IE Circular BO-'OS, ' flue lean Pouer Plant Staff Uorb 
Hours ' No written response required 

KEPPLERrJ O Region 3. Chicago, Office of the Director 80/02/0-1 
Ip 


0003140217 Forwards IE Bulletin 0Q’*O3« "Loss of Charcoal from Std Type 
1 1, Two-Inch I Trag Adsorber Colls Action required 
KEPPLERiJ G Region 3f Chicago. Office of the Director 60/D2/06 
Ip 


6003110113 Forwards IE Bulletin BO-Oq. ''Analysis of PMR Main Bteem Line 
Break W/Continusd Feedwater Addition " Written response 
required 

KEPPLERiU G Region 3, Chicago, Office of the Director 0O/O2/OB 

4 


8003190341 Forwards IE Info Notice BO-Ob. "Chloride Contamination of 
Safety-Related Piping i* Components " No written response 
required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/02/00 
4 


8003200406 Forwards IE Insp Rep is SO-329/00-02 U 50-330/60-02 on 
800111 No noni-omp I iance noted 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 00/02/00 
2pp 


—0003200496 lE Insp Repfcs 50-329/80-03 50-330/80-02 on gOOU I No 

noncompl iance noted Major areas inspected discussion pf 
const matters requiring resolution before issuance off OU 
HEPPLERiJ G , FlORELLIiG , KElfiHMANrp F Region 3, Chicago, Office 
of the Director 00/01/31 4pp 


80031(0157 Forwards corrected IE Bulletin BO-04, "Analysis of PWR Main 
Steam Line Break H/Continued Feedwater Addition '* No written 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/02/14 

4 


8003310132 Forwards IE Insp Repts 50-329/00-01 1* 50-330/60-01 on 
800108-11 notices of violation I- deviation 

FlORELLIrO Region 3. Chi-cagoi Reactor Construction St Engineering 
Support Branch 80/02/16 2pp 


— B003310134 Notice of violation trom insp on SOOiOS-Jl 

e Region 3> Chicago, Office of the Director 00/02/(2 5pp 


— 6G033ID139 Notice of deviation from insp on 7910J0-12 i 000108-H 
* Region 3> Chicago, Office of the Director 80/02/19 Ip 


— 8003310145 It Insp Reptc 50-3^/9/80-01 «- 50-330/80-01 on BOOlOa-ij. 
None omp liance noted lack of welder qualification t- records 
sign-off t failure to implement commitment make design 
change 

KNOP.R C . VANDEL, T E . GAl LAGHER, E J Region 3< Chicago, Office 
of theDnector a0/02M2 17pp 


8003050654 Foriyards IE Insp Repts 50-329/00-03 t< 50-330/00-03 on 
000128-30 No noncompliance noted 

FIORELLI.O Region 3, Chicago, Reactor Construction & Engmiirirg 
Support Branch 60/02/22 2pp 


— 0OO3OSO659 IE Insp Repts 50-329/00-03 «< 5O-3J0/e0''O3 on 0OOJ20-3O Wo 
tioncomp I ianc e noted Major ai eas inspected OA/QC program, 
impl amenti ng procedur es, work obseivation r evl ew/evalualion 
of mondestruc t 1 ve examinations data V repts 
DANIELEON, D H Region 3, Chicago, Reactor Construction L 
Engirieering Support Dianch WARD, K D Region 3, Chicago, Office 
of the Director 80/02/14 7pp 


0003190352 Forwards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLEiRiJ C Region 3, Chicago, Office of the Director 00/02/29 

Ip 


8003260473 Forwards IL Info Notice BO-lO, "Partial Loss of Non-Ngcleer 
Instrument &ys Power Supply During Operation " No specific 
action or response required 

KEPPLER*J O Region 3, Chicago, Office of the Director 80/03/10 

tp 


8003260525 Forwards l£ Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCSl Holdup Tanks ” 

Action ^ written response required 

KEPPLER, J G Region 3. Chicago- Office of the Director 00/03/10 

ip 


0003260299 Foi wards IE Bulletin 00-06, "Engineered Safety Feature 
(ESF) Reset Controls " No written response required 
KEPPLER, JO Region 3. Chicago, Office of the Director 00/03/13 
i;i 


80032SOOBO Forwards IE Info Notice 80-11, "Generic Problems N/AECO 
Valves in Nuclear Applications Including Fire Protection 
Sys *' No action or written i esponse required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/03/(4 

Ip 


BOD3260245 Forwards lE Circular QO-04, "Securing of Threaded Locking 
Devices on Safety* Re lated Equipment " Ng written response 
requ I rod 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/03/14 
ip 


B0032SO544 Forwards invest i gat i on re IE Bulletin 00-03 Tray type 
adsorber cells have not been put chased for use at facility 
MO NELL, B K Consumers Power Co 00/03/19 ip 


R Periodic operating reports f/ related correspondent# 


80032B026B Forwards Dechtel nonconformance repts L logs, Bechtel QA 
request S, Bt’W repts of noncomf ormi ty, B^W inservice insp 
NGRs/CPC none onf ormanc B repts, audit finding repts & 
corrective adtion repts for Feb 1900 
HOWELL, 8 Consumers Power Co BO/03/25 600pp 


8 Reportable occurrences, LFRs i related correspondence 


6003040243 Interim deficiency rept re presiunier heater sqi Plan fer 
qualification of heaters tc connector assemblies to satisfy 
IEEE std* requirements has been received from qua 1 i f icatlon 
lab Testing will be complete by first quarter of t9Bl 
KOMELL, S H Consumers Power Co 00/01/29 2pp 

3003030511 Forwards final deficiency rept re incorrect Copes-Vulcan 
valve weight 

MiLLSrL (1 Tennessee Valley Authority 80/02/li 4 

— 8003030515 Final deficiency rept re incorrect CcFpa*~Vulcan valve 
weight Rerun of piping sys load analyses indicates that 
■listing supports adequate to absorb new loads 
a Tenmessed Valley Authority 00/02/11 Ip 
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G003040042 Ack receipt of 791221 final deficiency rep r* drop in 
enchors hif?C review u/i 1 1 be completed during future ln$p 
FlOR£LlIiO Region 3. Chicagoj Reactor Construction Engineering 
Support Oranch G0/02/1i ip 


800-3040040 Ack receipt of util 791221 final deficiency rept re reactor 
ipray piping tupporti NRC review will be completed during 
future imp 

FlOR£LLI»0 Region 3< Chicaga> Reactor Construction Engineering 
Support Branch GO/02/11 Ip 

B003030524 foruaids revised final deficiency rept re piping embedded in 
structural concrete 

mUL6. U H Tennessee Valley Authority flO/02/12 ip 


— 8003030528 Revised final deficiency rept re piping embedded tn 
structural concrete Evaluation indicates that structural 
capacities would not be impaired by embedded pipes having 
been subjected to prcssut e greater than 200 psl 
e Tennessee Valley Authority 80/02/12 2pp 


8003040053 Ack receipt of B00lc;'9 interim deficiency rept re pressurliar 
beater sys liRC review will be conducted upon receipt of util 
final rept 

FIORELLI<0 Region 3i Chicagoi Reactor Construction t< Englnaerlng 
Support Branch 80/02/12 Ip 


0003070021 Ack receipt of 600207 final deficiency rept re settlement of 
diesel generator foundation h bldg roUowup review will be 
conducted by Region 3 Reactor Const V Engineeilng Support 
Branch as well as by Ofc of Nuclear Reactor Regulation 
FJORCLLI^O Region 3i Chicago* Reactor Construction tc Engineering 
Support Branch 00/02/25 Ip 


B00319Q076 Ack receipt of 800207 interim deficiency rept re containment 
structures' coatings Final rept to be reviewed on receipt 
FIQRELLlrO Region 3* Chicago* Reactor Construe tlan Engineering 
Support Branch 00/02/26 ip 


GOO-319OC60 Ack receipt of 800206 interim deficiency rept re small 
break/r eac tor coolant pump operation interaction Final rept 
to be reviewed on receipt 

FlORELLliO Region 3* Chicago* ReaclOl Construction tt Engineering 
Support Branch 00/02/26 Ip 


8003040490 Forwards interim deficiency rept re seismic Ji environ 
component {;ua 1 1 f icat 1 ons Only Fotboro Model £10 transmitters 
were unable to meet e^ual i f 1 cat i on requirements 
HOlfELL* 8 A Consumers Pawei Co 00/02/29 2pp 


0003040496 Interim deficiency rept re seismic 6 environ component 
qua 1 i f Icati ons Only Foxfaoro ElO transmitters were unable to 
meet qualification requirements ‘'Qualification Test Btaiui 
Rept* " Revision 1 1 enc I 

e Dechtel Associates Professional Corp 00/02/01 57pp 


0003070377 Forwards final deficiency rept re cracked disconnect links 
HOWELti 3 H Consumers Power Co 80/03/03 2pp 


--0OO3O7O379 Final deficiency rept re clacked disconnect links Caused by 
stress corrosion cracking Manufacturer I suppliers Informed 
of deficiency Links in Class IE circuits will be tested 
terminal blacks will be sent to Bandia by 000305 
e Consumers Power Co 00/02/29 4pp 


8003070397 Final deficiency rept re discrepant terminal block 
diiconnect links discovered during check of non'^Ctass IE 
startup transformer 0X03A Caused by stress corrosion 
tracking Insp plan developed Search of records Initiated 
HOWELL, 8 H Consumers Power Co 80/03/03 6pp 


8003070375 Interim deficiency rept giving status of corrective action 
r« broken anchor bolts in Unit t reactor vessel support 
skirt flange Next rept will be sent by 000501 Bacbte) 
interim rept end 

MQWELLi S H Consumers Power Co 80/03/03 6pp 


-8003070397 "Investigation of Prestrvlc# Failure of Midland Reactor 
Pressure Vessel Anchor Studs*' prepared for Bechtel 
e Teledyne Engineering Services 60/01/25 6Spp 


DOCKET 50-330 MIDLAND PLANT. UWIT 2 


A Appllcatlon/constructlon stage documents 5 correspondence 


0003190621 Notification of 800237-26 initial site visit w/utiliUS Corps 
of Engineers»US Navy Surface Weapons Ctr 5 Energy Technology 
Engineering Ctr Jk Dechtel to- observe facility soils 
settlement it effects 

HODD.D 5 Light Hater Reactors Branch 4 80/02/14 3pp 


8003040166 Notification of 600220 meeting u/BLW t CPC in 
Lynchburg* VA to discuss input data for MAXITRAP computer 
code used for overcaoling transients at facilities Agenda 6 
list of attendees end 

HOODiD S Light Water Reactors Branch 4 60/02/ HD 4pp 


Q003040464 Forwards "Structural Effects of ATWS Overpressure Transients 
In Byron Jackson Primary Pumps- " addendum to "Analysis of 
OSiU Nuclear Steam 8gs f^esponse to ATW3 Events " 

TAYLOR* J H Babcock U Wilcox Co 80/02/26 Ip 


— 6003040498 "Structural Effects of ATWS Overpressure Transients in Byron. 
Jackson Primary Pumps " 

« Babcock ^ Uilcox Co BAU-1610 60/02/01 3lpp 


9003190765 Summary of 800220 meeting w/util & DtiN in Lynchburg* VA re 
computer codes for NRC audit analysis on DS'N sys 
sensitivity 

HOOD, D 0 Light Water Reactors Branch 4 60/02/26 6pp 


6003100232 Application foj Amend 74 to CP << OL re plant f 1 1 1 , Revi s ion 
5 

HQtfELL-SH Carolina Power t Light Co 60/02/20 250pp 


8003240223 Informs of Energy Technology Engineering Ctr assistance w/ 
review of appilcatlons for OLs Requests that Info re 
mechanical engineering matters be sent to company 
RU8ENaTEIN*L 8 Light Water Reactors Branch A 00/02/29 3pp 


8003250096 Forwards request for addi info re changes studies proposed 
In util 791204 response to NRC 791025 request re 
design adequacy of 6144 sys utiliting once-thiough steam 
generators Reply requested by 60Q403 

RUBeN8TElN*L 8 Light Water Reactors Branch 4 80/03/07 9pp 


6003240331 Ack receipt of 600221 response to NRC 800211 request for 
fees Request based on util 791217 application for amend to 
CP, Amend applications resulting from none ompl lance items 
noted during snspt are not fee eicempt 

HIl-LERj W 0 License Fee Management Branch 80/03/10 Ip 


6003280167 Forwards seismic input parameters far geotechnical review (t 
gao-technica 1 considerations guidance 
JACK60N*R £ Oaosciences Branch, 80/03/13 Ip 


— 0003280189 Discusses selsmologlc Input parameters for geotechnical 
revl ew 

MA3TLER*S Geosciences Branch 80/03/17 5pp 


0 Adjudicatory correspondence 


800313020L Advises of CPC revised schedule Projected fuel load is Apr 
1984 for Unit 2 tc 8ept 1964 for Unit I Unit 2 commercial 
operation set for Sept 1964 Unit 1 scheduled for electric & 
steam commercial operation Mar 1905 May 19B5i respec tive 1 y 
OIBBSrM E Isham, Lincoln ^ Beale BO/02/0B 2pp 


8003190204 Responds to 800128 Itr requesting termination of const at 
facility based on spent fuel storage considerations Advises 
that Issues be brought before ASL8 

OLHBTEAD.M J Office of the Executive Legal Director BO/02/26 

2pp 


—6003190209 Requests that facility be closed down due to siting 
violation Intent by util to store spent fuel beyond six 
months 

MARSHALL, MH Affiliation Unknown 00/01/26 Ip 


8003310233 Notice of hearing to he published in FR* in response to CPC 
791226 request* re Ofc of Nuclear Reactor Regulation IE 
791206 joint order modifying CP to prohibit soil-related 
activities ponding approval of amends 

CHlLKi 0 J Office of the Socrefcary of the Commission 80/03/14 

3pp. 


0003200019 Notice of appearance in DLs proceeding Certificate of 6vc 
end 

PArON*M D Hearing Branch 4 00/03/26 3pp 
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M General corrc-sp ondeiice 


800319084? Responds to 800122 Hr to Pi-eildent Carter ro-queifc 1 ng info 
re plante ui/similar design to TMI-a Provides list of all 
B&U designed p larits 

DEHTQM.M R Office of Nuclear Reactor Regolatioti 60/02/14 Ip 


I Financial i nrornatiDh 


B0OiJ12O341 Foruards "Annual Rept to Shareholders, 197? 
PERRY, P A Consumers Pouier Co 00/03/07 4&pp 


0 tnspectloiv reportsi IE Bulletins & correspondence 


3003120164 Forward* IE Circular eo> 02i “Nuclear Power Plant Staff Work 
Moors ” No written response required 

KEPPLER.J G Region 3, Chicago, Offic# of the Director 80/02/01 

Ip 


8003140217 Forward* IE Bulletin BO-OOi “Loss of Charcoal from Std Tgpo 
I If Two-Inch . Trag Adsorber Cells “ Action required 

KEPPLERrJ C Region 3, Chicago, Office of the Director 80/02/06 
Ip 


8003110113 Forwards IE Bulletin 00-04. “Analysis of PWR Mein Steam Line 
Break W/Continued Feedwater Addition " Written response 
required 

KEPPLER.O 0 Region 3, Chicago. Office of the Director 80/02/00 
ip 


8003190341 Forwards IE Info Notice 60-05. “Chloride Contamination of 
Safety-Related Piping f Components " Mo written response 
required 

KBPPLERiJ 0 Region 3, Chicago. Office of the Director 80/02/08 

Ip 


8003200486 Forwards IE Ensp Repts 50-32V/BO-02 tc 50-330/80-02 on 
800111 No none omp 1 lance noted 

KEPPLER.\I G Region 3f Chicago. Office of the Director 60/02/08 

2pp 


—8003200496 IE Insp Repts 50-329/80-02 t SO-330/80-02 on 000111 No 
noncomp 1 iance noted Major areas inspected discussion of 
const Clatters requiring resolution before issuance of OL 
HEPPLER.J 0 . FIORELLI.O . HFlSHMANfft F Region 3. Chicago, Office 
of the Director 80/01/31 4pp 


8003110157 Forwards correctod IE Bulletin 80-04. '‘Analgsls of PWR Mam 
Steam Line Break W/Continued Feedwater Addition “ Mo written 
response required 

HEPPLER.JG Region 3, Chicago, Office of the Director 80/02/14 

ip 


8003310132 Forwards IE Insp Repts 50-329/60-01 t 50-330/00-01 on 
000106-11 U notices of violation A deviation 

FIORELLI.O Region 3, Chicago. fTactor Construction ti Engineering 
Support Branch 60/02/16 2pp 


— 8003310134 Notice of violation from irisp on 600108-1 i 

* Region 3. Chicago, Office of the Director 60/02/12 2pp 


—8003310139 Notice of deviation fropi insp on 791010-12 li BOO 1 OB- 1 1 
« Region 3, Chicago, Office of the Director 80/02/12 Ip 


—3003310145 IE Insp Repts 50-329/80-01 t 50-330/60-01 on 800108-11 
Noncompliance noted lack of welder qualification i|i records 
sign-off & failure to implement commitment make design 
change 

KNOP.R C . VANDEL. T E , GALLAGHER. E J Region 3, Chicago. Office 
of the Director 60/02/12 L7pp 


6003050654 Forwards IE Intp Hepti 50-329/60-03 it 50-330/60-03 on 
800 126 -3 Q No none omp 1 I anc a noted 

FIORELLI.O Region 3. Chicago, Reactor Construction fc Engineering 
Support Branch 60/02/22 2pp 


— B003050659 IE Insp Repts 30“329/aO“03 k 50-330/80-03 on 600126-30 Mo 
noncump 1 lance noted Major area* tnspected^GA/OO programi 
implementing p rocedures, worh observation f< r evi ew/ova 1 uation 
of nondestructive examinations data U repts 
DANIELSON, D K Region 3, Chicago. Reactor Canetruction l< 
Engineering Support Branch WARD. K D Region 3. Chicago, Office 
of the Director 60/02/14 7pp 


8003120352 Farwards IE lafd Notice 60-07i “Pump Shaft Fatigue 
Cracking ■' No response required 

KEPPLER.JG Region 3. ChicagOr Office of the Director 80/02/29 

ip 


8003260473 Forwards IE Info Notice BO- 10. "Partial Loss of Non-Ruiliat 
Instrument By* Power Supply During Operation “ No specific 
action or response required 

KEPPLER,J G Region 3, Chicago, Office of the Director 80/03/10 
Ip 


6003260925 Forwards IE Bulletin 60-05, “Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgs (CVCS) Holdup Tanks " 

Action t written response required 

KEPPLER.J G Region 3. Chicago, Ofrice of the Director 60/03/10 
IP 


8003260299 Foi wards IE Bullotin 80-06. ''Engineered Safety Feature 
(E8F1 Reset Controls '' Mo written response required 
KEPPLERrJ 0 Region 3, Chicago. Office of tho Director 90/03/1:} 
ip 


8003250080 Forwards IT Info Notice 80-11. "Generic Problem* N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8ys " No action or written response required 

KEPPLER.J 0 Region 3. Chicago. Ofrlce of the Director Q0/03/i4 
ip 


8003260245 Forwards It Cncular 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/03/14 

Ip 


R Periodic operating repoi ts 6 related cori espondenc e 


800326026B Forwards Bechtel nonconformance repts i logs. Bech te 1 OA 
r equests. □4'W repts of noncomf ormi ty , D4<W inservice insp 
NCRi.CPC nonconformance lepts. audit finding repts 
corrective action repts for Feb 1980 
HONELLiS Consumers Power Co 80/03/25 60Opp 


S Reportable occurrences. UERs related correspondence 


8003040243 Interim deficiency rept re pressuriier heater syt Plan for 
qualification of heateis it cormector assemblies to satisfy 
IEEE stds requirements has been received from qua I i f ication 
lab Testing will be complete by first quarter of 198i 
HOWELL. 8 M Consumers Power Cq 80/01/29 2pp 


8003030511 Forwards final deficiency rept re incorrect Copes-Voican 
valve weight 

MILLS, L M Tennessee Valley Authority 80/02/11 Ip 


— 8003030519 Final deficiency rept re incorrect Copes-Vulcan vaivi 
weight Rerun of piping sys load analyses indicatei that 
existing supports adequate to absorb new loads 
e Tennessee Valley Authority 80/02/11 ip 


800304D042 Ack receipt of 791221 final deficiency rept re drop in 
anchors NRC review will be completed during future insp 
FIQRELLIiO Region 3, Chicago. Reactor Construction t. Engineering 
Support Branch 80/02/i l Ip 


6003040040 Ack receipt of util /91221 final deficiency rept re reactor 
spray piping supports NRC review will be completed during 
future insp 

FIORELLI.O Region 3, Chicago, Reacloi Construction U Engineering 
Support Branch 80/02/11 Ip 


B003030924 Forwards revised final deficiency repl re piping embedded I 
structural concrete 

MILLS, L H Tennessee Valley Authority 80/02/12 ip 


■8003030928 Revised final deficiency rept re piping embedded in 
structural concrete Evaluation indicates that structural 
capacities would not be impaired by embedded pipes having 
been subjected to pressure greater than 200 psi 
* Tennessee Valley Authority 80/02/12 2pp 


8003040053 Ack receipt of 000129 interim deficiency rept re pressunr* 
heater sys MRC review will be conducted upon receipt of util 
final rept 

FlORELLIfO Region 3, Chicago. Reactor Construction & Engineering 
Support Branch 80/02/12 Ip 


8003070021 Ack receipt of 800207 final deficiency rept re settlement a 
diesel generator foundation bldg Followup review will be 
conducted by Region 3 Reactor Const U Engineering Support 
Branch as well as by Dfc of Nuclear Reactor Regulation 
FIORELLI.O Region 3, Chicago, Reactor Construction U Engineering 
Support Branch 00/02/25 Ip 
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Q00319007A Ack raceipt of 000207 interim deficiency rept re containment 
structure^' caatinge Final rept to be reviouied on receipt 
FlDRELLliG Region 3. Chicagor Reactoi Construction t< Engineering 
Support Branch 00/02/2(i> Ip 


S0031900QO Ack receipt of 000200 intei im deficiency ropt re small 
break /reac toi coolant pump opeiation interaction Final rept 
tc be revioued on receipt 

FlORELLl.O Region 3« Chicago* Reactor Construction h Engineering 
Support Branch 00/02/26 ip 


9003040490 Foiwards interim deficiency lept le seismic it environ 
component qua 1 1 f i c a 1 1 on? Only Forboro Model ElO transmitters 
were unable to meet qualification requirements 
HOWELL* S A Consumovs Mower Co 00/02/29 2pp 


*--0003040496 Interim doftcioncy rept re seismic it environ component 
qualifications Only Foiboro EtO transmitters udre unable to 
meet qualification requirements '‘Qualification Test Status 
Repti Revision 11 end 

« Dechtel Associates Prof ess Iona 1 Corp 00/02/01 57pp 


0003070377 Forwards final doficiency rept re cracked disconnect links 
HGWEtL*S H Consumers Mowor Co 00/03/03 Hpp 


— 0003070379 Final deficiency lept re cracked disconnect links Caused by 
stress corrosion cracking Manufacturer & suppliers informed 
of deficiency Links in Class IE clicults will be tested ^ 
terminal blocks will be sent to Sandia by 000305 
■0 Consumers Power Co 00/02/39 4pp 


0003070387 Final deficiency rept ie discrepant terminal block 
disconnect links discovered duilng check of non-Class IE 
startup transf ormei 0K(J3A Caused by stress corrosion 
cracking Insp plan developed Seaich of records initiated 
HOW ELL I 8 H Consumers Mower Co 60/03/03 6pp 


9003070395 Interim deficiency rept giving status of corrective action 
re broken anchor bolts in Unit I reactor vessel support 
skirt flange Wext lept uii ] 1 be sent by 600501 Dechtel 
* ntanm rept enc 1 

HOWELL. 8 H Consumers Powei Co 00/03/03 6pp 


--6003070397 " Invest igat i Dll of Proservice Failure of Midland Reactor 
Pressure Vessel Anchor Studs." prepaied for Dechtel 
o Tvledyne Engineering Services 80/01/25 65pp 


G Adjudicatory correspondence 


0003140009 Denies 790409 petition to suspend Ol Amend 46. Mark I 
containment short-term programr pend mg issuance of EIS 
DENTON. H R Office of Nuclear Reactor Regulation 80/02/13 2pp 


— 6003140093 Director's decision under 10CFR2 206 denying Citiiens 
United for Responsible Energy , Communi ty Action Research 
Group N lA PIRO 790409 petitlonn to suspend Amend 46 to 
License DPn:-49 pending ElS 

DEUTON. H R Office of Nuclear Reactor Regulation 80/02/13 

lOpp 


— 8003140096 Notice of issuance of director's decision under 10CFR2 206 
denying 790409 petition to suspend Amend 46 to License 
DPR-49 pending EIS 

DENTOMiH R Office of Nuclear Reactor Regulation 80/02/13 2pp 


8003170011 Ordei granting extension until 80032B far Commission to 
elect bihathei to review director's 600213 decision, denying 
petition re Mark ( containment per 10CFR2 206 

CHlLKtS J Office of the Secretary of the Commission 00/03/04 

ip 


P Operating license stage documents It correspondence 


8003170197 Forwards diaft NUREG’'063O* "Cladding Swelling U Rupture 
Models for LOCA Analysts" t topics for discussion sent to 
fuel vendoi s Requests comments by 800109 

EISENHOT.D Q Division of Operating Reactors 79/12/20 19pp 


— 8003170371 Draft "(.Uddmg Swelling «* Rupture Models for LOCA 
Analysis " 

POWERS* D A Core Performance Branch 79/11/30 I06pp 


0003060432 Forwards Amend 56 to License DPR-49* safe ty evaluation i 
notice of issuance U availability 

IPPQLITO*! A Operating Reactors Branch 3 80/02/13 2pp 


— 9003060438 Amend 56* to license DPR-49. revi s Ing Tech Specs for thermal it 
ressurl lat ion limitafions on RCS 

IPPOLITO* T A Operating Reactors Branch 3 00/02/13 llpp 


--B003060442 Safety evaluation supporting Amend 56* to License DPR-49 
a Office of Nuclear Reactor Regulation 00/03/13 3pp 


DOCKET 50 331 DUANL ARNOLD CNERGh CENTER 


F Security* medical, omei gency fire protection plans 


G0D314O241 Forwards requust for addl Info re safeguards contingency 
plan Response due within 60 days Enel withheld (ref 
lOCFRa 7901 

1PP0LIT0*T A Operating Reactors Uranch 3 <Pre 790629) 00/02/20 

2pp 

9003140244 Requests review of fire protoctlon program for conformance 
w/guldelines contalricd in “Nuclear Plant Fire Protection 
Functional Respons i b 1 1 1 1 1 us. Adm i nistrative Controls b QA" 
forwarded 7/0000 Response date 600319 

IPPOLITO. T A Operating Reactors Branch 3 <Pre 790629) 90/02/20 

2pp 

B003170294 Forwards fne protection review* Item 3 2 6 re diesel 
genaratOT air intake 

HALLift E Drookhaven National Laboratory 00/03/06 Spp 

0OO31BOSO7 Responds to NRC 900220 Ur re guidelines on fire protection 
adimlnistrat i VO controls confirms teicons concerning fire 

protection mods Guidelines will be met in accordance 
u/licgnse amend SER schedule it mods completed by 000601 
ROOT*L D Iowa Electric Light itt Power Co 80/03/07 2pp 


8003180492 Forwards input for Items 3 2 4* 3 1 13 3 I 5 of fire 

protection review re control room fire hazards* portab le 
«miike venting equipment ?. hose cart* respec felvely 
HALLrR E Drookhaven National Laboratory 00/03/12 4pp 


— 8003060450 Uotice of issuance i availability of amend 54 to License 
DPR-49 

IPPOLITO, T A Operating Reactors Branch 3 00/02/13 2pp 


aOO3tiO430 Forward Amends 57 to License DPR-49. safety evaluation t 
notice of issuance b availability 

IPPOLITO* T A Operating Reactors Branch 3 80/02/19 2pp 


— 0003110443 Amend 97 to License DPR-‘49* allowing count rate in source 
range monitor channels to drop below three counts per 
second when entire reactor core is being removed or 
rep laced 

IPPOLITO,? A Operating Reactors Blanch 3 00/02/15 6pp 


— 8003110444 Safety evaluation supporting Amend 57 to License DPR-49 
* Office of Nuclear Reactor Regulation 00/02/15 5pp 


— G0O3tl045O Notice of issuance ft. availability of Amend 57 to License 
DPR-49 

IPPOLITO, T A Operating Reactors Branch 3 90/02/15 2pp 


6003200007 Summary of 000111 meeting w/Dechtel b licensees re masonry 
wall pipe support structural interdisciplinary 

coordination 

LlCCIARDOifi Operating Reactors Branch I 60/03/03 I6pp 


0003070233 Forwards proposed change to Tech Spec. Section 3 7* revising 
dryuell to suppression pool dif f ei'ential pressure, submi tted 
as amend to License DPfi-49 Fee end 

ROOT,L 0 Iowa Electric Light it Power Co 90/03/04 2pp 


S003290526 Forwai ds input to Item 3 S 6 of fire protection review 
Recommends acceptance of util proposal to separate emergency 
diesel generator air intakes 

MACDDUOALL*E A Drookhaven National Laboratory 80/03/18 3pp 


— 8003070239 Proposed change to Tech 8pec*8ection 3 7.revising drywdl to 
suppression pool differential pressure 
» touia Electric Light it Power Go, 80/03/04 2pp 


0003120472 Forwards primary coolant piping layout drawings, In response 
to 000229 telcon re compliance w/NUREG-097B Drawings 
available in Central Files only 

SALMON. R Iowa Electric Light it Power Co 80/03/06 Ip 



1B0 


DOCKETED ITEMS 


8003260002 Rt 5 pand« ta 790829 lubmittal of proposed Tech Specs re 
TAdlolog i C4ii effluent A< environ «»*dii I torinfl SV» Ca/oment* j< 
nerked-copy of NUREC-0473 re de f tc 4 enc i*i flticJ Re^tieett 
sutdiittel of revision i> procets control progrorn 
JiPPDLITDi T A Opera ting Reactors Branch 3 00/03/07 98pp 


S0032&0E99 Foruferifs NRC 600301 "Evaluation of Licensee Compliance 
tu/CategOTy A Items of MRC Recommendat 1 o ns Resulting from 
TMI-2 Lessons Learned Roqui rements u(H have 6 «er 
sati s f ae ton ly ^et by end of current refueling outage 
fPPOLITOiT A Operating Rtactors Branch 3 EO/03/IO 14pp 


0003190527 Responds to NRC 791213 Itr re losses of offsite pohier 
events Review of records indicates facjMttf csperipnced no 
planned partial or complete losses of offsite power since 
completion of const 

R00T<L D Iowa Electric Light V Pouer Co 80/03/14 Ip 


8003240449 Forwards revised amend application for License DPP~49 S 
proposed Tech Specs per 770030 submittal Hods are being mad# 

In response to IJRC questions 

ROOT<L D Iowa Electric Light 4> Power Co 80/03/19 Spp 


''"■80032404 54 Revned amend application for License DPR''49 per 770930 
submittal re surveillance requirements for frequency of 
functional testing 

a Iowa Electric Light Power Co S0/03/1B 3pp 


'-8003240457 Revised proposed Tech Specs for Pages 3 2“13'16»3 2-25 4 24 
& 3 a-l <( 2 4 0 8-11 i 12 r« functional testing 
a Iowa Electric Light it Power Co 80/03/18 lOpp. 


G00328045I Discusses core sprag sys 4 RHR valving arrangements pressure 
monitoring 9( control features 4 periodic testing performed 
to ensure minimliation of Event 5 type accident No plant 
procedure revisions or equipment mods warranted 
RD-OT 4 L 2) iQti^a Electric Light 4 Power Co G0-/03/19 3pp 


Q Inspection reportsi IF Bulletin* It correspondence 


8003140445 Forwards IE Info Notice 80“03r "ilain Turbine 
Elec trohydraut ic Control Sys " No specific action or 
response required 

KEPPLERr J 0 Region 2, Chicago* Office of the Director 80/01/31 
»P 


8003190028 Forwards IE Circular 79-25*8uppl A> "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPL£R.*iO Region 3. Chicago. Office of the Director 80/01/31 
ip 


8003120180 Forwards IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hours '* No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/02/01. 

Ip 


8003140285 Forwards IE Bulletin 80-03. "Lots of Charcoal from Std Type 
lir Two-Inch j Tray Adsorber Cells '* Action required 
KEPPLER.^f 0 Region 3. Chicago. Office of the Director G0/D2/04 
tp 


8003110125 Forwards lE Bulletin 80-04# ’'Analysis of PWR Main Steam Uin* 
Break W/Conti riired Feedwater Addition •' Written response 
required 

KEPPLERiJ Q Region 3. Chicago. Office of the Director BO/02/OB 
Ip 


B003I9034B Forwards IE Info Notice 80-05. "Chloride Contamination o# 
Saf » ty-Hel a ted Piping 4 Components '* No written response 
requ Ired 

K£PPL£R^«J Q. Region 3. Chicago# Office of the Director 80/02/08. 

ip 


8003110182 Forwards corrected IE Bulletin 80-04# "Analysis of PkR Main 
Steam Line Break M/Continued Feedwater Addition " No written 
respome required. 

KEPPLER, J 0 Region 3# Chicago. Of Fite of the Director 80/02/14 

Ip 


8003040312 At k receipt of 80012? Itr informing NflC of steps taken to 
correct violations noted in IE tnsp Rapt 50-331 /79-25. 

HEIBHMAN.R F Region 3# Chicago#- Reactor Operations Nuclear Support 
Branch 80/02/14 Ip, 


" — 0003040382 Responds to NRC 000107 Itr re violations noted in IE Jnsp 
Rept 30-33l/79”a5 Corrective actions development of safety 
evaluation by 000301 4 safety-related list drafted ^ in 
raview process. 

R00T#L.D. Iowa Electric Light Power Co# 80/01/29 7pp. 


8003Q60350 Ac i receipt of 800131 Itr informing NRC of steps taken to 
correct violationis noted in IE Insp Rapt 50-331/79-32 
MEISHKAN# R P Region 3# Chicago# Reactor Operations Nuclear Sueport 
Branch 80/02/28 ip 


— 8003040357 Responds to NRC 800109 Itr re violations noted in IE Inep 
Rfpt 50-331/79-32 Corrective actions recirculation pump trip 
breakers moved to rec 1 rcglatl on sys M -0 set room Switchgear 
returned to warehouse 

ROOT#L D Iowa Electric Light t# Power Co 00/01/31 2pp 


80031204B8 Forward* IE Info Notice 80-06. "Notification of Bignlfieeni 
E\tnts No action required 

KEPPLER# J <7 Region 3# Chicago. Office of the Director 00/02/27 
Ip 


8003260247 Forwards response* to IE Bulletin 79-27. Items 1-3 No 
equipment mods necessary Control t- instrumentation power not 
derived same as AK Nuclear 1 } 2 Will not impose new 
admlnl * trati ve controls beyond those specified in Tech 8 pfc 
RQ 0 T#L p Iowa Electric Light ^ Power Co SC/02/26 0pp 


8003120346 Forwards If. Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER. J. 0 Region 3. Chicago# Office of the Director 90/02/29 

ip 


8003140329 Forwards supplemental info to IE Bulletin 79-OlD# "Envlrori 
Ouat if i cation of Class IE Equipment " Response required 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/02/29 
epp 


8003200371 Forwards partial response to Item 1 of 16 Bulletin 79-OlBi 
including master list of all engineered safety feature ty* 
w/components required to function under postulated accident 
conditions 

ROOT.L D Iowa Electric Light t Power Co 00/03/04 62pp 


8003180242 Forwards IE Ciicular 80-03. "Protection From Toxic Oa* 
Haiard* " No written response required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 00/03/04 

ip 


0003240185 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Haiard Associated N/Clased Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLER*^ 0 Region 3. Chicago. Office of the Director 80/03/07 
IP 


8003240049 Forwards IE Info Notice 80-04. "BUR Fuel Exposure in ExctlS 
of Limits " No action or response required 

KEPPLER# 0 0 Region 3. Chicago# Office of the Director 00/03/10 

Ip 


8003240498 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Opet alien " No specific 
action or response required 

KEPPLER# JO Region 3. Chicago# Office of the Director 00/03/10 
Ip 


8003260419 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
<E 6 F} Reset Controls " Nritten reiponse required 
KEPPLeR»J O. Region 3 # Chicago. Office of the Director 80/03/13 

Ip 


8003S50106 Forwards IF Info Notice 80-11. "Oeneric Problems N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
9yi " No action or written response required 

KEPPLER# J. Region 3 . Chl-cago. Office of the Director, 80/03/14, 

Ip 


8003260291 Forwards IE Cucuiar 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

KEPPLER# vJ 0. Region 3. Chicago. Office pf the Director 80/03/14 
If 


R Parlodlc operating reports i' related correspondence 


8003040468 Forward* "Semiannual Operating Rep t. Rad ioac tive Effluent 
Rtleates«^itl-Df c 1979." 

HINECK. D L louia Electric Light L Power Co 80/02/21 Ip 


—8003040472 "Semiannual Operating Rept# Radi oactive Effluent Reltaits. 
Jul-Oec 1979 " 

a JpWB Electric Light 4 Power Co 80/02/21 7pp> 
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8003040403 Forwards "ftarf i oac t » ve Et-flueht Bemiannual 

R*pt,Jul-D^c 1979 " 

I^IMECKkT) L Iowa Electric Light t Poujer Co 00/02/Sl Ip 


--*8003040488 "nadtoactiva Effluent Releases Semiannual Operating Repti 
Jol-Dec 1979 ” 

* louia Electric Light 'it Power Co /9/ia/3l 7pp 


8003070315 Forwards "Annual Rept of Facility Chaiiges < Te-sts t> 
Elperlments 1979 " 

HIMECK. [) L Iowa Electiic Light fv Power Co 80/03/29 Ip 


—*0003070318 ^'Annual Repi. of Facility Changes* Tests 8< Experiments 1979 
• Iowa Electric Light U Power Co 79/12/31 l^pp 


80031G038-9 Forwards monthly operating rept for Feb 1980 

HIUECK. D L loua Electric Light Power Co 80/03/14 Ip 


-*-8003160373 Monthly operating rept for Feb 1900 

l^AKSlCKELj J Iowa Electric 1 ight t/ Power Co QO/03/1-4 7pp 


S Reportable occut rence a« LERs > i elated correspondence 


QQO326C480 RO during iool leak late testing of HSItp’s* three of four 
inboard MSiVs were discovered to have seat leakage in excese 
of Tech Specs All four MSlVs had combined packing V seat 
leaVage in excess of Tech Specs 

MINECK* 0 L Iowa Electric Light V Power Co 00/02/14 Ip 


8003030473 Forwards Supplemental LER 79*040/031-0 

HiNECKi D L Iowa Electric Light & Power Co 80/02/22 Ip 


— 8003030474 Bupplemental LER /9-040/03L-0 on 791010* dur 1 ng surveillance 
tes blngi suppress Ion chamber oxygen concentration found to 
be 4 37. Cause Indetei'mi nate Suppression chamber inerting 
begun U concentration reduced to Tech Spec limit 
* Iowa Electric Light t Power Co 80/02/22 Spp 


0003191002 PND-n I -Q0-03b on 80022A< two areas in protfctcd area 
quarantined due to pi esenre of Hi sop lasmos is bacteria 
indicated by analysis of pigeon feces Consultants from [nst 
of Preventive Medicine to visit site 

HRIOHT.O C Region 3. Chicago- Office of the Director B0'/02/2f) 

ip 


60038904^5 Forwards LfR 00-003/03L-0 

hiMECK.D L Iowa Electric Light t- F^owet Co 00/02/27 Ip 


--6003050469 LER SO-OOa/OBL-O on 0001201 dur mg normal operat 1 on* smal 1 
leak discovered on one-half inch nipple pipe fitting on HPCI 
pump seal supply line MPC[ sys removed from sve Caused bn 
need to replace leaking fitting 

ZIMMERMAN, vi C Iowa Electric Light << Power Co 00/02/2? Ip 


B0&304052V Forwards LER 00-004/011-0 

rtINECKiD L' Iowa Electric Light fy Power Co 80/02/20 tp 


— 8003040537 t ER Q0-004/01T-0 on 000214- dur ing scheduled leak rate 
testing. HSlVs 4412.4413.4416.4410.4419*4420 U 4421 found 
ui/seat leakage on inboard 6 combined seat & stem leakage on 
outboard valves exceeding Tech Spec Cause indeterminate 
ZIMMERMAN. J C Iowa Electric Light & Power Co 00/02/28 2pp 


000312052/ Forwards LtR tlO-005/03L-0 

HINECK. D L lowfl Electric Light U Power Co 00/03/06 Ip 


— 0003120531 LER 80-005/0 it -0 on 000205. dur ing reactor core isolation 
cooling sys pump t opei ability test* condensate pump lP-228 
would not pump down barometric condenser 6 pump spate 
heaters tripped Caused by defective contactor coil 
TOOKER.D W Idwa Electric Light fy Power Co BO/03/06 2pp 


8003130661 RO on 800306* dui ing HPCI pump insp. section of split nlng 
found lodged in main group impe 1 ler* creating potential for 
HPCI sys to become Inoperable Preparations underuiay to 
locate split ring section Vendor being consulted for repair 
MINECKrD L Iowa Flee trie Light Power Co 00/03/06 Ip 


6003260303 PNS- 1 1 1-00-004 on 000304. contractor uiatchperson was arresked 
at site while on duty Woman was charged u/possesslon of 
controlled drug w/o prescription 6 possession w/intent to 
deliver Arrest followed police raid at home of guard 
DONAHUE. J F Region 3, Chicago. Office of the Director 60/03/06 
Ip 


BO031BO62S RO on 800310. during surveillance testing of main steam 
relief valves, three valves had setpoints outside Tech Spec 
limits Cause not stated Corrective action t retesting In 
prog rcss 

MII^ECK/D L Iowa Electiic Light t Power Co 60/03/1:0 Ip 


8003170491 Forwards updatod t.ER eO'O04/OlT-l 

MINECKiD U loua Electi ic Light Zt Power Co 60/03/11 Ip 


—0003170495 Updated LER a0-O04/0lT-l on 800214, during scheduled teak 
Take tes t ing, MSI Vs 4412.4413.4416 «- 4421 found w/leakage 
in excess of Tech Specs Caused by lantern ring & junk ring 
interference 

VAN SICHEl . J Iowa Electric Light 6 Power Co 00/03/11 2pp 


8003180517 Forwards UR 90-006/031-0 

HINECK. D L Iowa Elcctxic Light 6 Power Co 90/03/12 Ip 


— S003180522 LER 80'‘006/03L-0 on 80021 1. dui ing surveillance testing* 
pressure switch PS-4SS5 trip setpoint found out of tolerance 
at 090 pslg Caused by instrument drift Instrument promptly 
recallbr t functionally tested 

TOOKER.O W toua Electric Light t Rower Co 80/03/12 Ip 


6003200245 RQ 80-8 on 600305* power uas secured to reactor bldg vent 
sample sys for scheduled alectricai testing as part of 
refueling outage Power not restored to sample pumps until 
600306 Caused by operator not manually restaiting pumps 
KINECK. D U lows Electric Light 6 Powei Co 90/03/14 2pp 


8003200309 Forwards LER (30-009/031-0 

HINECK.D L Iowa Electric Light 4- Power Co 60/03/14 ip 


— 6003200391 LER B0-Ooa/03L-0 on 000216. dur ing surveillance testing, core 
spray sparger to reactor vessel delta pressure PDlS-2139 
trip setpoint found out of tolerance Redundant channel 
switch found to be in tolerance Caused by instrument drift 
TOOKER.D W Ionia Electric Light Power Co 00/0-3/14 Ip 


8003200394 Forwards LER 00-00 //03L-0 

MlNECKfO U Loua Flectric Light ^ Power Co 80/03/14 ip 


—6003200396 LER 80-007/031.-0 on 800213* during surveillance testing* 
containment spray permissive switches P6-4310C. P8-43UC 6 
PS-4312C trip setpoints found out of tolerance Caused by 
instrument drift Getpoints recalibr 

TOOWER, D W Iowa Electric Light Power Co 00/03/14 2pp 


9003240480 Forwards LER 80-009/0 1 T-0 

MIACECK.O L loua Electric Light U Power Co 60/03/10 Ip 


—9003240493 lER eo-*009/OIT-0 on 900304, dui ing refueling outage imp of 
HPCI pump* sec 1 1 an of split ring found lodged in impeller 
Split ring piece found tq be from HPCI booster pump iP-216 
Caused by improper split ring retention device 
TQOKERrD U I oua Electric Light Power Co 80/03/lG 3pp 


9003250530 RO during annual surveillance insp* lower thrust bearing on 
standby diesel generatai 10-21 found slightly wiped on 
journal surface Cause not stated Beai ing replaced Vendor 
Investigation undeiway 

KINECK.O i. towa Electric Light 6 Power Co 60/03/18 Ip 


9003250956 RO during annual surveillance ins p* lower thrust bearing on 
standby diesa) generator 10-31 found wiped on journal U 
thrust surfaces Cause not staled Searing replaced Vendor 
investigation underway 

KEFPLER. J 0 Iowa Electric Light Power Co 00/03/18 Ip 


0003270378 Environ Tech Spec Violation Rept 80-3 on 800312, contaminated 
wakar released into Cedar River Caused by leakage of two 
conifenter tubefi into circulating water sys Procedures will 
be modified to isolate condenser when necessary 
MINECK.O L Iowa Electric Light t/ Power Co BO/03/21 3pp 


8003310291 Forwards LER BO-OIO/OIT-O 

MINECK.O L Iowa Electric Light b Power Co 80/03/24 Ip 


—0003310294 LER BO-OlO/OlT-0 on 000310. duri ng surveillance testing, three 
relief valves found w/setpolnts outside Tech Specs Ceuse 
unknown Dirt 6 molstuFe on valve seats were contributing 
factors Pilot assemblies c leaned* reworked & retested. 

TOOKER.D M Iowa Electric Light 6 Power Co 00/03/24 3pp 
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DOCKET 50'332 BARNWELL REPROCESSING PLANT — 3003110022 Application to atnetid license DPR-59# thang I ng Tech. Spect 

— — — — "• Reload 3 licensing V Cycle *1 operation 

Q Inspection report** IE Bulletin* t correspondence SCHifllEDERi J R Pouier Authority of the State of Neu YPr k 

BO/03/03 Ip 

3003310265 Forwards IE Insp Rept 50-332/80-01 on 300121-23 No 

n one omp 11 a nee noted — 8003110030 Proposed Tech Spec changes re Reload 3 Itcenilng i< Cgcit 4 

KENNAj W D Region 2> Atlanta* Safeguards Dranch 00/02/06 Ip opeiatlon Safety evaluation end 

* Power Authoilty of the State of New VorV BO/03/03 29pp 


— 6003310266 IE Imp Rept 50-332/80-01 on 800121-23 No nonconip I i ance 
noted Major areas inspected organl i atioii. op erator training 6« 
followup on IE Bulletin 79-19 

KAHLE.J D Region 2, Atlanta* Safeguards Branch COftYELL* 0 P 
Region 2< Atlanta* OPPite or the Director 80/02/05 4pp 

8003250470 Forwards IE Info Notice BO-1 1* "Oenerlc Problem* U/ASCO 
Valves In Muclear Applications Including Fire Protection 
Sys " No action or written response r«q,uired 

O'REILLYiJ P Region 2. Atlanta. Office of the Director 00/03/H 

Ip 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security* medicaU emergency 4* fire protection plans 


0003050493 Responds to NftC 791002 Itr requesting acceptance of 
radiation safety course by OaJt Ridge Associated Univs to NRC 
for certjfiad entry into restricted areas of facilities 
Agree* to 2-h abbreviated version of util training course 
EARLY. P J Power Authority of the State of New York 00/02/27 

2pp 

8003060584 Responds to 600116 Ur concerning addl Info requested re 
safeguards contingency plan Util cannot meet deadline 
Requests extension until 800505 

BARLYjP J Power Authority of the State of New York 80/02/28 Ip 


H General correspondence 


3003060141 Requests response re util plans for providing ofc space for 
resident NRC personnel first resident ul U assume duty 
station by 300430 All resident inspector* will be onsite by 
800607 

ORIERiBH Region I. Phi ladelphia^ Office of the Plrector 
60/01/10 Ip 


J Insurance indemnity itif ormation 


8003090366 Forwards Endorsement 3 to NELIA Policy ED-47 <« HAULU Binder 
XB-47 

DEED, r H Power Authority of the State of New York 80/02/27 3pp 


P Operating license stage documents 4. correspondence 


8003170197 Forwards diaft NUREG~0630r *'CUddlng Swelling L Rupture 
Models for LQCA Analysis’ 4* topics for discusfion sent to 
fuel vendor* Request* comment* by 600109 

eiSENHUT.D 0 Division of Operating Reactors 79/12/20 19pp 


--8003170371 Draft "Cladding Swelling & Rupture Models for LOCA 
Analysis " 

POWERS. D A Core Performance Branch 79/11/30 i06pp 


8OO3J3O220 Submits application to umand license* adding 
Optaveken Angteknik AD as addi intermediate consignee 
DAHL9TR0M« C G Westinghouse Electric Corp 00/02/13 Ip 


60'031900}3 Requests that Clan III fee be forwarded promptly 
Application dtd 600202 reviewed h denial documented in 
800208 Itr 

KILLERiU 0 Licenie Fee Management Branch 80/02/27 Ip 


S003070396 Responds to NRC "Interim Position for Containment Purge tt 
Vent Valve Qpiratioii Pending Resolution of Isolation Valve 
operability Resetting of any isolation signal to 
containment vent sys will not reset otber iiolatlon signals 
EARLY. P vT Power Authority of the State of New York 80/02/29 
3pp 


60031100(3 Forwards application to amend OL Include* prapotid Tech Spec 
change* for Cycle 4 operation 4 supporting rept NEDO-24242, 
"Supplemental Reload Licensing Submittal for Reload 3 " 

Class til fee submitted under protest 

aCHMlEDERiJ R Power Authority of the State of New York 60/03/04, 

2pp 


— 8003110034 "Sopp lemental Reload Licensing Submittal for Reload 3. 
prepared rar facility OL amend request 

HENRIKSON.P H . ENGEl , R R Oeneial Electric Co NEDa-24242 
80/02/27 32pp 


6003240616 Forwards request for addi info re util application to eipari 
spent fuel storage capacity Includes Info re situation where 
all fuel pool cooling is lost t-or more than 24-h it water in 
spent fuel pool starts to boil 

IPPGLITP. T A Operating Reactors Branch 3 BO/03/07 3pp 


8003270434 Forwards drawings (t addl info re containment purge vent 
*y* Requests meeting before 800415 to discuss sys design 
philosophy & vendor analyses of valve closure capabilities 
Drawings available in Central Files only 

EARLYi P J Power AuthoTity of the State of New York 80/03/19 
I (PP 


Q Inspection reports. IE Bulletins \ cot respondonc e 


8003060661 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups state Atty 
general ofc*. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER. 6 H Region 1. Ph i ladelph la. Office of the Director 
79/11/29 ip 


8003040376 Responds to IE Bulletin BO-Oli "Operability of Automatic 
Depres tur 1 lat 1 on Sys Valve Pneumatic 3upply " Automatic 
depressur i lat 1 on sys operates as specified in F8AR No Impact 
on sys oparability would result from seismic event 
LEONARD. J D Power Authority of the Stale of New York 80/01/ 16 

2pp 


8003060529 Updates response to IE Bulletin 79-02 ie Insp h repair of 
pipe supports ^ anchors Initial msp of baseplates & anchors 
uilli be complete by 600331 Base flexibility analysis will be 
complete by end of 1960 

LEONARD.J D Powoi Authority of the State of New York 60/0WI9 

2pp 


0003190906 Fof'wards IE Insp Rept 60-3J3^79-l7 on 79lSn“l4 Ho 
noncompllanca noted 

BRUNNER. E J Region Ir Ph i ladelph la, Heactoi Operations Nuclear 
Support Branch 60/01/26 2pp 


— B003190912 IE Insp Rept 50-333/ /9-17 on 791211-14 No non< umpl i anc# 
noted Major areas Inspected operatl on*. LERs* personnel 
quel if ical ions. IE bulletin A circular responses !< action on 
previous Itssp lepts Details withheld iref 10CFR2 790) 

STETKA. T F Region t. Philadelphia. Office of the Director 
COUOILL. C J NRC Regional tiff tees KI&TFR. H B Region t< 

Ph iladelph ia< Reactor Operations Nuclear Support Branch QD/01/L7 
IIPP 


8003130067 Confirms 800129 tel con extending invitation to attend B00207 
meeting in King of PiussiapPA re requirements in IE Bulletin 
79-OlDt "Environ Qua I i P i c a t i ons of Class lE Equipment " 

Pr-oposed agenda enc 1 

GRIER. 0 H Region I. Ph i lade I ph la. Office of the DirtcLpr 
00/01/30 2pp 


6003140106 Forwards IE Info Notice 80-06. "Notification of Qlgnlficenl 
Event* " No action required 

GRIER. B H Region 1. Philadelphia. Office gf the Director 
00/02/27 Ip 


6003120541 Forward* IE Info Notice 80'*07. "Pump Shaft Fatigue 
Cracking '* No response required 

GRIER. 0 K Region 1. Ph 1 ladel ph la. Office of the Director 
80/02/ 29 Ip 


8003140385 Foruards supplemental info to IE Bulletin 79-010* "Environ 
Qualification of Class IE Equipment " Response required 
GRIER. 8 H Region Ph i lade Iph ia. Office of the Director, 

80/02/29 7p p 


8003180291 Forwards lE Circular 60-03. "Protection From To*lc Oa> 
Haiards '* No written response required 

GRIER. a H Region 1. Ph 1 lade Iph la. Office of the Olrectdr 
60/03/06 ip 
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Q0031600<18 Fariijard» IE Info Notice 0O‘'O9< 'Totmble Occupational Health 
HaiaTd A»iociated ui/Clo»ed Coaling 8 v» for Operating Poiuer 
Plants " No written response rei^ulred 

ORlEftiaH Region 1< Philadelphia. Office of the Director 
00/03/07 ip 


8003190371 Forwardi IE Info Notice OO-OG “State! Co Sliding Link 
Electrical Terminal Block “ No ipeciftc action or response 
requested 

QRlEft.D H Region t. Philadelphia. Office of the Director 
80/03/07 Ip 


90032-fr0330 Forwards IE Info Notice 00-10. “Partial Loss of Non-Nuclear 
Instrument Sgs Power Supply During Operation “ No specific 
action or response required 

ORICRiB H Region 1. Philadelphia. Office of the Director 
80/03/07 Ip 


GQ032&0441 Forwards IE Bulletin QO-09. '‘Vacuum Condition Resulting in 
Damage to Chemical Vol Control 8 ys (CVC3) Holdup Tanks *’ 

Action written response required 

ORIERrB K Region i. Philadelphia. Office of the Director 
80/03/10 Ip 


8003260152 Forwards IE Bulletin QO-O 61 "Engineered Safety Feature 
(ESFl Reset Controls “ Written response required 
ORIER«B H Region 1. Philadelphia. Office of the Director 
00/03/13 Ip 


0003250340 Forwards IE Info Notice EO-ll. "Generic Problems W/AGCQ 
Valves In Nuclear Applications Including Fire Protection 
Sys '* No action or written response required 
GRIER. B H Region 1. Ph 1 ladelph ia. Office of the Director 
00/03/14 Ip 


B003260053 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
requ Ir ed 

ORIER.D H Region i. Ph i lade 1 ph ia. Office of the Director 
00/03/14 Ip 


R Periodic operating reports K related correspondence 


0003070364 Forwards "Effluent Waste Disposal Semiannual Rept. 
Jul-Dec 1979 “ Meteorological data is Included 

LEONARD. J D, Power Authority of the State of New York 80/02/21 

Ip 


—0003070365 "Effluent Si Waste Disposal Semiannual Rept.Jul-Dec 1979 
* Power Authority of the State of New York 79/12/31 82pp 


B0031 10500 Forwards monthly operating rept for Feb 19B0 

LEONARD. J D Power Authority of the State of New York 80/03/06 
IP 


--80031S05H Monthly operating rept for Feb 1980 

ZUFELT. E Power Authority of the State of New York 80/03/06 

lapp 


8 Reportable occurrences. LERs V related correspondence 


0003110040 Forwards LER 0O-O2O/O4L-O 

LEONARD. J D Power Authority of the State of New York 00/02/05 

Ip 


8003110046 lER 0O-O2O/O4L-O on 000205. during routine shutdown Kt 
cooldown operat ions. p lant stack gas monitoring sys was 
inoperable due to freeie up of sample line Caused by cold 
weather purge of humid containment atmosphere 
e Power Authority of the State of New York 80/03/05 2pp 


8003040502 Forwards LER 0O-O19/O3L-O 

LEONARD. J D Power Authority of the State of New York 00/02/29 

ip 


— 0003040510 LER 0O-O19/O3L-O on 800205. dur Ing normal opera tlon. rod 
sequence control sys failed to come into svc at expected 
power level Caused by callbr procedure error Procedure 
c orrected. instrument recalibr ^ returned to svc 
a Power Authority of the State of New York 00/02/29 2pp 


0003110640 Forwards LER 00-021 /03L-0 

LEONARDiJ D Power Authority of the State of New York. 00/03/06 
tp. 


— 8003110642 LER 80-021/03L-0 on BC0207. dur 1 ng normal shutdown operations 
intermediate range monitor □ was made inoperable to repair 
tignal cable connector Reactor protections sys D placed in 
tripped condition Caused by normal wear 

» Power Authority of the State of New York 0D/O3/D6 2pp 


8003110645 Forwards LER eO-023/03L-0 

LEONARD. J D Power Authority of the State of New York 00/03/07 
Ip 


—0003110646 LER aO-022/03L-0 on 9C0203. dur 1 ng normal startup operations, 
dryuiell atmosphere monitor A uas made inoperable while D was 
out of svc resulting in operation in degraded mode Caused by 
need to investigate noise from sample pump 

a Power Authoi ity of tho State of New /ork BO/03/07 2pp 


800317013/ Corrects transmittal Itr for LER 80-020/04L-D Date should 
be changed fom 600205 to 800305 

LEONARD. 0 D Power Authority of the State of New York 00/03/07 
Ip 


B00317G322 Advices that date on transmittal Ur for LER B0-020/04L-0 
Should be BO03O5. instead of 600205 

LEONARD. V D Pouter Authority of the State of New York 80/03/07 
IP 


6003190539 Notifies of typographical error in transmittal Ur date re 
LER aO-Oao/04L-0 Ltr should have been dated 800303 
LEONARD. J 0 Power Authority of the State of New York 80/03/07 
IP 


8003170490 Forwards LER 80-oa3/03L-0 

LEGNARD. J D Power Authority of the State of New York 00/03/11 
IP 


— 0003170494 LER ao-023/03L-0 on B0021 1 . dur i nfl normal startup operations, 
water chemistry samples indicated chloride ion concentration 
In excess o-f T«ch Specs Probably caused by sample 
c ontarnlnatl on Second water cleanup filter placed in svc 
* Power Authority of the State of New York 80/03/11 2pp 


8003100572 Forwards LER ao-024/03L-0 

LEONARD. J D Power Authority of the State of New York 00/03/14 
IP 


—8003100580 LER S0-024/03L-O on 000213. dur I ng normal operation. HPCl 
Steam Isolation valve closed due to spurious operation 
signal Caused by loose wire within thermocouple switch 
associatod u/high area temp isolation logic Wire fastened 
a Power Authority of the State of New York 80/03/14 Spp 


8003100592 Forwards LER 79-110/03Y-1 

LEONARD. J D Pouier Authority of the State or New York 00/03/14 

Ip 


— B003180597 LER 79-U0/03X-1 on 791214. dur ing normal operation. HPCl 
steam isolation valve closed due to spurious isolation 
signal Caused by loose wire in one thermocouple switch 
Re terminati on of wire corrected problem 

* Power Authority of the State of New York 80/03/14 2pp 


8003210324 Forwards revised LER 79-01B/03X-1 
^ LEONARD. J D Power Authority of the State of Haw York BO/03/20 
Ip. 


— 80D3210330 Revised LER 79-01 e/03X-l on 790320. while shut down, pipe 
crack at connection between flush line 6 RhR sys was found 
Lab examination indicated probable failure was fatigue tiods 
made to prevant recurrence 

a Power Authority of the State of New York BO/03/20 2pp 


0003210334 Forwards revised LER 79-020/03X-t 

LEONARD..^ D Power Authority of the State of New York 00/03/20 

2 pp 


—0003210340 Revised LER 79-OaO/03X-l on 790327. during normal cold 
shutdown, opera tlons surveillance tasting revaalad that 
omergency diesel generator starting air compressor 93~AC-B1 
did not load properly Caused by dirt in unloader 
« Power Authority of the Btate of New York 60/03/20 ip 


B003210440 Forwards revised LER 79-023/99X-1 

LEONARD. J 0 Power Authority of the State of New York 80/03/20 
Ip 



184 


DOCKETED ITEMS 


--SOoaSlO^SE Rev'iserf LER 79-023/99X-' 1 on 790411. #ire protection pipinig 
a9'iociot«d u/HPC 1 niairtt intentionally to perinit required 
HPCf maint Partia^l dt^asaembly of flrf protection piping 
required Fotlouiing ^dint«piping restored 

CHELOSfW V PoLjer AuChortty of the State of New York 30/03/30 

Spp 


B003240A52 Forwards revised LER 77-024/03X-1 

LEONARD, J D Power Authority of the State of r^eu Yorli 60/03/30 

Ip 

— 6003340*159 Revised LER 79-024/03X''t on 790426* erjerg ency ^vc water purtip 
failed to meet shutoff head requirements of Tech Spec 
Caused by normal wear Overhaul L rninor mod of impeller hg 
manufacturer restored shutoff head to within Tech Specs 
CHILDS* If V Power Authority of the State of New Yorb 80/03/20 
3pP 


DOCKer 50-334 BEAVER VALLEY POWER SfATlDN. UNIT 1 


F Secuntg. medical, emerpeiicv ^ fire protection plans 


0003180104 Ack receipt of 790916 revisions to safeguards contingency 
plan Forwards request for add) info to be answered within 
30 days End withheld (ref 10CFR2 790) 

SCHWENCERiA Operating Reactors Branch J 80/02/04 2pp 


0003120509 Forwards draft emergency preparedness plan for facDity 
Final draft incorporating all items from NUREO-O654i wi 1 J be 
forwarded by B00401 Requests relief from requirement to 
conduct drill under existing plan until Jul i9S0 
OUNN.C N Duquesne Light Co 00/03/05 )p 


— 8003120513 Draft emergency preparedness plan for facility 
■» Duquesne Uight Oq BO/03/10 I50pp 


8003270318 Forwards revised physical security pianiChapter 8 End 
withheld (ref 10CFR2 7901 

DUNN* C N Duqvesne Light Co 80/03/32 Lp 


P Operating license stage documents 4c correspondence 


9003170197 Forwards draft NVREO-0&30. "Cladding Swelling 4 r Rupture 
Models far LQCA Analysis" it topics fei discussion sent to 
fuel vendor? Requests comments by 800109 

BISENNOTiD O Division of Operating Reactors 79/12/20 19pp 


—>♦8003170371 Draft "Cladding Swelling it Rupture Modele for LOCA 
Analysis " 

POIJERS, D A Core Performance Branch 79/11/30 106pp 


S0030£i0-&2i Notifies of completion oi generic bounding review re 
inadvertent safety injection during cooldown No further 
licensing action necessary since facility could most Ittclg 
withstand more than SO ECCS actuations 

SChNENCER, A Operating Reactors Branch 1 79/12/28 Ip 


8003070163 Forwards Amend 24 to License DPR- 66 . saf ■ ty evaluation i 
notice of issuance & availability 

SCHMENCER,n Operating Reactors Branch 1 80/01/25 3pp 

d 

—8003070167 Amend 24 to License DPR- 6 A* delet ing license condition re 
steam generator water rise rate I approving use of quarter 
coie flu* maps for calibr of excorr neutron fJwt detection 
sy s 

SCHNENCER’A Operating Reactors Branch 1 80/01/25 4pp 


— 0003070173 Safety evaluation supporting Amend 24 to License DPR -66 
* Office of Nuclear Reactor Regulation 80/01/25 3pp 


‘6003070179 Notice of issuance 6 availability of Ametid 24 t® License 
DPR -66 

SCHWENCER* A Operating Reactors Branch 1 80/01/25 S'pp 


8003130020 Notifipi of data indicating fission ga? release rate from 
LlVR fuel pellets increases w/burnup Mo licensing action 
required for operating reactor? Users of ifestinghouse fuel 
must quantify burnup if new design criteria violated 
SCHWENCER, A Operating Reactors Branch 1 80/02/25 2pp 

6-003280502 Foruards Amend 25 to License DPR -661 EIA U notice of issuance 
(r availability 

SCHWENCERiA Operating Reactor? Hranch I 90/02/26 3pp 

— 6003280509 Amend 25 to License DFR- 66 , e liminating requirements for all 
aquatic monitoring programs w/rxeeption of fish implsigement 
SCHWENCERiA Operating Reactors Branch 1 80/02/26 i3pp 


— 6003260592 ElA supporting Amend 25 to License OPn -66 

a Office of Nuclear Reactor Regulation 60/02/26 SOpp 


— 8003280599 Notice of issuance A availability of Amend 35 to License 
OPR-66 

SCHl'lENCER. A Operating Reactors Branch 1 GO/02/26 2pp 


8003030494 Forwards revision to Sept 1979, "Analysis it Sys Mod for 
Recirculation Spray t* Lou Mead Safety Injection Pumps UPSH" 
i, revised Tech Specs ro chemical addition sys 
WDOLEVERiE J Duquesne Light Co 80/02/27 2pp 


--3003C30499 "Sys Mods for Chemical Addition Quench Spray Sys( “ revlsin) 
Sept 1979 rept 

a Duquesne Light Co 00/01/31 llpp 


• 6003030504 Proposed Pages 6"i5 V 16 to Tech Spec* change? for chemical 
addition sys 

• Duquesne Light Co 80/01/31 3pp 


8003Q50510 Submits present status of each NUREG-0570 item covering 
emergency power supp 1 y* c onta inment isolation it auxiliary 
feedwater flow 

DUMMi C rf Duquesne Light Co 00/02/2? lOpp 


9003200021 Notification of 900307 meeting w/utll in BethesdaiMD to 
discuss Lossons Learned Tasir Force Imp lomentatlon 
WlOOtNTON. D Operating Reactors Branch 1 60/03/04 2pp 


6003200409 Responds to NRC 800223 Itr re LWR primary coolant sys 
pressure isolation valvus All plant syS have been revieuerf 
to determine existence of £vent V valve configuration Only 
safety injection sys fits NRC configuration description 
DUNN^C N Duquesne Light Co 90/03/1/ 4pp 


800335028? Forwards responses to NRC 800225 request for info re turt Ini 
■disc Integrity m operating Wostinghouso nuclear low 
pressure turbines Nonproprietary App D it application for 
withholding enc 1 

Cl/NNi-C U Duquesne Light Co 80/03/18 I7pp 


<9 Inspection reports, IE Bulletins t correspondence 


9003060656 Notifies that N 6 C intend* to routinely forward to 
appropriate state public uti 1 regulatory groups it state atty 
general ofc«<copies of pscalated enforcement correspondence 
sent by KRC to licensees 

ORIERiD H Region 1« Rh 1 lade 1 ph la* Office of the Director 
79/11/29 lp 


8003130000 Forwards IF Insp Rept 50-334/79-30 on 791127-1208 Notices 
of violation previously transmitted 

DRIER, B H Region 1. Fh 1 ladalphia* Office of the Director 
80/01/23 2pp 


—0003130005 IE Imp Rept SO-334/79-30 on 791127-1200 Noneomp Hatic « 
noted both independent ECC 8 subsys Inoperable 

MCCADErE C Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch DEC/MAN, 0 A Region h Ph i ladelph ia. Office of 
the Director 80/01/08 0pp 


0003130055 Confirms 800129 telcon extending invitation to attend 600207 
meeting in King of PrussiaiPA re requirements in IE Bulletin 
79-OlD* "Environ Qualifications of Class IE Equipment " 

Proposed agenda encl 

ORIERfD H Region 1. Ph 1 1 ad e I ph la* Office of the Director 
80/01/30 2pp 


8003200489 Ack receipt of 791205 Itr informing NRC of steps taken to 
correct violations noted in Enforiament Conference 
50-334/79”2J 

<3RlEftiB H Region 1, Philadelphia. Office of the Director 
80/02/04 Sp p 


-0003200494 Responds to NRC T^llOl Itr re Enforcement Conference 
50-334/79-21 OA audit of design change work scheduled for 
Feb 1900, during current shutdown 
DUNM, C U Duquesne Light Cn 79/12/05 24pp 


—0003200500 Forwards rept of Enforcement Conference 50-334/79-21 on 
790923 

ORIERiB H Region 1, Philadelphia, Office of the Director 
79/11/01 2pp 
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9003200S0S Kept of Enforcement Conference 50-334/79-21 on 790925 to 

NRC concerns for preventive enforcement in area« of 
doftign control program ^ mgt controls Licensee committed to 
Improve all areas 

SECKH^N. D A Region i. Philadelphia. Office of the Director 
KElMIO^i R R Region 1. Philadelphia. Reactor Operatjona Mjclear 
Support Dranch 79/io/i9 6pp 


0003250379 Forwards 1979 insp repts (e Deaver Valley S« TMI-1 tt related 
correspondence Repts conclude that facilities were in 
compliance w/NRC safety requirements Items of none ompl ianc e 
at Beaver Valley were not safety concern 
AIIEARNE. J F Commission 00/02/14 2pp 


0003140479 Forwards IC Info Notice /9“37 "Craclcing in Low Pressure 
Turbifie Discs" w/errata sheet b request for info related to 
turbine discs craeVs Reply requested within 20 days 
ElSENliUr, D <} Division of Operating Reactors 00/02/25 3pp 


0003140090 Forwards IE Info Notice 0O-O6i "Notification of 81 gni-f 1 can t 
Events ** No action required 

GRIERi. D H Region 1. Ph i ladelph la. Office of the Director 
00/02/27 ip 


S003060465 Forwards 000129 Itr re delayed submittal of revised 
inservice testing program 

DUNN.C N Duquesne Light Co 00/02/20 Ip 


B003120451 Forwards IF Info Notice B0~D7i "Pump Shaft Fatigue 
Cractlng " No response required 

ORlERiB H Region 1. Ph i ladelph ia. Office of the Director 
80/02/29 ip 


0003140362 Forwards supplemental info to IE Bulletin 79-010. "Environ 
Qualification of Class IE Equipment “ Response required 
ORIEfl. B H Region 1. Phi ladeiph ia. Office of the Director 
aO/02/29 7pp 


0003190-002 AeV receipt of 791224 bi 800110 Itrs informing NRC of 
corrective 6 preventive actions documented % discussed at 
000122 meeting Ack receipt of 791205 Itr forwarding 45.000 
civil penalty payment 

SfELLDi V Office of Inspection 6 Enforcement. Office of the 
Director 00/02/29 ]p 


0003280253 Ack receipt of 000207 Itr informing NRC of steps talten to 
correct violation noted in IE insp Rept 50-334/79-29 
ORIER.B fci Region i. Ph i ladelph ia. Office of the Oiractor 
BO/03/03 I p 


— 8003280261 Responds to NRC 000117 Itr re violations noted In IE Insp 
Repb 50-334/79-29 Corrective actions procedures to be 
reviewed to determine need for hydraulic fluid temp data or 
to devise better method for determining temp 
DVNN/C N Duquesne Light Co 80/02/07 3pp 


— S0032B0265 Advises that insp rept number in £vl Brunner 800117 Itr bias 
erroneous Rept number should be 50-334/79-29 Corrected 
800131 Itr provided to replace 000117 Itr 

BRUNNER. E V Region 1. Ph i ladelph ia. Reactor Operations Nuclear 
Support Dranch 00/01/31 Ip 


■8003280269 Forwards IE Insp Rept 50-334/79-29 on 791212-14 «. notice of 
vl olat I on 

BRUNNER. E J Region 1. Philadelphia. Reactor Dperations Nuclear 
Support Dranch 80/01/31 2pp 


—8003200273 Notice of violation from insp on 791212-14 

* Region 1. Philadelphia. Office of the Director BO/01/30 Ip 


— 0003280279 IE Insp Rept 50-334/79-29 on 791212-14 Noncomp 1 1 ance noted 
failure to follow approved procedures of recording hydraulic 
fluid temp gn proper form during snubber functionai testing 
CAFHTON. D L Region 1. Phi ladelph la. Reactor Operations Wuclear 
Support Branch RFKITO.W A . FOLEY. T Region 1* Phi 1 ade Ipbia. 
Office of the Director 80/01/30 7pp 


6003180276 Forwards IE Circular 00-03. "Protection From Tq-kIc 0a« 
Katards " No written response required 

CRIERpB H Region 1. Phi ladelph la. Office of the Director 
GD/Q3/06. Ip 


6003(80033 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Harard Associated w/Closed Cooling 8ys for Operating Poiuer 
Plants " No written response required 

ORI£R.B,H Region 1. Ph i Isdelphia. Office of the Director 
00/03/07 Ip 


8003190246 Forwards IE info Notice Qo-Ofl "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

DRIER. B H Region 1. Philadelphia. Office of the Director 
80/03/07 Ip 


8003260246 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action Or tespanse required 

GRIER. 0 H Region L. Philadelphia. Office of the Director 
00/03/07 ip 


G003260366 Forwards IE Bulletin 00-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys tCVCSI Holdup Tanks " 

Action t written response required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
80/03/10 Ip 


0003260121 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESF> Reset Controls “ Uritten response required 
ORIER.D H Region I. Philadelphia. Office of the Director 
00/03/13 ip 


0003250304 Forwards IE Info Notice 80- M. "Generic Problems k/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER. P H Region I. Ph i ladelph ( a. Office of the Director 
60/03/14 ip 


0003260026 Forwards IE Circular EO-OA* "Securing of Threaded Locking 
Devices on Safety-Related Equipment No written response 
required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
80/03/14 ip 


S003260582 Inseivice insp program for 20-month period beginning B-OOIDO 
DUNN. C N Duquesne Light Co 80/03/17 I75pp 


R Periodic operating leports 4 related correspondence 


0OO3O6OS77 Forwards NPDES monthly repts for Jan 1900 
MQDRE.O N Duquesne Light Co 80/02/28 2pp 


— 8003060581 NPDES monthly repts for Jan 1980 
* Duquesne Light Co 60/01/31 ISpp 


6003170275 Forwards "Effluent t Naste Disposal Semiannual Rept for 
Second Six Months of 1979 " Dose estimate will be forwarded 
within 30 days 

DUNN. C N Duquesne Light Go 80/03/12 Ip 


-Q0(l3t70279 "Effluent V Uaste Disposal Semiannual Rept for Second Sii 
Months of 1979 " 

e Duquesne Light Co 00/03/12 52pp 


6003310324 Forwards "1979 Annual Environ Rep t. Nonrad l oleg i cal. Vol 1 
DUNN. C N Duquesne Ui^ht Co 80/03/25 Ip 


—8003310327 "1979 Annual Environ Rpp t. Nonrad lol ogica 1. Vo I I 
* Duquesne Light Co 80/03/25 160pp 


S Reportable occurrences. LERs It related correspondence 


6003050167 RO 60-3/OlP on 800124. prob 1 em re overstreis condition 
during poatulated seismic event confirmed Problem concerns 
Pipe Support H-95 on component Cooling water sys Line 
CC-323 Support wti 11 be altered to three-way restraint 
VIERLINO. J A Duquesne light Co 80/01/24 Ip 


Q003120669 RO GD-7/01P on 800221. supplementary Uak collection b 
release sys discovered not linked to main filter banks 
Caused by inadequate procedures Operating surveillance test 
procedures revised 

UERLlNGp JA Duquesne Light Co 80/02/22 2pp 


8003030451 RQ G0-08/01T on 900225. NRC was informed that potential 
overstress exists in floor beams of cable spreading room 
Cable trays 4c conduits are attached to underside of cable 
spreading floor Beams can withstand earthquake 
UERLlNO^il A Duquesne Light Go 80/02/25 2pp 


6003250464 RO eO-OG/OlTcn 000225^ during review of cable tray b conduit 
conf Iguratlon. potentla ) overstress in cable spreading floor 
beams d i scovered^ Caused by horiiontal acceleration of tray U 
conduit supports Floor suport sys satisfactory 
WERLtNOj J A Duquesne Light Co 80/02/25 2pp 
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a0oaOS0474 Forwards LER QO 009/03L-0 

WERLiHGiJ A Doquesri? Light Co ao/02/29 2pp 


—8003050400 LEft aO-009/03L-0 on fiOOgOlf Joss of power occurred on 138 kV 
tjui 1 Emergency diesel generator I euto-started on los« of 
Offsite power to 41£0-volt lA station svc transformer Caused 
by faulty bacifup relay timer 

tJERLUiG.J A Duquesne Light Co 00/02/29 4pp 


80031 106^30 Forwards revised LERs 30“00A/03L-l -fc B0-00'5/O3L~l h LERs 
80-007/01 T-0. 80-009 ^01 T"Q. BO-0 1 0/03L-0 aO-Oll/OaL-O 

l^ERLIUGi J A Duquesne Light Co 00/03/04 2PP 


—8003110632 Revised aO“O04/O3L-l on 000123/ dor i ng routine Tech Spec 
revi ew> rad 1 a 1 1 on monitor setpoints found lest con serve tive 
than mode 6 requitements Caused by personnel error Change 
added to mode 6 checklist 

WERLIHO, J A Duquesne Light Co 00/03/04 2pp 


—8003110634 Revised LHR eO“005/03L-l an 8001 12* during decontamlnationi 
waste uater tank Sk-TK-l was filled operator asked to da 
valving Failure to observe Tech Spec re valving in hot spots 
resulted in contamination of auiiltary bldg 
WERLUJO. J A Duquesne Light Co BO/03/04 2pp 


—0003110636 ER 80-007/01T-0 on 800121 . dur ing reload after defuelingi 
main filter banks found not in sve Caused procedural 
inadequacy because none of lefueUng checklists lndicate<i 
Tech Spec change that required rlou 
UERLING/J A Duquesne Light Co 80/03/04 2pp 


--8003110639 Forwards LER 80-00B/OIT-0 

MERLINCiJA Duquesne Light Co 80/02/25 2pp 


—8003110641 LER 80-000/017-0 on 300225- review conducted of as -built 
configuration of cable trays t conduits attached to 
underside of cable lateral aarthquake components Potential 
overstress condition found Cause unknown 
VIERLIKS) J A Duquesne Light Co 90/03/04 2pp 


— 8003110643 LER 90-01 O/03L-Q on 800131 • re fue 1 mg team was given go ahead! 
for core alterations Fifteen minutes later* ins ervice boric 
acid transfer pump CH-F-2U tripped on thermal overload 
Probably caused by faulty blender controls shifting speed 
MERLlM0*vl A Duquesne Light Co 0D/O3/O4 Ip 


—8003110647 LER flO-Oi 1/03L-0 on 8C0226* dur mg boron injection flow path 
ver i fication* opera tor stroked MQV-S1-969A connecting charge 
sys fill header to RC 8 hot log piping Valve opened 4t 
Unestarter tripped! Caused by burnt motor In M0V-Sr-B69A 
IIERUINO.JA Duquesne Light Co 80/03/04 2pp 


80031106S1 RO on 600226 fire pump removed from sve due to suspicion of 
water in pump o-il Cause unstated Oil cooler checked it 
hydroed satisfactorily Motor bearing will be replaced be 
returned to sve 

WERLINO.J A Duquesne Light Co 80/03/05 2pp 


—0003270387 LER BO-014/04T~0 800307, dur i ng radiation monitor 
surveillance test, liquid waste effluent monitor did not 
alarm. I discharge val/e did not close Caused by loose relay 
!, solder joints in wiring Deficiencies coriecfced 
UERLIN0*J A Duquesne Light Co 80/03/21 Ip 


“0003270391 lER 80-OI5/04T-0 800308, dur i ng radiation monitor 
surveillance test* c omp onent cooling water radiation monitor 
high-high level alarm did not function Caused by alarm 
potentiometer out of adjustment 
U£RLIf<J0-J A Duquesne Light Co 80/03/21 ip 


DOCKET 50-335 ST LUCIE PLANT. UNIT 1 


F Security, medical, emergency t fire protection plans 


8003170290 Forwards J Tounely 790927 Itr re amount of hose at home 
houses ^ inadequacy of breathing air sys Concurs u/comments 
MACDOUGALLtC A iJrookhaven National Laboratory 79/10/05 3pp 


8003180031 Discusses NRC 790817 safety evaluation of fire protection 
program Forwards summary of status of open issues, 
evaluations of design descriptions for three mods 
resolution of 8 of 10 open issues 
LAiNAS*0 Plant Systems Branch 00/02/04 26p p 


--9003180040 "Bare Shutdown Capability " 

* Plant Systems Branch GO/02/04 7pp 


8003110636 Forwards add I info re selected items in 790817 fire 
protection program safety evaluation 

UHRIO* R e f lor Ida Power 6 Light Co 80/03/06 I4pp 


8003210403 Responds to NRC 79 J 129 1 evacuation time estimates 

Final ropts will be submitted by 6D0430 
DHRIG-R E Florida Power /y Light Co 00/03/18 ip 


0 Adjudicatoiy correspondence 


6003050132 Forwards NRC 800314 order modifying Q00102 show cause tfrder 
le implementation of Lessons Learned Task Fcirce Category A 
requirements Order extends shutdown to 800315 

DENTONfJH R Office of Nuclear Reactor Regulation 80/02/14 2pp 


—0003050134 Order modifying NRC 600102 show cause order* delay 1 ng 
shutdown until 800315 refueling far imp I ementa b ion of 
lessons learned Task Force Category A requirements 
DENTON, M ft Office of Nuclear Reactor Regulation 60/02/M 3pp 


8003190064 Forwards KRC 800207 t< 22 Itrs order modifying BODI02 
show cause order re tequest for notification of decision 
concerning electric sys rojiability impacts associated w/ 
implementation of short-term lessons learned requirements 
YQUNGOLOaD* 0 J Division of Site Safety U Environmental Analytii 

80/02/26 2 pp 


8003120593 RO on 800226, during shutdown of moto’r— dr 1 ven fire pump 
FP-P-l, upper bearing found to be extremely hot Cause being 
investigated Motor bearing will be replaced It fire pump will 
be returned to sve 

WERLINO-J A Duquesne Light Co 80/03/05 2pp 


8003170271 Special Rept 80-01/SP on 600226* opera tor shut down motor 
driven fire pump FP-P-1 Unusual odor emitted from FR-P-l t< 
upper bearing felt hot Oil had burnt appearance & odor Motor 
bearing replaced i returned 

WERLiNQ, J A Duquesne Light Co 00/03/09 2 pp‘ 


8003180632 RD 80-12/017 on 800312, during operation* audit*Tach Spec 
Surveillance 4335 found to be violated Required channel 
check not performed since Jul 1976 Requirement deleted due 
to meter reading of joro during normal operation 
WERLiNGrsi A Duquesne Light Co 80/03/12 2 pp 

8003260620 Forwards LGfl 80-013/047-0 
HERLINO, J A Duquesne Light Co 00/03/20 2pp 

—8003260624 LER S0-0I3/04T-0 gn 600302* during maint survei 1 lance, cool ing 
tower blowdown temp indicator found out of caUbr Caused by 
instrument drift Instrument recaiibr 
WERLfNO* J A Duquesne Light Co 80/03/20 Ip, 


8003270362 Forwards LEfts B0-Oi4/04T-0 & 00-0! 5/04 T-Q 
WERLING*sl A Duquesne Light Co 00/03/21 2 pp 


--0003190081 Forwards order modifying 600102 show cause order in reipomi 
to comipleted review of power reliability info t status of 
implementation of Category A requirements Good cause has 
been shown to extend shutdown to 800315 

DENTON, H R Office of Nuclear Reactor Regulation B0/02/M 2pp 


P Operating license stage documents U correspondence 


8003170197 Forwards draft NURtO-0630, ‘'Cladding Swelling ic Rupture 
Models for LOCA Analysis' ?* topics For discussion sent to 
fuel vendors Requests comments by 800107 

EISENKUT.D 0 Division of Operating Reactors 79/12/80 19pp 


— 8003170371 Draft ‘'Cladding Swelling t< Rupture Model* for LOCA 
Analysis " 

PONERS, D A Core Performance Rranch NUREO-0630 79/11/30 

106pp 


8003120*755 Forwards comment* 4< mar*ced-up copy of model radiological 
ETB per 790315 proposed amend Licensee should be requested 
to incorporate comments in proposed amend Notes items 
missing from submittal M/o marked-up Tech Specs 
BANOART.R L Effluent Treatment System* Branch 80/02/04 7pp 


6003030290 Request* expedited review approval of 790412 t* 0910 
proposed revisions to ET3 Since submi ttal , cer ta in changes to 
NPDES permit now conflict w/ETS Upon approval, revii i on* will 
require deletions re License DPR-67 items 
UHRIO-R E Florida Power $, Light Co 00/02/26 Ip 



DOCKETED ITEMS 


187 


0003100160 FortiJards NRC Q00S07i 14 22 Hrs re ener^^ «uppl\] durlTig 

uttli chutdoun & order modifglng 60010S show cause order# 
ih response to B00201 i* 05 request for MRC decision 
YOUNOBLODDiB J Cost Benefit Analysis Branch 60/02/26 2pp 


--6003100195 Forwards order modifying 600102 show cause order for 
facility Order extends Unit I shutdown to S0031S< 

CENTONi H R Office of Nuclear Reactor Regulation 60/02/14 Ip 


—0003100208 Sommariies DGE review re impact on energy supply in FL 
during shutdown of nuclear generating units in Feb it harch 
Reliable svc cannot be maintained Request NRC daclsion 
UEINER.RG Energy# Dept of 80 / 02 /OS 4pp 


6003060973 Notifies that util experienced new sys peak of 10(174 MW 
during l->h period on 600303i due to sale of 4SQ MW to Fl 
P ower Copp Demand could not have been met if any nf nuclear 
plants were shut down 

UHRlOiR E Florida Power Light Co 60/03/03 Ip 


0003110524 Forwards "RCS Asymmetric LOCA Load Evaluation.*' in response 
to NRC to 780216 request Probability of pipe failure is 
acceptably Facility has significant capability to 
accommodate nondesign basis events 

UHRIO, R E Florida Power ^ Light Co 00/03/07 2pp 


—0003110528 "RCS Asymmetric LOCA Evaluation '* 

* Florida Power ^ Light Co 80/03/03 28pp 

0003190445 Forwards info Ih response to NRC 000204 Itr re containment 
purging ^ venting 

UHRIQ. R E Florida Power t< Light Co 80/03/13 I2pp 

3003200390 Forwards response to NRC 800223 Itr re UWR primary coolant 
s<je pressure isolation valves Intrumentatl on Is provided to 
monitor pressure of low pressure side of Check Valves 
V-3217. V-3227. V-3237 V 3247 Flow diagram end 
URHRIO. R E Florida Power ^ Light Co 60/03/17 9pp 


6003240366 Forwards results of testing of auxiliary feedwater pumps 
conducted between 600126-0206 

UHRIO. R E Florida Power I Light Co 80/03/19 IGpp 


6003250471 Forwards proprietary U nonproprietary versions of responses 
to six site-specific questions re disc integrity In 
Vlas tinghouse 1800 rpm low pressure nuclear turbines 
Proprietary veislon withheld (ref iOCrR2 790) 

UHRI0«R e Florida Power I* Light Co BO/03/19 Ifipp 


Q Inspection reports. IE Bulletins correspondence 


8003110127 Forwards Ifc Insp Rept 50-335/79-32 on 791210-13 No 
noncompliance noted 

LENIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch BO/Ol/03 2pp 


— 8003110136 IE Insp Rept 90-335/79-32 on 791210-13 Mo noncompliance 
nnted Major areas inspected previously identified 
noncompl lance open items. IE bul 1 etins. c irculars (c notices 
martin. R D Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch DYER.U A Region 2. Atlanta. Office of the Director 
80/01/03 7pp 


6003190107 Forwards IE Circular 79-25. 8uppl A. *'Shoclt Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 80/01/31 
ip 


0003120027 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY. 0 P Region 2. Atlanta, Office of the Director 00/02/01 

Ip 


G003180060 Forwards IE Bulletin 00-04. ''Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
required 

O'REILLY.nI P Region 2. Atlanta. Office of the Director, QO/02/08 
2pp 


8003190422 Forwards IE Info Notice 60-05. "Chlorjide Contamipat ion of 
Saf ety-R«lated Piping tr Components " No written response 
required 

O'RElLLy. J P Region 2, Atlanta, Office Of the Director 80/02/00 
IP 


8003140421 Forwards IE Info Notice 79-37. "Cracking in Lou Pressure 
Turbine Discsi" w/arrata sheet fk request for info related to 
turbine disc cracks Reply requested within 20 days 
EISENMUT. D, 0 Division of Operating Reactors 80/02/25 3pp, 


B003240555 Requests notarized statements re util insp of turbine discs 
for possible crack formation gtatuments ui 11 enable NRC to 
decide whether OL should be mod 1 f 1 ed > suspend ed or revoked 
IE Info Notice 79-37 w/eirata sheet fj info request end 
EISENHUT. D G Division of Operating Reactors {30/0D/2S 5pp 


8003140041 Forwards IE Info Notice 90-06. "Notification of Significant 
Events " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/02/27 
IP 


Q003180177 Forwards supplemental info to IE Bulletin 79-OlHi "Environ 
Qualification of Class IE Equipment " No respotise required 
O'REILLY. \J P Region 2. Atlanta, Qftice of the Director 80/02/29 
2pp 


Q003190020 Forwards lE Info Notice 60-07. "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/02/29 

2 pp 


8003240077 Responds io IE Bulletin 79-2/. "Loss of Nonclass 1£ 
Instrumentation % Control Power 8gs Dus During Operation " 
All ac ^ dc Class Ic vital buses have control room 
annunciation to alert operator of loss of power to bus 
UHRIG, R E Florida Power t> Light Co 80/02/29 3pp 


QD0316D137 Forwards lE Circular 80-03, "Protection from Toxic Oas 
Haiards " Mo written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/06 
2 pp 


6003140400 Forwards IE Info Notice 60-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response requirod 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/03/07 
I4pp 


6003160074 Forwards IE Info Notice 00-09, "Possible Occupational Health 
Haiard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/07 
2PP 


8003160305 Forwards IF Info Notice ao-OB "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
reques ted 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/07 
2PP 


6003270024 Forwards IE Bgllotin 60-05, "Vacuum Candition Resulting in 
Damage to Chemical Vol Control Sys <CVCS) Holdup Tanks " 

Action 6 written response roqulsed 

O'REILLY, ,1 P Region 2, Atlanta, Office of the Director 00/03/10 
IP 


8003260219 Forwards IE BuUatin 80-06, "Engineered Safety Feature 
iESF> Beset Controls " Written response required 

Q'REILLY.J P Region 2. Atlanta, Office of the Director 60/03/13 
2pp 


6003230565 Forwards IE Info Notice BO-ll, "Generic Problems W/ASCQ 
Valves in Nuclvar Applications Including Fire Protection 
Bys " No action ar written response required 

O'REILLY, J P ftonion 2, Atlanta, Office of the Director 80/03/14 
IP 


6003260171 Forwards IE Circular 60-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director, 80/03/14 

2pp 


R Periodic operating reports related correspondence 


0003100251 Forwards "Semiannual Radioactive Effluent Release Rept for 
Jul-Dec 1979 " 

UHR10*R E Florida Power 6 Light Co BO/02/29 Ip 


—6003100256 "Semiannual Radioactive Effluent Release Rept far July-Dee 
1979 " 

a Florida Power 6 Light Co 80/02/20, 30pp 


8003240437 Forwards annual personnel exposure rept for CY79 
UHRKJrR E Florida Power U Light Co 60/03/20 Ip 


— 0003240442 Annual personnel exposure rept for CY79 
» Florida Power U Light Co 80/03/20 ip 
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5 R«pot*tablfr occurr&nc6»< LERs tr related correspondence 


a0O32AO633 Porwardi fiO 335-D -79-05/ D 

UHPIO. R E Florida Power i L^ 9 ^t Co ao/OI/OB Ip 


— g003360&3i RO 33S-0-79-O5/B on 791210 * during routine check* of 
recording thermogr^ph^Si oc ean discharge area recordinfi 
thertnograph ^lotatton buoy asseoiblv ^ound missing Caused bg 
cable failure from rough weather or vandalitm 
UHRIO.fi E Florida Power b Light Co 00/01/09 2pp 


8003170442 Forward* LER 90-005/03L-0 

SCHMIDTiA 1) Florida Powar t Light Co 80/02/29 Ip 


--8003 170440 LER ao-005/03L-0 on 800130 b again on 000131. whiU operating 
at XOQ'A p o-wer. contro I element asserrblg dropped to bottom of 
core Caused loose lead in 15-yaIt power supply Control 
element assembly returned to normal position 
SCHOPPMAN, M A Florida Power b Light Co eO/'02/29 Ip 


8003110054 Forwards LER 0O-OO7/O3L-O 

SCHMIOTiA D Florida Power 4t Light Co QO/03/03 Ip 


--8003110064 LER 00-007 /03L-0 on 800204< during periodic control element 
assembly (CEA) surveillance testing«CEA 19 dropped to full 
Insertion while being withdrawn Caused by failed timer 
module in coil power programmer Timer module replaced 
6CH0PPHAN.M A Florida Power b Light Co 80/03/03 Ip 


6003170434 Forwards LER eo-'006/03L-0 

SCHMIOT^A 0 Florida Power b Light Ca 80/03/03 Ip 


■8003170438 LER 0O-OO6/O3L-O on 000203* dwT 1 ng periodic eeercise of 
contai nment isolation valves . norma 1 I y closed valves V-320I Ci 
V-5S04 could not be shut Caused by crystalline boric acid 
deposits caled on valves Valves freed b eierclsed 
SCHDPPKAN.H A Florida Power L Light Co 00/03/03 2pp 


80031704^3 Forwards LER BO-OOG/OOL-O 

SCHKIBT, A □ Florida Power i Light Co 00/03/07 Ip 
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F Security* medical, emergency ^ fire protection plan* 


0003170366 Lists mod items which required add! info at time of 8ER 
issuance All item* satisfactory 

MACDOUOALLrE A Brooti haven National Laboratory 79/00/00 Ip 


8003170307 Advises of open statu* of cable spreading area* r ed und an t 
cable tray protection L smoke detection sys tests Cable fire 
barrier penetration test data satisfactorily closed 
KACDOUQALL/E A Drooii haven National Laboratory 79/09/10 Ip 


8003170-443 Forwards recommendations re fire protection review [teal 
3 2 1 S* 3 2 2 Protective measures for cable spreading room 
crossovers tt high c one entratlon areas should be accepted 
Protecti-on of redundant cable tray* is acceptable 
HALL. R E Brookhaven National Laboratory 79/12/20 4pp 


6'003t30522 Appro/es licensee 800103 request to amend License DPR-6S 
reflecting change in lo-cation type b number of fire 
detectors per HRC 790919 safety evaluation 
UAINAS, 0 Plant Systems Branch GO/02/21 Ip 


8003110470 Forwards correction to 791228 upgraded site emergency plan 
Figure 3a« App D should be titled “Dose Rate Outside 
Personnel Airlock " 

COUNSIL.W O Northeast Nuclear Energy Co (subs of Northeast 
VtllltiesI 80/03/04 Ip 


— 6003110461 Corrected App D.Flgure 3a Title should be* “Dose Rate 
Outside Personnel Air Lock “ 

GOUNSILiiy 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 00/03/04 ip 


0003270209 Notification of 000401-03 meeting w/util local officiali 
at site to discuss emergency planning guidelines 
CONNER. E L Operating Reactors Dranch 4 00/03/U 4pp 


J Insurance A indemnity information 


— 8003170467 LER 80-C09/03L-0 on 000206* di scovered &)T sample valves for 
tank* lAl.lASrlDI $ 182 had been mlflabeied as lD2il9l.lA2 U 
lAl I respec t ively I r esul t ing tn missed survelliance sampilngi 
Caused by incorrect labeling during installation 
SCHOPPMAN.H A FlPnda Power Light Co 00/03/07 app 


8003170473 Forwards LER 0O-OO9/O3L-O 

SCHMIDT. A D Florida Power b Light Co 80/03/07 Ip 


9003190S12 Forwards Endorsements 63 4< 64 to NGLIA Policy NF-173 
IFFUAND.R R Northeast Utilities 00/03/14 3pp 


P Operating license stage documents L correspondence 


9003070204 Comments on pioposed rules 10CFR30. 40. 50 & 70 draft 
"Accounting Alternatives for Nuclear Decommissions " 

» Northeast Utilities Service Co 79/04/30 31pp 


—0003170475 LER 0O-OO9/O3L-O on 600208* during normal opsratinn. RCB 
leakage was determined to be 4 30 gpm unidentified leakage 
Caused by relief valve RV 2115 on vol control tank 
oscillating open S< closed w/charging pump pulsations 
5ChlOPP>lAN. H A Florida Power 6 Light Co 90/03/07 Ip 


9003170197 Forwards draft NUREO’'0630t "Cladding Swelling L Rupture 
Hodels for LOCA Analysis" b topics for discussion sent to 
fuel vendors Requests comments by 60010? 

EISENHUT, D 0 Division of Operating Reactors 79/12/20 19pp 


8003310309 Forwards LER G0-O10/O3L-0 
SCHMIDT 1 .A D Florida Power L Light Co 


00/03/17 Ip 


— 6D03170371 Draft "Cladding Swelling t< Rupture Hodels for LOCA 
Analysis " 

P0WER6. D A Cora Performance Branch 79/11/30 106pp 


— 8003310317 LER GO-01D/03L-0 on 8D02S7* during tOOX power operatleni 
control element assembly 65 dropped io full insertion when 
selected to manual insertion for A 8 ) damping Cause 
undetermined Assembly operated properly in normal position 
9CH0PPMAN. h A Florida Power L Light Co 60/03/17 tp 


0003310295 Forwards LER 00-012/03L-0 

SCHMiOTiA D Florida Power b Light Co. 80/03/19 Ip 


—8003310299 LER G0-0I2/O3L-0 on 000222* during normal operat i on. d i eie I 
generator 0 failed to reach rated speed during operatlnnal 
check, Caused by sticking diesel generator engine injector 
linkages Injector control levers band eiercistd 
SCHGPPMAN.M A Florida Power & Light Co 00/03/19 Ip 


0003310320 Forwards LER 60-01 1/03L-0 

SCHNIDT. A, D Florida Power 1 Light Co 60/03/19 }p 


600312-0770 Forwards evaluation of Category A Lessons Learned 
requirements implementation at facility Evaluation based on 
documentation submitted by util It discussions at 800114 %t 15 
sit* visit 

HEID.R U Operating Reactors Branch 4 00/02/25 12pp 


8003110469 Discusses slightly diminished capacity of charging puirps to 
inject concentrated boric acid into RC8 under test 
condlttons Change tn peak clad temp due to smalltr charging 
pump flow iS not significant enough to be reportable 
COUNSILrU O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 60/02/S? Spp 


0OO3I1O4IB Submits comments on "-Criteria for Util Hgt L Technical 
•Competence." re recommendations of post-TM.1 accident 
investigative groups NRC should define broad criteria b 
organl rat i one 1 structure to allow adequate license latitude 
C0UN3IL, if 0 Northeast Utilities 80/03/01 7pp 


-“8003310323 LER 0O-O11/O3L-O on 000219. duri ng normal! op erat 1 on. ref uel J-ng 
water tank engineered safety feature actuation sys channel 
D drifted below low level setpoint Caused by erroneous level 
signal In level transmitter 

8CH0PPMAN. M A. Florida Power It Light Co 80/03/19 ip 


8003200007 Summary of 600111 meeting w/Decht»l ^ licensees re eneionryi 
wall Ic pipe support structural interdisciplinary 
coordination 

LiCCIARDOiR Operating Reactors Branch 1 60/03/03 16pp 
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^{^03100247 Forwards "Basic Safetg Rept." m support of C^cle 4 reload 
/^■f-fldavit end Rept luithheld (ref tOCFRE 790> & available 
in Central Files onlg 

COUNSlLdJ 0 Northeast Nuclear Enar^ij Co (subs of Northeast 
Utilities) 80/02/06 3pp 


00O31BO&34 Advises that util response to NRC 791022 request re 
feedwater sgs flow design info is scheduled for 
dubnittal an or about 80D&i£> 

COUNSIL.IJ G Northeast Utilities BO/03/10 Ip 


^003260385 Subnvitf evaluation of isolation valve configuration 
providing isolation for low pressure piping sgs from PCS 
Ho Event 5 isolation valve conf igurat ions exist 
COUNBlL.lJ Q • FEE.N T Northeast Utilities 80703/18 ibpp 


^003270405 Responds to NRC 800223 Itr requesting info re testing of 
pressure isolation valves h voicing concern on intervgsteffl 
l-Q-CA No Event 5 isolation valve configurations exist at 
F aicilitles 

COJN3IL.N 0 Northeast Utilities 00/03/18 p 


<1- Inipection reports* IE Bulletins t correspondence 


0iOD3O&Od)7O Notifies thet NRC intends to routinely forward to 
ap-propriate state public util regulatoig groups tc state attq 
^«neral ofcsjtopies of escalated enforcement correspondence 
« »nt bg NRC to licensees 

GRIER.D H Region I, Philadelphia. Office of the Director 
7‘?/n/29 Ip 


aOO3O9OO0S Act receipt of 791228 Itr informing NRC of steps taken to 
correct violation noted in lE Insp Ropts 50-24S/79''24 S« 
50“3a&/79-25 

BRUNNERrE J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch BO/01/24 Ip 


-*►— e003050lCO Responds to NRC 791203 itr re violation noted in IE Insp 
Rept 50-336/79-25 Corrective action piaperlg incorporated 
kimporarg editorial change into procedures 

CQUN8IL. N 0 . GNITZER.D C Northeast Nuclear Energy Co (subs of 
Northeast Utiiitiesl 79/12/20 2pp 


e0^)3050l05 Forwards IE Tnsp Repts 50-245/79-24 U 50-336/79-25 on 

791002-05 4- notice of violation 

GRUMNERrE J Region 1. Ph 1 lade Iph ia. Reactor Operations Nuclear 
Support Branch 79/12/03 2pp 


—3003050107 Notice of violation from insp on 791002-05 

a Region 1. Philadelphia, Office of the Director 79/12/05, Ip 


-0003080112 IE Insp Repts S0-245//9-24 50-336/79-25 on 791002-05 

Nshcompl lance noted failuie to initiate & review temporary 
procedure change 

GRAHAtl. P D Region 1. Philadelphia. Office of the Director 
CAPHTONf 0 L Region I. Philadelphia. Reactor Qperationa Nuclear 
Support Branch 79/12/03 llpp 


QOO319O053 Forwards IE Insp Repts 50-245/79-28 t< 50-336/79-29 on 
791015-1130 No noncomp t lance noted 

BRUNNER, E J Region 1, Philadelphia. Reactor Operations Mu-claar 
Support Branch BO/Ot/26 2pp 


--a003l9Da59 IE Insp Repts 50-245/79-20 I. 50-336/79-29 on 791015-1130 No 
noncomp I iance noted tlajor areas inspected control roofns tc 
turbine t< intake b Idgs. rad iation protec tion.< phys ical 
seeurltgi fire protection plant operation records 
QHEPLQSKY. J T Region I. Philadelphia. Qffice of the Director 
KElHlGift R Region 1* Phi ladel ph ia« Reactor aparatians Nuclear 
Support Dhanch 60/01/24 9pp 


^003130064 Confirms 800129 telcon extending invitation to attend 800207 
xneitlng in King of PrusslaiPA re requirements In IE Bulletin 
79-OtQ. '*Environ Ouallf i cations of Class IE Equipment '* 

Proposed agenda end 

GRIiCRi B H Region 1. Philadelphia. Office of the Director 
eO/Dl/aO 2pp 


0003120673 Responds to lE Bulletin 79-03 Ultrasonic exaniinat Ion results 
Indicate no rejectable parositg or lack of fusion on any 

6A-312 stainless steel pipe mfg bg YouTigstaun. Melding & 
engineering Co 

CDUNSIL.M 0 Northeast Utilities 80/02/20 2pp 


0003140104 Forwards IE Info Notice 60-06. **Noti f tea tlun of Significant 
Events. " No action required, 

ORIERrB H Region 1, Philadelphia. Office of the Director 
a 0/02/27 Ip 


6003120530 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

ORIER. D H Region 1. Philadelphia. Office of the Director 
80/02/29 tp 


8003140379 Forwards Supplemental info to IE Bulletin 79-OlB. "Environ 
Qualification of Class IE Equipment '* No response required 
GRIER. B H Region t. Philadelphia. Office of the Director 
80/02/29 7pp 


8003270343 Responds to IE Bulletin 80-04 re analt^sis of PMtt main steam 
line break w/contmued feedwater addition Details of control 
grade automatic initiation, ot auKiliarty feedwater scheme are 
being finaliied Necessitq of installation is questionable 
C0UNSlL.t4 G Connecticut rarikee Atomic Power Co COUNSIL.W O 
Northeas*' Nuclear Energg Co (subs of Northeast Utilities) 

80/03/05 Ip 


8CO31G02Q4 Forwards IE Circular SO-O-Q, ‘"Protection From Toxic Oas 
Haxards " No written response required 

GRIER.Q H Region t, Rh i iade) ph i a. Office of the Director 
80/03/06 Ip 


8003160044 Forwards lE Info Notice 80-09. "Possible Occupational Health 
Haiard Associated w/Closed Cooling Sgs for Operating Power 
Plants " No written response required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
90/03/07 Ip 


6003190263 Foiuards IE Info Notice 80-06 "States Co Sliding Link 
Electrical Terminal Slock " (4 q specific action or resgonsi 
requested 

GRIER. D H Region l. Philadelphia. Office of (-he Director 
00/03/07 ip 


9003260317 Forwards IE Info Notice 50-10. "Partial Loss of Non-Nucleax 
Instrument Sgs Power Supplg Dui mg Operation " No specific 
action or response required 

ORIER, B H Region 1. Philadelphia. Qffice of the Director 
80/03/07 ip 


6003260433 Forwards IE Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vql Control Sijs (CVCSi Holdup Tanks '* 

Action 4< uTitton response required 

DRIER. Q M Region 1. Philadelphia. Office -of the Director 
60/03/10 tp 


9003260141 Forwards IE Uulletin 90-06. "Engineered Safety Feature 
(ESF) Reset Controls “ Written response required 
GREER. 0 H Region t. Ph l Lade I ph i a. Office of the Director 
80/03/13 ip 


S003250334 Forwards 1C Info Notice 80-11. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sye " No action or written response required 
GRIER. D H Region 1. Philadelphia. Office of the Director 
90/03/14 ip 


8003260042 Forwards IE Circular BO-04. "Securing of Threaded Locking 
Devices on Saf otV'Reie ted Equipoient " ho written response 
requ tred 

GRIER, B K Region I. Philadelphia. Dffice of the Director 
60/03/14 ip 


R Per&odlc operating reports i related correspondence 


8003040509 "Semiannual Radioactive Effluents Release Rept. " 
Jul-Dec 1979 

* Northeast Utilities 80/02/29 I07pp 


9003040615 Forwards "Annual Operating Rept. 1979 " 
OPEKa. JF Northeast Utilities 80/05/29 Ip 


— 6003040621 "Annual Oporaiing ftept. 1979 "■ 
e North east Utilities 60/02/29 42pp 


8003160366 Farwards monthly operating rept for Feb 1980 

OPEKA. J F Northeast Nuclear Energy Co (tubs dP Northeast 
Iftilitias) 80/03/11 Ip 


—0003180367 Monthly operating rept for Feb 1980 

HOWLETT. G H Northeast Nuclear Energy Co (subs of Northeast 
Utilities} 80/03/05 5pp 


8003190539 Forwards monthly operating rept for Feb 1980 
OPEKA. J F Northeast Utilitlies 6D/Q3/U Ip 
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— 0003190530 Mopthlv operating repfc for Feb 1930 

HOWLETT.G H Northeast Utilities 80/03/05 5pp 


S Reportable oc c urreric e? < LERs ft related corre spon-d ence 


0003050387 RO oit 791229, Joss oF mam control board anntinc ie tor* 
occurred Fourteen power supplies that are paralleled to 
provide voltages for annunciator e 1 ectron i csi 1 amp* ft* field 
contacts failed Surveillance Implemented 
0PEKA<JF Northeast Utilities eo/0|/23 2pp 


8OO303O465 Forwards LER gO-O0a/€3L-O 

CPEKAiUF Northeast Utilities 80/02/21 Ip 


— -aOOSOSO-lTO LER 80-003/03L'0 on 800122, during routine power operation, 
containment air temp found in etcess of i20F limit Caused 
bv adjustments to svc water temp control valve for reactor 
bldg closed cooling water sys Valve rpadjusfced 
STRATUM,R A Northeast Utilities 80/02/21 Ip 


0303070331 Forwards UER 80-004 /Q3L-0 

DPEHA,J F Northeast Utilities 80/03/03 Ip 


—8003070338 LER eO-0O4/O3L-O on B00204, dur i ng routine s urvei 1 1 ance, 
reactor protection si|s cHantiel D trip signal for RCF 
underspeed found out of specs Caused b<j f r «qu<ncg-to**^vol tage 
converter being high ft unstable Unit replaced ft calibr 
BATES, ft W Northeast Uti littes 80/03/83 Ip 


8003200491 RO 50-336/80-05 during lafetH analy*!* rev! aw# found that 
analvtis of boron dilution event incorrectlv assumed full 
RCS ft 1% shutdown margin Not all possible situations 
considered Nill maintain excess of shutdown margin 
0P6KA. JF Northeast Utilities 80/03/12 2pp 


8003280510 Forward* LER 80-005/01 T-0 

OFEKA.UF Northeast Utilities 80/03/21 Ip 


■8003280513 LER 8O-005/OIT-O on 800311 , during review of safetg analysis, 
discovered incorrect assumption was made in analysis of mode 
5 boron dilution event Caused by failure to consider 
operation u/ftC8 drained ta centerline of hpt leg 
aUftliEY,P V Northeast Utilities 80/03/21 2pp 


DOCKET 50-338 NPftTH ANNA POWER STATION. UNIT f 


0 Adjudicatory correspondence 


8003260557 Confirm* 800221 telcon w/CV Bishop, advl sing that J11 
Schmerling affidavit contains aspects claimed to be 
proprietary by Westinghouee Request* confidentiality of 
affidavit until claim Is supported by Mestinghouee 
CHRISTMAN, J N Hunton ft Wi 1 1 1 ams 80/02/22 2pp 


BC03070197 Memorandum ft order directing applicant ft NftC te submit In 
three uks justification of cracjc growth rate curvet fe 
analyses filed prior to cancelled 800221 hearing ft stateiiient 
of assumption re crack initiation timing W/Rosenthal views 
BI&H0P*C wl Atomic Safety and Licensing Appeal Panel 80/03/03 
9pp 


80033103^5 Forwards ends to NRC 800304 Itr to A8LA8 re turbine disc 
cradlng ft relationship to operation of Unit 1 NRC strongly 
disagrees w/charac ter i lation of UC8 as having axtenslvelv 
participated W/o ends 

SWANSOM/O, T Hearing Branch I B0/03/I2 IP 


8003280160 Notifies that J Allen 800228 Ur js forwarded to PBR fti all 
parties in proceeding 

GIBBON. T ft Commission 00/03/13 ip, 


— 0003280164 Discusses Westinghouse steam generator corrosion prebltmi ft 
Westinghouse turbine disc cracks at facilities Forwards NRC 
000121 Itr re (nsp port instal lat 1 on at North Anna Unit* 1 ft 
2 ft Environ Coalition 000107 news release 

ALLEN, J North Anna Environmental Cpailfclon 80/02/28, Ip 


-'8003280169 Requests uHi install insp ports un steam generators at 
North Anna Unit 2 prior to commercial operation start, 

RPSS, D F Division of Project Managemtfit 80/01/21 3pp 


H General correspondence 


0003040081 Urges NRC to authorise util tP operate facJlltiei Eafi 
nuclear facilities are sitting Idle lahlle expensive oil it 
burned to generate electricity Energy costs are rising 
Notice from util end W/o end 

MCMILLAN, 0 Affl nation Unknown 80/02/06 Ip 


K Utility Firial Bafety Analysis Report (FSAR) ft. amends 


8003210331 Forwards Amend 68 to FSAR Affidavit of svc end 
FERGUSON. JH Virginia Electric ft Power Co 00/03/07 4pp 


—8003210337 Amend 68 to FSAR 

a Virginia Electric ft Power Co 80/03/07 lOOpp 


P Operating license stage documents ft correspondence 


8003170197 Forwards draft NUREO-0630, “Cladding Swelling ft Ruptori 
Models for LQCA Analysis'* ft topics for discussion sent to 
fuel vendor* Reque»ti comments by 000109 

EISENHUT. D 0 Division of Operating Reactors 79/12/20 19pp 


—8003170371 Draft “Cladding Swelling ft Rupture Models for LOCA 
Analysis “ 

P0W£R8,D A Core Performance Oranch 79/11/30 106pp 


QOG3l70i5S Summary of 800129 meeting w/BNL re progress of physkci 
technical assistance program ft flux tilt observed at 
faciltty at beginning oF Cycle 1 Util attributes flux to 
flow Imbalance, Detailed outline of physics discussions end 
DUNENFELD. M Core Performance Branch 00/02/04 Bpp 


8003130032 Notifies of data indicating fission gas release rati Iris 
LNR fuel pellet* increases w/burnup No licensing action 
required for operating reactors Users of Nestlnghouse fuel 
must quantify burnup if new design criteria violated 
8CHN£NCER,A Operating Reactors Branch 1 80/02/29 2pp 


8003030406 Informs that actions in response to NRC recammentfatlont 
concernirig auxiliary feedwater sys reliability will be 
performed on both units Turbine driven pump will be tested 
u/Unlt 2 at min of 25*4 power 

STALLINOS.C M Virginia Electric ft Power Co 00/02/26 Ip. 


6003170204 Notifies that review of applicable tables from NURE0-06U !• 
complete Table 1-2 list* ECC8 initiation setpoint for low 
pressurljer pressure coincident u/low pressurlxer level 
Setpoint has been changed to low-low pressurlier pressure 
STALLINOS.C M Virginia Electric ft Power Co 80/03/10 Ip 


8003140230 Application for amend to License NPF-4 in form of prcpoMf 
Tech Specs Change 28 re core tilt Class II fee, Tech Spec* 

Page 1-26 ft util safety evaluation end 

STALLINGS, C H Virginia Electric ft Power Co 80/03/11 4pp 


’6003140236 Proposed Tech Specs Change 28 consisting of Pag# 1-26 ti 
rod group insertion limit* v# thermal power Safety 
evaluation ft related deta encl 

4 Virginia Electric ft Power Co 80/03/11 20pp 


8003180297 Submits primary coolant syi pressure isolation valve Info 
re In-series 4:heck valves isolating high presture primary 
coolant from low prapsui e injection sys piping Method of 
analyiing parallel check valves outlined 

STAILINOS. C M Virginia Electric ft Power Co 00/03/14 4pp 


8003200393 Nnti fits that uti i plans to support operation of Unit I 
concurrent u/fvel loading ft low power operation of Unit 2 
Util will operate Unit 1 using four shifts ft fuel load 
Unit 2 using two shifts 

STALLINOS.C M Virginia Electric 4{ Power Co 80/03/14 2pp 


8003210422 Forwards info on site-specific generic questions re turbini 
disc Integrity, in response to NRC 000225 Itr Certain 
Neitlnghoufe portions of rasponse withheld <ref I0CFR2 790). 
Application ft affidavits for proprietary status end 
STALLlNGSiC M, Virginia Electric ft Power Co 80/03/19 i7pp. 


—0003210426 Forwards Turbina Disc Integrity Task Force cgnceniui 
response to generi< questidns contained in NRC 800225 Hr r* 
turbine disc integrity Portions withheld <r#f 10CFR2. 7901, 
6CHMERLIN0, J M Westinghouse Electric Corp, 00/03/14 29pp 
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G003SS0495 Ack receipt of NRC 000310 1 fcr re gpntnc ^ 9 quflst for info on 
Auilliarkj feoiiuafier r«iiabilitij Refers to util 790928 
Itr noting action being taken in re»ponie to NRC rellablUfcy 
itudv of »yt at faciUtlee 

STAULiNGSiC M Virginia Electric t Power Co BO/03/34 Ip 


B003310239 Request* amend to License NPF“4 coniltting of proposed Tech 
Spec Change 31 re administrative control* 

SFALLINGS.C M Virginia Electric Power Co 80/03/27 Gpp 


— 800-3310243 Proposed Tech Spec Change 31i Section & 0 re administrative 
controls reflecting reorgani iat ion of nuclear operatlonir 
maint dept U nuclear technical svcs dept 
* Virginia Electric 1 Pouei* Qo 80/03/27 21pp 


0 inspection report*! IC Qulletins I* correspondence 


8003110197 Forwards lE Imp Repts 50-338/79-40 (( 30-339/79-S6 on 
791105-13 <« 26-30 No none omp 1 1 anc e noted 

tEtll5<R C Region 2< Atlanta> Reactor Operations Nuclear Support 
Branch 79/12/31 2pp 


■8003110207 IE Insp Repts 50-338/79-48 U 50-339/79-56 on 79t 105-13 h 
S6-30 No noncompliance noted Major areas Inspected IE 
circular* St noti cesi 1 Icensee rept* ^ readint** for fuel 
load ( ng 

KELLOOO«R J Region 2> Atlanta^ Reactor Operations Nuclear Support 
Drench KlDDiM B Region 2« Atlantoi Office of the Director 
79/12/28 lOpp 


3003030250 Forward* IE tntp Repts 50-330/79-81 i 50-339/79-57i 
50-404/79-08 5O-4OS//7-O0 on 791210-80 No noncomp 1 lance 

noted 

DRYANTivJ C Region 8r AtUntar Reactor Construction Engineering 
Support Branch 60/01/24 2pp 


—6003050261 lE Inp* Rept* 50-338/79-51.50-339/79-87,50-404/79-00 ?. 
50-408/79-00 on 791210-20 No noncompl lance noted Major 
area* inspected diesel generators ?< charging pumps, concr ete 
testing. IC bulletins followup on deficiencies 
HVNTiM D Region 2. Atlanta. Reactor Construction Engineering 
Support Branch MCFARLAND. C F Region 2, Atlanta. Office of the 
Director 00/01/24 6pp 


0003170066 Forward* IC Info Notice 00-03. "Main Turbine 
El ac trohydraul ic Control 8v* " No specific action or 
raaponsB required 

Q^REILLY.J P Region 8. Atlanta. Office of the Director 00/01/31 

2pp 


0003190143 Forward* IE Circular 79-28, Soppl A, "ShOCK Arrestor Strut 
Afsembiy Interference No written response required 
0'ftEILl.Y»JP Region 2, Atlanta, Office of the Director 00/01/31 
If, 


8003120040 Foiuards IE Circular 00-02, “Nuclear Power Plant Staff Work 
Hour* '■ No written response required 

D^RCILLY.J P Region 2, Atlanta. Office of the Director 00/02/0} 

Ip 


0003200020 Forward* safety evaluation supporting 791210 Intervice imp 
it maint of first refueling for steam generator* 

SCHWENCERiA Operating Reactor* Branch l 00/02/04 Ip 


--8003200024 Bafetv evaluation supporting first inservice insp U maint of 
steam generator*. 

a Office of Nuclear Reactor Regulation 00/02/04 3pp 


0003190709 Forward* 800806 FR notice granting relief from ASttE 
bolter it pressure vessel code Section XI Inservlct insp 
requirements 

BCHWENCERiA Dperatlng Reactors Branch 1 00/02/06 4pp 


— 8003190793 Notice granting relief from ASME Section XI Inservlce insp 
Itcstingl requirements 

aCMWENCER, A Operating Reactors Branch i 60/02/06 Spp 


aooaiaooe? Forward* IE Pullatln 00-04. ♦'Analysis PWR Main Bteam Line 
Break Vl/Continued Feedwater Addition Written response 
required 

O'REILLYiJP Region 2i Atlanta. Office of the Dtrectop, 00/02/00 

2pp 


0003190486 Forwards IE Info Notice 80-05i "Chloride Contamination of 
8af i fcq-ReUted Piping if Components " No written response 
required 

O'REILLY. J.P Region 2. Atlanta. Office of the Director 00 / 08/00 

Ip. 


8003050260 Forwards IC Insp Rapt 50-338/00-06 on 000121-85 «< notice of 
Violation Notice of violation withheld <ref 10CFR8 790> 
l^ENNA<W B Region 2. Atlanta, Safeguard* Branch 00/02/20 2pp 


—0003080371 IE Insp Rept 50-336/00-06 on BD0121-25 None omp ] 1 arc e noted 
written security procedure detallitig duties of individuals 
responsible for testing special detection equipment not 
established Detail* withheld iref 10CFR2 790) 

MOORE, D E . HOWELL. J C Region 2 Atlanta, Office of the Director 
TQStN.W J Region 2. Attanta, Safeguard* Branch 90/02/19 ip 


8003050325 Act receipt of 000200 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-330/79-58 L 
50-339/79-50 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/02/20 Ip 


—0003050337 Responds to NRC 000-116 Itr re violation* noted in IE ln*p 
Repts 50-336/79-52 b 50-339/79-53 Corrective actions station 
manager will assume const reporting r esponslbl I i tg 
STALL1N08, C M Virginia Electric Power Co 60/02/08 2pp 


”8003 0 5 0344 Forward* IE Insp Repts 30-336/79-52 «< 50-339/79-SB on 
791203-21 t notice of violation 

D'REIILY, J P Region 2. Atlanta. Office of the Director 

60/01/16 2pp 


—0003050352 Notice of violation from snap on 791203-21 

* Region 2. Atlanta. Office of the Director BO/01/11 Ip 


—0003050359 IE Insp Repts 50-330/79-58 ?. 50-339/79-58 on 791203-81 
Noncamp 1 i ance noted failure to review potentially reportable 
matter* for app 1 i cab i 1 itij 

KELLOGG. P J Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch KIDD.M 3 Region S, Atlanta, Office of the Director 
00/01/11 9pp 


6003140434 Forwards IE Info Notice 79-37, ’'Cracking in Low Presiur* 
Turbine Discs. “ u/errata sheet request for info related to 
turbine disc cracks Reply requested iinthin 80 days 
EI8ENHUT, D G Division of Operating Reactors 80/08/85 Spp 


0003210130 Ack receipt of 000211 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-338/79-50 & 
50-339/79-59 

LEWIS, R C Region 2, Atlanta, fteactor □peratlo.ns Nuclear Support 
Oranch 60/02/26 Ip 


--8003210137 Responds to NRC 800117 Ibr re violations noted In IE Insp 
Repts 50- 356/79- 50 it 50-339/79-59 Corrective actions repts 
received for processing at sys level elevated in priority 
for preparation it review 

srALi.IN03,C M Virginia Electric U Power Co 00/02/11 2pp 


—8003210138 Forwards IE Jnsp Repts 50-336/79-50 U 50-339/79-59 on 
791210-12 ^ notice of violation 

LEUI8.R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/01/17 2pp 


— 8003210141 Notice of violation from insp on 791210-12 

* Region 2. Atlanta. Office of the Director 80/01/16 Ip 


— 0003210144 IE lops Repts 3O-330/79-SO « 50-339/79-59 on 791210-18 
None omp 1 lance noted failure to forward licensee event repts 
within spoclfteid time frame 

KELLOGG, P J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch NEOSTERfE H Region 8. Atlanta. Office of the Director 

60/01/16 6pp 


8003140058 Forwards IE Info Notice 80-06, ’'Notification of Significant 
Events ” No action required 

□ 'REILLY, JP Regions, Atlanta, Off f ice of the Direc tor 60/02/87 

Ip 


6003180195 Forwards supplemental info to IE Bulletin 79-OlB. "Environ 
Oual 1 f acation of Class IE Equipment *’ No response required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 30/08/29 
Spp, 


0003190055 Forwards IE Info Notice BO-07. "Pump 6haft Fatigue 
Cracking ’’ No response required 

O'REILLY, J F Region 2. Atlanta. Office of the Director 80/08/89 

2pp 


00032410610 Ack receipt of 600821 I fcr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-336/79-45 
LEWIS, R C Region 8, Atlanta, Reactor Operations Nuclear 9upport 
Branch 00/03/03 Ip 
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--6003240616 R»»ponds to NRC 791304 Itr re violations noted Jn IE Insp 
Rept 50-338/79-45 Corrective actions records of traintng for 
statioTi fire brigade membere util be retrieved stored in 
records vault at station 

STALLlKOSiC M Virginia Electric b Power Co 00/02/21 Ip 

8003180162 forwards lE Circular e0-03» "Protection from Tonic Oaa 
Haiardt " No written response required 

O'REILLY. JP Region 2. Atlanta. Qtfice of the Director 00/03/06 

2pp 


Q0031105&0 Submit* interim response to IE Dulletin 79-27# "Lo** of 

Non-Class IE Instrumentation i Control Power By* Bus Durtna 
Operation " Insp of North Anna failed to reveal time delag 
circuitry Surry insp not yet complete 

STALLINGS, C M Virginia Electric t Power Co BO/03/07 4pp 


8003140416 Forwards lE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REtLLY.JP Region 2# Atlanta, Office of the Director 00/03/07 

2pp 


9003180093 Forwards IE Info Notice 80-09. "Possible Occupational Health 
Hazard Associated u/Closed Cooling Sys for Operating Power 
Plants " No written response required 

0'REELLY,JP Region 2# Atlanta, Office of the Director BO/03/07 
2pp 


8003180324 Forwards IE Info Notice 80-00 "States Co Sliding Link 
Electrical Terminal Sloclc " No specific action or response 
requested 

O'REILLY. VP Region 2, Atlanta Office of the Director 00/03/07 

2pp 


8003370045 Forward* IE Bulletin 0O-&5. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys ICVCSJ Holdup Tanks " 

Action written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 00/03/10 
tP 


8003260411 Forwards IE Dulletin 60-06, "Engineered Safety Feature 
l£SF> Reset Control* " Written response required 

0'REtLLV»J P Region S> Atlanta, Office of the Director 80/03/13 
2pp 


8003250580 Forwards IE Info Notice 00-11. "Oenerlc Problems W/A3CO 
Valves In Nuclear Applications Including Fire Protection 
Syi ” No action or written response required 

O'REILLY. V P Region 2, Atlanta. Office of the Director 00/03/14 
IP 


B003260200 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
requ i red 

O'REILLY. J P Region 2. Atlanta, Office of the Director 00/03/14 

2pp 


R Periodic operating reports b related correspondence 


8003100546 Forwards monthly operating repl for Feb 1900 

STALLlNOa. C W Virginia Electric t Power Co 80/03/12 Jp 


— 0003180550 Monthly operating rept for Feb 1980 

MADISON.W R Virginia Electric 5 Power Co BO/03/03 5pp 


S Reportable occurrences. LERs ^ related correspondence 


6003060337 Ack receipt of util 791129 interim deficiancy rept re 
violation of separation criteria for 4 16 kV switchgear 
CARLSON# R T Region 1. Philadelphia. Reactor Construction 
Engineering Support Branch 80/01/10 Ip 


8003240501 Forwards L£R 80-006/03L-0 

STALL INas,C « Virginia Electric Power Co QO/02/07 Ip 


-“0003240505 LER S0-00'6/03L— 01 on 6001 1 1 # w/unl t In Mode D. casing coolant 
pump discharge valve MOV-R8-100A was dlieovered to be 
Inoperable Caused by removal of casing cooling tank level 
transmitter LT-RS103A during execution of design change 
* Virginia Electric & Power Co 80/02/08 Ip 


8003120707 PNO- ! I “80-030 on 800220, reac tor inadvertently tripped when 
Input breaker to nonsa Fety-relatetf rod drive mator/gentra tor 
Set k~l opened Caused by custodial personnel Investigating 
possible loose parts in steam generator C 

DaNATrT-J , MARTIN, R D , WEBSTER, E H Region 2, Atlanta. Office of 
the Director 00/02/21 Ip 


80D320D015 PNO — I I-BO-O30A on 800220, util Issued press release on 
reactor trip Uestznghousc licensee have comtpleted initial 
set of noise measurement tests 6 will compare results 
UJ/nnrmal operation testing to locate noise 

DONAT. T J , UlEDSER, E H . MARTIN. O H Region 2. Atlanta, Office of 
the Director 00/02/22 Ip 


6003200172 PNO-I I-0O-O34 on 000226, small leak observed from reactor 
water storage tank cooling ays Estimated 270 gallons of 
water contacni noted ground Licensee sampling of storm drain 
sys showed no release Contaminated mail to be shipped 
WRAV, J R , JENKINS, G R Regio-n 2, Atlanta, Office of the Director 
BO/02/27 ap 


0003040622 Fortu-ards LER 80-020/03L-0 

BTALL1NG5, C M Virginia Electric V Power Co 00/02/20 Ip 


‘80030406?? LER 80~020/03L-0 on BOO 1 29, dur ing Mode I aperation.B casing 
coaling subsystem rendered inoperable Caused by 
disconnection of LT-ftS-lOSB level transmitter during design 
changes Level transmitter reinstalled 

CARTWRIOHT. N R Virginia Electric 6 Potiei Co 00/02/27 2pp 


8003040637 Forwards I ER Q0-021/03L-O 

STALLINGS. C M Virginia Electiic t Power Co BO/02/2S Ip 


— 8003040634 LLR 80'02l/03L'0 on B00202# ui/unt t In Mode 1, emergency dleirl 
generator Hi tsipped on high crankcase pressure during 
manual stai t to verify diesel operability Cause unknown 
Generator restarted Vendor investigating 

CARTWRIGHT# W P Virginia C-lectric 4 Power Co BO/02/29 2pp 


8003060580 Forwards LER QO-022/03L-0 

STALLINGS, C M Virginia Flectiic 4 Ponuer Co 80/03/03 ip 


—8003060505 LER 0O-O22/O3L-O on 800208. dur i ng control rod Insertion# 
indicated quodranl power tilt twice eiceeded 1 027, Caused by 
rod insertion to perform flui map Reactor flu* map 8c control 
rod withdrawal performed 

CARTWRIGHT, W R Virginia Electric 6 Power Co 00/03/03 2pp 


0003110050 Forwards LCR QO-OP0/O1T-O 

STALLINGS, C M Virginia Electric Power Co BO/OS/O"^ ip 


— 0003110056 LER 0O-O20/OIT-O an GC0223, a c bua 1 1 o n of ECCS occurred dui to 
high streamlina differential pressure Caused by valve 
NflV“M8l0lC being opened while NRV-MSIOLA t, D remained closed 
8( steam flow eristed 

CARTWRIGHT, W R Virginia Electric Power Co 60/03/07 4pp 


8003140369 Forwards LCR 80-023/03L-0 

8TALL[N0S#C M Virginia Electric Power Co B0/03/1D ip 


—0003140393 LER Q0-O23/03L-0 an 800203, duri ng monthly survel 1 ) met- keit- 
trkp bistable for containment hi-hl pressure channel 2 
failed to trip Caused by short in card component T-31-1-C 
MAL card replaced recalibr 

CARTWRIGHT, H R Virginia Lloctnc Power Co BO/03/07 2pp 


8003170369 Forwards LCR 80 025/03L-0 

STALLINGS, C M Virginia Clectrvc 8# Power Co 80/03/14 Ip 


— 8003170375 LCR 80“025/03L-0 on 8002 1 5# channe I MI steamline prtstur* 
pratection bistable for P? greater than PI safety injection 
initiation tripped a* ‘rnacceptab le setpoint Caused by 
setpoint drift in signal comparator card circuitry 
CAflTWRIOilT. 14 R Virginia Electric ht Power Co 60/03/14 2pp 


0003160584 Forwards LEfl aO“032/03L-0 

8TALL!WGB,C M Virginia Electric t< Power Co 60/03/14 Ip 


’0OO31QO59O LER GD'‘032/03L-0 on G00215# IH emergency diesel ginerabar 
tripped on overspeed during manual start to verify diesel 
operability Tripped again on G00223# 0302# 06, Jo 11 Caused 
by defective oil booster servomotor Servomotor replaced* 
CARTWRIGHT. W R Virginia Electric I Power Co 00/03/14 3pp 


0003210459 Forwards LER 00-026 /03L-0 

8TALLINGB,C M Virginia Electric U Power Co 80/03/18 tp 


—8003210461 LER BO-D26/03L-0 on 00^217# w/reac tor operating at lOOIi 
power# casing copj Ing supply valve MOV-RSIOOB failed to open 
from control room during quarterly valve Inservlce insp 
test Cause unknown Valve was manually op*^ned & tested 
CARTWRIGHT# U R Virginia Electric «c Power Co 00/03/18 2pp 


0003240463 Forward* updated LER 79-1 51/01 X-O 6 LER 00-034/01 T-0 
STALLINGS, C M Virginia Electric U Power Co 80/03/21 Ip 
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— a003a»1046e LCfl 79-l5l/0l){“t on 791105. in«p ptr IE DulUfcin 79~U fhouivd 
in^orrtcte ■jKnp 1 1 f led rvtponfr ipectrum curvs ufa« ui»d in pipt 
itrtsi analy«lt ^ other taiimic curvei uere vied in uronp 
Input format Cauie unknown 

CARTWfllOHT.M R Virginia Electric k Power Co S0/O3/S1 3pp 


'“‘8003240473 LEft QD‘034/0 1 T'-O on 600307. 8 discovered that several Claes 
2 lime in low high head tafetg injection tge were not 
ttrcit analijted for fluid temp Caused bg deficiency In 
piping egi stress analysis 

CARTWRIGHT. W R Virginia Electric k Power Co 00/03/21 2pp 


G003310301 Forwards LER 00-029 /03L-0 

STALLIUGS. C M Virginia Electric 1. Power Co 80/03/27 Ip 


— □003310307 LER BO-029/03L-0 on 000226. during normal operation at lOOX 
pouei I found water leaking onto ground from refueling water 
storage tank cooler fitting Caused by failure to remove 
temporary pressure gauge Leak secured k gauge removed 
CARTWRIGHT, W R Virginia Electric k Power Co 80/03/27 2pp 


V> Congressional/Esecutive Correspondence 


G0G306O463 Forwards ALAa-S7Q re facility pumphouse settlement issue, per 
WRC 790213 response to 790209 Itr W/o end 

RDSEWTHAU.A 8 Atomic Safety and Licensing Appeal Panel 80/02/11 

tp 


DOCKET 50-339 NORTH ANNA POWER STATION. UNIT 2 
A App I icat I on/conitruc t ion stage documents tt correspondence 


8DD3040664 Faruatdi application for renewal of amended License 
GNH- IBOl • e itend ing expiration date until 800120 deleting 
Condition 17 re storage of new Unit 2 fuel 

BTALLINGStC M Virginia Electric k Power Co 79/10/16 Ip 


8003210187 Notification of 600306 meeting u/util to discuss cold 
shutdown 

DROHERICK.A U Light Mater Reactors Dranch 3 80/02/25 3pp 


0003030406 Informs that actions in response to NRC recommendations 
concerning auiiliary feedwater sys reliability ulil be 
performed on both units Turbine driven pump will be tested 
u/Unit 2 at min of 25X power 

STALLINGS. C M Virginia Electric k Power Co 80/02/26 Ip 

8003210191 Notification of 600303 k 04 site visit to discuss matters re 
control room design 

DROHERICK. A U Light Mater Reactors Branch 3 60/02/28 3pp 

0003120416 Notification of 000303 meeting w/utils in Bethesda, MO to 
discuss requirements for fuel loading & low power testing 
LICITRA. E A r DROHERICK. A M Light Mater Reactors Dranch 3 
60/02/29 3pp 


8003270101 Gummarv of 800303 meeting w/utils in Bethesda. MD re fuel 
loading k low power testing req.ulrements for near-term Ot 
app 1 lean ts 

LICITRA. e . DROHERICK. A Light Water Reactors Branch 3 60/03/06 

4pp 

I 

8003240594 Forwards request for addl info ire QL application Info needed 
concerns RHR sys Commitment to demonstrate ability to 
manually operate atmospheric steam dump valves while 
c-ommunicatl ng w/control room necessary 

PARRrO D Light Mater Reactors Branch 3 00/03/07 Spp 

0003250100 Notification of 000310 meeting w/utils in Bethesda. HD to 
discuss low power testing 

DROHERICK. A W Light Meter Reactors Branch 3 60/03/07 3pp 

0003260315 Notification of cancellation of 600310 meeting w/ utils in 
Bsthesda.MD to discuss low power testing 

DROHERICK. A M Light Water Reactors Dranch 3 60/03/07 Ip 


— □003040662 Application for renewal << amend of License 0NM-18OI 
aetending expiration date until 001201. or until conversion 
of CPPR-78 to QL k deleting Condition 17 re storage of new 
Unit 2 fuel Replacement pages end 

BTALLINOG, C M Virginia Electric k Power Co 79/10/16 7pp 


8003250319 Submits Amend 3 to License SNM-iaOt. deleting Items 15 k 17 
changing expiration date to 001231 or to date of conversion 
QL k adding conditions 

CROVJ.WT Uranium Fuel Licensing Branch 79/12/28 Ip 


— 0003250320 Safety evaluation supporting Amend 3 to License 8Ntt-10Ol 
DELANEY. J C Uranium Fuel Licensing Dranch. 79/12/20 2pp 


0003060288 Responds to 000115 Ur to JF Ahearne re expediting decision 
for OL W/o end 800109 Ur to state of VA Atty General, 

DENTON, H R Office of Nudeir Reactor Regulation 80/02/04 Ip 


8003140226 Provides supplemental Info to util 791126 k BOOlOl Itri re 
implementation of Tm-2 Lessons Learned Task Force short- 
term items Redundant remotely operated valves will he added 
to rocomblner sys from connected syi 

STALLINGS. C H Virginia Electric k Power Co 80/03/10 2pp 


8003170204 Notifies that review of applicable tables from NUREO-0611 is 
complete Table i-2 lists ECCS initiation setpoint for low 
prtssuriiar pressure coincident w/low pressurlier level 
Setpoint has been changed to low-low pressurlier presiure 
STALLINGS. C H Virginia Electric k Power Co 80/03/10 Ip 


8003240206 Discusses independent field audit described in NRC 791129 
Itr Requests that audit be performed Review sample may be 
Limited to 3*/. rather than lOX of installed equipment k 
cables 

PARR.O D Light Water Reactors Branch 3 60/03/11 3pp 


— 80G3060294 Requests lifting of moratorium on OL Issuance to open 

fad 1 1 ty 

HARRELL. E E Plymouth k Washington County 00/01/15 2pp 


8003270340 Notification of 800313 meeting w/utll 
discuss matters re steam generators 
DROHERICK. A W Light Water Reactors Branch 3 


in Louisa. VA to 
60/03/1 i. 3pp 


8DD3100I2Q Approves 79U07 request to withhold responses to NRC 
questions re guide tube thimble wear from public insp 
(ra# 10CFR2 7901 ^ 

PARR.O D Light Water Reactore Branch 3 00/02/15. 2pp 


0003160234 Ack receipt of training criteria for mitigating cor# damage 
Training program is being prepared tn meet intent of 
criteria utillilng best engineering k operating Info 
ava 1 tab I e 

STALLINOa. C H Virginia Electric k Power Co 80/03/12 Ip 


□003100094 Responds to 800U7 Ur re preparation of facility 8ER Revlt 
of application is being actively pursued Publication of SER 
antlclpaied In near future 

DENTDN.H R Office of Nuclear Reactor Regulation 


80/02/15 


0003040100 Notification of 800226 meeting w/utils In Bethesda. MD to 
diicuii addl clarification of NRC requirements in design 
review of plant shielding k environ qua 1 i f I cation of 
equipment used in post-accident operations 

BVCKLEY. 0 C Light Water Reactors Branch 1 80/02/19 9pp 


6003060061 Oiicuiics cha 


ngf in review procedures for equipment 

qual 1 f Uat I on documentation Requests info re degree to which 
equipment qualification program complies w/NRC position 


equipment qualification program 
described in NUREO-O50e 
PARR.O. D Light Water Reactors Branch 3 


80/02/19. 4pp 


80-03I00235 Summary of 800214 meeting w/util at plant sit# re 800206 
revised list of requirements for near»-term OL . 

DROHERICK. A. W Light Water Reactors Branch 3. 00/08/22 4pp. 


B003200393 Notifies that util plans to support operation of 
concurrent w/fuel loading k low power operation of Unit 2 
Util will operate Unit I using four shifts «< fuel load 


Unit 2 using two ehifti 

STALLINGS. C M Virginia Electric k Power Co 


80/03/14 


Unit l 


2pp 


8003100603 Forwards followup to 000225 Ur re chemical storage k 
control room habitability evaluations in compliance u/Reg 
Guide I 78 Worst case concentration of chemical within 
control room is less than toxicity limit for chemical 
BR0WN.8 C, Virginia Electric Sc Power Co 00/03/17, App 


8003190470 Forwards response to NRC request for info re welding process 
k heat treatment in cladding vassel noixles Base matl of all 
noxxlei is ABTM A-5O0iClass 2 Preheat temp is 250 F min k 


poit-haat temp is 400 F 

8TALLIN0.C « Virginia Electric k Power Co 


fl0/03/17 


2pp. 


8003190648 Forwards procedures. Inc lud ing organlietion during emergency 
conditions. QC surveillence of shift relief i conduct# summary 
of revisions to station organ! lat len. instrument calibr 
k valve position indication sensitivity, . 

STALL I MOB, C. M. Virginia Electric k Power Co 90/03/17, Ip. 
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*-~8Q03 190650 Proceduro* including organitation. during energencg 
cond itiDnsj OC surveillance of shift relief & c endue ti summarg 
of revisions to station organ i lat loni instrumen t callbr 
U valve position indication sensitivity 
* Virginia Electric K Power Co BO/03/17 65pp 


8003810309 Clarifies T^iaOS & 800206 Itrs re special test program Mill 
perform nine tests discussed at ACRE 791211 meeting 
Flexibility for program alteration In event of unsuccessful 
test or unantlc ipated events should be permitted 
STALLIN08, C M Virginia Electric t Power Co 80/03/19 9pp 


8003210197 Forwards response to NRC 800307 request for addl info re 
achieving cold shutdown using saf ety-‘grade equipment Each 
steam generator is provided w/saf ety^grade seismlcally 
supported atmospheric dump valve 

STALLINSa,C M Virginia Electric £< Power Co 80/03/20 89pp 


8003280495 Ac k receipt of NRC 800310 Itr re generic request for info on 
auxiliary feedwater sys reliability Refers to util 790928 
Itr noting action being taken in response to NRC reliability 
study of sys at facilities 

STALLINGS. C M Virginia Electric I* Power Co 80/03/24 Ip 


8003310388 Describes training requirements established for engineers to 
qualify as shift technical advisors Includes info re 
acadetnici sy s t simulator training. & transient/ac c idtnt 
analysis I 

stallings. C M Virginia Electric U Power Co 80/03/26 2pp 


8003310293 Draft human engineering evaluation re control roam Control 
room exhibited design features that are inconsistent u/human 
engineering stds U practices Engineering problem* Identified 
in emergency procedures 
MALLORY. K Essex Corp BO/03/27 11 pp 


0 Adjudicatory correspondence 


8003260557 Confirms 800S2I telcon ui/CJ D Ishop.. ad Vis Ing that JK 
Schmerling affidavit contains aspects claimed to be 
proprietary by Westinghouse Request* confidentiality of 
affidavit until claim Is supported by Mestlnghouse 
CHRISTMAN. J M Hunton Will lams 80/02/22 2pp 


8003070197 Memorandum t. order directing applicant NRC to submit in 
three wks justification of crack growth rate curves re 
analyses filed prior te cancelled 800SS1 hearing & statement 
of assumption re crack initiation timing H/Roienthal view* 

QiSHOPiC ^S Atomic Safety and Licensing Appeal Panel 80/03/03 
9pp 


S00331034S Forwards ends to NRC 800304 Itr to ASLA8 re turbine disc 
cracking t. relationship to operation of Unit 1 NRC strongly 
disagrees w/charac teri i ation of UCB as having extensively 
participated N/o encls 

6NANS0N. D T Hearing Branch 1 80/03/12 IP 

8003280160 Notifies that J Allen 800220 Hr 1* forwarded to POR all 
parties in proceeding 

GIBBON. T R Commission 80/03/13 Ip 


—8003280164 Discusses Hestinghouse steam generator corrosion problems U 
Hestinghouse turbine disc cracks at facilities Forwards NRC 
800121 Ur re insp port instal la 1 1 on at North Anna Units 1 b 
2 t Environ Coalition 800107 news relsase 

ALLEN. J North Anna Environmanta I Coalition 00/02/28 Ip 


— 0003280169 Requests util Install insp ports on steam generators at 
North Anna Unit 2 prior to commercial operation start 
ROBS. D F Division of Project Management flO/01/21 3pp 


H General correspondence 


8003040081 Urges NfiC to authoriia util to operate fac 11 1 ties. Salt 
nuclear facilities are sitting idle while expensive oil is 
burned to generate elactrlcity Energy coats are rising 
Notice from util end W/o encl 

MCMILLAN. J D Affiliation Unknown 80/0S/06 Ip 


8003140261 Responds to 79lt2B Hr to President Carter urging decision 
re licensing of facility Forwards NRC 000109 Hr to VA 
Atty General setting forth NRC position re status of OL 
DENTQM.H R Office of Nuclear Reactor Regulation 80/02/14 Ip, 


-'B00314026S Forward* White Kouse 791203 Ifcr transmitting JO Owens 791128 
Hr to President Carter urging decision re licensing of 
facility Requests comment 

RATHKOPF.C L Energ yr Dept, of 00/01/25 3pp 


8003310379 Submits description of organixabion t/ personnel changes made 
in response to NUREG-0660 6 NURCG-0578 

STALLINGS. C M Viiginia Electric tt Power Co 00/03/26 4pp 


K Utility Final S.«fety Analysis Repart (F9AR> i- amends 


8003210331 Forwards Amend 68 to FSAR Affidavit of sve cncl 
FERGUSON, J H Virginia Electric t Power Co 00/03/07 4pp 


-’-8003210337 Amend 68 to F6AR 

* Virginia Electric t- Power Co 00/03/07 lOOpp 


P Operating license stage documents ^ correspondence 


0003140305 Submits info re Essex Corp audit of VEPCO human engineering 
evaluation of control room Moi e c ompr ohens i ve evaluation 
must bo performed b assignment of backflt scheduling often 
does not agree u/safety intorests 
MALLORV.K Essex Coip 80/03/10 5pp 


8003ie02’97 Submits primary coolant sys pi cssut o isolation valve tnfo 
re In-series check valves isolating high pressure primary 
eoo-lant from low pressure injection sys piping Method of 
analyiing paiallol check valves outlined 

STALLINGS, C M Virginia Eloctiic t Power Co 80/03/14 4pp 


Q Inspection reports. IF MulHtins i> cui respondent c 


9003110197 For wards IL Insp Repts 50-330/ /9-4e )U 50-339/79-56 on 
791105-13 6 26-30 No noncomp 1 iance noted 

LEWIS. R C Region 2. Atlarita. Reactor Operations Nuclear Support 
Branch 79/1P/3J 2pp 


—8003110207 IE Insp Repts 30 - jjB/ 79-40 50-339/79-56 on 791105-13 L 

26-30 No noncomp 1 lanc e noted Major areas inspected IE 
circulars A not ic as, 1 1 censee repts f readiness foi fuel 
1 oad ing 

KELLOGG. P J Region 2. Atlanta. Reactor aperations Nuclear Support 
Branch KIDP.M S Region 2, Atlanta. Office of the Director 
79/12/20 lOpp 


8003050250 Forwards IE Insp Repts 50-330/79*51.50-339/79 'j7. 
50-404/79-08 b 50-405/79-U8 on 79lc’l8-20 No rioncompllance 
noted 

ORVANTtJ C Region 2, Atlanta. Reactor Construction V Engineering 
Support Branch 00/01/24 2pp 


—8003050261 1C tups Repts 50-3Jd/79 51.50-339/79-57,50-404/79-08 1. 
50-405/79 06 on 791210-20 No noncomp 1 lanc o noted Major 
areas inspected diesel generatorE i charging pumps, concrete 
testing. IE bulletins i followup on deficiencies 
MUNT.N D Region 2. Atlanta, Reactor Construction 4< Engineering 
Support Branch MCFARLAND. C F Region 2, Atlanta. Office of the 
Director 00/01/24 6pp 


8003170066 Foi wards IF, Info Notice 80-03, '*Main Turbine 
Cl ec trohydrau 1 ic Control 'j-ys No specific action or 
rasponso required 

O'REILLY. J P Region J. Atlanta, Office of the Director 00/01/31 

2pp 


8003190143 Forwards It Cn cular /9*85. tuppl A. ''fihock Arrestor Strut 
Assembly tnioifcience No written response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 80/01/31 
Ip 


6003120048 Forwards IF Circulai 80-02. “Nuclear Power Plant Staff Worl 
Hours " No written response i equired 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/01 

Ip 


GOO310OOQ9 forwards IF Bulletin 00-04. "Analysis of PHR Main Steam Lins 
Bremk U/Continued FooduiateT Addition " Written response 
required 

O'REILLY, J P Region Z, Atlanta. Office of the Director 80/0<2/0e 
3pp 


8003190456 Forwards IE Info Notice 80-05. "Chloride Contaminatiorx of 
Bafety^Rel ated Piping */ Components “ No written response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director G0/02/OB 

ip 


8003050325 Ack receipt of 800209 Hr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 50-338/79-52 tc 
50-339/79-50 

LEWIS. R C Region 2. Atlanta. Reactoi Operations Nuclear Support 
Branch 80/02/20 Ip 
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— 0003090337 RespginJs to riRC 000116 Ur re violations noted in IE Inep 
R-epts 50"33a/7‘?-'52 t/ 50-33^779-58 Corrective actions station 
manager will assume const reporting r esponsi b 1 1 i ty 
BTAt-LlKOS.C M Viiginia Electiic «/ Power Co 00/02/08 app 


—000305034*1 Forwards IE Inap Repts 50-338/79-52 «* 50-339/79-58 on 
791203-21 ^ notice of violation 

□ 'REJILY-J P Region 2, Atlanta, Office of the Director 
00/01/16 2pp 


— 0003050352 Notice of violation from insp on 79120a-21 

a Region 2/ Atlanta, Ufficc of the Director 00/01/11 Ip 


— 0003050359 IE In&p Repts SO-338 -'79-92 $ 50-339/79-58 on 791203-21 
None orrp 1 lance nutod failure to review potentially reportable 
matters foi applicability 

KELUOOOj P J Region 2, Atlantai Reactor Operations Nuclear Support 
Branch KIDD, M S Region 2, Atlanta, Office of the Director 

ao/oi/11 9 pp 


0003210)30 Act receipt of 800211 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/79-50 
50-339/79-59 

LEUIS’R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Qranch 80/02/26 ip 


— 0003210137 Responds to NRC 800117 Ur re violations noted in IE Insp 
Repts 30-308/79- 50 S, 50-339/79-59 Corrective actions repts 
retolved for processing at sgs level elevated in priOTitg 
Pop preparation t. revieui 

STALL I NOS, C « Vi r g in i a E I ec tr i c Power Co 00/02/11 2pp 


--8003210138 Forwards It Insp Repts S0-33B/79-90 50-339/79-59 on 

791210-12 notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch PO/01/17 2p p 


8003270045 Forwards TE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Val Control Sgs tCVCS) Holdup Tanks " 

Action & written response required 

O'^ftEILLY^J P Region 2, Atlanta, Office of the Director 00/03/10 

Ip 


0DO326O26O Forwards IE Bulletin 80-06, "Engineered Safety Feature 
(E8FI Reset Controls " No written response required 
O^BEILLY/J P Region 2, Atlanta, Office of the Director 80/03/13 

2pp 


0003250500 Forwards IE info Notice 90-11, "Generic Problems N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys ' No action Or written response required 

O'REILLY, J P Region 2, Atlanta Office of the Director SO/03/14 

U 


6003260200 Forwards t£ Circular 60-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
r equired 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/14 

2pp 


8 Reportable occurrences, LERs \ related correspondence 


B003S40423 Final deficiency rept re nonselsmic qual i f ication of control 
panels for control room air conditioning chiller units 
Chiller control panels have been seismically shake tested 
Chill assembly will be modified to insure rigidity 
STALLINGS, C M Virginia Electric Power Co 80/02/14 2pp 


6003120349 Interim deficiency lept re overstressed pipes, pipe supports 
U equipreent noMles identified during weight verification 
program required by IE Bulletin 79-14 Caused by changes in 
valve L operator weights Cversiie chart end 
BROWN, 8 C Virginia Electric V Power Co 80/03/04 5pp 


— 80032)0141 Notice of violation from insp on 791210-13 

* Region 2, Atlanta, Office of the Director 80/01/16 Ip 


— 0003210144 IE Inps Repts 30-330/79-50 i- 50-339/79-59 on 791210-12 
None omp 1 i ance noted failure to forward licensee event repts 
uithln specified time frame 

KELL080»P J Region 2, Atkanta, Reactor Operations Nuclear Support 
Drench WE138TER,C H Region 2, Atlanta, Office of the Director 

00/01/16 6pp 

8003140096 Forwards IE Info Notice 80-06, "Notification of Significant 
Events “ No action requti‘«<i 

O'REILIVjJ P rtoglnn 2, Atlanta, Office of t)ie Director 00/02/37 

Ip 

0003180195 Forwards supp I ementa I info to IE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment " No response required 
□ 'RElLLViV M Region 2, Atlanta, Office of the Director, 80/02/29 

2PP 

000319005S Forwards IE Inpa Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region 2i Atlanta, Office of the Director 00/02/29 

app 


8003130162 For'Wards If- Circular 00-03, "Protection, from Toxic Oas 


Haiards " No written response required 

O-'REILLY, J P Region 2, Atlanta, Office of the Director 


80/03/06 


2PP 


8003240511 Deficiency rept re none omf ormanc es identified during review 
0# IE Bulletin 79-14 Found overstressed pipes, pipe supports 
U equipment noixles resulting from changes in valve L 
operator weights Corrective action not submitted 
DROWN, 8 C Virginia Electric I Power Co 80/03/04 2pp 


8003120596 Final deficiency rept re overstressed pipes, pipe supports t* 
equipment noiiles identified during valve fc operator weight 
verification program required by IE Bulletin 79-14 Caused by 
Changes in valve it operator weights Oversiie charts end 
BROWN, S C Virginia Electric Power Co 80/03/07 3pp 


0003170461 Interim deficiency rept sve water radiation monitoring pumps 
for recirculation spray heat exchangers not qualified for 
Integrated dose expected during postulated accident 
Replacement parts under consideration 

8TALLIN08.C M Virginia Electric t Power Co 00/03/11 Ip 


8003190520 Final deficiency rept i*e seismic amplified response spectrum 
curves In some pipe stress analyses All mods completed 
BROWN, S C Virginia Electric t Power Co 80/03/17 Ip 


8003260346 Interim deficiency rept re improper installation of Inboard 
outboard shaft fans for both auxiliary feedwater pump 
motors B motor had been disassembled for high bearing temps 
during tests iiotors removed for repair of shaft fans 
STALLINGS, C « Virginia Electric U Power Co 00/03/19 2pp 


V Congres s I ana 1 /Ex ec ut ive Correspondence 


0003110560 Submits Intel im response to IE Bulletin 79-27, "Loss of 
Ndit’CUss IE Instrumentation t Control Power Bys Bus During 
□peratlon " Insp of North Anna failed to reveal time delay 
circuitry Surry insp not yet complete a 

QTALLINGS, C N Virginia Electric L Power Co 60/03/07 4pp 


0003140416 Forwards lE Info Notice BO-iO, "Partial Los* qf Non-Nuclear 
Instrument Sgs Power Supply During Operation '* No specific 
action ov response required an/n^jn-i 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 00/03/07 

2pp 


0003060463 Forwards ALA9-570 re facility pumphouse settlement issue, per 
NRC 790213 response to 790209 Ur W/o enel an/no/ ii 

ROSENTHAL, A 3. Atomic Safety and Licensing Appeal Panel ao/^Oi2/ii 

IP 


0003060511 Responds to 800123 Ur re schedule for facility licensing 
9ER will he completed U publislied in near future Decision to 
issue GL will require Commission order 

D1RCK8»W J Office of the Executive Director for Operations 
80/02/13 Ip 


aOMISOOM Foru«rd, IE Info NoUc. 00-09. "Poiilbl, Occop.tional He.Uh 
ilaiard Associated w/Closod Cooling Sys for Operating Power 

Plants " Ntt written response «ft/n'qyri 7 

□'RElLLViJ P Region 2, Atlanta, Office of the Director 80/03/07 

Spp 


8003100324 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 

0*ReiUILY?J P Region 2, Atlanta, Office of the Director 00/03/07 

2pp 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PUANT^ UNIT 2 
A AppUcatlon/construction stage documents fc correspondence 


8003120540 Lists generic Mark I owners group docUffienfes transmitted to 
NRC by OE ^ determined to applicable to facility by util 
TAUBER I H Detroit Edison Co BO/02/13 3pp 
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8003110391 Forward* requ»*t for Info r* Eiffcutlve Order 119001 
"Floodplain Matr *’ ^ MEPA is*uei Di*crlptlon* of floodplain* 
adjacent to *ite $• mothoda used to identify floodplain* ar« 
coug h t 

BALLARDj R L Environmental Projacta Branch 1 00/02/22 4pp 


80031101BO Forward* corrected IE Bulletin 80-04i *'Analvsl* of Pl^RHaln 
Steam Line Break W/Contmued Feedwater Addition “ No written 
retponee required 

KEPPLERiJ 0 Region 3# Chicago, Office of the Director 00/02/14 
ip 


B003130'105 Summary of 800110-11 meeting ui/utkl in BetheidaiHD re 
aiymmetric LQCA load* on reactor pre**ure v»**el tupport 
* true tures 

KiNTNERiL L Light Water Reactor* Branch 1, BO/02/22 4pp 


8003040425 Forward* addl implementation ichedulet for TMI »hort“term 
Le«*an Learned Talk Force requirements & addl r»*pon«B* to 
IE Bulletin 79-00 re DNRs Revision* will -be eubmitted w/ 
schedule requirements Drawing* available in Central File* 

TAUBEPiH Detroit Edison Co 80/02/29 200pp 


F Sfcurltyi inediealj emergency fire protection plan* 


8003110093 He*pond» to request concerning DC Mully Inquiry re aeiergencv 
planning Commi is loner * endorsed nRC-EPA task force 
recommendation that state ^ local authorities emirgenev 
planning should extend 10 mile* from plant 

DIRCK9itl J Office of the Executive Director for Operations 
00/02/20 Ip 


—0003110101 Forward* DC HuUy correspondence* re emergency planning, for 
comment 

LEVIN, C Senate 79/06/tl 2pp 


0 Adjudicatory correspondence 


BQ03260449 Responds to ASLQ eOD2L5 nemorandum l( order Latest estimate 
for DE8 issuance is QCODLS' 8RR 00091 5, FES 001019, 0ER Supp 1 
during De< 1980 const completion during vlune 1901 No 
agreement reached re d i sc over y i preh earing It hearing 
BLACK, R L Hearing Branch i, 00/03/H Ip 


8003120363 Forward* IE Info Notice 80-07, "Pomp Shaft Fatigue 
Cracking " No response required 

KEPPLER.J a Region 3, Chicago, Office of the Director 00/02/29 
IP 


0003260065 Forwards IE Info Notice 80-04, "BUR Fuel Exposure in Eiceii 
of Limit* " No action or response required 

KEFPLER,J G Region 3, Chicago, Office of the Director 80/03/10 
tp 


8003260497 Foituard* IE Info Notice 00-10, "Partial Lo»* of Non-Mjcl**r 
rnstrument Sy* Power Supply During Operation " No specific 
action or response required 

KEPPL£R,J 0 Region 3, Chicago, Office of the Director B0/D3/10 
Ip 


0OD326O3OO Forwards IE Bulletin 00-06, "Engineered Safety Feature 
(ESFI Reset Controls " No written response required 
KEPPLER, V G Region 3. Chicago, Office of the Director 00/03/13 
Ip 


8003250103 Forwards IE Info Notice 80-11, "Generic Problems W/ASCO 
Valves In Nucleai Applications Including Fire Protection 
Bys, " No action or written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/03/14 
Ip 


8003260264 Forwards IE Circular 00-04, "Securing of Treaded Uockinj 
Devices on 8af ety-Re I ated Equipment " No written response 
required 

KEPPLER, JG Region 3. Chicago, Office of the Director 00/03/14 
Ip 


H General correspondence 


0003030506 Forward* Certificate of Sve for Amend 28 to amended 
substituted application for license* 

HATERS^B R Detroit Edison Co 00/02/28 app 


0003310304 Discusses 000319 meeting in ttiddle town* FA, 600320 television 
hroadeest, & lack of NRC credibility lu/cltlten* 
a Aff 1 1 iatlon Unknown BO/03/5! ip 


Q Inspection reportst IE Bulletins 6 correspondence 


0003190630 Forwards IE ln«p R«pt 50-341/79-25 on 791218-21 Si notice of 
violation 

KEPPLERiJ O Region 3, ChieagOi Office of the Director 80/01/26 

2pp 


—8003190633 Notice of vUlation frofv imp on 791210-21 

* Region 3, Chicago, Office of the Director 80/01/21 2pp 


—0003190641 IE Insp Rept 50-341 /79“85 on 791218-21 Noacomp I iante noted 
failure to stop work* take corrective action tt establ£*h hold 
point* 

KNOP.R C , ERD,C M r LEE, E N K Region 3, Chicago, Office Of the 
Olrictor 80/01/21 12pp 


0003120175 Forwards IE Circular 80“02» '’Nuclear Power Plant Staff Wort 
Hours " Mo written response required 

KEPPLER, JC Region 3, Chicago, Office of the Director 80/02/01 
If 


& Reportable occurrences, LERs ^ related correspondence 


6003100042 Interim deficiency rept re damaged penetration on 
asiemblle* Penetiation assembly manufacturer will complete 
review of misaligned assemblies by 800301 Util will submit 
final rept including disposition of each assembly 
FAHRNER,W J Detroit Edison Co 00/02/11 Ip 


8003040001 Act receipt of 600123 Interim deficiency rept re item on 
reactor auxiliary bldg reduced floor load Util will submit 
addl info re why rebar was cut i' initial evaluation of 
potential safety significance 

FI0RELLI,0 Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 00/02/12 Ip 


0003040056 Ack receipt of 600126 interim deficiency rept re laminatlo-ni 
In raceway hanger support steel 

FIORELLI.O Region 3, Chicago, Reactor Construction Engineering 
Support Branch BO/02/12 Ip 


6003040516 Interim deficiency rept re nonseismic equipment Ins-tailid 
over seismic equipment All affected equipment Identified in 
reactor ^ auxiliary bldg* Final rept will be submitted by 
8006 U 

FAHRKER.N J Detroit Edison Co 60/02/ 14 2pp 


0003110367 PNO-1 11-80-032 on 000219. correspondents from ABC 20/20 
Program will Interview regional director % other members re 
NRC investigation into allegations of falsification of 
qual 1 f Icatlon records of personnel doing design work 
PHILLIP, 0 . FIORELULO , DAN1EL6QN, D Region 3, Chicago. Office of 
the Director 00/02/19 Ip 


8003140222 Forward* IE Bulletin 60-03, "Loss of Charcoal from 6td Type 
I f, Two-Inch, Tray Adiorbar Cell* ” Action required. 

KEPPLER, J 0. Region 3, Chicago, Qffice of the Director 60/02/06, 

Ip 


8003110123 Forward* IE Bulletin 80-04, "Analysis of PMR Main Steam Line 
Break W/Confcinued Feedwater Addition " Written responee 
required. 

KEPPLER, JO Region 3, Chicago, Office o-f the Director 80/02/06 
If 


800319034(5 Forwards JE Info Notice BO-OS, "Chloride Contamination of 
Baft ty-Rela ted Piping ^ Coenporisnts " No written responee 
rtqu Irid 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 90/02/08. 

tp 


8003250500 Ack receipt of 800211 final deficiency rept re damaged 
penetrations 

FIORELLIfO Region 3, Chicago, Reactor Construction L Engineering 
Support Branch 80/03/05 Ip 


8003260003 Ack receipt of 800214 interim def ic i tncy /rept re nonielielc 
equipment installed over seismic 

FIORELLI,0 Region 3, Chicagoi Reactor Construction 1< Engineering 
Gup port Branch 80/03/05 Ip 


8003240307 Interim deficiency rept, final evaluation rept on misaligned 
asBemblle* not get received from manufacturer , Tube Turn* 

Company requested addl info from util to complete 
disposition of penetration* Final rept expected by 800430 
FAHRNER,N. J Detroit Edison Co 00/03/13 If 
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F 9»cut i iDpdic^l. em^r^enci^ V fire protection plant 


S003i70437 Notifies pF response to H George 790412 Itr to 0 Hall r# 
util Spriniiler 3 1 4 TasV assigned to J Kievan 
NACDOUGALLfE A Qrookhavon National Laboratoi y 79/04/16 Ip 


GD03270S07 Provides revieto of suppl to fire protection safety 
evaluation F^roposed niods to be completed by Oct 19B0 
LAIMAS. O Plant Systems Branch 80/01/24 3pp 


— 8003870209 Safety evaluation re incomplete items in fire protection 
program ravieu 

* Plant Systems Branch 80/01/24 5pp 


6003280039 Requests addl info uithin 30 days to continue safeguards 
contingency plan review Enel withheld (ref 10CFR2 790) 
Confirmation re safeguards responsibility aimignment 
reques ted 

SCHInlENCER. A Operating Reactors Branch 1 Q0/O3/O6 2pp 


8003230588 Notifies of agreement w/state {* local agencies on 
outstand ing issues re notification of ofPsito agencies 
following unusual event f* un itten closeout summaries 
Radiological emergency response plan will be revised 
OOODUINfC Portland General Electric Co 80/03/16 2pp 


G Adjudicatory correspondence 


S003190509 Forwards 800206 Itr to Director of Nuclear Reactor 
Regulation informing of plant shutdown per A8LQ 791229 
order. 

JOHNSON. R iF Portland General Electric Co 80/02/06 Ip 


—8003190513 Advises of 600209 plant shutdown due to reactor trip syt 
automatic actuation. following false indication that one 
reactor coolant pump breaker had opened Operation resumed on 
tame date Certificate of 6vc end 

OOODlflNiC Portland (General Electric Co BO/02/06 3pp 


8003130216 Substitutes licensee 790827 motion u/enc 1 Q0D2D7 motion for 
summary disposition of Coalition for Safe Power & 
consolidated intervenois specified contentions New motion 
reflects work responsibilities changes since 790627 
JOHNSON. R W Portland General Electric Co AXELRAD. H 
Loweno tein. Newman. Re is. Aie Irad S. Toll BO/02/07 Ip 


— 8003130218 Motion for summary disposition of Coalition for Befe Power 
Contentions 3.17.20 L 22 Requests identification of 
remaining controversial factual matters if A8L0 determines 
not to grant summary disposition 

JOHN&ON,R W Portland General Electric Co AXELRAD. M . CARR. A V 
Lowenstein. Newman. Re 1 s. Aselrad t Toll GO/02/07 7pp 


—8003130231 Argument documentation in support of license 600207 motion 
for summary disposition of Coalition for Safe Power 
Contention 3 States matl facts for which there It no genuine 
IfiUB to be heard re alleged inadequacy of NRC mods review 
* Houston Lighting ^ Power Co 00/02/07 7pp 


8003130237 Affidavit re Coalition for 8afe Power Contention 3 alleging 
inadequacy of NRC mods review in control bldg proceeding 
Describes purpose of wot k plans for each poriton of proposed 
mods Prof qualification encl 

ANDERSON. R C Dechtel Power Corp (subs of Dechtel Carp > 

80/02/06 6pp 


— 8003130242 Affidavit re Coalition for Safe Power Contention 3 alleging 
Inadequacy of NRG mods review in control bldg proceeding 
Describes plant staff U explains review of Bechtel work 
plant Prof qua 1 1 f ications end 

YUNDT. C.P Portland General Electric Co 80/02/07 6pp 


— 8003130247 Argument documentation in support of licensee 800207 

motion for summary disposition of Coalition for Safe Power 
Contention 17 States matl facts for which there Is no 
genuine issue to be heard re alleged risks of mods work 
a Portland General Electric Co a Lowinsteln. Newman. Pel s. Axelrad 
It Toll BO/02/07 6pp 


— 8003130252 Affidavit re Coalition for Safe Power Contention 17 alleging 
that performance of mod work in control bldg will hamper 
operators ability to respond to emergencies Describes mod 
work areas i' safety measures Prof qualifications encl 
ANDERSON. R C, Bechtel Power Corp (subs of Dechtel Corp ) 

80/02/06 8pp 


— 60O313029B Affidavit re Coalition for Safe Power Contentiion 17 alleging 
that performance of mod work in control bldg will hamper 
operator ability to lespo-nd to emergencies Explains util 
identification of all iisks Prof qualifications encl 
YUNDT. C P Portland General Electric Co 80/02/07 7p p 


—>6003130279 Argument 4' documentation in support of licensee 800207 
motion for suramary disposition of Coalition for Safe Power 
Contention 20 States facts for which there is no issue to be 
heal d re alleged inadequate assessment of drilling effects 
* Portland General Electric -Co * Lowens te i n. Newmanr R e i s . A x el rad 
tfToll BO/02/07 5pp 


— 8003130284 Affidavit re Coalition for Safe Power Contention 20 alleging 
inadequate assessment of drilling effects during control 
bldg mods work Evaluates drilling effects on walls shear 
capacity Prof qualifications encl 

WHITE. W H Dechtel Power Corp (subs of Bechtel Corp ) 

80/02/06 7pp 


— 8003130291 Affidavit re Coalition for Safe Power Contention 20 alleging 
Inadequate assessment of di4ning effects during control 
bldg mods work Explains actions taken to avoid damage to 
wall's reinforcing steel Prof qual i f ications end 
AN0ER5QN. R C Dechtel Power Corp (subs of Bechtel Corp ) 

00/02/06 0pp 


— 8003130297 Argument ?. docuaventa 1 1 on in support of licensee 800207 
dietion for summary dlspasltion of Coalition for 8afa Power 
Contention 22 States facts foi which there is no issue to be 
heard re alleged incuinpleto analysis of steel plate effects 
» Portland General Electric Co -•» Lowers te i n. Newman. Re i s. Ax e 1 rad 
Toll 80/02/07 3pp 


— 8003130308 Affidavit re Coalition for Safe Power Contention 22 alleging 
incomplete analysis of steel plate effects on displacement 
Discusses analysis pet formed 4< explains effect of steel 
plate addition N/prof qua 1 1 r i c ations & Certif i cate of Gve 
ilHlTE.UH Dechtel Power Corp (subs of Dechtel Corp ) 

80/02/06 7pp 


00031 3021 2 Ad vl ses that contrary to 800208 sve 1 i s t. 1 1 c ensee 800206 Itr 
has been delivered to Air Courier Inti w/svc guaranteed for 
800209 Certificate of Sve encl 

JOHNSON. R U Portland General Electric Co 80/02/03 3p p 


6003D40699 Third set of interrogatories directed to E Rosalie. N Dell &. 
Cobtitlon for Safe Power re Phase II Requests technical 
liases for alleged inadequacy of NRC safety evaluation to 
ensure Tech Specs ai e not violated Certificate af Sve encl 
GRAY. J R Hearing Branch 1 60/02/26 7pp 


— 8003040661 Response to licensee 000207 motion for summary disposition 
of Coalition for Gafe Power Contentions 3.17.20 9< 22 
Supports summary disposition of Contentions 3* t 17 opposes 
motion re Contentions 20 t' 22 

GRAY. JR , MCOURREH.H J Hearing Branch 1 B(5/02/aQ 15pp 


— 8003040663 Affidavit rr licensee 0DO2O7 motion for summary disposition 
of Coalitioin for Safe Power Contention 3 Concurs u/licensee 
statement of matl facts in Parts 11 A*-!! F of motion re 
const work plans Prof qualifications encl 

MALMRQS. M H Region 5. San Francisco* Reactor Operations Nuclear 
Support Qranch 80/02/21 3pp 


— G003040666 Affidavit ra licensee 000207 motion for summary disposition 
of Coalition for Safe Power Contention 17 Concurs u/licensee 
statements in RC And ei son af f 1 dav 1 1. Paragraph s 9-1-0 6 12 
Agrees u/licensee facts. Parts II A-II of motion H/resume 
KNIGHT.J E Systematic Evaluation Program Branch 80/02/27 5pp 


— 8003040668 Affidavit re licensee 800207 motion for summary disposition 
of Coalition for Safe Power Contention 17 Concurs u/lieensee 
facts in Anderson aff idavl t. Paragraph ll.Yundt affidavit. 

Paragraphs 5. 114. 12 4. Part II H of motion W/rosume 
CLEMEN80N, F Plant Systems Branch BO/02/27 7pp 


—8003040673 Affidavit re licensee B00207 motion for summary disposition 
of Coalition for Safe Power Contention SO Concurs w/llcensee 
statement of matl fac ts. Paragraphs F-O.re gap between wall 4. 
adjacent equipment Prof qual I f lea tions encl 

KNIGHT.J E Systematic Evaluation Program Branch B0/G2/27 5pp 


— 8003040677 Affidavit re licensee 800207 motion for summary disposition 
of Coalition for Safe Po-wer Contention 20 Concurs w/llcensee 
statements in RC Anderson aff idavi t. Paragraph 12 ra effects 
of vibration ?< Part II H of enotion Prof qualifications encl 
CLEtlENSON. F Plant Systems Branch 80/02/27 7pp 
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— e0{>3040£e3 Joint affidavit re licensee B00207 oiotion far suntmary 
disposition of Coalition for Safe Poujer Contention 20 
Concurs w/licensee stateriant of inatl factsi Parts II D & If E 
of motion Prof qualification end 

KERRmo. K S . PERSlNKOrD Enijineering Branch B0/OS/2Q lOpp 


6003060633 Notifies of completion of generic bounding review re 
inadvertent safetg injection during cooldouin No further 
licensing action necessarg since facilitg could most likeig 
withstand more than 50 ECC5 actuations 

SCHUENCERiA Operating Reactors Branch i 79/12/23 ip 


— E0030406Q6 Joint affidavit re licensee 600207 motion for tummarg 
disposition of Coalition for Safe Pouier Contention 22 Unable 
to concur u/dl sp lacements ft gaps between bldgs provided bg 
licensee Prof qualifications t Certificate of 8vc end 
MERR1N0.K S r PERS1NK0«D Engineering Branch 80/02/26 tOpp 


6003060030 Reviews inservice testing progi am for facility Insert es 
check valves which separate reactor coolant bouni^arg from 
LPfS should be tested at next outage Requests response 
ulthin 30 dags Bans for request end 

8CHV1ENCER.A Operating Reactors Branch 1 00/01/00 4pp 


8003280232 Forwards interrogatot i es directed to NRC based on review 
of NRC safetg evaluation rept re control bldg proceeding 
SANDViKiR K Oregonr State of 60/02/28 ip 


8003100131 Forwards safetg evaluation supporting proposed design mods 
to facilttg Unresolved items remain 

SCHl^ENCERiA Operating Reactors Branch 1 30/02/14 2pp 


— 8003280237 Interrogatories directed to NRC re control bldg mods 
proceeding Questions NRC safetg evaluation rept re 
cadwelding. electric welding of cutting In cab le* spread ing ^ 
control rooms t< other related matter* U/Certi f icate of Bvc 
6ANDVIK«R K Oregoni State of 80/02/28 6pp 


8003280013 Notice of addl appearance in control bldg proceeding 
JONES, R L Bonneville Power Admintstra fcton 80/03/10 Ip 


8003250302 Forwards NRC testimong of F Clemenson t< JE Knight rt mod 
wort effectsiKS Herring U D Persinko re Coalition for Bafe 
Power Contention* 20,12/13 V 16 i Ch Tramwell re railroad 
spur tc safetg evaluation authors 
MCOURRENiH J Hearing Branch 1 90/03/17 2pp 


»-8003280309 Testimong re mod work 4. effects on plant operation 4 on 
safe tg-related equipment Work will not hamper plant 
operator abilitg to properlg respond to emergencg Prof 
qualifications end 

CLEKENSONi F Plant Sgstems Branch KNtGHT« J E Systematic 
Evaluation Program Branch 60/03/1/ 60pp 


*'‘*8003250317 Testimeng re relocation of railroad spur & reduction in site 
of equipment hatch under proposed mods Administrative 
controls adequate to prevent train impacting bumping post or 
control bldg west wall Prof qualifications enc 1 
TRAMMELL, C rt Division of Operating Reactors 80/03/17 9pp 


^-900-3100134 Safetg evaluation supporting proposed design mode to 
facility control bldg Open items remain 
a Operating Reactors Branch 1 00/02/14 90pp 


8003040302 Forwards corrected Page* 23a ^ 19 4 Sections’ 92 4«9 46i59 
to 600214 safetg evaluation re control bldg mods Fourth line 
on Page 19 should ref Section 4 instead of Section 5 
Certificate of Sve ent i 

8CHH£NCER,A Operating Reactors Branch 1 80/02/15 7pp 


80031S0343 Provides combined interface shear stress tables for wall 
panels per LER 79'*I5 Certificate of 8vc end 
DROEHL, D J Portland General Electric Co BO/02/tS 7pp 


8003130093 Forwards safetg evaluation re concrete masonrg wall desligr 
criteria for transverse loadings 4 "Rept on Design Criteria 
for Masonrg Walls ” Discuselon will take placo during wk of 
800225 

SCHWENCER, A Operating Reactors Branch 1 80/02/22 4pp 


— 8003130098 Safetg evaluation re concrete masonrg wall design crlterji 
for transverse loadings 

» Office of Nuclear Reactor Regulation 60/02/22 12pp 


—9003130103 Forwards "Rept on Design Criteria for Masonrg Walls 
COLVILLE, J Mar gland, Unlv of 60/02/13 Ip 


■8003250326 Testimony identifying personnel who prepared safetg 
evaluation rept 6 responding to ASLO question re proposed 
license condition Concurs w/inclusion of condition re 
ana Igses, eva lua t ions t, procedures Prof qual if i c ations end 
TRAMMELL, C K Division of Operating Reactors 80/03/17 7pp 


— 6003250390 Testimony re Coalition for Safe Power Contentions 20,1213 4 
16 Addresses structural aspects of contentions re effects of 
drilling on control bldg walls capacity 6 effects of mod 
work on safetg of operation Prof quail f 1 cations end 
HERRiNOiK S , PERSINKO, D Engineering Branch 80/03/17 27pp 


8003270506 Responses to State of OR 800228 interrogatories Includes 
statements in support of SER re poasible adverse 
consequences of cadwelding activities in spreading << control 
rooms H/ a ff i davi t Sr resumes 6 Certificate of Sve 
ORAy, J fl Hearing Branch 1 80/03/16 24pp 


8003290529 Forwards NRC 800324 testimonv of K8 Herring fc D Pepilnko re 
structural adequacy of proposed mods, served on all parties 4 
intervinors per 800311 prehearing conference agreement 
ORAY, J R Hearing Branch 1 60/03/24 3pp 


6003290532 NRC testimony re structural adequacy of proposed control 
bldg mods Presents basis for requiring mods, pos Itlon re 
Interim operation 6 assessment of structural adequecy 
HERRING, K S , PERSlNKOrD Engineering Branch 80/03/24 38pp 


P Operating license stage documents t correspondence 


— 6003130111 "Rept on Design Criteria for Masonry Walls " 
COLVILLE, J Maryland. Unlv of 60/02/13 39pp 


9003030347 Forwards supplemental info re effects of degraded grid 
voltage in response to NRC 600211 roquest Revised 
calculations indicate that 230 kv grid voltage can be 
tolerated before saf etg**!’ e lated equipment can be affected 
OOOOWIN.C Portland General Electric Co 80/02/S5 3pp 


6003040506 Forwards safetg ei'aluaiion of proposed changes to F6AR re 
physical setting of swltchyaid per 600204 request 
OOOOWINfC Portland General Electric Co 60/02/29 4pp 


8003040597 Responds to NRC 600109 1 tr re testing of LPIS check valves 
to determine status as pressure isolation valves Valves 
6746Ai 6, CLD periodically leak tested at refueling Interval 
Test procedure will be revised to include four other valves 
GOODWIN, C Portland General Electric Co 00/02/29 Ip 


8003130027 Notifies of data indicating fission gas release rate from 
LWR fuel pellets Increases w/burnup Np licensing action 
required for operating reactors Users of Weslinghouse fuel 
must quantify hurnup if new design criteria violated 
SCHWENCERrA Operating Reactors Branch I 80/02/25 2pp 


0003200515 Notification of 800307-08 meetings w/utll 4 Bechtel Power 
Carp in 8an Francisco, CA to discuss control bldg design 
mods 

TRAMMELL, C M Operating Reactors Branch i 00/02/27 2pp 


0003170317 Notifies that M Antonetti currently working on items re 
Indian Point 2 water supply it dIeseJ generator protection, 

Indian Point 3 sprinkler sgs. Oyster Creek sprinkler sys U 
cable spreading room tt Trojan welding shield 
K AC D DUG ALL, E A Brookhaven National Laboratory 79/09/20 Ip 


8003050432 Informs NRC of review of NRC safety evaluation re UER 79-10 
4 preliminary review of Colville Rept Short-term test 
prograjn is underway to confirm capacity of collar joint 

uiyUes of mortared double block masonry walls 
LINDDLAD. M J Portland General Electric Co 00/02/29 ip 


NUReG-0630, "Cladding Swelling 4, Ruptu 
Models for LQCA Analysis" 4 topics for discussion sent to 
fuel vendors Requests comments by 600109, 

EISENHUT, D 0 Division of Operating Reactors 79/12/20 I9p 


0003090904 Forwards GE rept, "aei smte Analysis of Reactor Internals " 
Rept addresses concern re reactor supports internal 
supports 

JANECEK.fl F Commonwealth Edison Co 00/02/29 ip 


—8003170371 Draft "Cladding 8wfUing U Rupture Models for LOCA 
POWERS. D A Core Performance Sranch 79/11/30 i06pp. 


-’-8003090906 "Seismic Analysis of Reactor Internals *' 

LIU, L K f MATZEL, N D General Electric Co 297HA716. 68/12/24 

3tpp, 
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8003200007 Sumtnarg of BOOl 1 1 meottns u/Dcchtel tc liceiifte9S re fnaftonr^ 
ui-i 1 1 it (>ip9 support stiuctural tnterd isc ip 1 Lnarg 

co-ord iTiatt on 

LICCIAROOpR Operating Reactors Branch I 00/03/03 16pp 


B003110S40 Forward* plot showing max values of Fn vt core elavatioh 
based on revised Fxg limit proposed in Uicenie Change 
Application ECCS performance reanalgsis demostrated 
sufficient conservatism 

OnODWIM, C Portland Oenerai Electric Co GO/03/04 3pp 


B003110&19 Forwards Dechiel Drawings n5K''l<S>3 tt 4 which supersede 
copies previDUslg provided Drawings available in Central 
Files onlg 

OQODWIN, C Portland General Electric Co 80/03/0S ip 


BD03H056D Informs that testing & grouting program co-tnpleted 800213 
Estimates S67i fill in collar joint No wall areas contain 
continuous collar joint void* 

LINDBLAO/W J Portland General Electric Co Q0/03/0S 8pp 


B003110617 Forward* info r* values for ultimate compressive strength of 
masonry assemblies No violation of Tech Specs occurred as 
result of values used in accordance w/unlform bldg code 
QaDt)WIN<C Portland General Electric Co 80/O3/Od> 4pp 


B0032003l'£ Forwards comments re App 0 of J Colville B00213 rept 
eonesrning design criteria of plant masonrg walls Analysis 
indicates that wall 46 has capacity to resist out of plane 
loads during 5&E event Certificate of Sve end 
DRGEHL. D d Portland General Electric Co 00/03/lS S2pp 


6003280574 Forwards figures illustrating revised rod bank ihsartton 
1 imlts/ cml tted from 791224 License Change Application 56 
GOODUINiC Portland General Electric Co 00/03/17 Ip 


— 0003250577 Figures illustrating revised rod bank Insertion limits# 
omitted from 791224 License Change Application 56 
» Portland Genera) Electric Co 80/03/17 6pp 


8003S60520 Forwards response to NRC questions presented at 600307 
meeting re structural cons i dei ati one for proposed mods to 
control bldg Overall modified complex has available capacllg 
to satisfy I 4 load factor OBE criteria 

SROEHL. D J Portland General Electric Co 00/03/17 47pp 


BOO3S5O5S0 Forwards summat*y tables describing reinforcing Steel in 
shear wall panels of control auxiliary fuel bldg complex in 
response to NRC verbal request 

DRGEHL# D J Portland General Electric Co 80/03/20 33pp 


8003S60639 Forwards info provided by Bechtel re design criteria for 
A-f,rame support for movement of Plate B from equipment 
hatch in turbine bldg to position for securing to plate 
support frames 

BROEHL. D J Portland General Electric Co 00/03/21 2pp 


Q Inspection reports# l£ Bulletins & correspondence 


8003100055 Forwards final response to IE Bulletin 79-17# “Pipe Cracks 
in Stagnant Borated Water Sys at PUR Plants “ Ultrasonic & 
llq.uld penetrant examinations were performed on approx 137# 
of all accessible welds on 2 5-inch piping No cracks found 
COODWiNiC Portland General Electric Co 79/11/21 7pp 


B003130S79 Forwards response to IE Bulletin 79~02< Ravi sion l«8upp I, 
Repairs completed on five of IS pipe supports u/anchor 
bolt safety factors less than two# -A* eight of 69 supports 
u/factors less than five Revision 2 response forthcoming 
BROEKLiD J Portland General Electric Co 79/11/21 26pp 


6003120703 Responds to IE Bulletin 79-25 Util does not use# qr plan to 
usa |<ffrttlnghouse BFD relays 

GOaOMINiC Portland General Electric Ca 79/12/17 Ip 


8003060252 Forwards revised pages to 791121 response to IE Bulletin 
79-02i Revls ion 1 re pipe support base plates using conertta 
expansion anchor bolts Table summarlting results of 
r a-evaluatlon analyses end 

DRDEHLfO J Portland General Electric Co 00/01/03 3pp 


6003110290 Forwards IE Bulletin 80-04# ^'Analysis of PWR Main Steam Lina 
Braat W/Continued Feedwater Addition " Written retponsa 
required 

ENOELKENiR H Region 5. San Francisco. Office of the Director 
80/02/OB, Ip 


0003100039 Foruards safety analysis it notifies that plant evaluation re 
crackinig in feedwater sys piping complete Nondestructive 
insp ii analyses performed it acceptable pending owner's 
group it NRC Pipe Crack Study Group recommendations 
SCHUENCERiA Operating Reactors Branch i B0/02/)2 4pp 


0003110397 Forwards IE Insp Ropt on 8001126-30 tt 791B11 b 12 
None amp I lane e noted Notice of violation withheld 
Crcl iOCFR2 790) Notice of proposed imposition of civil 
patialties end W/o insp rept 

STELLO* V Office of Inspection U En fore e merit # Office of the 
Director 00/02/15 2pp 


— 6003110402 Notice of proposed imposition of civil penalties re Items 
of n one omp 1 lance resulting from insp on 6001126-30# 

791211 i 12 

* Office of Inspection t* Enforcement# Office of the Director 
80/02/15 tp 


60030S0446 Corrects 791030 response to IE Bulletin 79-14 Results of 
total veriftcation for complex piping will be available 
wk of 800414 

DODDUIN.C Portland General Electric Co 00/02/27 2pp 


6003260119 Nobiflss that computer input verification of all piping 
(ulthln con trol— aux i 1 iary-f ue I bldg complex per IE Bulletin 
79-14 to be completed prior to insp of remaining piping 
inside conta inment# rather than by 600131 
OaODUlNfC Pacific Gas U Electric Co 80/02/27 2pp 


6003120276 Forwards IE Info Notice 80-07# "Puirp Shaft Fatigue 
CraeVing ** No response required 

ENOELKEN.R H Region 5# 6an Francisco# Office of the Director 
80/02/29 1 p 


6003140309 Forwards supp I emental info to IE Dulletih 79-0151 "Environ 
Qualification of Clast tE Equipment '' Response required 
ENGELKENiR H Region 5. San Francisco# Office of the Directur 
60/02/29 7pp 


6003200054 Responds to IE Dulletln 79-27# "Loss of Non-Class IE 
Instrumentation i Control Power Sys Bus During Oparation " 
Instrument t control sye power supply buses anajyied A< 
design changes separating power supplies Indicated 
GOODWIN. C Portland General Electric Co 60/02/29 2pp 


8003100221 Forwards IE Circular 80-03# "Protection From Tmlc Gas 
Haiards *’ No written response required 

ENGELKEW. R H Region 5. San Franciscdt Office of the Director 
60/03/ 06 ip 


8003140377 Forwards 1£ Info Notice 60-10# '-'Partial Loss of Non-Nuclear 
Instrument 8yt Power Supply During Operation " No specific 
action or response required 

ENOELKEN.R H Region 5, San Francisco. Office of the Director 
00/03/07 2pp 


6003170334 Forwards info re environ qualification of Class IE equipmsnt 
in response to reporting requtremen-t of IE Bulletin 79-OlD 
Info includes list of Class IE components required to 
function under accident resulting in harsh environ 
GOODWIN. c # LENTSCH.J W . CHRISTENSEN. S Portland General Electric 
Co 60/03/07 SOOpp 


6003160010 Forward* IE Info Notice SO'^O?# "Fostible Gccupatlona) Health 
Haiard Associated w/Cloied Cooling Sys for operating Power 
Plants " No written respo-nse required 

ENOELKEN.R H Region Sam Francisco# Off ice of the Director 
80/03/07 ip 


0003160113 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block *' No specific action or response 
requested i 

ENGELKEN^R H Region 5. 8an Francisco# Office of the Director 
00/03/07. Ip. 


8003260560 Forwards l£ Bulletin 00-05# "Vacuum Conditlan Reiulting in 
Damage to Chemical Vol Control 8ys iCVCSI Holdup Tank*." 

Action U written response required 

ENOELKEN.R H Region 5, Ban Francisco. Office of the Director 

ao/03/to ip 


8003310130 Forwards TE Insp Rspt 50^344/80-03 on 800215 No 
noncompliance noted End withheld iref 10CFR2 790> 
NORDERHAUGiL R Region 5# San Francisco# Safeguards Branch 
80/03/ 10 2pp 


8003260304 Forwards IE bulletin 80-06. ''Engineered Safety Feature 
CE0FI Reset Controls " Hritten response required# 

ENOELKEN# R H Region 5* San Francisco# Office of the Director 
00/03/13 Ip 
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8003250158 ForL/ari* JE Info Notice 00-Jl. ''OenPMC froblem* U/ASCO 
S^aJvet In Nucipiar App 1 1 catl ons Including Fir* Protection 
Sij« No action or written reiponie required 

eN(?ELKEN, P- H Pogion 3< San Francisco, Office of th« Director 
60/03/14 ip 


B003260347 Poruardf IE Circular 60''04, "Securing of T^realded Locking 
Devices on Sa f e tii^Re I a t ed Equipment " Ng uritten response 
required 

ENOELKEN, R H Region S, Son Francisco. Office of the Director 
00/03/ H Ip 


n Periodic operating reports related correspondence 


8003050471 Forward* *‘Dpera 1 1 ona 1 Envlror* Radiological Monitoring 
Program, 1979 Annual Rept ” 

6DaDHIN,C Portland General Electric Co 80/0S/89 Ip 


— 80{)a0S0477 "'Op erati onal Environ Radiological Monitoring Program. 1979 
Annual Rapt " 

KQHL.K A , CKANORASEKARAN Eteri in« thstruirent Corp 80/03/31 
79pp 


8003040208 Annual Rept 1979 

• Portland General Electric Co 80/03/0! iSOpp 


8003110584 Forwards "Operational Environ Radiological Surveillance 
Program 1979 Aimual Rapt " 

SULLIVAN. R L Portland General Electric Co 00/03/03 Ip 


— 8003110596 Operational Environ Rad 1 olog i cal Surveillance Program 1979 
Annual Rept " 

k\0HL. K A . CHANDRASEKARAN Portland General Electric Co 
PGE-1006-79 60/03/31 30pp 


8003110646 Forwards monthly operating rept for Feb I960 
VUNDT. C P Portland Genera! Electric Co 00/03/03 Ip 


->'•6003110650 Month Iv operating rept for Feb 1980 

BAIRrO 0 Portland General Electric Co 60/03/03 4pp 


6 Reportable occurrences, LERs 6. related correspondence 


6003170171 EM‘-60>'004 notice of violation t* notice of proposed 
inposition of civil penalities to be Issued far License 
NfF-'l Action based on three Items of noncomp 1 lane e r* 
lecuritg program $• unauthorised Individual In protected area 
BROCKETTiTW , GOWER, 0 C OFfic* of Inspection & Enforcement. Office 
of the Director B0/02/J2 ip 


6003110576 Forwards LER 80-00 1/03L'0 

YUNDTrC p Portland -General Electric Co 80/02/29 2pp 


— B003II05BO LFR G0-00l/G3L~0 on 800204, duri ng surveillance testing, 
8 train DBA sequencer failed to start two load’s Caused bg 
binding collar Collar adjusted t procedures revised to 
require tnenual check reset of sequencers after operation 
PERRY, J G Portland General Electric Co 60/02/29 2p 


9003130363 Forwards LER eO-D02/G3U-0 

VUNDTiC P Portland General Electric Co 80/03/07 2pp 


--6003130387 LEA 80-002/031-0 on 600207. dur i ng routine Insp. f 1 ex i b 1 e 
jacket cooling water hose found broken on diesel driven 
auxiliarg feeduiattr pump Probably caused bg natural end of 
life Hose replaced 

PERRY, J C Portland General Electric Co 60/03/07 2pp 


8003170306 Forwards LER BO-DOS/OSL-O 

YDNDTrC P Portland General Electric Co 60/03/10 2pp 


—0003170306 LER 90-003/03L-G on 000219, funct i«ndl check on reactor 
protection tqi Instrumentation Identified pressuriter 
pressure trans/nitter PT-457 setpoints eiceedlng Tech Spec* 
Caused by Instrument drift Tranemitter recallbr. 

PERRY,J C Portland General Electric Co 80/03/10 Ip 


T Heering transcripts on non-anti trust matters 


0003250164 Transcript of 800311 hearing in Portland. OR, Pp 3,451-3,590 
MILLER, M E Atomic Safety and Licensing Board Panel, BD/OS/tl 
14pp 


6DO325017B Tranccript of 000312 hearing in PortlandrOR Pp 3,591-3,639 
MlLLER^M E Atomic Safety and Licensing Board Panel 80/03/12 
45pp 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


0 Adjudicatory correspondence 


8003250342 Informs that licensees concur u/NRC 790627 denial of 
T McCormack 790903 6 0607 hearing requests Hearing is not 
required by lauf,public policy. or factual context involved 
Heari-ng is unnecessary t unwarranted 

PLEASANT, E M Shaw, Pittman, Potts f* Trowbridge 79/06/28 3pp 


791G310125 Urges denial ot inteivenor Toledo Coalition for Safe 
Energy request for action per 10CFR2 r06 Emaigency plan is 
in full compliance w/NRC requirements App A, util response to 
allegations of Coalition end 

CHURCHILL, B W , O'NEILL, J H Cleveland Electric Illuminating Co 
O'NEILL. J H Toledo Edison Co 79/07/16 25pp 


6003140324 Forwards V Stello 800305 order modifying 1 1 cense, effectiv* 
immediately 

STELLOr V Office of Inspection 4 Enforcement, Office of the 
Director BO/03/05 ip 


— 8003140337 Order modifying 1 icense, ef f ec 1 1 ve immediately Fully 
qualified equipment operator* will be appointed for shifts, 
on-the-job training schedule will be expedited U fully 
brained personnel will be provided pet draft ASNl 6td 3 1 
STELLO, V Office of Inspection f/ Enforcement, Office of the 
Director 80/03/05 7pp 


H General correspondence 


8003190049 Respond* to 600122 Itr to President Carter requesting info 
re plants w/similai design to TMr-2 Provides list of all 
O-bU designed plants 

DENTON, H R Office of Nuclear Reactoi Regulation 00/02/14 ip 


8003250076 Responds to /90924 request for info re plans for power 
plants In CH, disposal of radwaste t risks to public health 6 
safety Provides info re plants in OH Forwards excerpt from 
NRC 1976 annual rept re radwaste disposal 

DENTON, N R Office of Nuclear Reactor Regulation 00/02/19 I3pp 


J Insurance !« indemnity information 


OOO310G36O Forwards certified Endorsement 32 to NELIA Policy NF-236 
CORREA* C Marsh & McLennan, Inc , H M Nuclear Consultants, Inc DIv 
00/03/10 2pp 


H Antitrust correspondence 


7611130230 ON applicants' comments on QH statute requiring 
certification of exclusive sve territories for elec light 
companies Initial decision should be reversed amended 
House Dill 577 be enacted 

REYNOLDS, W 0 Toledo FdUon Co 70/11/03 l3pp 


0OO3D7O329 Advises that petitions for ALAB-560 review are deemed denied 
due bo elapse of blme for Commission to act on matter 
CHILK. S J Office of the Secretary of the Commission BO/03/04 
Ip 


P Operating license stage documents I correspondence 


7906250101 Requests assessment of safety of continued operation of BbVI 
reactor based on perfoimonce of relief safety valves, 
performance of HPt pumps, re 1 lab i 1 1 ty of auxiliary feedwater 
fj core Cooling in natural circulation 

ROSS, D Division of Project Management 79/05/00 Spp 


8001030044 Forwards request for addl info re automatic trip circuitry 
for reactor coolant pump motors Info needed prior to design 
acceptability Ltr transmitted to utils responsible for 
Oconee* Crystal Ri ver, TMl , Davl s-Qeste AK 1 
RElDi R W Operating Reactors Branch 4 79/12/18 6pp 


0003170197 Forwards draft HUREO-0630, "Cladding Bwelling Rupture 
Models for LOCA Analysis'" V topics for discussion sent to 
fuel vendors Requests comments by 600109 

ElBENHUr. D G Division of Dperating Reactors 79/12/20 i9pp 


—8003170371 Draft "Cladding Swelling At Rupture Models for LOCA 
Analysis " 

POWERS, 'D A Cor® Performance Pranch 79/11/30 I06pp 
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0003100021 ^^Dfc icflt loh of 800221 nieetthg in QetNetda.MD to 

dltcu-iv BAU'>lSB4i **Auxtliarg Feeduatei Sys Reliability 
Anal V5e»-(Jeh8rii: Rept for Plant* u/BiW Reactor* 

CAPRA- n A Standard 1 lat 1 on Blanch 00/02/13 Ip 


0003190197 Confirms arrangements tor B00229 meeting in Glen EUgn. IL 
to discus* schedul esi m> 1 estoTies K aecomp 1 i thtrents of program 
to Improve t/ promote better mg t at site tt results of recent 
security insp 

KEPPLER/ J 0 Region 3i Chicago- Office of the Director 80/05/16 
Ip 


0003190429 Motif ication of 800313 meeting u/Qt>N in DothesdaiMD to 
discuss small break opeiatmg guidelines 
CAPRA. R A Standard! lation Branch 00/02/22 Ip 


0003310133 Notification of cancellation of 000313 meeting si/DltW in 
□ ethes-da.MD to discuss small break UOCA opeiatlng 
guide 1 ines 

CAPRA- R A Assistant Directoi for Standard ^ Advanced Reactors 

eo/02/22 Ip 


0003040404 Foruiards "Stiuctural Effects of ATHS Overpressure Transients 
in Bgron Jackson Primary Pumps.'' addendum to "Analysis of 
&g(U Nuclear Steam Sys Response io ATNS Events ' 

TAYLQR- J H Babcock h Wilcox Cb 80/02/26 Ip 


—0003040498 "Structural Effects of ATWS Overpressure Transients in Byron 
Jackson Primary Pumps " 

* Babcock U Wilcox Co nAW-l6lO 00/02/01 3lpp 


0003040482 Responds to NRC 791218 Iti re automatic reactor coolant pump 
trip during small break tOCA Will not presently commit to 
Install saf ety-grade ti ip contioi sys Will continue current 
aiaoual tripping of reactor cool«int pumps 
CROUSErR P Toledo Edison Co 80/02/27 Ip 


0OO313O5OS Requests payment of addl fee for 791206 application for 
amend to License NPF-3 vo organl lat I onal changes in Tech 
Specs 

hILLERiW 0 License Fee Management Branch 80/02/26 Ip 


6003100133 Foruiards Class 4 amend fee 

CROUSE. R P Toledo Edison Co 80/03/03 Ip 


S003200007 Summary of 000111 meeting w/Bechtel U licensees re masonry 
h pipe support structural interdisciplinary 
coord i rrat ion 

LICClARDBiR Operating Reactors Branch 1 00/03/03 16pp 


8003100361 Forwards application for amend to License hrPF-3 clarifying 
required util action altering info submittal date for 
seismic re^’eva I uat ion Class 11 fee end 
CROUSE- R P Toledo Edison Co 60/03/04 Ip 


-“0003180364 Application to amend License NPF“3. e* bend Ing submittal date 
for seismic reanalgsls Ci evaluation to 801201 ti clarifying 
util action required 

CROUSE. R.P Toledo Edison Co 00/03/04 3pp 


8003100390 Forwards response to NRC 600306 questloris re 000226 
transient at Crystal River Unit 3 Reviews occurrence of 
power supply failure affecting non-nuclear instrumehtat Ion/ 
integrated control sys A susceptibility to similar event 
CRDUSE-R P Toledo Edison Go 80/03/12 lOpp 


8003160339 Forwards check for Class III license fee in response to 
EODliO Itr 

GRCUSE-R P Toledo Edison Co 80/03/14 Ip 


9D0381O442 Followup response to NRC 791119 request for addl Info re 
containment purge V vent sys Containment penetrations for 
purge sys are located in Rooms 601 t 427 of auxiliary bldg 
Room 427 environ is less severe than calculated in F8AR 
GROUSE- R P Toledo Edison Co 00/03/14 2pp 


0003240385 Responds to NRC 800306 Itr re Ciystal River 000226 
traneient Util committed to installing indicating lights on 
all vital sys feeds during outage of sufficient duration 
after engineering (< matl is available 
CROUSE- R P Toledo Edison Co 80/03/17 4pp 


B003290471 Responds to 800223 Itr re LWR primary coolant sys pressure 
isolation valves Describes monitoring test requirements 
Sys operation precludes partial stroke testing when RCB 
pressure is greater than decay heat sys pressure 
CROUSE- R P Toledo Edison Go 80/03/21 3pp 


6003280560 Forwards responses to requests 6 questions raised during MRC 
800225 tc 26 site visit to review util implementation of 
Lessons Learned Task Forep short-term recommendations 
CROVSE-R P Toledo Edison Co 90/03/21 4Bpp 


GOO320D47& Provides commitment to addl actions re Crystal River 800226 
transient Monitoring ^ test requirements t, correction of 
electrical deficiencies will be completed during 000410 
refueling outage 

CROUSE- R P Toledo Edison Co 00/03/24 2pp 


0 Inspection reports- IF SulLetins 6 correspondence 


8003110148 Forwards IF Insp Rapt 50-346/79-31 on 791203/07.10-14.17-31. 
26-28 t 31 No noncompl lance noted 

HEI8HHAN.R F Region 3- Chicago- Reactor Operations Nuclear Support 
Branch 60/01/30 2pp 


—6003110156 IE Insp Rept 50-346/79-3J on 791203-07-10-14,17-20-26-28 St 
31 No noncompliance noted Major areas inspected plant 
operations- phy 9 leal pro tec 1 1 on« f q 1 Louiup on event repts, 
nuclear instrumentation calibr ^ HPl line restraint work 
TAMBLING-T N - REVES. L A Region 3. Chicago- Office of the 
Director 80/01/29 5pp 


8003140470 Forwards 16 Info Notice 60-03. "Main Turbine 
El ec trohydraul ic Control Sys " No specific action or 
response required 

KEPPLER. J 0 Region 3- Chicago- Office of the Director 60/01/31 

ip 


0003190041 Forwards 16 Circular 79-25. Suppl A. "8hock Arrestor Strut 
Assemblg Interference " No written response required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/01/31 
ip 


0003120190 Forwards IE Circular 90-02- "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLERiJ 0 Region 3^ Chicago. Office of the Director 60/02/01 

ip 


8003140258 Forwards tC Bulletin 80-03* "Loss of Charcoal from 8td Type 
1 Ir Two- 1 nch- Tray Adsorber Cells Action required 

KEPPLERIJ 0 Region 3. Chicago. Office of the Director 60/02/06 
IP 


6003110143 Forwards IE Bulletin 80-04- "Analysts of PWR Main Steam Line 
Dreak W/Contlnued Feedwater Addition " Written responsa 
required 

KEPPLER- J 0 Region 3. Chicago, Office of the Director 80/02/06 

Ip 


8003190364 Forwards lE Info Notice 00-05- "CMorlde Contamination of 
8af Sty-Related Piping 4 Components " No written response 
required 

KEPPLER.JO Region 3- Chicago- Office of the Director 60/02/08 
Ip 


0003270246 Forwards IE Insp Rept 90-346/79-30 on 791203-07- 1 1-13 19- 

20 notice of violation 

HEIBHMAN-R F Region 3* Chicago- Reacto-r Operations Nuclear Support 
Branch 00/05/12 2pp 


—0003270848 Notice of violation from insp on 791203-07, il-l3 19-20 
* Region 3* Chicago- Office of the Director 80/02/04 Ip 


—8003270893 IE Insp Rept 50-346/79-30 on 791203-07-11-13 U 19-20 
Moncomp I lance noted failure to comply ui/record control 
requirements, maintain control of drawings U conduct required 
reviews 

JACKIW-I N . MCGREGOR. L 0 - SWANSON- E R Region 3. Chicago, Office 
of the Director 80/02/04 8lpp 


8003070096 Ack receipt of 800201 Itr informing NRC of steps taken to 
cerrect violations noted In IE Insp Rept 50*346/79-29 
HEI8HMAN-R F Region 3, Chicago- Reactor Operations Nuclear Support 
Branch 80/05/16 ip 


— 8003070089 Responds to NRC 800104 Itr ra violation noted in Insp Rept 
50-346/79-29 Corrective action bistable setpoints properly 

reset 

CROUSE, R P Toledo Edison Co 60/02/01 2pp 


0003190716 aummarif of 791 lOB meeting yi/B^W owner* group in Dethosda-MD 
re responses to IE BMlletin 79-050 
CAPRAi R A Stendardliation Branch 00/02/24 Upp 
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9003120693 Foruards IE Info Notice- a0-06i "Notification of Significant 
Events " No action required 

KEPPUER#J G Region 3, Chicago* Office of the Director SO/02/Z7 

Ip 

0003120426 Foriuard* IE Infe Notice 80-07* "Pirmp Shaft Fatigue 
Cracking " No responie required 

KEPPUER-J 0 Region 3. Chicago. Office of the Director 60/03/29 

ip 

0003140333 Forwards sup p 1 emetiital info to IE Bulletin 79-Ol-B. "Environ 
Oual if icat Ion of Class JE Equipment " He»ponte required 
KEPPLERiJ G Region 3. Chicago. Ofrlce of the Director 80/02/29 
Bpp 

8003280625 Forwards partial response to IE Dolletin 79-27 Enplogs 
adminstrat 1 ve controls which ensure operability of safety 
sgs No rec OfP.sended design changes for inverter sgs at 
present time 

CROUSE, R p Toledo Edison Co G0/03/D3 5pp 


GOO310O249 Forwards IE Circulai 60-03, "'Protection From Toxic Das 
Haiards " No written response required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 60/03/06 

ip 

S003260i93 Forwards IE Info fJotic* 80-09 '‘Possible OctupatlanaJ Health 
Haiard Associated W/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director BO/03/07 
ip 

0003260512 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instru^sent Sys Power Supply During Operation " No specific 
action or response required 

K£PPL£R< vJ G Region 3. Chicago, Office of the Director 80/03/10 
IR 

0003260551 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical VoL Control bys (CVCS) Holdup Tanks " 

Action 6. written response required 

KEPPLERiJG Region 3. Chicago. Office of the Director S&/03/10 

ip 

8003260420 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESF) Reset Controls " Written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director BO/03/13 

ip 

0003250121 Forwards IE Info Notice 00-11. '’Generic problem* H/ASCD 
Valves in Nuclear Applications Including Fire Protection 
Sys ' No action or written response required 

K£PPtER»0 G Region 3. Chicago. Office of the Director 60/03/1-4 

ip 


6003260270 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
requlr'Bd 

KEPPLER.O 0 Region 3, Chicago. Office of the Director B0/03/H 

Ip 


8003280460 Forwards seismic analysis for as-built safety-related piping 
sys in response to IE Suiletin 79- 1 4 Rearialysis Indicates 
no deficiency exists which might adversely affect 
operability of any saf e ty-re ) ated sys 
CROUSE, R P Toledo Edison Co 60/03/2^ 3pp 


H Periodic operating reports ^ related correspondence 


— 8003310151 "AniiuaJ Environ Dperatmg Rapt 1979 " Oversiie drawings 
enc 1 

* Toledo Edison Co 79/12/3J 400pp 

S Reportable occurrences. LFR* ^ i elated ton espondenc e 


8003)90166 PNO-U I-60-02tiA an 600S}0>unit returned to opexation Failed 
components of turbine electronic ovei speed protection 
circuit 1 eplacpd. steam generator feedwater control circuits 
adjusted * sys walk down completed 

REYES, L A . TAHSL INO. T N , I+E1SHMAN,R F Region 3, Chicago. Office 
of the Director 80/02/11 Ip 


6003040471 RO reanalysis of RCs pipe restraints levealod less 
conservative design than aB*uft.ed on two reactor coolant hot 
leg whip restraints ne<ir steam generator tops Cause 
unstated Action during lefuallng outage in eight wks 
MURRAY, T D Toledo Edison Ci 80/02/15 Ip 


8003040609 Forwards LER 00-010 '01 T-0 

MURRAY, T D Toledo Edison Co 80/02/26 Ip 


— 8003040616 LER aO-OlO/OlT-O on 8002 J 4< r eana 1 y s 1 s of RCS pipe restrainti 
per IE Inep Rept 50-346/7*? -23 levealcd design deficiency on 
two reactor coolaitt hot leg pipe whip restraints at top of 
each RCS hat ley Caused by design error 
MEKOEL. C 1 Toiedo f-dlsori Co 00/02/26 4pp 


0003040579 Forwatds LER d0-l>l2/03L -0 

MURRAY. T 1) UJetfo Edison Co 03/02/28 Ip 


— 00-03040590 LER 80-OI2/u3L -0 bn 800201, operator noticed loss of control 
room position indication foi letdoun cooler isolation valve 
MU2A Caused by desigti deficiency Apparent ly, someone brushed 
up against disconnect bleaker switch Switch repositioned 
STOTirJ C Toledo Edison Co 80/02/28 3pp 


S003040597 Forwards LER 80-on/03L-0 

MURRAY. T D Toledo Edison Co 0O/OP/P8 Ip 


— 8003040605 IFF! 00-0-11/0^31-0 on 8001 31, duri ng normal opar.ition, 
operations peraunnel teceived half trip on steam U feedwater 
rupture contiol sys channel* 1/3 Caused by spurious trip 
from -1-25 volt dc powei supply F803 in &GLiC channel 1 
TRAUTMAN. 0 Tol edo Ed i son Co B0/02/2P 2pp 


8003 1 10559 Foi wards revised t ER 79- 130/01 T-1 
MURRAY. U D Toledo Fdison Co 80/03/06 Ip 


— 8003110562 Revised /9 laO'OlI*-! on 791227, c learaiice between RCS hot leg 
8r four laige shinis of pipe whip lestraints R-4 determined 
to be insufficient Caused by design error Pipe whip 
restraints Rl h R*l modified D R3 Shim removed 
DIETERICH. K L Toledo Edison Co 80/03/06 3pp 


8003110566 Forwards revised I E« 79-01B/03L-1 
MURRAY, T 0 Toledo Edison Co 80/03/06 Ip 


— 8003110567 Revised I ER 79-0i8/03L-l on 780208, dur ing diesel generator 
monthly test, diese) generator 1-1 made unusual noises Caused 
by roller clutch failuto in turbocharger Diesel generator 
1-1 turbocharger replaced 

FfARTlGAN. J Toledo Fdison Co 70/03/07 3pp 


8003110626 Forwards LER 00-01 4/03L-0 

MURRAY,? D Toledo Edison Cd 00/03/06 Ip 


8003040168 Forwards "Semiannual Radioactive Liquid U Gaseous Release — 8003110620 LER B0^014/03L-0- on 000200, pressurl ler sample sys 

Rept/Jul-Dec 1979 " containment isolation valve RC240D failed to close twice 

MURRAY, T D Toledo Edison Co BO/02/20 |p Caused by impropfri torque switch setting 4 stripped screw on 

j closing contactor Settings readjusted it switch replaced 

RUDOLPH, J P Toledo Edison Co 00/03/06 3pp 

—8003040172 "Semiannual Effluent tc Naste Disposal Repb,Ju|-Dec 197? 
e Toledo Edison Co 79/12/31 Slpp 

0003110635 Forwards revised LER 79-046/03L-1 
MURRAY, T D Toledo Edison Co 80/03/06 Ip 

8003130461 Forwards monthly operating rept for Feb 1980 
MURRAY., T D Toledo Edison Co 80/03/07 ip 

—8003110637 Revised LER 79-046/03L-1 on 790330, during surveillance 
testing, (Tiesel ^enaratar 1-1 began making loud noises be was 

—0003130467 Monthly operating rept for Feb 1980 declared inoperable Caused by bearing failure In 

CADA. E , SARSDUR, P Toledo Edison Co 00/03/07 Qpp turbocharger Turbocharger replaced 

HARTIOAN, JP Toledo Edison Co 79/04/25 3pp 

8003310146 Forwards "Annual Environ Operating Rept 1979 " No 

unusual conditions for western Lake Erie L plant site area 8003I1C6B4 Forwards LFR aO-OI3/03L*’0 

indicated. MURRAY,? D Toledo Edison Co 00/03/06 Ip 

CROUSE, R P Toledo Edison Co 00/03/20 2pp 
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— 8003110^^85 LER flO"013/03L-0 on 60Q208i ui/roactor startup in progroBa* 
ppraonncl noterf control rod 3~1 1 absolute position 
indication mas not responding Caused by bloun fuse E14 in 
position ref panel 

WERNER, J Toledo Edison Co a0/03/0i 2pp 


a00ai4028^» Forwards LER eo-Ol5/03L-0 

MURRAY,? D Toledo Edison Co BO/03/07 Ip 


— 8003140320 LER 0O~O15/O3L-O on 800210, dur ing normal startup, c ontrol rod 
5-11 absolute position indication declared inoperable Caused 
by numerous asymmetric rod alarms Da ta from current failure 
evaluated 

WERNER, J Toledo Edison Co 80/03/07 2pp 


8003180505 Forwards LER ao-Ol6/03L-0 

MURRAY,? D ?olodo Edison Co 60/03/12 Ip 


—8003180500 LCR BO-016/O3L-0 on 800213, wh i lo reviewing station log, shift 
foreman discovered that containment airlock seal leakage 
test had not been performed after last entry Into 
containment during startup Caused by procedural Inadei^uacy 
DROWN. D U Toledo Edison Co 00/03/12 3pp 


0003170401 Forwards LER a0-0l7/O3L-O 

MURRAY, T D Toledo Edison Co 80/03/13 Ip 


8003290482 Forwards revised LCft 79-105/01T-2 
MURRAY,? D Toledo Edison Co 80/03/20 Ip 


—8003200496 Revised LER 79-105/01T-2 on 791 109, dur ing review of IE 
Dulletin 79-21 response, low level ti ip setpoints to steam & 
feedwater rupture control sys Channels 1 ht 2 exceeded Tech 
Specs Caused by setpoint determination method error 
TRAUTMAN, D Toledo Edison Co 79/U/2i 4pp 


0003200500 Forwards LER Q0-O1Q/O3L-O 

MURRAY.? D Toledo Edison Co 80/03/25 Ip 


—8003280530 LER 0O-Oie/O3L-O on 800226, safety features actuation egs 
Channel 3 borated water storatgc tank level indication was 
discovcicd reading four feet higher than other three 
channels Caused by inadec^uaie design of freeie protection 
HILL. 8 F Toledo Edison Co 80/03/25 3pp 


U Congt css iona I /Ex ecuti ve Correspondence 


8003110135 Provides Gubcommi ttee on Nuclear Regulation w/info re 000205 
request concerning notification ^ followup activities for 
750613 i- 770924 tTansient events at Davis-Desse t Oconee L 
actuation of pressure injection sys at TMI-2 W/o enci 
AHEARNE, J T Commisston 60/02/22 2pp 


8003110165 Provides Gubcommittee on NucUai Regulation w/lnfo ro 000205 
request concerning not i f ica tlon t followup activities for 
7S0613 I 77092,1 transient events at Davis-Detse & Oconee <« 
actuation of pressure injection sys at TMI-2 
AHEARNE, J F Commission 00/02/22 IGpp 


— 8003110214 Discusses areas of interest foi formal rept re 770924 Aq 
ROBS, D F Division of Systems Sateiy 77/10/20 ip 


— 8003110260 Requests info re notiPicatton followup activltias for 
750613 8< 770924 transient events at Davis-Desse Sc Oconee, S 
actuation of pressure injection sys at TMI-2 
HARTiO Senate, Environment tt Public Works 60/02/05 2pp 
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J Insurance 5 Indemnity information 


B003260304 Unexecuted Amend 6 to Indemnity Agreement B-01, changing 
dates of policy coverage 

BALTZMAK, J Antitrust ^ Indemnity Oroup 90/03/12 Ip 


8003250431 Forwards Endorsement 22 to MAELU Policy MF-93 

FIEDLER, J Marsh t, McLennan, Inc , M «< M Nuclear Consultants, Inc 
Dlv 80/03/20 3pp 


8003250434 Forward* Endorsement 23 to MAELU Policy MF-93 

FIEDLER, J Marsh McLennan, Inc , M & M Nuclear Consultants » Inc 
Div 00/03/20 2pp 


K Utility Final Safety Analysis Report (FSARi ^ amend* 


800310016V Forwards Amend 72 to Unit 1 FEAR t Unit 2 OL application 
Certificate of Sve end 

CLAVTOM^F L Alabama Power Co BO/03/07 5pp 


a003i 00191 Amend 72 to FSAR 

* Alabama Power Co 00/03/07 390p p 


P Operating license stage documents 4' correspondence 


8003170197 Forwards draft NUREG-0630, "Cladding Swelling ft. Rupture 
Models for LQCA Analysis" ft, topics for discussion sent to 
fuel vendors Request* comments by 800109 

EISENHUT, D 0 Division of Operating Reactors 79/12/20 19pp 


— 8003170371 Draft “Cladding Swelling tt Rupture Models for LOCA 
Analysis ” 

POWERS, DA Core Performance Branch 79/11/30 106pp 


0003060612 Notifies of completion of generic bounding review re 
inadvertent safety injection during cooldown No further 
ticensing action necessary since facility could most likely 
withstand more than SO CCCS actuations 

gCHWEWCER.A Operating Reactor* Branch I 77/12/28 Ip 


8003190665 Requests addl info for NRC review of facility 77100B 
safeguards contingency plan Info withheld ( 10CFR2 7901 
6CHNENCER.A Operating Reactors Branch I 80/02/12 2pp 


B003130012 tiotifios of data indicating fission gas release rate from 
LUR fuel pellets inci eases u/tiui nup No licensing action 
required for operating roactors Users of We s tinghouse fuel 
must quantify burnup if new design criteria violated 
SCKNENCCR, A Operating Reactors Branch 1 BO/02/25 2pp 


8003050372 Forwards proposed Tech Spec amend, de leti ng motor driven 
auxiliary feediwater pumps auto start signal from Section 
47122 Signal 1* not requiied in any accident analysis 
Class in fee enc 1 

CLAYTOfL r L Alabama Power Co 80/02/29 Spp 


— 60030503/4 Proposed Tech Spec amend, deleting motor driven auxiliary 
feodiuater pumps auto start signal from Section 4 S 1 2 2 
* Alabama Power Co 00/02/26 Ip 


8003240445 Forwaids NRC 791207 Itr to util re granting of relief fram 
certain A9ML code requirements M/o end 

BCHHENCERrA Operating Reactors Branch I 00/02/26 Ip 


8003120552 Request* that lef to auxiliary feedwater pump auto start 
tripping function be deleted from 791214 Itr 
CLAYTON, F L Alabama Power Co 60/03/03 2pp 


6003200007 Summary of 000111 meeting w/Dochtel ftt licensees re masonry 
wall ft( pipe suppoil structural interdisciplinary 
< oord i nation 

LtCC]A1tD0*R Operating Reactors Branch 1 00/03/03 i6pp 


6003160596 Forwards 000-304 NPDES noncompl tanca rept for sewage 
treatment plant effluent 

CLAYTON, F L Arkansas Power ft Light Co 80/03/11 2pp 


0003260556 Forwatds supplemental response commiting to Category A 
requirements off NUREO-OETO, shot b-term Lessons Learned 
r equ irements 

CLAYTON, F L Alabama Power Co 60/03/14 36pp 


8003200641 Forwards response to NRC 800225 Itr re potential turbine 
disc ctackiTig in operating Nestinghousc nuc l«ar low pressure 
turbine Affidavit ?< nonproprietary version enc 1 Proprietary 
version withheld (ref 10CFR2 790) 

CLAYTON, F L Alabama Power Co, 60/03/19 I5pp 

8003250514 Advises that date of 900315 for response to NRC 791013 Ur 
re auxiliary feedwater sys cannot be met, as previously 
promised Response will be submitted by 000331 
CLAYTar4,F L Alabama Power €o 80/03/19 Ip 


Q Inspection reports, IE- Bulletins U correspondence 


8003110178 Forwards IE Insp Rept* 50-348/79-39 V 50-364/79-20 on 
791212-14 No riancomp I lane a noted 

LEUIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 79/12/31 2pp 
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— 8003U01Q-) IE tntp Beptt S0-3')B/79-39 U 30-3i4/79-a0 o>l 791218-14 Mo 
tion c Dmp 1 1 anc t nat^d Major intp?ct«d prvOfiaratiortAl 

teittng acfcivitvi ^ general site I lar i zat ion 

UPfllGHtoC H ftpgion 2i> /Atlanta* Reactor Operation* Nuclear Support 
Oranch JULIAN, C Region S« Atlanta* C^fic# o# the Director 
79/12/20 3pp 


B0&33IO393 Forujartft IE Irup Rept S0-3‘lBy77“4l on 791210-14 tt notice of 
violation Notice of vioUtiotv uithheld (ref lOCFRa 7901 
J^ENNA-M 0 Region 3* Atlanta, Safeguard* Branch 80/01/16 2pp 


000331039a IE Inisp Kept 50-348/79-41 on 791310-14 Nonromp t lance noted 
Intruitan alarm test not ct^nducted during period examined 
Details u/ithheld (ref 1 0CFR2 790) 

r08lN,N J Region 2 Atlanta. Safeguard* Branch HDNELU, J C 
Region 2. Atlanta* Office of the Director BO/Ol/lT Ip 


B(5o305(534l Foruiard* IE Insp Rept 50' 343/79-4* on 791227 No 
none amp n a nee noted 

BRVANT»J C Region 2. Atlanta. Reactor Conttruction Engineering 
Support Branch 30/01/31 app 


— B0030S0349 le Intp Rapt 50-340/79-46 on 791327 No noncomp I lance noted 
Major area* jnspeefcetf aetivifcie* re IE Bulletin 79-17 
HBRDT, A B Region 2. Atlantai Reactor Construction & Engineering 

Support Branch ECCNOMOS.N Region 3, AtUnta# Office of the 
Director QO/Ol/17 3pp 


3003140194 Forwards IE Insp Repts 58-343/79-45 ^ 50-364/79-23 on 
791203-29 Ho none ojnp 1 ia n-C e noted 

LEWiSfR C Region 2. Atlanta. Reactor Operation* Nuclear Support 
Branch GO/01/24 2pp 


"3003140163 IE Inip Repts 50-348/79-45 fit 50-364/79-22 on 791203-29 No 
Tioncomp 1 lance noted Major areas inspected plant operations. 

Unit a preoperat 1 onal startup test program physical 
sec ur 1 tg 

BRADFORD. W H Region 2* Atlanta^ Office of the Director 
WARTINjR D Region 2^ Atlanta. Reactor Operations Nuclear Support 
Branch 00/01/33 4pp 


8003170003 Forwards l£ Info Notice 80-03. “Main Tori Ine 
Elec trohydraul ic Control Sgs '• No specific action or 
response required 

Q'RElLUYrJ F Region 2. Atlanta* Office of the Director 80/01/31 

app 


6003190079 Forwards IE Circular 79-25* SuppI A« “SKocIc Arrestor Stmt 
Aisembig Interference ” Mo written response required 
0 'REILLY. J P Region 2, Atlanta, Office of the Director 60/01/31 
Ip 


B0031 10501 Forwards IE Circular 80-02* "Nuclear Power Plant Btaff t^ork 
Hours " No written response required 

O'REIUUY.J P Region 2. Atlanta* Office of |he Director 60/02/01 
Ip 


9003160109 Fo.rwat'ds IE fluUetin 60-03^ "Loss Of Charcoal Fro^ 8td Type 
I f , Two-Inc h* Trag Adsorber Cells '• Action required 
O'REILLY# J p Region 2* Atlanta* Office of the Director 60/02/06 

2pp 


6003100022 Forwards lE Bulletin 60-04* ^’Analvsis of PWR Main dteam Line 
Break l4/Continued Feedwater Addition ** tlrltten response 
required 

O'REILLY* J P Region 2, Atlanta* Office of the Director 00/02/08 

2pp 


000319038* Forwards IE Jnfe Notice 80-05* "Chleride Contamination of 
Safety-Related Piping ?* Components '* No written response 
required 

Q'RElLLYrJ P Regian 2* Atlanta* Office of the Director 80/02/08 
liP 


0003250200 Ack reqaipt qf 000104 Itr inforfiilng NRC of step* taken to 
correct violation* mited in lE Insp Repts 50-348/79-37 tt 
SO-364/79-17 ^ 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Drench 60/02/OB Spp 


-“8003250212 Responds to NRG 79120* Itr re vlqletione noted In IE Insp 
Repts 90-349/79-37 4c 50-3*4/79-17 Corrective actions review 
resp on* ih i 1 1 ties have been redistributed to larger number 
of personnel 

CLAVTQH* F L Alabama Power Co 80/01/04 2pp. 


■6003250219 Forwards IE Insp Repts 50-348/79-37 U 50-3*4/79-17 an 
79tll3-l* notice of violation 

LEWIS, R C Region 2, Atlanta* Reactor Operations Nuclear gupoort 
Branch 79/12/06 2pp 


— 0003250241 Notice of violatiOTi from insp on 79113-16 

e Region 2. Atlanta. Office of the Director 79/12/05 Ip 


—0003250250 IE Insp Repts 50-348/79-37 50-364/79-17 on 79lll3-i6 

NoncampI lance noted failure to foVlouj protedures or 
surveillance program administrative control 

martin. R D * MOON, D T , tlRADFOnP* W H Region 2. Atlanta. Office of 
the Director 79/12/05 6pp 


8003140474 Forwards IE Info Notice 79* 37. "Crac k i ng in Low Pressure 
Turbine Discs" w/errata sheet A request for info related to 
turbine disc ciacks Reply requested within 20 days 
EISENHUT.D Q Division o >• Operating Reactors 80/02/25 3pp 


8003I4003S Forwards l£ Info Notice 00-06. "Notification of Significant 
Evants " No action required 

O'REILL/. J P Region 2. Atlanta, Office of the Director 80/02/27 
Ip 


0003240051 Responds to IE Bulletin 79-17. Rovl sion t. "Pips Cracks in 
Stagnant Borated Water Sgs at PWft Plants " No indications of 
stress corrosion cracking found in sample wolds 
CLAYTON, F L Alabama Power Co 80/02/27 ip 


800321058* Notifies that losponses to IE Bulletin 79-01 Items 1*2 $< 3 
will be subAiltted 000602 <* responses to Items 4 «* 5 will be 
submitted 600901 

CLAYTON, F L Alabama Power Co Q0/02/2Q ]p 


9003100187 Forwards supplemental info to IC Bulletin 79-OlD* "Environ 
Qualification of Class If Equipment “ No response legulTed 
O'REILLV.J P Region 2. Atlanta. Office of the Director BO/02/29 
2PP 


8003180307 Forwards IE- Info Notice 80-0/. "Pump Shaft Fatigue 
Cracking " No response requii ed 

0'REILLV*J P Region 2* Atlanta. Office of the Director 80/02/29 

2pp 


80032402*5 Requests oitension of two wk s for response to IE Bulletin 
79-27 

CLAYTON, F L Alabama Power Co 00/03/03 Ip 


0003240020 Responds to IL Rulleiin 00-03, "Loss of Charcoal From Std 
Type 2,2 Inch, Tray Adsorber Cells " No visual insp performed 
on filtration units Physical examination of remaining filter 
cells revealed no degradation of screen to frame bond 
CLAYTON, F L Alabama Power Co 00/03/05 3pp 


0003100)0? Forwards IE Circular 80-03. "Protection from Toxic Oas 
Haiards " No written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/03/06 

Spp 


G003H0402 Forwards IF Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Powei Supply During Operation " No specific 
action or response requited 

O'REIULV, J p Region 2. Atlanta* Office of the Director 80/03/07 
2PP 


60031000*7 Forwards IE Info Notice 00-09. "Possible Occupational Health 
Haiard Associated w/Closed Cooling 9y» for Operating Power 
Plants " No written response required 

D 'REILLY, J P Region 2* Atlanta* Office of the Director 00/03/07 

2pp 


0OO31BO121 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equested ‘ * 

O'REILLV.JP Region 2, Atlanta* Office of the Director 00/03/07 
2PP 


8003270010 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chttnical Vol Control Sys (CVCSJ Holdup Tanks " 

Action 4. written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Diredtor 80/03/10 
IP 


8003260409 Forwards lE Bulletin 80-06* "Engineered Safety Feature 
CE6F1 Reset Controls Written response required 

O'REILLY, jp Region P, Atlanta, Office of the Director 00/03/13 
2PP 


8003250540 Forwards IE Info Notice 80-11. "Generic Problems W/AGCQ 
'^♦^vei in Nuclear Applications Including Fire Protection 
8yi '■ No action or written response required 

O'REILLY/J p Region 2* Atlanta, Office of the Director 00/03/14 
ip 



DOCKETED ITEMS 


205 


Q003260212 Forwarrfi IE Circular BO-O^d ‘'Securing of Threaded Locking 
Devices on Safety-Related Equiprnent " No luritten response 
required 

□‘REILLY.J P Region 2. Atlanta^ Office of the Director BO/03/14 

2pp 


R Periodic operating lepotts i/ related correspondence 


8003110574 ForuardSi "Semiannual Radioactive Effluent Release Rept« 
Jul-Dec 1979 " 

CLAYTQK. F U Alabama Power Co BO/02/Z7 ip 


— 8003110577 "Semiannual Radioactive Effluent Release Rep t. Jul-Dec 1979 " 
Alabama Power Co 80/02/27 52pp 


9003040515 Forwards "Annual Nonrad lo log i ca 1 Environ Operating Repti" 
1979 

CLAYTON. F L Alabama Power Co 80/02/29 Ip 


B003040522 "Annual Nonrad I ol og ica 1 Environ Operating Repti" 1979 
* Alabama Power Co 0O/OS/29 lOApp 


8003050449 Forwards "Annual Rept or Radiation Dose Distribution for 
Personnel. 1979 " 

CLAYTON. F L Alabama Power Co 00/02/29 Ip 


-“B003050457 "Annual Rept of Radiation Dose Distribution for Personnel. 
1979 '• 

* Alabama Power Co 80/02/29 ip 


8003180427 Forwards eirata to "Semiannual Radioactive Effluent Release 
Rept. Jul-Dec 1979" V ‘'Semiannual Radioactive Effluent 
Release Rept. Jul-Dec 19/8 " 

CLAYTON. F L Alabama Power Co 80/03/07 Ip 


--6003180433 Crrata to "Semiannual Radioactive Effluent Release Rept. 
Jul-Dec 1979 " Includes pqiiion of Tabic 4A re batch release 
mode meteoi o 1 og ) cal data 
* Alabama Power Co 80/03/07 29pp 


--B00318043B Corrected pages for "Semiannual Radioactive Effluent Relaaie 
Rept. Jul-Dec 197G " Includes Tables lA. ID. IC & 2A 
a Alabama Power Co BO/03/07 4pp 


0003160599 Forwards batch release mode meteorological data portion of 
Table 4A. f or inclusion in 'Semiannual Radioactive Release 
Rept" for second half of 1979 Also forwards corrected tables 
for rept for second half of 1970 
CLAYTGN. F L Alabama Power Co 60/03/07 Ip 


— 8003180606 Datch release mode meteorological data for inclusion In 
"Semiannual Radioactive Release Repti" Table 4Ai for second 
half of 19/9 

e Alabama Powei Co 79/09/30 S8pp 


8003190459 Forwards monthly operating rept for Feb 1900 
CLAYTON. F L Alabama Power Co 80/03/14 Ip 


— 6003190462 Monthly operating lept for Feb I960 

HAIRSTON. W 0 Alabama Power Co 80/03/01 Hpp 


S Reportable occurrences. LERs ^ related correspondence 


8003050014 Forwards UERs 00 007/03L-0. e0-OO9/O3U-0i aO-OlO/03L-0. 
80-01 l/OOL-O. 00-012. 0O-O13/O3L-O t, 80-01 4/03L-O 
CLAYTON. F L Alabama Power Co 00/02/29 Ip 


—8003050020 LER 0O-OO7/O3L-O on B00202. during train D diesel generator 
loss of sys pressure test. sve water pump ID failed to auto 
start ft would not manually start Caused by test equipment 
short circuiting sequencer relay contacts Equipment removed 
HAIRSTON. W 0 Alabama Power Co, 00/02/29 Ip 


—8003050026 LER 0O-OO9/OaL-O on S00201 . during loss of offsite power 
surveillance test. output breaker for diesel generator ID 
failed to auto close Caused by misaligned mechanism operated 
contact switch Switch realigned 

HAIRBTON. W 0 Alabama Power Co 00/02/29 2pp 


—8003050032 LER aO-OlO/03L-0 on 000201. during train A diesel generator 
loss of sgs pressuie test, flow control valves failed to open 
automatical 1 y on pump auto start Caused by misaligned 
mechanism operated contact switch Switch realigned 
HAIRSTON. N 0 Alabama Power Co 00/02/29 2pp 


— 8003050040 LER 80-011/031.-0 on 800202. dur i ng safety injection w/losi of 
sys pressure test w/hubble in pres sur 1 1 er. c onta inment 
isolation valve I -SV4~MaY-3l34 failed to dose fully Caused 
by motor control ctr breaker thermal overload trip 
HAIRSTOM.W 0 Alabama Power Co 80/02/29 Ip 


— 8003050045 LER aO-012/03L-0 on 800201 . dur I ng A train loss of offsite 
power test. ID component cooling water pump failed to auto 
start Caused by improper positioning of IC CCU pump 
handswitch Switch correctly positioned fA test completed 
HAIRSTON. N Q Alabama Power Co BO/02/29 3pp 


— 8003050055 LER 0O-O13/O3L-O on 900202. dur ing safety injection w/lo*s of 
sys pressure test w/bubble in pressuri ler. containment 
isolation valve 1 -CCW-Hy-3095 did not fully close Caused by 
handwheel outside neutral positian Handwheel adjusted 
HAIRSTON. W 0 Alabama Power Co 80/02/29 2pp 


— 8003050063 LER 00-014/031-0 on 800214. while testing control grad* auto 
start feature. A 8 NDAF pumps failed to auto start on lost 
of main feedwater pump test signal Caused by inadequate 
design change control Design review strengthened 
HAIRSTON. U 0 Alabama Power Co 80/02/29 4pp 


8003240506 Forwards LERs 00-01 5/03L-0. eO-016/03L-0 eO-0l7/03L-0 

CLAYTON* F L Alabama Power Co 80/03/14 Ip 


— 0OO324O5J5 LER 0O-OIS/O3L-O on 000217. after tying main generator onto 
grid. DEH sys malfunctioned causing load increase, resulting 
in avg tfacreasing to 539 F Cause under investigation DEH 
placed in manual to stop load increase 
HAiRSTON. U 0 Alabama Power Co 80/03/14 Ip 


— 800324052S LER 00-016/031-0 on 000215. while performing surveillance 
test procedure rNP-i-STP-?2 17.TDAFWP thrust bearing 
eiceeded t60F Caused by high bearing oil level after maint 
on thrust bearing Oiler assembly repositioned 
HAIRSTON. W 0 Alabama Power Co 80/03/M 2pp 


—8003240528 LER 0O-O17/O3L-O on 000222. wh 1 1 e manually starting turbine 
driven auiillary feedwater pump, turbine tripped on 
overspeed Caused by limit switch being out of adjustment 
Limit switch adjusted fr feedwater pump returned to sve 
HAIRSTON. W 0 Alabama Power Co 00/03/14 ip 


8003310371 Forwards LCR B0-01Q/O3L-0 

CLAYTON. F L Alabama Power Co 00/03/21 ip 


— 8003310375 LCR eo-Oia/03L-0 on 800229. b i s tab 1 e associated w/presiure 
transmittei 457. failed to meet tilp setpoint requlremints of 
surveillance lest FNP- l-STP-201 6 Caused by dirty gain 
potent i ometei for lead/lag controller Potentiometer cleaned 
HAIRSTON. W 0 Alabama Power Co 00/03/21 Ip 


V Operator Examinations 


B003I70301 Advises that annual license examination schedule has been 
changed to Apr.liay or June, to facilitate institution of 
license retraining schedule Oral exam will be given in Mar 
l960ias interim measure for postponed Dee 1979 examinations 
HAIRSTON. H 0 Alabama Power Co 80/03/03 Ip 


DOCKET 30“3S2 LIMERICK GCNERATINO STATION. UNIT 1 


A AppUcation/construc tlon stage documents U correspondence 


8003130160 Notification of 000227 meeting W/OE Marie II owners group 
in Bothesda.MD to discuss Mark U long-term program U plans 
to evaluate JAERI L GKSS data Proposed agenda end 
ELTAHILA.F Containment Systems Branch 00/02/01 12pp 


8003120471 Informs NRC that 1976 aerial photograph of plant site will 
be forwarded under separate cover Photograph shows property 
b adjacent quarry on same scale as map sent in 800115 Itr 
BRADLEY. E J Philadelphia Electric Co 80/02/14 Ip 


0 Adjudicatory correspondence 


8003110520 Supports halt to plant const Excess electrical capacity 
already exists new reactors not needed 
CRATER. J Aff I nation Unknown BO/03/06 Ip 
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H 0*n«r4t! correspondence 


7912100643 Discusses NRC 791012 1 tr to Senator Sc hwe 1 k er. NURE0~D625 
siting guide U rteSf Reg Guide 4 7^ facility P'ES Requests that 
’facility be converted to coal because of prailmity to 
densely populated area 

SElDTSiM 0 Affiliation Unknown 79/l2/’l0 3pp 


8003170433 Requests clarification of response to previous Itr Impact 
oP nuclear catastrophe unknoiun Potential for catastrophe 
does not exist u/ccal Util shareholders rept end 
SEIDTS.M 0 Affiliation Unknown 00/03/10 4pp 


Q Inspection reports. If Sulletina h. correspondence 


0003060605 Notifies that NRC Intends to routinely foruiaTif to 
appropriate state public utt 1 regulatory groups •& state atty 
general ofcstcopies of «s''atated enPorcen^ant correspondence 
sent by fJRC to licentee* 

ORlERrD H Region !< Phi l-ade] ph i a. Office of the Director 
79/11/29 Ip 


0003140141 Responds to IE QulUtin 79-28 No NAMCQ Model EAlBO limit 
switches used or planned for use m saf ety^related equipment 
Inside or outside containment 

KEHPERiJS Philadelphia Electric Co 00/03/07 Ip 


0003120546 Forwards IE Info Notice 80-07. "Pump Shaft Fatlgua 
Cracking '' No response required 

ORIERfO H Region i. Philadelphia. Office of the Director 
00/02/29 ip 


8003190274 Foruards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Qlock; *' No specific action or response 
r squestad 

GRIER. S H Region 1. Philadelphia. Office of the Director 
00/03/07 Ip 


8003260339 Pomiards IC Info Notice BO-IO. "Partial Loss of Mpn-Nuclear 
Instrument Sys Power Supply During Operation *' MP specific 
action or response required 

GRJER.O H Region I. Philadelphia. Office of the Director 
80/03/07 Ip 


8003260444 Forwards IE bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Controi Stfe (CVCS) ifoldup Tanks " 

Action ft written raiponse required 

ORlERi B K Region 1. Ph i ladelph i a. Office of tht Director 
80/03/10 Ip 


0003260159 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
lESF) Reset Controls '* No written reiponte required 
ORIER.Q H Region i, Phi lad e Iph ia. Office of the Director 
00/03/13 Ip 


8003290396 Forwards IE tnfa Notice BO-U* "Oenerie Problems M/A6C0 
Valves in Nuclear Applications Including Fire Protection 
8yi " No action or written response required 
GRIER. D H Region 1. Phi lade I phia. Office of the Director 
80/03/14 Ip 


BD03260059 Forwards IE Circular 60-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " Nd written response 
requi red 

GRIER. B H Region E. Ph i Lad* 1 p hla. Office of the Director 
80/03/14 Ip 


5 Reportable occurrences. LERs it related c orrtspondenc s 


8003040304 Discusses seismic separation gaps at facility Eveluatton of 
deficiency concludes that design requirement to provide 
adequate rattiespac* has teen met Forwards final deficiency 
rapt ft supporting data 

REINKUTH.O N Division of Reactor Construction In-spectlan 
BO/02/07 2pp 


U Congressional/Executive Cor respondenc e 


0003060409 Forwards NRC 800130 response to N Seidts 791210 Itr re size 
□f facility low population tone 

DIRCKSfW V Office of the Executive Director for Operations 
aO/02/07 I p 


—9003060418 Responds to 791210 Itr re siie of facility tow population 
lont.Zpni size determined by app 1 Icanti not NRC« Rad 1 olog leal 
dotes to individual on outer boundary from postulated 
accident must be within guideUn* values of tOCFRLDG 
BALLARDjR L Environmental Fro^«etS Prarich 1 60/0fi/30> 3pp 


8003060441 Responds to 791231 request for info ro constituent concern 
that quarry blasting will adversely effect facility due to 
cracks in reactor bldg foundation rocks Investigation in 
progress NRC 600128 Itr bo FR Romano one 1 

DIRCKS.W J Office of the executive Director for Operations 
00/02/14 3pp 


—0003060453 Respond* to 791211. IS ft 17 Itr* re NRC 791210 meeting u/util 
ft investigation into allegation that facility will be 
adversely affected by quarry blasting Public may attend 
meetings between applicants ft NRC as observers td/FR ticerpt 
DENTON. H R Office of Nuclear Reactor Regulation 00/01/28 3pp 


— 8003060459 Requests info ra investigation into quarry blasting effects 
in cracks in reactor bldg foundation rock* 

COUOHLIN.L Hows* or Rep * Appropriations 79/12/31 Ip 


8003060426 Respond* to B00109 request concerning F Romano comments re 
conduct of NRG investigation into quarry blasting adjacent 
to facility Quarry monitoring records ft util seismograph 
blast records indicate psdk velocities not damaging 
DiRCKS.If J Office of the Executive Director for Operations 
aO/02/21 4pp 


— 8003060435 Forwards F Romano, of Air ft Water Pollution Patrol. 791228 |tr 
re conduct of NRC in/est 1 gat i on into quarry blasting near 
facility Requests comment* 

SCHUEIKER. RS Senate 80/01/09 9pp 


DOCKET 50-353 LIMUUCK OCNERATINO STATION. UNIT 2 


A App 1 icati on/construc t ion stage documents ft correspondence 


6003130168 Notification of 8002S7 meeting W/GE ft Hark II owner* group 
in Oethesda.ND to discus* Mary II long-term program ft plans 
to evaluate JAERI ft OXGS data Proposed agenda end 
ELTAWILA. F Containment Systems Branch 80/02/01 12pp 


8003120471 Informs NRC that 197.6 aerial photograph of plant site will 
be forwarded under separata cover Photograph shows property 
ft adjacent quarry on same scale as nap sent in 600119 Itr 
DRAOLEV. E J Philadelphia Electric Co BO/02/14 Ip 


0 Adjudicatory correspondence 


8003110520 Supports halt to plant const Excess elect! ical capacity 
already exists ft new reactors not needed 
CRATER. J Affiliation Unknown 80/03/06 Ip 


H General correspondence 


7912180643 Discusses NRC 791012 Itr to Senator Schwe i ker. NUREO-0625 
siting guldel ines. Reg Guide 47ft facility FES Requests that 
facility be converted to coal because of proximity to 
densely populated area 

3ElDTS.f1 G Affiliation Unknown 79/12/10 2pp 


8003170433 Requests clarification of response to previous Itr Impact 
of nuclear catastrophe unknown Potential for catastrophe 
does not exist w/coal Util shareholders rept end 
5EIPTS. (1 0 Affiliation Unknown 80/03/10 4pp 


0 Inspection reports^ IF Bulletins ft correspondence 


600306G6BS Notifies that NRC intend* to routinely forward to 
appropriate state public util regulatory group* ft stato atty 
genera] oFcs. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRiERrD H Region i, Ph i 1 ad« 1 ph 1 a. Office of the Director \ 

79/11/29 Ip { 


8003120546 Forwards IE Info Notice 80*-C>7j "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. D H Region 1. Ph i 1 ade 1 p h ia. Office of the Director 
80/02/29 J p 


8003190274 Forwards IE Infq Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

GRlERrB H Region I. Ph i ladelph la. Office of the Director 
80/03/07 I p 


8003260335 Forwards IE Info Notice BO-lO, "Partial Loss of Non-Nuclear 
Instrument 8y* Power Supply During Operation " No specific 
action or response required 

GRIER. B M Region 1. Ph i ladelph i a. Office of the Director 
80/03/ 07. ip, 
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8003260444 Forujdrrfs IE Oulletin BO-05, "Vacuum Condition Retultlng in 
Damage to Chemical Vol Control Syi (CVCS) Holdup Tante " 

Action L written xosponie re<iulred 

ORIER'B K Region 1, Ph i lad e 1 ph 1 a. Office of the Director 
00/03/10 Ip 


8003260159 Forwards IE Bulletin 0O-O6i 'Engineered Safety Feature 
(ESF) Reset Controls " No written response reciuired 
GRIER>a H Region 1. Philadelphia. Office of the Director 
80/03/13 ip 


S003250356 Forwards Jt Info Notice 80-11, "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER. Q H Region t. Philadelphia. Office of the Director 
00/03/14 Ip 


Q003260059 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on &afctg-ReIatod Equipment " No written response 
required 

ORIERiB H Region 1. Philadelphia. Office of the Director 
80/03/14 ip 


S Reportable occurrences. LERs & related correspondence 


8002040304 Discusses seismic separation gaps at facility Evaluation of 
deficiency concludes that design requirement to provide 
adequate rattlespace has been met Forwards final deficiency 
rept supporting data 

REINMUTH. 0 U Division of Reactor Construction Inspection 
80/02/07 2pp 


U Congress i ona 1/Exec utive Correspondence 


8003060409 Forwards NRC 800130 response to M Seldts 791S10 1 tr re silt 
of facility lou population zone 

DIRCKS. W J Office of the Executive Director for Operations 
80/02/07 Ip 


— BOO3O6O410 Responds to 791210 1 tr re site of facility low population 
lone Zone sire determined by app 1 i cant. not NRC Radiological 
doses to individual on outer boundari/ from postulated 
accident must be within guideline values of lOCFRlOO 
BALLARD. R L Environmental Projects Branch I 80/01/30 Spp 


8003060441 Responds to 791231 request for info r# constituent concarn 
that quarry blasting will adversely effect facility due to 
cracks in reactor bldg foundation rocVs Investigation in 
progress NRC 8001SQ itr to FR Romano end 

DIRCK8. W J Office of the Executive Director for Operations 
80/02/14 3pp 


— B003060453 Responds to 791211.12 l< 17 Itrs re NRC 791218 neetlng w/util 
investigation into allegation that facility will be 
adversely affected by quarry blasting Public may attend 
meetings between applicants i NRC as observers W/FR excerpt 
DENTON, H R Office of Nuclear Reactor Regulation 60/01/20 3pp 


—8003060459 Requests Info le Investigation into quarry blasting effects 
in cracks in reactor bldg foundation rocks 
COUOJIUIN. L House of Rep , Appropriations 79/12/31 Ip 


8002060426 Responds to 800109 request concerning F Romano comments re 
conduct of NRC investigation into quarry blasting adjacent 
to facility Quarry monitoring records 1' util seismograph 
blast records indicate peak velocities not damaging 
DlRCKSrN J Office of the Executive Director for Operations 
00/02/21 4pp 


—8003060435 Forwards F Romano, of Air L Water Pollution Patrol. 791228 Itr 
re conduct of NRC investigation into quarry blasting near 
facility Requests comments 
SCHNElKERiR 8 Senate 80/01/0? 9pp 


DOCKET 50''354 HOPE CREEK NVCLEAR STATION, UNIT 1 


A App I icat ion/construc t ion stage documents U correspondence 


8003140064 Forwards "Assessment of Impacts pf Salem 8. Hope Creek 
Stations on Shortnose Sturgeon, Ac ipenser Drevirostrum 
Leiueur" EPA concurrence will be sent by 800307 
LEAR,© Environmental Specialists Branch. 60/02/89 fipp. 


—8003140082 "Assessment of Impacts of Salem Hope Creele Btatlons on 
Bhortnoie Sturgeon. Ac Ipenser Drovinostrwm Lesueur *' 

MABNIKiN T , WILSON. J H Division of Site Safety Environmental 
Analysis. 00/03/31 lOlpp 


0 Adjudicatory correspondence 


8003070316 Notifies that C Kepford will represent intervenors in 
facility proceedings No witnesses presented in Radan*‘222 
proceedings Dn 600220 interveners will advise A8LAB ott 
intentions to request subpoena for TWA pilot Bve list end 
KEPFORD, C Affiliation UnknaoJn 80/02/15 3p p 


8003070312 Advises of 600219 telcon w/llcensees 4. intorvenor Agraement 
reached on direct testimony V cross-e xamlna tion re radon 
release issue Submits order of presentation for A8LAS 
ap prove 1 

DORDENtCK. 0 H Hearing Branch 4 G0/02/2D 3pp 


8003060462 Notifies that NRC witness RH Wilde has revised G00116 
testimony as result of SNWU draft rept re recent 
measuT ements of radon releases rrom underground mining 
Revised testimony enc 1 

DQRDENICK.S M Hearing Branch 4 80/02/22 2pp 


— 6003060476 Revised testimony r« alleged deficiencies involving 
reclamation of uiorked-out U mines Jc long-term radon release 
from worked-'out U mines 

WILDE.R H Division of Fuel Cycle U Material Safety BO/02/22 
I7pp 


8003110633 Discusses experience in facility proceeding I. 791029 meeting 
In Betheeda.HO re shortiiose sturgeon NRC should improve 
intervenor treatment Expresses opposition to facilities 
COLEMAN. E O . COLEMAN, A C Affiliation Unknown B0/D3/0& 3pp 


8003180243 Order directing applicants to file findings of fact 4 
conclusions of law by 800426. intervenors by 800528 4 NRC by 
000612, per partle's agreement re radon issue Responses may 
be filed on 800627 Parties may address ALAB-S62 

BI8HDP,C J Atomic Safety and Licensing Appeal Panel 80/03/07 
2pp 


Q003170045 Forwards NUflEG/CR -0627, PNL-28Be revision re RN-222 emissions 
from underground U mlties 4 NUREO/CR-O62a. FNL'’2a09 revlilon 
re prediction of net radon emission from mode) open pit U 
mine W/o end 

DORDENICK, D M Hearing Branch 4 80/03/10 Ip 


8003310491 Requests name removal as attg for Township of Lower Allowayi 
Creek in proceedings 

HDRNER.W C AP f 11 iat Ion Unknown 80/03/10 Ip 


8003250357 Forwards papers appearing in Health Physics re c onbaml nated 
pasture 4 eroslonal behavior of Cs-I37iper CR Kepford 
request at evidential y hearings re radon release issue 
BORDENICK, BM Hearing Branch 4 00/03/18 Ip 


P Qperating Uconse stage documents tr correspondence 


8003110592 Concurs w/NRQ conclusion that facility operation will not 
jeopardize continued existence of shortnose sturgeon 
MORAL £S-‘8ANCHEZ Environmental Protection Agency 80/03/05 2pp 


Q Inspection reports. IE Bulletins b correspondence 


8003060721 Notifies that NRC inionds to rautlnaly forward to 
Appropriate state public util regulatory groups 4 state attg 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees 

CRIER, B H Region 1. Philadelphia. Office of the Director 
79/11/29 Ip 


0003060455 Responds to IE OuUetin 79-25 re failures of Westinghouse 
BFO relays Suppliers'^ responses received by Dechfcel indicate 
that BFD relays are not included in util safety-related sys 
Oechtel awaiting remaining replies 

MARTIN, T J Public Service Electric 4 Gas Co of Wew Jersey 

ao/oi/ia ip 


B0032Q01S2 Forwards IE Insp Repts 50-354/79-10 U 50-355/79-09 on 
79(219 No none omp 1 lance noted 

CARLSOH.R T Region I. Phi 1 adelph la. Reactor Construction 4 
Engineering Support Branch 80/02/04 2pp 


—0003260155 IE Insp Repts 50-354/79-10 4 50-355/79-09 on 791219 No 
nohcomp I lane a noted. Major areas inspected raqulrements for 
resident imp site facilities 4 condition of Unit 2 reactor 
vessel surface defect 

MCOAUGHViR M Region 1. Philadelphia, Reactor Construction 4 
Engineering Support Branch BATEMAN, M H Region I* Philadelphia, 
Office of the Director 80/02/01 2pp 
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8003140102 Responds to l£ OullAtin 79-28 Sub j Unit »witcA 0 -c not in 
sd f « tg-r« t ^ t&d equipment* dfcord Itig to reaponset received as 
□f 800204 

M/^RTIN. T o PwbHc Sfrrvlcie Electric t Oai Co o# Weu Jor»eg 
B0/02/0£> Ip 


8003120553 Forwards IE Irsfa Notice 80-07. “Pump Sha#t Fatidu* 
Cracking “ No response required 

OplERiD H Region 1« PhiladeiphU. Office of the Director 
30/02/29 ]p 


8003190233 Forwards IE Info Notice QO-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ORIER.R H Region It Philadelphia. Office of the Director 
00/03/07 Ip 


8003260360 Forwards IE Info Notice 80-10. “Partial Loss of Non-Nuclear 
Instrument Syj Power Supplg During Operation " No specific 
action or response roquired 

ORIER.P H Region 1. Ph i Udeiph i a« Office of the Director 
00/03/07 Ip 


8003260450 Forwards IE Bullettn SO-05.. “Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgs fCVCB) Holdup Tanict " 

Action & written response required 

CRIER, D H Region 1, Phi lad e Iph I a. Office of the Director 
00/03/ ID Ip 


3003260165 Forwards lE Bulletin 00-06, “Engineered Safety Feature 
(E0F> Reset Controls " No uritten response required 
ORlERiB H Region I, Fh i lad e I ph ia . Office of the Director 
80/03/13 ip 


80082S036I Forwards IE Info Notice 60-11# "Generic Problems K/ASCO 
Valves in Nuclear Applications Including Fire Protection 
9g» " No action or written response required 
ORIER.O H Region 1, Ph i lade I phta. Office of the Director 
00/03/14 ip 


S003260066 Forwards IE Circular 80-04. “Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

OfifER.B H Region 1. Philadelphia, Office of the Director 
QO/03/14 Ip 


S Reportable occurrences, LERs i related correspondence 


8003040030 Act receipt of interim deficiency rept r« weld wire 
doc umentat 1 on 

CARLSON, R T Region 1, Ph 1 1 adel ph ia. Reactor Construction L 
Engineering Support Branch 60/01/20 tp 


— 6003040033 Second interim rept re Pittsburgh De* Moines use of 0Ot6-C3 
w«ld filler metal New electrode spec i s sued, welding 
proceduras revised Investigation will be complete ty 600314 
MARTIN. T J Public Service Electric t Gas Co of New Jersey. 
BO/Oi/ia 3pp 


8003060234 Ac k receipt of 800131 interim deficiency rept re main steam 
pipe spools Definitive rept eiprcted by 0-0030i 
CARLSON, R T Region 1. Philadelphia, Reactor Construction 6 
Engineering Support Branch 60/02/12 ]p 


--8O03O6O242 Interim deficiencij rept r« less than fflih wall thlcknesi 
found on main steam pipe spool supplied by OE Caused by 
incorrect corrosion allowance used in calculations Final 
rept will be submitted ty 600301 

martin. T J Public Service Electric 6 Oas Co of New Jerbey. 
90/01/31 2pp 


T Hearing transcripts on non-antltr us t matters 


8003040261 Transcript of 600226 evidentiary hearing in Kerr I sburg , PA 
re radon release issue Pp 1-22S 

HQSENTHALiA 8 Atomic Safety and Licensing Appeal Panel KEPFORD, C, 
Citizens for Safe Environment SORQENKK, 0 fi Hearing Branch 4. 
00/02/26 225pp 


6003040272 Transcript of 600227 evidentiary hearing in Harri sburg* PA 
re radon release issue Pp 226-437 

ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel KFPFQBO# C 
Cltieens for Safe Environment DORDENICK, G M Hearing Branch 4 
80/02/27 2npp 


8003040037 Transcript of 800220 evidentiary hearing in Herr Isbwrg, PA r* 
radon release issue Pp 430-529 

ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel KEPFORD, C 
Citliens for Safe Environment BARDENICK, B H Hearing Branch 4 
80/02/20 91 pp 


DOCKET 30-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


A Appl i c ati on/conG.truc tion stage documents 6 correspondence 


80O3I4QO64 Forwards “Assessment of Impacts of Salem L Hope Creek 
Stations on Shartnosr Sturgeon, Ac ipenser Drevirostrum 
Lesueur' EPA concurrence will be sent by 600307 
LEARiO Environmental Specialists Branch 60/02/29 2pp 

— 8003140092 “Assessment of Impacts of Salem b Hope Creek Stations on 
Sbortnose Sturg eon. Ac i pan ser Qrevlnostrum Lesueur " 

MASNIK. N T Division of Site Safety t Environmental Analysis 

ao/ 03 /ai tOlpp 


0003110392 Concurs uf/NRC conclusion that facility operation will not 
jeopardiie continued eitstence of shortnose sturgeon 
HGRALE8-6ANCHEZ Environmental Protection Agency 60/03/05 2pp 


O Adjudicatory correspondence 


60030703S6 Notifies that C Kepford will represent intervenon in 
facility proceedings No witnesses presented in Radon-222 
proceed tngs On 600220 intervenors will advise A8LAD on 
Intentions to request subpoena for TNA pilot Sve list end 
KEPFORD, C Affiliation tin known 90/02/15 3pp 


G003070312 Advises of 800P1? tel con u/licensees Sc intervenor Agreement 
reached on direct testimony Sc cross-examination re radon 
release issve Submits order of presentation for ASLAB 
approva I 

BOROENICK, DM Hearing Branch 4 60/02/20 2pp 


8003060462 Notifies that NRC witness RM Uilde has revised 600118 
testimony as result of QNWL draft i ept re recent 
measurements of radon releases from underground mining 
Revised testimony end 

BOADENICK. B H Hearing Branch 4 60/02/22 2pp 


— 0003060476 Revised testimony re alleged deficiencies Involving 
reclamation of worked-out U mines ii long-term radon release 
from uorked-oub V mines 

NILOE.R M Division ok Fuel Cycle L Material Safety 60/02/22 
17pp 


6003110633 Discusses experience In facility proceeding & 791029 meeting 
in B«th«sda,MD re shortnose sturgeon NRC should improve 
intervenor treatment Expresses cipposltion bo faciUtlet 
OOLEHAN.EG Affiliation Unknown 60/03/05 3pp 


8003160243 Order directing applicants to file findings of fact & 
conclusions of law by 000420. t ntervenors by 800526 U NRC by 
600612/ per partle's agreement re radon issue Responses may 
be filed on 800627 Parties may address ALAD-562 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 60/03/07 
2PP 


0003170045 Forwards NURE<J/CR-0627, PNL-28a0 revision re RN-222 emissions 
from underground U mines S- NURE-G/CR- 0626, PNL -2009 revision 
re prediction of net radon emission from model open pit U 
mine N/o end 

00RDENICK,B ti Hearing Branch 4 60/03/10 ip 

3003310491 Requests name removaJ as atty for Township of Lower Allowayi 
Creek In proceedings. 

HORNER. N C Affiliation Unknown. 60/03/10 Ip 


0003250357 Forwards paper* appearing in Health Physics re contaminated 
pasture eroslonel behavior of €*-137. per CR Kepford 
request at evidentiary hearings re radon relrast issue 
BORDENlCKrO K Hearing Branch 4 60/03/10 Ip 


Q Inspection reports, IE Bulletins U correspondence 


8003060721 Notifies that NRC intends to routinely forward to 
appropriate state public utl i regulatory groups & state atty 
general ofes, copies of escalated enforcement correspondence 
sent by IIRC to licensees 

GRIER. DH Region 1. Ph i lad elphia. Office of the Director 
79/11/29 Ip 


0003060455 Responds to IE Bulletin 79-25 rt failures of Kestinghouse 
BFD relays Suppliers' responses received by Bechtel indicate 
that BFD relays are not included in util safety-related *yi 
Bechtel awaiting remaining replies 

MARTIN, T J Public Service Electric 6 Gas Co. of New' Jersey 
80/01/10 Ip. 
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0003200152 Forwards IC Insp Wepts 50-354/79-10 S 50-355/79-09 oh 
791219 No noncomp I ianc0 noted 

CARLSQNr R T Region 1> PhiladelpMoi Reactor Construction tn 
Engineering Support Branch GO/02/04 2p p 


—8003280155 IE Insp Repts 50-354/79-10 V 50-355/79-09 on 791219 No 
noncomp 1 lance noted Major areas inspected requirements for 
resident insp site facilities it condition of Unit S reactor 
vessel surface defect 

MCOAUOHVj R N Region 1> Phi lade Iphiai Reactor Construction & 
Engineering Support Branch QATEHAN. W H Region tr Ph i ladelphtai 
Office of the Director 00/02/01 Spp 


0003140102 Responds to IE Pullettii 79-28 Sub j limit suiitches not in 
saf etg-re I ated equipments accord ing to responses reeaived as 
of 800204 

HARTINi T J Public Service Electric ^ Oas Co of New Jersey 
80/02/06 Ip 


8003120553 Forwards IE Info Notice 90-07i *'Pump Shaft Fatigue 
Cracking No response required 

CRlERfO H Region h Ph i ladelph iar Office of the Director 
BO/Oa/29 tp 


8003190283 Forwards IE Info Notice 00-08 '*6tates Co Sliding Lint 
Electrical Terminal Block “ No specific action or response 
rei^uested 

ORIER^B H Region 1. Ph i ladelph ia« Office of the Director 
80/03/07 1 p 


8003260360 Forwards IE Info Notice 0O-lOt "Partial Loss of Non-Nuclear 
Instrument Sgs Power Supplg During Operation " No spacific 
action or response required 

ORIERiB H Region I, Philadelphia. Office of the Director 
80/03/07 Ip 


8003260450 Forwards IE Bulletin 80-05i "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 8gs (CVCS) Holdup Tanks ** 

Action written response required 

DRIER. 8 H Region 1. Philadelphia. Offivu of the Director 
60/03/10 Ip 


8003260165 Forwards IE Bulletin 8O-O61 "Engineered Safetg Feature 
(E6F1 Reset Controls " No written response required 
ORIER.D H Region 1. Philadelphia. Office of the Director 
80/03/13 Ip 


0003250361 Forwards IE Info Notice OO-lli "Oenerlc Problems U/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
Sgs " No action or written response required 
ORIER.D H Region 1. Philadelphia. Office of the Director 
00/03/14 ip 


8003260066 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Saf etg-Retated Equipment " No written response 
required 

ORIER.D H Region 1. Phi ladelph ia. Office of the Director 
00/03/14 Ip 


8 Reportable occurrences. LCRs S related correspondence 


0003040030 Ack receipt of interim deficiencv rept re weld wire 
documentation 

CARLSDNj R T Region i. Ph 1 ladelph ia. Reactor Construction «< 
Engineering Support Dranch 60/01/20 tp 


—8003040033 Second interim rept re Pittsburgh Des Moines use of 6OI0-C3 
weld filler metal New electrode spec i ssued. we Iding 
procedures revised Investigation will be complete bg 000314 
MARTIN. T J Public Service Electric Oas Co of New Jerseg. 
00/01/10 3pp 


8003060199 Ack receipt of 800121 interim deflciencg rapt re surfaca 
indication on reactor pressure vessel 

CARLSONrR T Region 1. Ph i tad« I phtsi Reactor Construction U 
Engineering Support Drench 00/02/04 Ip 


—6003060207 Interim deficiency rept re surface indication on reactor 
pressure vessel OE will investigate Indications Next rept 
will be submitted by 800211 

MARTIN. T J Public Service Electric Oas Co of New Jerseg 

00/01/21 2pp 


8003060234 Ack receipt of 000131 interim deficiency rapt re main steam 
pipe spools Definitive rept expected by B00301. 

CARLSPNtR. T Region 1. Philadelphia. Reactor Construction It 
Engineering Support Branch 00/02/12 Ip 


— 3003060242 Interim deficiency rept re less than min wall thickness 
found on main steam pipe spool supplied by OE Caused by 
Incorrect corrosion allawance used in calculations Final 
rept will be submitted by 800301 

MARTIN. T J Public Service Electric t( Oas Co of New Jersey 
00/01 /3t 2pp 


T Hearing transcripts on non-anti trust matters 


000-3040261 Transcript of B00226 evidentiary hearing in Harr I sburg. FA 
re radon release issue Pp 1-225 

ROSENTHAL. A 8 Atomic Safety and Licensing Appeal Panel KEPFORD. C 
Cititens for Safe Environment BDRDENICK. D M Hearing Branch 4 
80/02/26 225pp 


8003040272 Transcript of B00227 evidentiary hearing in Harrisburg. PA 
re radon release issue Pp 226-437 

ROBENTHAi.. A S Atonic Safety and Licensing Appeal Panel KEPFORD. G 
Citizens for Safe Environment PORDENICK. D M Hearing Dranch 4 
80/02/27 2llpp 


6003040037 Transcript of 000228 evidentiary hearing in Har ri sburg. PA re 
radon release issue Pp 43B-529 

ROSENTHAL. A 3 Atomic Safety and Licensing Appeal Panel KEPFDRD. C 
Citizens for Safa Environment BARDENICH. D M Hearing Dranch 4 
80/02/28 91 pp 


DQCKET 50-356 UN IV OF ILLINOIS LOPRA RESEARCH REACTOR 


0 Inspection reports. IE Bulletins i. correspondence 


0003120104 Forwards IE Circular 60-02. "Nuclear Power Plant Staff Work 
Hours No written response required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 80/02/01 

Ip 


DOCKET 50-358 WILLIAM H IlMtiER NUCLEAR STATION. UNIT 1 


A App i 1 cat i on/coristruction stage documents U correspondence 


0003130150 Lists actions outlined in NRC 790807 Itr re receipt of 
reactor fuel under Li, cense SNM-IBSS which have been 
completed Water hoses on reactor bldg refueling floor are 
valved off (< safety tagged Emergency drill completed 
BQROHANNtE A Cincinnati Oas L Electric Co 79/08/14 2pp 


0003130168 Notification of B00227 meeting W/0£ U Mark 11 owners group 
in Dethesda.MD to discuss Mark II long-term program 1. plans 
to evaluate JAERI it 0K6S data, Proposed agenda end 
ELTAWILAiF Containment Systems Dranch 60/02/01 ISpp 


8003040433 Responds to NRC 791017 request for util input re ATW8 issue 
Util concurs u/basic NRC objectives Alternative 11 of NtlREO- 
0460 meets all mitigation criteria for hypothesized ATUS 
situation for util BWR-5 reactor sys 

OOROMANNtE^ A Cincinnati Oai ( Electric Co 80/02/27 2pp 


8003240141 Requests analysis of adequacy of equipment quel if ication 
program Requests schedule for completing review re environ 
qualif icat ion of sa f ety-r elated equipment ^ significant 
aging mechanisms 

STOLZ. J F Light Water Reactors Dranch i 80/03/03 3pp 


8003240566 Summary of 0OOS21 meeting w/ubll U NVTECH In Dethettfb.hO 
ra manpower situation difficulties encountered in 
acquiring contracted assistance Viewgraphs enc 1 
FELTIERrl A Light Water Reactors Branch 1 00/03/03 4pp 


8003310456 Forwards NRC 800128 40211 Itrs to OE discussing analysis of 
boiloff rates rod drive return line noztlts to prevent 
cracking Hods should not be performed before issuance of 
NLlREO-0619 or u/o NRC guidance 

STQLZr J F Light kfater Reactors Dranch I 80/03/07 2pp 


8003240323 Forwards 800229 "Transfer 6f Lead Responsibility" for 
review of leak chase channel attachments Also forwarded are 
background documents Sargent 4. Lundy Rept 9AD-346 cited in 
lead responsibility document N/o end 

STOLZiv/F Light Nater Reactors Branch 1 00/03/13 Ip 


p Security, medical, emergency It fire protection plans 


6003140396 Forwards Revision 9 to industrial secJrlty p Ian. const! tutlng 
Amend 104 to license application Flan withheld 
(ref 10CFB2 7901, 

BOROMANN.C A Cincinnati Oat U E;^ltctrtc Co 80/03/10 Ip 
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<3 Ad j udicat;orij correiponder^ce 


8003040662 of 7<70/P3 filing at applicant re-ne-ujed motion, for 

*ummar<| disposition or certification in response to ASLD 
request re Contention 5 Requests A&LD to advise parties when 
ruling ui } 1 taVe place 

CDMNER.T D Conner^ Moore I Corber 30/02/25 2pp 


0003050133 Motion for disntissal of ttiamt Valleg Power Project 
Contention 13 due to intervenor default to respond to 
licensee interrogatories re financial q^uati f i c ations ASLB 
600131 order warrants dismissal Certificate of Bvc end 
CONNER, T 0 Cincinnati Sas t Electric Co WETTER KAHN. M J . 

CONNER. T D Conner, Moore t/ Corder SO/02/25 4pp 


G00325O354 Petition to intervene as interested state in OL proceeding 
Plant located on Ohio River bank adjacent to States of KY/OH 
boundary Par t ic ipa tion of interested s ta te,^ a 1 thoug h late, (s 
desirable per case law Certificate of 5vc end 

MARTIN, D K . DfiODKEYrD D KentueVg, State of 80/03/04 6pp 


0003240596 Response in support of applicant BOOtOB motion to dismiss 
Miami Valleq Power Project Contention 13 for failure to 
comply w/ASLB 800131 discovery order Dismissal uarcanfced per 
rules of practice ^ case law Certificate af Sve and 
BARTH. C A Hearing Branch 3 80/0-3/17 4pp 


H Oeneral correspondence 


0003250076 Responds to 790924 request for info re plans for pouter 
plants in OH. disposal of raduaste L risks to public health it 
safety Provides info re plants in OH Forwards excerpt from 
NRC 1978 annual rept re radwaste disposal 

DENTON. H R Office of Nuclear Reactor Regulation BO/02/19 13pp 


8003110007 Forwards Certificate of Sve for Amend 103 in form of 
Revision 64 to FSAR 

DOROHANN. E A Cincinnati Oas t Electric Co 60/03/03 Spp 


Q Inspection reports. IF Bulletins i correspondence 


8003140167 Forwards IE Insp Rept 50-358/79-39 on 791212-14 notice of 
violation 

FlDRELLI.O Region 3. Chicago. Reactor Construction tt Engineering 
Support Oranch 80/01/18 app 


—6003140172 Notice of violation from insp on 77ISl2-i4 

* Region 3. Chicago. Office of the Director 00/01/14 Ip 


— Q003140181 IE Insp Rept 50-358/79-39 on 791212-14 Noncomptiance noted 
failure to perform independent insps V failure to provide 
adequate equipment protection 

VANDEL.T E . HUOHeSrJ , KNOP. R C Region 3. Chicago^ Office of the 
Director 00/01/14 lOpp 


8003120160 Forwards IE Circular 80-02. “Mudear Power Plant Staff Work 
Hours “ No written response required 

KEPPLER.J Q Region 3. Chicago. Office of the Director. 80/02/01 
Ip 


8003140190 Forwards IE Dulletin 80-03. "'t-oss of Charcoal from Std Type 
1 1 f Two-Inc h j Tray Adsorber Cells Action required 

KEPPLER. J O Region 3. Chicago. Office of the Director 60/02/06 

Ip 


dOOailOtO? Forwards IE Bulletin 80-04. '^Analysis of PHR Main Steam Line 
Qreak U/Continued Feedwater Addition " Written response 
requi red 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/02/00 
Ip 


80031903S7 Forwards IE Info Notice 00-05. 'Chloride Contamlnat Ion of 
Safety-Related Piping f. Components "" No written response 
required 

KEPPLERj J 0 Region 3, Chicago. Office of the Director S0/02/0B 
Ip 


80-03110J69 Forwards corrected IE Bulletin 80-04< "Anaiysit of PUR Main 
Steam Line Break M/Contmued Feedwater Addition " No uritten 
response required 

KEPPLERiJO Region 3. Cliicago. Office of the Director 00/02/14 
Ip 


8003310119 Forwards IE Insp Ropt 50-350/79-37 on 791227-20 k 000117-18 
9< notice of violation 

FIORELLI.O Region 3. Chicago. Reactor Construction 4* EnglnesTlng 
Support Oranch 80/02/15 2pp 


— 8003310122 Notice of violation from insp on 791227-20 & 800117-18 
a Region 3. Chicago, Office of the Director 00/02/12 2pp 


—8003310124 IE Imp Rept 50-35e//9-37 on 791227-28 L 800117-20 
Noncomp 1 tance noted failure to execute piping suspension sys 
activities to control work orocedures Inadequate measures 
taken to protect hydraulic snubbers from damage 
DANIELSON. DH Region 3. Chicago. Reactor Construction t< 
Engineering Support Branch YIN, I T Region 3, Chicago, Office of 
the Director 60/02/12 Spp 


0003190592 Forwards IE Insp Rept S0-35S/Q0-02 on 000121-25 No 
none omp 1 lance noted 

DAVIS.A D Region 3. Chicago, Fuel Facility t/ Materiaia Safety 
Branch 80/02/22 2pp 


— 8003190594 IE Insp Rept 30-35B/G0-02 on 800121-25 No noncompliance 
noted tia joi areas inspected preoperat lona 1 radiation 
protection organ itafclon. training. procedures, facilities. 
Instruments ti equipment 

FISHER. W L Region 3. Chicago, Fuel Facility Materials Safety 
Branch SCHUKACHER, M C Region 3. Chicago. Office of the 
Director 00/02/19 9pp 


6003260192 Forwards IF Insp Rept 50-350/80-01 on 000101-07, 16-25 V 29- 
31 No noncomp llanca noted 

HEISHKAN.R r Region 3> Chicago. Reactor Operations Nuclear Support 
Draiuch 80/02/25 2pp 

—0003280203 IE Insp Rept 50-358/60-01 on 000101-07. 10-25 U 29-31 No 
noncomp 1 lance noted Major ai eas inspected previously 
identified open i terns, oper at lona 1 QA plan. Tech Specs, 
followup on significant evant A oiientation training 
TAMDLtno, T N . DANIELS. F T Region 3. Chicago. Office of the 
Director 80/0P/20 4pp 


6003120682 Forwards IT Info Notice RO-06, ''Notification of Significant 
Esents " No action required 

KEPPLER.J Q Region 3. Chicago, Office of the Director 00/02/27 
IP 


8003120344 Forwards IC Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/02/29 
Ip 


9003200361 Responds to IE Bulletin 79-2/, "Loss of Nnn-Class IE 
Instrumentation 4. Conti ol Power Sys Dus During Operation " 

No design changes or administrative controls required 
Forwards supporting documentation 

DOROMANN. E A Cincinnati Gas A Electric Co 00/02/29 27pp 


8003200636 Ack receipt of 800220 t tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-350/79-39 
FlDRELLI.O Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 60/03/06 Ip 


—0003280640 Responds to NRC SOOVIB Itr re violations noted in IE Insp 
Rept 50-358/79-39 Cotrective actions Electric Operating Test 
Dept personnel informed that supervision of equipment mod or 
wiring must be done by vendor personnel 

POROMANN. £ A Cincinnati Gas i Electric Co 80/02/20 3pp 


8003260161 Forwards 1C Info Nolico 80-09, "Possible Dccupatlonal Health 
Haiard Associated kl/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLER.J G Region 3, Chicago. Office of the Director BO/03/07 

Ip 


8003260047 Forwards IE Info Notice 80-04, "DWR Fuel Exposure In Excess 
of Limits " No action or response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/03/10 

Ip 


80032604/0 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument 8gs Power Supply During Operation " No specific 
action or response requn ed 

KEPPLER.J 0 Region 3, Chicago, Office of the Director SO/03/lO 
‘P 


0003260293 Forwards lE Bulletin 80-06. "Engineered Safety Feature 
CESFI Reset Controls " No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/13 
IP 


9003280079 Forwards IE Info Notice 80-11, "Generic Problems W/ASCQ 
Jalves In Nuclear Applications Including Fire Protection 
Sys No action or written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director fl0/03/l4 
IP 
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0003260242 Torwards IE Circular 00-04, ^’Socuring of Threaded Locking 
De'/lceft on ha f lated Equipment " No uritten response 

required 

i^EPPLCR.J G Region 3. Chicago. Office of the Director 80/03/14 

Ip 


S Reportable occurrenccs< LER« l> related correspondence 


QOO3O4ODO0 Ack receipt of 300201 final deficiency rept re NEMK Size 3 
contact carriOTS NRC review is documented in IE Insp Rept 
50-358/00-03 

FIGRELLI.G Region 3. Chicago. Reactor Construction t< Enginaering 
Support Rranth 80/02/12 ip 


BOO320O38? Interim deficiency lept re defect in Damper IV/QlOY of 
primary containment purge sy s. i dent > f led by Amoncan 
farming A Venti lati on< Inc No cause stated Investigation 
underuioy . 

DOROrtANN, E A Cincinnati Gas Electric Co 00/03/13 3pp 


6003200392 Intel im deficiency rept re eight Anc her /Dar ling gate valves 
at facility uihich might not runction properly due to 
installation in vertical pipeline Caused by disc binding 
during closing Disc guide extensions will be added 
DOROMANN, E A Cincinnati Gas t Electric Co 80/03/14 Ip 


docket 50-361 SAN nNaFRF NUCLEAR STATION, UNIT 2 


A App 1 ication/construc 1 1 on stage documents & correspondence 


B003190717 Forwards maps indicating lou population tones for 
f ac i 1 X 1 1 es, in response to 800107 Itr 

DENTGN.H R Office of Nuclear Reactor Regolation 80/0I/2B 6pp 


— Q003190734 Requests maps indicating low population zones for 
f ac 1 1 i t les 

EDSON.K California. State of 00/01/07 tp 

0003250325 Submits Amend i License SNfl-1044 authorizing 35 g of U-235 
at any enrichment 

PAOEfR G Uranium Fuel Licensing Dranch 80/01/28 ip 

—0003250327 Safety evaluation supporting Amend I to License aNM-1844 
DELANEY. J C Uranium Fuel Licensing Branch 00/01/20 2pp 


60030501*14 Notification of 800305 meeting w/Fr lends of the Earth. U908 6e 
Div of Minos h Oeology in San Diego. CA to discuss seismic 
issues 

nODD.M Light Water Reactors Qi anch 2 BO/02/31 3pp 


8003050146 Notifuation of 900304 mealing w/utilrUSOS $< CA Div of Minas 
V Geology in Ing letDOod. CA to discuss responses to seismology 
questions 

RGODiM Light Water Reactors Branch 2 00/03/31 3pp 

B003il06t0 Forwards '“Simulation of Strong Ground Motions*" In order to 
facilitate review of util lesponso to NRC Geosciences 
Branch Question 36i 53 

HAYNES, J G Southern California Edison Co 00/02/29 Lp 


— 80031106S2 "Simulation of Strong Ground Motions-" to bo published in 
Apr 1900 issue of Bulletin or 8e i snologi ra 1 Society of 
America 

HADLEY. D M , HELMBERGER. D V Southern California Edison Co 
00/02/29 36pp 

F SDCuriiy* medical* emergency $• fire protection plans 


B003050175 Notification of B00307 meeting w/Friends of the Earth in Smn 
DiogoiCa to discuss emergency preparedness 
R00D,H Light Water Reactors Branch 3 00/03/21 3pp 

0003030404 Advises that response to NRC 791211 request for addl info re 
safeguards contiugenev; plan review has been rescheduled from 
000235 to 000*101 

HAYNE8. J G Southern California Edison Co 00/03/25 2pp> 


G Adjudicatory correspondence 


0003050140 Advises of 000130 issuance of applicants requested emend to 
matls I icensB* Incr eas ing U-235 from 20 g to 35 g 
CHANDUEP.L J Hearing Branch I 80/02/27 lp 


8003250316 Foruards commission modified adjudicatory procedure 
statement requested fay G Davis of The Blade-Tribune after 
600304 meeting 

CHANDLER. U J Hearing Branch I 80/03/17 4pp 


II Antitrust correspondence 


6003060517 Forwards Atty General 000131 Itr re util CP application Ltr 
concludes that antitrust hearing is unnecessary for 
Quinership interest transfer to Cities of Anaheim & 

Rivers ide, CA 

SALIZMAN* vl Antitrust 6 Indemnity Group 00/02/11 2pp 


— 0003060520 Informs NRC that antitrust hearing is unecessary for 
ouinershtp interest transfer to Cities of Anaheim U 
R Ivers id e, CA 

HTVACK, 9 M Justice, Dept of. Attorney General's Office 
80/01/31 Spp 


Q Inspection reporti. IE Bulletins 4< correspondence 


B003100075 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer " 

Diesel generator exettatson potential transformers are not 
connected to ground Ti ansformer failure cannot occur 
QASKIN-K P Southern California Edison Co 79/10/25 Ip 


B003100061 Forwards response to IE Bulletin 79-14 re seismic analysis 
for safety-related piping sys Prior to mochanlcal turnover 
of sys to startup , flna 1 insp of all saf oty-r«l a ted piping 
sys is performed to ensure conformity w/design documents 
BASKIN. K F Southern California Edison Co 79/11/06 5p p 


8003170H9 Responds to IE Bulletin 79-35. “Failures of Westinghouse 
DFD Relays in Sa f ety-Re la ted Sys " Uestinghousc BFD relays 
are not used at facilities 

BASKIN, K P Southern California Edison Co 00/01/02 Ip 


6003110300 Responds to IF Bulletin 79-02, Rovvsi on 3* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts 
Masonry walls no-t used as structural e I oments, therefore no 
anchor expansion bolts used 

QASKIN.K P Southern California Edison Co BO/01/03 2pp 


6003310219 Responds to IE Bulletin 79-13, Revisi on 2, "Cracking in 
Feedwater Sys Piping " Ultrasonic technique, supp lemented by 
rad lograph 1 c techn i que* wi 1 1 be used to examine feedwater 
not I Ic-tQ— p k pe welds after hot functional testing 
DASKIN. K P Southern California Edison Co 60/01/16 2pp 


0003200042 Responds to IE Bulletin 79-28. "Possible Malfunction of 
NAMCQ Model EA10O Limit Switches at Elevated Temps “ 

Menu fac turer* Bech te I Power Corp, procuring matls to perform 
prescribed corrective action 

BASKIN, K P Southern California Edison Co 60/02/04 lp 


9003120279 Forwaids lE Info Notice 80-07* "Pump Shaft Fatigue 
Cracking " No response required 

ENOELKEN* R H Region 5, Ban Francisco, Office of the Director 
00/02/29 ip 

6003140379 Forwards IE Info Notice 8Q-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

ENOELKEN* n 11 Region 5^ Ean Francisco, Office of tha Director 
80/03/07 2pp 


6003100113 Forwards IE Info Notice 00-09 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ENOELKEN, R H Region 3. Sen Francisco. Office of the Director 
00/03/07 lp 


0003260570 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys <CVC81 Holdup Tanks " 

Action tt •written response required 

ENGELKEN, R H Region 5* San Francisco, Office of the Director 
00/03/10 lp 


B003260395 Forwards IE Bulletin 00-06, "Engineered Safety Feature 
<E8F) Reset Controls " Written response required 
ENOELKEN, R H Region 5, San Francisco, Office of the Director 
80/03/13 lp 


0003250159 Forwards IE Info Notice 00-11, "Generic Problems H/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

ENOELKEN, R H Region 5* 8an Francisco, Office of the Director 
60/03/14 lp 



212 


DOCKETED ITEMS 


8003260351 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Device* on Saf e t V'R* 1 *tpd written response 

requ 1 red 

ENOELKEN.R H Region S, Sen Francisco. Office of the Director 
80/03/14 Ig 


S Reportable occurr ence t. LERs I* related c orre spondSnce 


80031904?? Advises that final deficiency repfe for 791BI4 Interlni r»pt 
re measuring tt test equipment recallhr at facilities will be 
submitted by 800530 

NUMMfO E Sacramento Municipal Utility District 60/03/10 Ip 


DOCKET 30-362 SAN ONOFRE NUCLEAR OTATIOM. UNIT 3 


A Ap p ) lea t i on/c on s true t i on stage documents correspondence 


8003 1 90717 For wards maps Indicating low population lonts for 
fac i 1 1 tlesi 1 n response to 800107 Itr 

DENTOM. H R Office of Nuclear Reactor Regulation 80/01/80 6pp 


*•-8003190734 Requests maps indicating low population tones for 
fac i I i tie s 

EDSON. K California. State of 80/01/07 Ip 

8003230325 Submits Amend 1 License SNn-i944 authorizing 33 g of U-233 
at any earlchment 

FAOE.R 0 UraoLUffl Fuel Licensing Branch 80/01/26 tp 

—0003250327 Safety evaluation supporting Amend 1 to Llcenfe 8hlM-l844 
DELANEY. vl C Uranium Fuel Licensing Drench 80/01/BS 2pp 


80030S0144 Notification of 600306 meeting w/Friendf of the Earth, USDS 4, 
Div of Hin«e & Geology in San Diego. CA to discuss seiimlc 
i «*uf s 

ROOD.H Light Uater Reactors Branch 2 00/02/21 3pp 


8003050146 Notification of 800304 meeting u/ijtll«UB08 & CA Div of Nines 
^ Otology in Ingiet/ood. CA to diecuss responses to seismology 
questions 

ROOD. K Li$ht Nater Reactors French 2 00/02/21 Opp 


6003110610 Forwards "Gt mulat i on of Strang Ground Hotions.*' in order to 
facilitate review of util response to NRC Oeosciencee 
Branch Ouestion 361 53 

HAYNES. U 0 Southern California Edison Co 00/02/29, tp 


— 6003110612 "Simulation pf Strong Oround Motions. « to be published in 
Apr 1900 lisye of Bulletin of Se i smol oglca 1 Society of 
America 

HADLEV.B M . HELMBEROERrD V Southern California Edison Co 
00/02/29 36pp 


F Security, medical, emergency it fire protection plans 


6003050173 Noti f icat i on of 000307 meatlng w/Friendi of the Earth in San 
Diago.Ca to discuss emergency preparedness 
ROODiH Light Water Reactors Branch 2 00/02/21 3pp 


6003030404 Advises that response to NRC 791211 request for eddl info re 
safeguards contingency plan review has been rescheduled from 
600225 to 800401 

HAYNES.J 0, Southern California Cdieon Co 00/02/25 2pp 


0 Adfudfeatory correspondence 


6003050140 Advises of 000120 issuance of applicants requested amend to 
matlt I iceniii Increasing U~233 from 20 g to 35 g 
CHANDLER, L U Hearing Branch 1 60/02/27 Ip 


8003260316 Forwards commlssipn motfiflaif adjudicatory procedure 
ifratemerit requested by G Davis of The Blade-Tribune after 
600304 meeting 

CHANDLER. L. J Hearing Branch 1 00/03/17 4pp 


« Antitrust correspondence 


6003060517 Farwardt Atty General 000131 Itr re util CR application Ltr 
concludes that antitrust hearing is unneceieary for 
o-unersMp interest transfer to Cities of Anaheim 
R Wers Ida. CA 

0ALTZHAN, J Antitrust ^ rndemhtty Group 00/02/1 1< 2pp, 


—8003060320 Informs NRC that antitrust hearing Is unecessary for 
ownership interest transfer to Cities of Anaheim 6 
Riverside, CA 

LITVACK.SM Justice. Dept of. Attorney General's Office 
00/01 /3i 2pp 


0 Inspection reports. IE Bulletins 1< correspondence 


0003100075 Respands to IE Bulletin 79“23, "Potential Failure of 
Emergency Diesel Generator Field giciter Transformer " 

Diesel generator escitation potential transformers are not 
connected to ground Transformer failure cannot occur 
DA8KIN.K P Southern California Edison Co 79/10/25 Ip 


0003100061 Forwards response to IE Bulletin 79-14 re seismic analysis 
for safety-related piping ly* Prior to mechanical turnover 
of sys to startup, final insp of all taf ety-related piping 
sys is performed to ensure conformity w/de*lgn documents 
DASKIN.K P Southern California Edison Co 79/11/06 5pp 


8003170149 Responds to IE fluUetin 79-25, "Failures of Weffeinghouse 
OFO Relays in Saf e ty-Related Sys " Westinghous* BFD relays 
are not used at facilities 

BABKIN, K P Southern California Edison Co 00/01/02 Ip 


0003110200 Responds to IF Bulletin 79-02, Revl Sion S, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Belts " 

Masonry wails not used as structural e J ements, therefor * no 
anchor expansion bolts used 

BABKIN. K P Southern California Edison Co 00/01/03 2pp 


8003310210 Responds to IE Bulletin 79-I3, Revls ion 2, "Cracking in 
Feedwater Sys Piping " Ultrasonic technique, tupp 1 emented by 
radiographic tec hnt qua, wi 1 1 be used to examine feedueter 
no] t le-to-p ipe weld’s after hot functional testing 
DA9KIN.K P Southern California Edison Co 80/01/10 2pp 


6003280042 Responds to IE Bulletin 79-20, "Possible Malfunction of 
NAMCO Modal EAIBO Limit Switches at Elevated Temp* " 

Manufac turer, Qechte 1 Power Corp, proeur ing metis to perform 
prescribed corrective action 

BASKIN, K P Southern California Edison Co 00/02/04 Ip 


8003120279 Forward* IE Info Notice 00-07, "Pump 8haft Fatigue 
Cracking " No response required 

ENOELKEN, R H Region S, San Francisco, Office of the Director 
80/02/29 ip, 


6003140379 Forwards IE Info Notice 00-10, "Partial Loss of Non-Nuclear 
Instrument 8y# Power Supply During Operation " No specific 
action or response required 

EN0ELK6N, R H Region 6, Ban Francisco, Office of the Director 
80/03/07 2pF 


8003100115 Forwards I£ Info Notice 60-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

6M0ELKEN, R H Region 5, San Francisco, Office of the Director 
00/03/07 Ip 


6O0326O57O Forwards IE Bulletin 00-05, "Vacuum Condition Resulting In 
Damage to Chemical Vol Conttol 6ys (CVC0) Holdup Tanks " 

Action 4< written response required 

ENOELKEN.B H Region 5. San Francisco, Office of the Director 
80/03/10 Ip 


0003260395 Forward* IE Bulletin BO-06, "Engineered Safety Feature 
(EBD Reset Controls " Nrltten response required 
ENOELKENffl H Region 5, San Francisco, Office of the Director 
00/03/13 Ip 

0003250159 Forwards IE Info Notice 80-11, "Oeneric Problem* W/A3C0 
Valve* in Nuclear Applications Including Fire Protection 
Sys," No action or written response required 

EflOELKEN.R H Region 5, San Francisco, Office of the Director 
aO/03/I4. Ip 


8003260351 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Safety-Rel ated Equipment " No written response 
required 

ENOELKEM, R H Region 5, San Francisco, Office of the Director 
00/03/14 Ip 


a Reportable occurrence*. LERs related correspondence 


8003160497 Advise* that final deficiency rept for 791214 interim rep t 
r# measuring 4 ^es t equipment recallbr at facilities wiil be 
submitted by 600530 ' 

NUNN* D E Sacramento Municipal Utility District 00/03/10 Ip 
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DOCKET 50-a&3 rORKCD RIVER tlOCUEAR STATION. UNIT I 


H Oeheral c orrespotidence 


G0032S0461 Rospondi to Q00125 Itr to Chairman Ah«arne expressing 
concern re JCP^/L financial condition NRC cannot set util 
rates NRC is activelg monitoring JCP^L financial condition 
In conTiection w/TMI“l restart proceedings 

DENTON. H R Office of Nuclear Reactor Regulation 60/03/0& 3p p 


--BQO325O'160 Opposes proti acted h expensive study of JCP^'U financial 
cond 1 t ion. u;/f 0 1 ] oujup hearings U coui t battles Study uiould 
block constructive activity for yrs Consumers uill pay for 
delays Ltr dtd 0OO1SS to NJ Ofc of Public Advocate enci 
OROVEi L J Affiliation Unitioun BO/01/25 9pp 


■O Inspection reports. IE Bulletins 4. correspondence 


90030&0&5? Notifies that NRC intends to loutinely forward to 
appropriate state public util regulatory gtoups & state atty 
general ofcsicoples of escalated enfoicement correspondence 
sent by NRC to licensees 

GRIERiB H Fiegion 1. Ph i ladei ph i a> Office of the Director 
79/11/29 ip 


G0031204S3 Forwards lE info Notice 00-07, "Pump Shaft Fatigue 
Cracking “ No response lettuired 

GRIER/Ii H Region 1, Ph 1 lade 1 ph ia# Office of the Director 
aO/02/29 Ip 


0003140046 r^esponds to IT Oulietin /9-2a re replacement of top cover 
gaskets on stem mounted limit switches NAMCQ EAlSO switches 
not installed in saf ety-re latcd equipment inside or outside 
containment Assigned olectriCdl equipment being purchased 
FINFROCK, I R Jersey Central Power U light Co 00/03/05 Ip 


B003190250 Foiuaids If Into Notice 00-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ORTER.D H Region 1. Philadelphia, Office of the Director 
00/03/07 ip 


0OO326O2B4 Forwards IE Info Notice 80-10, "Partial Loss of Mon-Nuclear 
Instrument Sys Powei Supply Fluting Operation " No specific 
action or response lequired 

ORlERiB H Region 1, Philadelphia, Office of the Director 
80/03/07 Ip 


Q003360393 Forwaids IL Bulletin ag-09. ‘Vacuum Condition Resulting in 
Damage to Chemical Vol Control &y s (CVCSI Holdup Tanks *' 

Action U written response required 

ORlERiD H Region 1. Ph i lade Iph i a, Office of the Director 
00/03/10 ip 


0003260129 Forwards IE Bulletin 00-06, "Engineered Safety^ Feature 
(ESFI Reset Contiols " No written response required 
0RIER<D H Region l< Ph i iado 1 ph i a, Office of the Director 
00/03/13 Ip 


8003290300 Forwards IE Info Notice 00-11, "Oeneric Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8ys " No action or written response required 
ORIER.D H Region 1> Ph i lade Iph i a. Office of the Director 
00/03/ 14 1 P 


B003B60030 Forwards IE Circular 00-04, ‘'Gecgring of Threaded Locking 
Devices on 8af ety-Rel atad Equipment “ No written response 
required 

ORIER,» H Region 1, Ph 1 ladelph i a. Office of the Director 
80/03/14 Ip 


DOCKET 90-364 JOSEPH N FARLEV NUCLEAR PLANT, UNJT 2 


A App I icat lon/consti uc tion stage documents Ik correspondence 


B0030S0191 Summary of B00207 meeting w/utll at site re review of OL 
application w/d i scuss ion of confirmatory piping analysis 
KINTNER, U L Light Water Reactors Branch 1 00/02/19 2pp 


0003060069 Forwards request for addl info re A main steam Une 8( 
spent fuel tube 4< transfer areas Info should be received by 
800317 

ST0LZ,J F Assistant Director for Light Water Reactors BO/02/20 

6pp 

8003050409 Forwards commitments to TMI short-term Lessons Learned Taak 
Force requirements 

CLAYTON, F L Alabama Power Co 80/02/21 70pp 


8003180596 Forwards 800304 IMPDE5 nonconp 1 lance rept for sewage 
treatment plant effluent 

CLAYTON, F L Atianaas Power t, Light Co 80/03/11 2p p 


B0031B0529 Forwards "Insorvice Testing Program," for ASMS code Class !■ 
S 4( 3 pumps 4 valves Requests relief from ASME Section Xt 
testing requirements when full code compliance is not 
prac t lea I 

CLAYTON, F L Alabama Power Co 00/03/12 2pp 


— 0003100535 "InservicB Testing Program,' for ASHE code Class 1,2 Ic 3 
pumps L valves Thiity ovcrsiie drawings end 
* Alabama Power Co 00/03/12 400pp 


8003240541 Responds to 000204 i equest for addl info re seismic 
qualification of safety-related non-NSSS supplied electrical 
mechanical equipment Complete response will be provided 
on 800320 to avoid impacting review schedule 
CLAYTON, F L Alabama Powor Co 80/03/1-4 Ip 


0003240289 Responds to NRC 000220 request for additional info re 
radiation eicposupe to personnel from operation of spent fuel 
transfer tube Access control pr ocedures, monitoring S« alarm 
sys not needed Drawings available in Central Files only 
CLAYTON, F L Alabama Rower Co 80/03/17 2pp 


6003240427 Forwards add! info re main steam line, Loop A extending from 
steam generator noiile to containment penetration in 
response to NRC B00220 request Oversiie drawings in Csntral 
files only 

CLAYTON, F L Alabama Power Co 00/03/17 200pp 


J Insurance & indemnity Information 


8003260304 Unexecuted Amend 6 to Indemnity Agreement D-Gi, chang ing 
dates of policy coverage 

8ALTZHAN, J Antitrust lnrfo(T,nity Group 80/03/12 Ip 


8003250431 Forwards Endorsement 22 to NAELU Policy llF-93 

FIEDLER, J Marsh it McLennan, Inc , M 4< M Nuclear Consu 1 tants, Inc 
Dlv 80/03/20 3pp 


K Utility Final Safety Analysis Report <FSAR) & amends 


8003100187 Forwards Amend 72 to Unit 1 FSAR & Un ( t S OL application 
Certificate of 8vc end 

CLAYTON, F L Alabama Power Co 00/03/07 Spp 


— 0003100191 Amend 72 to FSAR 

» Alabama Power Co 00/03/07 390pp 


0 Inspection reports* IE Bulletins S correspondence 


8003110178 Forwards IE Insp Repts 30-348/79-39 tt SO-364/79-20 on 
791212-14 No noncomp 1 1 ancs noted 

LE1<I1S,R C Region Atlanta. Reactor Operatlont Nuclear Support 
Branch 79/12/31 2pp 


— 8003110104 IE Insp Repts 50-348/79-39 it 90-364 / 79-20 on 791212-14 No 
noncompl i ance noted Mojor areas inspected preoperatlona 1 
testing activity f* general site fami 1 lariiat i on 

UPRIGHT* C M Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch JULIAN, C Region 2, Atlanta, Office of the Director 
79/12/26 3pp 


8003250212 Responds to NRC 791206 Ur re violations noted in IE Insp 
Rspts 50-340/79-37 50-364/79-17 Corrective actions review 

responsibilities have been redistributed to larger number 
of personnel 

CUAYTONrF L Alabama Power Co BO/01/04 2pp 


8003240072 Responds to IE Bulletin 79-14, "Belsmic Analysis for As- 
Dvilfl Safety-Related Piping Sys " Util has developed & is 
implementing program to ensure that final seismic analyses 
will be based on «s-built configuration of plant 
CLAYTON* F L Alabama Power -Co 80/01/15 3pp 


8003140154 Forwards IE Insp Repts 50-348/79-45 & 50-364/79-22 on 
791203-29 No noncompHance noted 

LEMISrR C Region 2, Atlanta Reactor dperations Nuclear Support 
Branch 80/01/24 2pp 
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—'60031401 i3 IE Ihsp Repts 50-34e/'79-4S 4c 50’'364/79-22 on 791203-29 No 
noncomp 1 l^n£ 9 no^4d Major arsat plant opvrationi. 

Unit S p r^opsratlona 1 -startup test propra/n 4( phijilcal 
tecur 1 tg 

DRADFORO.VJ H Region 2, Atlantan Office of the Director 

MARTIN) R 0 Region 2» Atlanta) Reactor Operations Wuclear Support 

branch 60/01/23 4pp 


8003110163 Forwards IF Insp Pept 50-364/80-01 on BOOlOB-11 No 
noncompl j ance noted 

L£UIS) R C Region Si Atlanta) Reactor Operations Nuclear Support 
Branch 60/01/29 2p p 


— Q003UOI70 rE Insp Rept 50-364/e0'-0l on 600108-11 No noncomp 1 lance 
notrd Major areas inspected preopera t i ona 1 test procedures! 
completed test results «i test witnessing 

UPRiGHTiC M Region 3i Atlanta, Reactor Operations Nuclear Support 
□ranch ASHEN D£Nc J ) JULIAN, C Region 2. Atlanta. Office of the 

Director 60/01/28 5pp 


800317DD03 Forwards Ig Info Notice 00-03. ''Main Turbine 
ElectrohydrauHc Control Sgs No specific action or 
response required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 60/01/31 

2pp 


6003190070 Forwards Ig Circular 79-25. Suppl A, ''Shock Arrestor Strut 
Assernblg Interference " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 60/01/31 
ip 


BO031 10501 Forwards IE Circular 60-02i "Nuclear Fewer Plant Staff Worlt 
Hours " No written response requlied 

O'REILLY. J P Region 2. Atlanta. Orfice of the Director 80/02/01 

ip 


0003180109 Forwards IE Bulletin 60“03. 'Loss of Charcoal From 3td Type 
1 1 . Two- Inc h) Trai/ Adserbei Cells ‘ Action required 

O'REILLY. U P Region 2. Atlanta. Office of the Director 80/02/06 
SPP 


BOO310OO25 Forwards IE Bulletin 80-04. Analt^sis of FNR Main Steam tine 
Srtalc M/ContMiued Feedwater Addition ’ No written response 
required 

D'REILLY.UP Region 2, AMarita. Office of the Director 60/02/08 

2pp 


0003190306 Forwards It Info Notice GO-OS. "Chloride Contami na t ion of 
8af e tif *Re lated Piping i Conipononts " No written rasponse 
required 

O'REILLY, J p Region 2. Atlanta. Office of the Director 00/02/08 

Ip 


6003250300 Act receipt of 800104 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-34 0/79- 37 ®< 
50-364/79-17 

LE{4I8'R 0 Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/02/08 2pp 


--0003250319 Forwaids lE Insp Repts 50-346/79-37 it 50-364/79''! 7 on 
791113-16 4c notice of violation 

LENIS.R C Regjpn 2. Atlanta. Reactor Operations Nuclear Support 
Branch 79/12/06 Ppp 


— S003250241 Notice of violation fro/n insp on 79JJ3-16 

e Region 2. Atlanta. Office of the Director 79/12/05 Ip 


—8003250250 IE Insp Repts 50-348/79-37 50-364/79-17 on 791113-16 

Noneomp 1 lane e noted failure to follow procedures on 
survelUanca program adm r>i strat i va -control 

MARTIN. R D ^ MOON. D T . DRADFORD. W H Region 2. Atlantar Office of 
the Director 79/12/05 6pp 


8003140035 Forwards IE Info Notice 80-06, '^Notification of Slgnificaeit 
Events " l/o action required 

Q'REILLV.J P Region 2. Atjenta* Office of the Director 60/02/27 
IP 


0003100307 Forwards IE Info Notice eo-07r "Pump Shaft Fatigue 
Grading " No i esponse required 

O'REILLY. JP Region 2. Atlanta. Office of the Dlr#ctor S0/Q2/29 

2pp 


8003240020 Responds to IF Bulletin 80-03. "Loss of Charcoal Fmm 8td 
Tvpe 2. 2-Inch/ Traij Adsorber Cells “ Mo visual insp performed 
on filtration units Pbgsical ei'amination of remaining filter 
cells revealed no degradation of screen to frame 6pn«l 
CLAYTON. F L Alabama Power Co 80/'(>3/05 3pp 


0DO314D4D2 Forwards IE Info Notice BO-lO. "Partial Loss of Non-Nuclear 
Instrument 3gs Power Supplij During Oppration " No specific 
action or lesponse required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 0D/O3/O7 
2pp 


600316012! Forwards lE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Dio-cli " No specific action or response 
requested 

O'nElLLV/vi P Region 2. Atlanta. Office of the Director 80/03/07 
2pP 


8003270018 Forwards It Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgi (CVCS) Holdup Tanks '* 

Action 4 uritten response required 

Q'REILLY.J P Region 2. Atlanta. Office of the Director 60/03/10 
Ip 


8003260186 Forwards IF Bulletin 00-06. "Engineered Safety Feature 
(ESF> Reset Controls " No written response required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 80/03/13 
Ip 


G003l‘f0536 Responds to NRC 0OOWO4 Itr ie submittal of preservice 4. 
Insflrvlce insp programs for A8ME Code Class 1.2 4( 3 
components Updated inservice imp program under development 
U to he submitted six months prior to commercial operation 
CLAYTON. FL Alabama Power Co 00/03/14 2pp 


8003250540 Forwards IE Info Notice 80-11. "Generic Problems U/A8C0 
Valves in Nuclear Applications Including Fire Protection 
Syi " No action or written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/03/14 

Ip 


8003260212 Forwards It Circular 80-04. "Securing of Threaded Locking 
Devices on Safety-Rel a ted Equipment " No written response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director B0/03/J4 
2pp 


R Periodic pperatiug reports 6 related correspondence 


6003110574 Forwards. "Bemi anniia I Radioactive Effluent Release Repfe. 
Jul-Dec 19/9 ■’ 

CLAYTON. FL Alabama Power Co S0/OP/fi7 Ip 


— 0003110577 "Semiartnual Radioactiv-e Effluent Release Rept.Jul-Dec 1979 
a Alabama Power Co 80/02/27 52pp 


6003180427 Forwards eirata to "Semiannual Radioactive Effluent Release 
Rept. Jul-Dec 1979'' f/ 'Semiannual Radioactive Effluent 
Release Rept.Jul Dec 19/a " 

CLAYTON. F L Alabama Power Co 80/03/07 Ip 


-"0003180433 Errata to "Semiannual Radioactive Effluent Release Rept. 
Jul-Dec 19/9 " Includes portion of Table 4A re batch release 
mode meteorological data 
» Alabama Power Co 80/03/07 29pp 


B0D316O438 Corrected pages for "Semiannual Radioactive Effluent Release 
Rept. Jul-Dec 1978 " Includes Tables lA. IB. 1C it 2A 
* Alabama Power Co 60/03/07 4pp 


6003180599 Forwards batch release mode meteorological data portion of 
Table 4Ai for inclusion lu "Semiannual Radioactive Release 
Rept" for second half of 1979 Also forwards corrected tables 
for rept for second half of 1978 
CLAYTON. F L Alabama Power Co 00/03/07 ip 


— 0OO318O6D6 Batch lolease mode meteorological data for inclusion in 
"Bemlannual Radioactive Release Rept." Table 4A. for second 
half of 1979 

a Alabama Power Co 79/09/30 20pp 


V Operator Esaminationi 


0003170301 Advises that annual license examination schedule has been 
changed to Apr. May or June. to facilitate Instltutlun of 
License retraining schedule Oral exam will be given in Mar 
I960'ai interim measure for postponed Dec 1979 exatnlnation* 
HAIRSTON. UG Alabama Power Co 00/03/03 Ip 



DOCKETED ITEMS 


DOCKET 50-3A6 EDWIN I HATCH NUCLEAR PLANT. UNIT 2 


F StCurityj mtdlcil* K fir* protection plan* 


&00317018& Formard* amended physical -security pl«n per 800130 request 
Plan withheld (ref 10CFR2 7*?0) 

WIDNER. W A Georgia Pouer Go 80/03/07 Ip 


8003170417 Requcfts ackhoul edgement of receipt of revision to physical 
security plan by completing K returning end form 
CUCWAiL T Georgia Power Co 80/03/11 2pp 


J Insurance it indemnity Information 


8003160630 Responds to NRC 800107 request for OA program review re 
diesel generator fuel oil Consider* emergency diesel 
generator fuel oil part of QA program Fuel oil is tested in 
accordance w/Tech Spec requirement* 

WIDNER.W P Georgia Power Co 80/03/07 2pp 


Q Inspectio-n reports* IF Oulletms t» correspondence 


6003170040 Forwards IE Info Notice B0~03, "Main Turbine 
Electrohyd raul Ic Control Sy* " No specific action or 
response required 

O'HEILLY.J P Region 2. Atlanta, Office of the Director 80/01/31 

Spp 


8003110589 Guarantees payment of deferred premium* for part ownership 
in utils Cash flow statements end 
HEADRICKiTS Dalton. OA 00/03/07 3pp 


8003190113 Forward* IF Circular 79-25.Soppl A. "BhocV Arrestor fltrut 
Assembly Interference " No written response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 00/01/31 
Ip 


B003250435 Forwards Endorsement 44 to MAELU Policy MF-7B 

FIEDLER. J Marsh McLennan. Inc . M 1' M Nuclear Consultants. Inc 
Dlv eO/03/ao 2pp 


P Operating license stage documents & correspondence 


0003170197 Forward* draft NUREG-0630. ^'Cladding Swelling 4s Rupture 
Models for LOCA Analysis" 4* topics for discussion sent to 
fuel vandors, Requests comments by 000109 

EI5ENHUT.D 0 Division of Operating Reactors 79/13/20 19pp 


8003130032 Forwards IE tircuiar ao-'OS. '^Nuclear Power Plant Staff WorV 
Hours " No written response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 00/03/01 

ip 


8003260011 Forwards IE info Notice 00-04. "DWR Fuel Exposure In Excess 
of Limits " No action or response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/04 
ip 


““8003170371 Draft "Cladding Swelling 4< Rupture Models for LQCA 
Analysis " 

POWERS. D A Core Performance Branch 79/11/30 106pp 


0003180063 Forwards IE Bulletin 60-04. ‘'Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " No written response 
requ ired 

O'REILLY.J P Region 2. Atlanta^ Ofrice of the Director 80/02/09 
2pp 


6003130148 Forwards summary of 800129 meetings u/utll 4* NRC in 
Atlanta. OA re activities authoriied by Licenses DPR-57 4( 

NPF-Ob Summary withheld (ref 10CFR2 790) 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/01 

3pp 


8003190430 Forwards XE Info Notice BO-05, "Chloride Contamination of 
Safety-Related Piping 6 Components " No written reeponie 
r equired 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/00 

ip 


8003040040 Forwards request for addl info re loss of offsite power 
events Requests response within 90 days 

IPPOLITO. T A Operating Reactor* Drench 3 80/02/13 3pp 


8003070286 Ack receipt of 800204 application fee Requests fee for 
790522 4, 0712 applications Suggests company consider 
consistently listing check number 4< amount 
HILLER. W 0 License Fee Management Sr«ncb 60/02/13 Ip 


6003200039 Forwards NRC evaluation of actions taken by utU to satisfy 
Lessons Learned Task Force Category A i ecommendations 
Concludes that all Category A requirements have been met 
sati tf ac tori ly 

IPPOLITO. T A Operating Reactor* Branch 3 60/02/26 16pp 


8003070392 Application to amend App A to OU to modify average power 
range monitor high-hjgh flux scram trip logic to minimise 
Inadvertent scram* caused by neutron flui splkeSiU/o 
reducing plant safety Forward* mod description 4; Tech &pec* 
WIDNER.W A Georgia Power Co 80/02/20 0pp 


—8003070394 Revised Tech Spec* 3 2 4. 3/4 2 2. modifying average power 
range monltoi high-high flu* scram trip logic to minlmii# 
inadvertent scram* caused by neutron flux spike* 
a Georgia Power Co 60/02/26 lOpp 


8003240243 Discusses NRC approval of ODYN computer code for reanalysis 
of limiting abnormal opeiational transient Forwards NRC 
800123 Itr defining use of ODYN code to analyte 
pressur 1 lation transients 

IPPOLITO. T A Operating Reactors Branch 3 80/02/29 2pp 


‘“0003240246 Summariia* ODYN licensing position so that OE can proceed u/ 
ODYN analyses of transients Includes calculations u/Interim 
ptna Ity. stati stical approach for reduction of margin penalty 
4( pressure calculations 

DENISE. R P Assistant Director for Reactor Safety 80/01/23 
6pp 


8003240290 Forwards request for addl info re adequacy of station 
electric distribution sys voltage to complete review of 
791207 Ur. 

IPPOLITO. T A Operating Reactor* Branch □ 00/02/29 4pp. 


6003200007 Summary of 600111 meeting u/Bachtel 4. licensees re masonry 
wall l< pipe support structural interdisciplinary 
coordination, 

LICCIARDO. R, Operating Reactors Branch K 00/03/03 i6pp 


8003100019 Responds to IF Bulletin 79-26. "Boron Loss from BWR Control 
Blades " Result* of control blade subcriticality tests 
indicated that Pull withdrawal of any control blade did not 
result in criticality 

UIDNER. U A Georgia Power Co 80/02/13 2pp 


6003170047 Supplements 791130 response to IE Bulletin 79-I0. 
“Audibility Problem* Encountered on Evacuation of Personnel 
from High-Noise Areas " Visual evacuation signals will be 
completely installed by 800315 
WIDNER.U a Georgia Power Co 80/02/29 Ip 


6003170094 Submit* coirected response to IE Bulletin 79-26. "Boron Loss 
from BWR Control Blades “ Unit l control blade 
suberit leal i ty tests wei e performed on 791219 instead of 
600119 4( 20 as previously stated 
HIDNER. N A Georgia Power Co 80/02/29 Ip 


8003140044 Forwards IE Info Notice 80-06. "Notification of Eignif leant 
Events " No action required 

□ 'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/27 

xp 


B0031 10604 Responds to IE Bulletin 79-27. "Loss of Non-CUss IE 
Instrument i Control Power Bys Dus During Operation " Alarms 
to main control room Indicate loss of power to buses except 
R25-8039 6 2R25-S035 Emergency procedures under review 
WIDNER.W A, Georgia Power Co 80/02/29 4pp 


80-03160161 Forward* supplemental Info to lE Bulletin 79-OlB. "Environ 
-Gualif Icailon of Class IE Equipment *' No vosponse required 
O'REILLY.J P Region 2. Atlanta, Office of the Director 80/02/29 

2pp 


0003190025 Forward* IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required, 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/29 
2PP 


8003240310 Supplements response to IE Bulletin 79-23. "Potential 
Failure of Emergency Diesel Generator Field Exciter 
Trensfortntr " Sustained 24-h full-load test for Unit I 
emergency diesel generators successfully completed 800113 
WiDNERiW A Georgia Power Co 80/03/04 ip 


6003180199 Forwards IE Circular 80-03. "Protection from Toxic Gas 
Hatartfs " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director, 80/03/06 
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eoa3H0407 Forwards IE Itifo Notice 80-10^ "Partial Loss of Mon-‘Wuc|oar 
Instruflient S^s Poi^er Supply During Operation No specific 
action or response required 

O'REiLL/. JP Region Atlatifcai Office of the Director QO/03/07 
3pp 


S0031B0077 Forwards IE Info Notice a0-09i ‘Possible Occupational Health 
Kaiard Associated u/Cloaed Cooling Sys for Operating Pouer 
Plants " No written response required 

O'HElLLr. J P Region 2, Atlanta. Office of the Director 30/03/07 

2pp 


8003J80310 Forwards lE Info Notice 80-0a "States Co Sliding Link 
Electrical Terminal Dlock " No specific action or response 
requested 

O'REILLYcJP flegion 2* Atlanta. Office of the Director 00/03/07 
2pP 


8003310078 Ack receipt of 000303 Itr informing NRC of steps taken to 
correct violatioTis noted in fE Insp Repts 50-321/80-02 ^ 
50-366/00-02 

MUflPHViC E Region 2. Atlanta. Reactor Construction tc Engineering 
Soil port Branch B0/O3/12 ip 


— 0003310081 Responds to NBC 000208 J tr re /lolaiions noted ir IE Insp 
Repts 50-321/80-02 50-366/80-02 Corrective actions two 

rafce-of-rise fire detectors placed in kitchen t control 
vaWe for drain piping locked in closed position 
tilDNER.H A Georgia Power Co 00/03/03 lOpp 


— 30D33100B6 Forwards IE Insp Repts 50-32S/QO-02 1. 50-366/80-02 on 
80010B-11 h notice of deviation 

BRYANTf J C Region 2, Atlanta. Reactor Construction & Engineering 
Support Dranch 90/02/00 2pp 


'8003310009 Notice of deviation from insp on 000108-11 

■tf Region 2. Atlanta. Office of the Director 80/02/06 5pp 


—0003310091 IE Insp Regts 30-321/80-02 f* 50-366/90-02 on 8OO10Q-H 
None ompl lance noted inadequate fire protection QA progratr. 
subst automatic sprinkler sgsi i ncorr ec t type fire detectors 
in control room kitchen inadequate fire barrier 

CONLDNi T E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Oranch MILLER.N JH Region Si Atlanta. Dffice of the 
□irecter 00/02/06 lipp 


9003260226 Forwards IE Bulletin 00-06. "Engineered Safety Feature 
(ESF> Reset Controls " Written response required 

O'REILLY* J P Region 2, Atlanta. Office of the Director B0/03/13 

2pp 


S003250570 Forwards |£ Info Notice 80-11, “Oenerlc Problem# W/ASCO 
Valves inffuclear Applications Including Fire Protection 
Sys Wo action op written response required 

O'RElLUYiJ P Region 2. Atlanta. Office of the Director 80/03/M 

Ip 


8003260177 Forwards IE Circular 60-04. "Securing of Threaded Locking 
Devices on Safety-Related Equlpaient " No oipitten response 
required 

O'RElLLY.vJF Region 2. Atlanta. Office of the Director 00/03/14 

app 


R Periodic operating leports L related correspondence 


0003110615 Forwards "Intepi/n Arinual Operating Rept for |979 
NANRYi-H Oeorgia Power Co 80/02/20 |p 


— 8003110619 ‘'Interim Annual Operating Ropt for 1979 
COQOINiC L Georgia Power Co 60/02/39 33pp 


0003030551 Forwards “Semiannual Rept.Plant Radioactive Effluent 
Re I eases, Jul -Dec 1979 " 

MANRY. M Georgia Power Co 60/02/2? Ip 


--8OO3O3O560 "Semiannual Rept. Plant Radioactive Effluent Releases, 
Jul-Dec J979 ” 

• Georgia Power Co 00/02/29 34pp 


0DO318O5S6 Monthly operating repts for Feb i960 
RODEN.J N Georgia Power Co 00/03/10 i2pp 


5 Reporta-blr occurrences, LERs J, related correspondence 


0003040545 Forwards LER 0O-Ol2/OaL-iO 

MANRY. M Georgia Power Go 00/02/26 Ip 


—0003040555 LER ao-Ol2/03L-0 on 800214, while at full power, RHR plant 
SVC water mm flow line found to be inadequately supported 
Caused by design deficiency Design change request & maint 
request implemented to add supports 
COCOIN, C L Georgia Power Co 00/02/26 2pp 


9003210391 Forwards UtR 80-Oie/03L-0 

NANRY, M Ceoigia Powei Co 80/03/11 Jp 


— 8003210395 LER aO-Ol0/O3L-O on 900220. during routine surveillance of 
torus-drywel 1 vacuum bi aaker valves, valve 2T40-F323 failed 
to open Caused by foreign object m valve cyclinder air 
supply line Air line purged t valve satisfactorily tested 
MIX.R T Georgia Power Co 00/03/11 2pp 


8003210400 Forwards lFR 0O-O23/O3L-O 

MANRY. M Georgia Rower Co 00/03/11 Jp 


8003210433 Forwards LCR 80-022/0 lT-0 

HANRY.M Georgia Power Co 80/03/17 Ip 


—9003210439 I ER 80-022/011-0 on 800305. d ur i ng cold shutdown, pr imary 
dontaminent periodic type D f C leakage tests revealed 
that certain HSJVs were leaking in excess of Tech Specs 
Cause unktiObin Maint is incomplete 
COGGIN, C L Georgia Power Co 80/03/13 2pp 


0003250395 Forwards LER 80-009/031-1 

HAKIRY.ri Geoiglo Powei Co 80/03/19 ip 


—9003250399 Revised UfeR SO-OOS/O^L-l on 800129, while increasing reactor 
power by rod wLthd rawal < operator noticed tod select matrix 
backlighted 9< rod sequence control sys not initiating rod 
blocks piopcrly Caused by design change 
COGOIN.C L Georgia Power Co S0/03/I9 ip 


DOCKET 50-367 BA ILLY GENERATING STATION 


A App 1 1 C atlon/coTis true t ion stage documents t correspondence 


8003130166 Not if 1 ca iioTi of 800227 meeting U/GE hark II owners group 
in DethesdoiMD to discuss Mai k 11 long-term program ^ plans 
to evaluate JAFRI U GK86 data Proposed agenda end 
ELTAWILA.F Containmenls Systems Qtanch 00/02/01 12pp 


8003250183 Notification of 600220 onsite meeting u/util to discuss 
review of foundation pile proposal by US Corps of Engineers 
UYNCN M D Light Water Reactors Branch 4 00/02/19 3pp 


8003060576 Expresses appiectation For pai t i c ipat i on in 600i3t meeting 
in Ind ianap ol i s. IN re proposed dewatei ing criteria for 
const site Revised util monitoring plan should be carefully 
scrutiniied re effects on IN Dunes Natl Lakeshore 
8HAN. U J Interior. Dopt of. National Park Service 80/02/29 ip 


9003070384 Forwards well charts for 800213-20. Dal 1 ly wells w/o 
recorders for 830220, pond levels for 800220, pneumatic 
pressure transducers foi 000220 6 watei meter readings for 

eoozso 

D0HN*R J Northern Indiana Public Service Co 00/02/29 32pp 


0003240229 Forwards NRC 000120 Itr re NRC conclusions concerning 
control rod drive sys mods on elimination of cracking in 
return line noeile Also forwards NRC 800211 Itr concerning 
analyses of boiloff rate? A drwe sys makeup capability 
RUDEN8TEIN. L 8 Light Water Reactors Branch 4 00/03/11 2pp 


80D3240446 Forwards well 6 water level data obtained from nine 
ground-water observation wells installed in Great Marsh/ 

Cowles Bog area One oversized drcwing end 

LAPHANiW U Inter lor. Dept of. GcologicaJ Survey BO/03/14 37pp 


9003310383 Forwards thi ee Sargent Lundy repts I 790413,790629 & 0014 
Itrs* re H-pile foundations in response to NRC request W/o 
enc 1 

BOHN. R vl Northern Indiana Public Seivice Co 00/03/21 2pp 


0 Adgudicatory correspondence 


B00304052D Opposes const of facility adjacent to Dunes Natl Lakeshore 
8{te is worst in country Util should construct nonnuclear 
facility 

UECKER.G L . DECKER. S Affi I lation Unknown 79/12/26 2pp 
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8003190611 vioint Intervonors responae jn opposition to Northern IN 
Public Svc Cp 800116 motion for establishment of prehearin;^ 
conference schedule lleq^uest contrary to rules of practice ?f 
places unfair restraints on parties Certificate of 9vc end 
VOLUENi R J Vollen, R J QSANN. E N Osann. E N GRAHAM, R L 
Graham, R L 80/02/04 7pp 


8003340500 Opposes const of faciltl<i near IN Dunes Natl Seashore, due to 
population density 

FREV, B , FREV, Q Af f i I lat I on Unknown 80/02/18 ip 


0003040388 Response to Slate of IL 800319 motion for prehearing 
conference continuance until 800327-28 Urges adherence to 
schedule established per A8LD 000307 order due to impossible 
accommodation of all representatives N/Cer t If 1 cate of Svc 
SHEAfK H , EICHHORN,w H Worlhern Indiana Public Service Co 
SHEA.K H Lowenste in, Newman, Re IS, Axeirad it Toll BO/02/30 Spp 


0003240300 Motion by joint in tervenors for reconsi derat loii of ASLB 
order denying of IL motion for continuance r» CP extension 
proceeding Urges continuance for petitions' suppls filing 8, 
for prehearing conference Certificate of Svc end 
UOLLEN, R U Uollen. fl J 80/02/20 4pp 


0003240214 Statement of chronological facts ie State of IL motion for 
continuance ASLB order denying motion has been issued w/o 
presentation of positions by parties Certificate of Svc 
end 

VQLLEN, R J VolUh, R J 00/02/20 Spp 


0003280345 Supplemental petition k' contentions per ASlB 800206 order re 
CP extension Urges establishment of schedule re unresolved 
legal issues, agreement on c ontentlons, forma I discovery 
resolution of differences Certificate of Svc end 
SCOTTiW J , SEKULtR,S N Illinois, State of 80/02/20 23pp 


8003240167 Requests that const of facility be stopped 
KAEMPF, K Affiliation Unknown 80/02/21 Ip 


0003050001 Response iri opposition to Poi tei County Chapter of Iiaak 
Walton League of Amei lea, Inc 800280 motion for 
recons ideration of State of II request for continuance Urges 
compliance w/ASLB 80020/ order W/Certi f i cate of Svc 
AXELRADi M , ElCHHORNrW M Northern Indiana Public Service Co 
AXELRAD, H Lowenstein, Newmarii Re 1 s, Aielrad 4- ToU 00/02/25 6pp 


8003240558 Amended petition to intcivene opposing extension of facility 
CP NRC 4< util must consider safety issues before facility 
reaches OL stage NRC is unlikely to deny QU for safety 
reasons after money has been spent on const of facility 
SCHULTZ, 0 Affiliation Unknown 80/02/25 4pp 


0003030073 Forwards HR Denton 000212 Itr to State of IL Atty Oenaral 
transmitting FR notice re Stale of IL 791113 request to 
halt facility const due to proximity to major urban area 
Request being treated under lOCFRa 206 
GOLDBERG, 8 C Hearing Branch 2 00/02/26 Ip 


--6003030076 Ac k receipt of 791113 Itr from IL Atty General requesting to 
halt const due to facility location near major urban area 
Action will be taken under 10CFR2 206, per end FR notice 
DENTON, H R Office of Nuclear Reactor Regulation 80/02/12 2pp 


-**8003030070 Notice of State of IL request to halt facility const duo to 
proximity to major urban ai ea Action will be taken under 
lOCFR 206 

DENTON, H R Office of Nudear Reactor Regulation 80/02/12 Ip 


6003130210 8uppl to 800223 petition to intervane New developments since 
original CP granted give cuase for hearing to update CP 
0RABOW8KI,A , ORABOW8KI,A Affiliation Unknown 00/02/27 6pp 


8003280063 Informs of Porter County, IN 800317 public hearing re end 
petition concerning Improvement Location Permit 74-290 
Intends to show that permit is invalid 
ENG, J R Affiliation Unknown 80/02/27 4pp 


8003310096 Notice by joint interveners of adoption of contentions of 
State of IL 600226 Supplemental petition dted in Paragraphs 
li4rSi6r7 4< 0 Certificate of Svc end 
VOLLENrR J Uollen, R J 80/02/27, 3pp 


60032400B8 Advises that Northern IN Public Svc Co contacted intervenors 
to make arrangements re supplementary fi lings. Confirms' 

800227 delivery of 8hu}ti, State of lL,Clty Pf Gary et al 
Porter County Chapter at al pleadings W/Certl f icate- of 8vc 
SHEA, K H Lowenitetni Newman/ Re 1 s, Axelrad Ik Toll 00/02/28 8pp 


B003070027 Order denying joint intervenor s ' motion for reconsideration 
of ASLB rejection to State of IL motion for continuance 
Alleged ex parte communications do not involve factual or 
substantive issues but rather pi ocedui e^re I ated matters 
GROSSMAN H Atomic Safety and Licensing Board Panel 00/03/03 
4pp 


8003130207 Response to supplemental intervention petitions Iiaak Walton 
League, State of IL, 0 5chulti*Gb'A Grabowski A City of Gary, IN 
did not pro/e interest Petitioners except Schulti it City of 
Gary, satisfied contention requirements W/Cer ti f 1 cate of Svc 
GOLDBERG, 8 C Hearing Branch 2 80/03/07 36pp 


0OOG17O469 Discusses 80C220 telcon re 800219 denial of State of IL 
motion for continuance Order documenting denial will be 
filed Addl motion re State of IL contenttons may be filed 
SEKLfLER.SN Illinois, State of 80/03/07 Ip 


8003260443 Notice of advising parties of ASLB order shifting 800312 
prehearing conference re CP extension to Natl Guard Armory, 

Va Ipara i so« IN Certificate of Svc encl 
VDLLEN,R J Vollcn. R J 00/03/07 3pp 


8003270194 Second order shifting site of 800312 prehearing conference 
re CP extension to- Natl Guard Armory, Valpara i so, IN 

GROSSMAN, K Atomic Safety and Licensing Hoard Panel 80/03/07 Ip 


8003190199 Notice of appearance in proceeding Certificate of Svc encl 
GODDARD, R J Hearing Branch 2 80/03/10 3pp 


H General correspondence 


0002280391 Requests placement on dialling list for activities of utils 
BENNETT, CL A#f I Uation Unknown 80/02/20 Ip 


8003240625 Responds to request for placement on svc lists for 
facilities Lists are limited bo parties who take part in CP 
or OL proceedings Svc list info is loutincly available in 
LPDRs,whlch are located neai nuclear facilities 
RUDENSTEIW, L S Light Water Reactors Branch 4 60/03/10 9pp 


Q Inspection reports, IF Bulletins 4, correspondence 


0003120183 Forwards It Circular 00-02, '‘NuelBar Power Plant Staff Work 
Hours No written lesponse required 

KEPPLER« J Q Region 3, Chicago, Office of the Director BO/02/01 

Ip 


8003140234 Forwards IE Bulletin 80-03, ‘loss oP Charcoal from 8td Typt 
I If Two- 1 nch, Tray Adsorber Cells " Action required 
KEPPLERrU Q Region 3, Chicago. Office of the Director 80/02/06 
Ip 


8003110134 Forwards IE Bulletin BO^Oq, ‘'Analysis of PWR Main Steam Lina 
Break W/Contlnued Feedwater Addition " Written response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/02/00 
IP 


6003190357 Forwards IE Info Notice BO-OS, "Chloride Contaminat Ion of 
Safety-Related Piping i CofnpQncnts " No written response 
required 

KEPPLER, -J G Region 3, Chicago, Office of the Director 80/02/08 
tp 


8003100035 Responds to IF Bulletin 79-28, "Possible Malfunction of 
NAHCO Model EAIBO Limit Switches at Elevated Temps " 

Switches have not been i will not be installed on any 
safety-related equipment inside or outside containment 
SHQRB, E f1 Northern Indiana Public Service Co ' 80/02/14 Ip 


8003110106 Forwards corrected IE Bulletin 80-04, "Analysis of PWR Main 
Steam Lina Break W/Continued Feedwatei Addition ” No written 
response required 

KEPPLER.J 0 Region 3, Chicago, Office o# the Director 80/02/14 
ip 


8003250426 Responds to 800206 IE Bulletin 60-03 In-line tray type 
charcoal adsorber cells not yet, purchased Designs will be 
reviewed prior to purchasing cells 

8H0RB, E M Northern Indiana Public Service Co 60/02/27 Ip 


0003120374 Forwards IE info Notice 00-07, "Pump Shaft Fatigue 
Cracking '* No response required 

KEPPLERi 0 0 Region 3, Chicago, Office of the Director 80/02/29 

ip 
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G00G2^>0072 Foru*}T<J5 It lr|^o IJotice QO-04. ''flWR Fuel Etposure in Ekc«6& 
of Lirrtits " No action or lespori:^-? required 

HEPPUERi J C Region 3. Chitagot Office of the Director BO/03/lO 

ip 


8003260505 Forward & It Info ^Jotice BO-lOi "Partial Lois of Non-Muclear 
Inabium-eriit Sys PouiBT Supply During Operation " No specific 
action or response required 

KEPPLERi J G Region 3i Chteago> Office of the Director 00/03/10 

ip 


0OO336O3OQ Forujorda IE Oulletin Bo-Ofai- “Engineered Safetig Feature 
(ESFJ Reset Controls “ fJo written response lequired 
■KEPPLER-J G Region 3 Chicago, Ottice of the Director 00/03/13 
ip 


5003250113 Foruiards IC Info Notice 0O~tl, "Generic Probleais W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sv» *' No action or writfen response required 

KEPPLEH, J Q Region 3, Chicago, Office of the Director 00/03/14 

Ip 


0003250377 Forwards IE Info Notice 50- 1 1 , "Genetic Problems U/ASCO 
Valves in Nucleat Applications Including Fire Protection 
Sgs " No action ot written response required 

KEPPLERfJ 0 Region 3 j Chicago, Office of the Director 00/03/14 

ip 


R Periodic operating icports 6 related cor i espond ence 


C003030493 Forwaids well ''harts for 000206-13 Bailly gel is g/-o 
rtcordei 9r pond lev el s> p neumat t c piessuro t ransduc ei Sp ua ter 
Fieter leadings l> pt e 1 tent nai info re logs of wells 6 water 
levels in Great Marsh in ^iciTiity or Cowles Rog for 300213 
BOHN, R J Noi them Indians Public Service Co 00/02/22 55pp 


8003040409 Notifie-» that as os Q0O116, inttrdunal ponds where water has 
receded from point of udats collection uit 1 1 he repertod as 
inacccssitltf Ponds which are cotnpletly w/o water will be as 
reported dry TX Instrunents n>ohi boring results encl 
□ □HN,R J Northei ti Indiana Public Service Co BO/02/2A 4pp 


3003200267 Forwards "Fall 1979 Quarterly fJept Encompassing Oct-Bec 
1979," re ecnlogical merntoring pipgiam facility has no 
discernible effect on environ 

PURCEtl p J F Northern Indiana Pub 1 1 c Service Co GO/02/26 2pp 


— 3003200270 "Fall 19/9 Quartet ly Rept EricofTipassing Oct-Dec 1979 " 
Teias I nsttuments , Inc Pw^Ol '31 GOOpp 

3003100458 Forwards B00220-v^/ well charts f/ 300227 liailcg Wells w/o 
1 e c order s , p ond 1 evels, pneuAiat i c pressure transducers f< 
water meter readings 

DORM, R J North-orn Indiana Public Set vice Co 00/03/07 32pp 


0003260619 for-uards well charts for 0OO'22/-O3O5, Da 1 1 Ig Wells w/o 
re c ord er s , p end le vels, p neutnqt it pressure transduc ers< wa ter 
meter readings t USSS wells for 800305 

POMM. R J Northern Indiana Public Service Co 60/03/14 33pp 


S003240393 Forwards “Water Levels in iJSOS Wells Near Si to, Feb 1900 
<Amended Version of 3OO310>, “ replacing original data 
submitted on 800314 Dnginsl table incoirect 

LAPMAM, W W Inter lOr, Dep t of, Geological Surveg 00/03/10 2p| 

0003270430 Forward's well charts tor U0030b-13, Rat 11 g galls w/o 
recorders for 800312, pond levels for 300312, pneumatic 
pressure It ansdut ers, wa ter meter readings i< U5GS wells for 
800313 

DOHN. R J Narthcrn Indiana Public Set vice Cp 80/03/21 33pp 


T Hearing transcripts on non-ant i Irus t mattcis 


0003270104 Transcript of 000312 hearing in Vai para i so, IN Pp 1-159 
GROSSMAN. H Atomic Safetg and Licensing Board Panel 00/03/12 

I60p p 


BGOGaSOiat Transcript of 800313 hearing in Val para i so, I|j Pp 158-372 
* Atomic Safety and Licensins Board Panel 80/03/13 23gpp 


V Congre ssiona 1 /Exec utive Cor r es pandenc e 


8003200063 Responds to 800222 Itr requesting lufo re NRC response to 
intervention petitions in proceeding NRC atty cannot be 
questioned about tiling in proceeding in progress w/o 
jeoparditlng o-utcoinp Describes adjudicatory process 
BICKWIT, U Office of the General Counsel 00/02/29 2pp 


—8003200070 Request* inro le NRC response to intervention petitions in 
proceeding s 

FETHIAN, F J House of Rep , Foreign Affairs 50/02/22 2pp 


0003200154 Requests investigation into mat! of end 800220 Itr from 
constituent J Dayless 
BAVH, a Senate 80/03/15 ?pp 


OOCliET 50-360 ARKANSAS NUCLEAR UNt UNIT 2 


F Secui ity, medical, etneigency A tire protection plans 


8003050104 Foi wards response to NRC BC0I17 Itr requesting design 
descriptions of fire barrieis to be provided in cable 
spreading room 

TRIMflLE, D C Arkansas Power f I ight Co 80/02/20 7pp 


000317014/ Forwards Tuvision to safeguai ds contingency plan Plan 
withheld (ret 10CFR2 7901 

TRIHDLE.D C Arkansas Powei ’ Light Co 00/03/07 Ip 


P Operating license stage documents / coi respondpne e 


000317019/ Forwards diaft WUREO-OAao, ‘Cladding bwellirig t Rupture 
Models for LOCA Analysis" topics for discussion sent to 
fuel vendors Requests comments by 800109 

EISEUHUT, D 0 Division or Operating Reactors 79/12/20 I9pp 


-'00031703/1 Draft “Cladding Swelling /< Rupture Models for LOCA 
Analysis " 

PQUERS, 0 A Core Performarice Branch /9/1J/30 I06pp 


0003100051 Provides info m response to NRC 800130 lequest ic steam 
dump iTalve f a 1 1 ui e, pi ossur i 1 1 1 »pray /al*c failure t/ need to 
rerun 10054 turbine trip test Does not intend to reperform 
turbine trip test from 1 OOV« power 

CAVANAUGH, U Arkansas Power f light Co 00/02/05 4pp 


0003140441 Discusses mods le abnoimal equipment performance during 
000129 turbine trip test fJRC concurrence For operation 
beyond Mode 3, based on coinpletion of NURE0-0D7a mods fy 
listed items, will be conveyed by resident inspectors 
SEYFRIT,K V Region 4. Dsllas, Qtrjce of the Director 80/02/06 
2pp 


8003240540 Discusses B0O124 meoling u/util at site re safety impact 
assessment of neai -term 01 issues per draft NUflC0-0A6O 
Heeling beneficial in i der»t i ry li>g safety concerns 
HAD8EN, 0 L Region 4 Dallas, Office of the Director 80/02/13 
IP 


0uO3 190391 Confirms schedule for 000311 / 12 meeting ui/util to review 
Inservice testing pi ogretm Meeting schedule tt comments, 
questions V concertrs rt program one I 

REIDiR U Updating Reactors Branch 4 00/02/21 iTpp 


80G303O2S0 Responds to UOOlUJ lti re containment purge sya Describes 
ongineerod safeguards feature actuation sysrEECS bypass 
controls ^ annuitc lat i on, c ont a i rtment isolation A. automatic 
reopening Drawings available in fontral Files only 
TRIMBLE, 0 C Arkansas Power /, Light Co 80/02/22 2pp 


0003040477 Forwards info le implementation of 1liI-2 Lessons Learned 
Task •forte short-term requirements 

TRIMBLE,!) C Arkansas Power f, Lighi Co 00/02/29 2np 


0003130544 Notifies thql no piocedure changes necessary to lessen 
probability of cor 19 equeri 1 .es of boron diluiiori incident, per 
0001 15 Ur 

TRIMBLE, D C Ark,ins,ts Tower * light Co 00/03/03 ip 


0003200007 Suirmai y of 000111 meeting w/8echtel /< 1 icenaees re masonry 
wall 6 pipe 9upporl structural Interd isc 1 p 1 inary 
coqr d mat iort 

LICCIARDO,R Opeiating Reactors Qratuh 1 00/03/03 16pp 


0OO3HO598 Forwards “startup Rept,0upp| 2 for Period Enditig 000129 
Suppls will continue until completion of startup test 
program ^ commencement of commercial power operation 
TRIMBLE,!} C Arkansas Power t Light Co 00/03/06 Ip 


— 6003110600 "Startup R®pt,8uppl 2 for Period Ending 800129 " 
a Arkansas Power 6 Light Co 00/01/29 ia2pp 
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G003S80SS5 Provides roaponsc^s to q.uBfitions contained in WRC 600223 Itr 
re containment iaolatioit /alvos Figures pe I du preaaure 
injection encl 

STEEU^C L Arkansas Poujcr ^ Light Co 60/03/24 5pp 


Q Inspection repot tsi IE Bulletins correspondence 


8003190603 Ack receipt of 000102 Itr inforining fJRC of steps taken to 
correct violations noted in JE Inap Repts S0''3l3/79-16 U 
5a“360/79-14 

MADSEUt 0 L Region 4> [>allai< Reactor Operations Nucleai Support 
Branch 60/01/25 ip 


~~BOO319O6O0 Responds to NRC Itr re violations noted in IE Insp Repta 
50-313/79-16 50-360/79-14 Corrective actions design 

control & drawing conit ol procedures being revised 
Constructing program to flag design changes to operations 
TRthBLE^O C Arkansas Pauei h Light Co 00/01/02 5pp 


8003110343 Forwards IF Ciicular Q0-02< "Nuclear Power Plant Staff Work 
Hours " No written response i equired 

SEVFRlTfK V Region 4. Dallas/ Office of the Director 80/02/01 

Ip 


0003140156 Forwards IE Bulletin B0-03i "Loss of Charcoal from Std Type 
1 1/ Two-Inchi Tray Adsorber Cells “ Action required 
3EYFRIT/K 0 Region 4. Dallas, Office of the Director 00/02/06 
1 P 


0003110199 Forwards IE Bulletin 00-04, "Analysis of PWR Ham Steam Lino 
Break N/Continued Feedwatei Addition " Written response 
required 

SEYFRIT/K V Region 4. Dallas, Office of the Director 00/02/00 

tp 


8003250590 Forwards IE Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping fy Components " No urltien response 
required 

SEYFRIT/K V Region 4. Dallas. Office of the Director 00/02/00 
tp 


0003240251 Discusses status of orforts re IE Bulletin 79-01 Unable to 
complete all bulletin items within 49 days Submits projected 
schedule fox completion of items 

TRIMBLE/ D C Arkansas Power ft Light Co 80/02/22 2pp 


8003260560 forwards l£ Bulletin 60-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action J/ written response required 

SEYFRIT/K V Region 4 Dallas. Office of the Director 60/03/10 
IP 


6003260330 Forwards IE Bulletin 00-06. Engineered Bafetiy Feature 
{ESFI Reset Controls ” Written response required 

SEYFRIT.K V Region 4. Dallas, Office of the DU actor 60/03/13 
Ip 


G0032S040S Forwards l£ Info Notice 80-11/ “Generic Problems W/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director QO/03/14 
Ip 


6003260307 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Safety-Re latod Equipment " No written response 
roqu ired 

SEVFRIT,K V Region 4. Dallas, Office of the Director BO/03/14 
IP 


R Periodic operating reports K related correspondence 


8003050180 Forwards "Semiannual Radioactive Effluent Rept.Jul-Dec 
1979 " 

TRIMBLE, D C Arkansas Power i Light Co 00/02/25 Ip 


--B0030S0192 "Semiannual Radioactive Effluent Rept.Jul-Dec 1979 
tt Aikansas Power & Light Co 60/02/25 6pp 


8003100518 Forwards monthly operating rept foi Feb 1900 
TRIMBLE. D C Arkansas Power K Light Co 00/03/14 ip 


—0003180520 Monthly operating rept for Feb 1900 

PENDERORAFT. H Arkansas Power K Light Co 00/03/14 5pp 


Q003SS0437 Forwards corrected monthly operating rept for Jan 19B0 
TRIMBLE/ D C Arkansas Power f/ tight Co 00/03/18 lOpp 


— 0003250469 Corrected monthly operating rept for Jan 1900 

PENDERORAFT, R A Arkansas Power K Light Co 60/02/15 Ip 


0003140012 Forwards IE Info Notice 60-06. “Notification of Significant 
Events “ No action i equired 

SEYFRIT.K V Region 4, Dallas. Office of the Diroctor 00/02/27 
Ip 


0003250196 Forwatds response to in-contalnmenl portion of three sys for 
Items 1/2 L 3 of IE Bulletin 79-OlB, "Environ dual if icatt on 
of Class IE Equipment " Partial tnasler sys list of safety 
features to mitigate UGCA or MELD encl 

TRIMBLE. D C Arkansas Power t Light Co 80/02/20 95pp 


0003120304 Forwards IE Info Notice 80-07. “Pump 9haft Fatigue 
Cracking " No lesponse required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 80/02/29 
IP 


0003140312 Forwards supplemental info to JE Bulletin 79-OlBi “Environ 
Oual if icatlon of Class ie Equipment '' Response required 
SEYFRIT.K V Region 4, Pallas. Office of the Director 60/02/29 
7pp 


8 Reportable occuri ences. LERs U related correspondence 


B003240069 Confnms 800207 teUon re failure of valves Forwards Part 21 
rept 

WHEATON/ W R Uorg-Wapner Corp 00/02/12 2pp 

— 8003240078 Pert 21 rept on 900ll6.motor operated gate valve installed 
In test loop failed to close completely when actuated under 
operating conditions Caused by inadequate guiding of valve 
gate Gate guides were modified V retested 
WHEATON/ W R Borg-Warner Corp 60/02/12 2pp 


0003030032 Forwards LERs 60-007/03L-0 t a0-00a/03U-0 

TRIMBLE* D C Arkansas Power V Light Co 80/02/28 Ip 


— 8003030538 LER BO-007/03L-0 on 600124/ during mode 1 operat i on, sod i um 
hydroxide tank level found to be 93'4 of indicated level 
Following calibr, level found to be below Tech Spec limits 
Cause nob stated Tank levels returned bo operable limits 
PCNDERGRAFT. R Arkansas Power t Light Co 00/02/22 Ip 


BD03180101 Forwards IE Circular 80-03. “Protection from Tonic Gas 
Haiards No written response required 

SEYFRIT/K V Region 4/ Dallas, Office of the Director 00/03/06 
Ip 


— 0003030540 LER 80-00a/03L-0 on 800128. during mode 1 operation, core 
protection calculator B failed Cause not determined Core 
protection calculator D restored ?« functionally tested 
PENDERORAFT. R Arkansas Power t Light Co 60/02/22 ip 


8003180001 Forwards IE Info Notice BO-lO. “Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 

action or response roquired 

SEVFRlTiK V Region 4 / Dallas* Office of the Olrector 00/03/07 


8003190205 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block “ No specific action or rasponoe 

SEYFRlxrK V Region 4, Dallas* Office of the Director 60/03/07, 

Ip 


0003260111 Forwards IE Info Notice 60-09. "Possible Occupational Health 
Haiard Associated M/Closed Cooling Sys for Operating Power 
Plants " No written response required 

BEYFRITiK V Region 4, Dallas. Office of the Director 00/03/07 


Ip 


0003190089 PNO-IV-60-008 on 800222. during 24 h surveillance test run, 
fire was discovered in generator bearing of Unit 2, emergency 
diesel generator I Appai ontly caused by bearing failure Firo 
quickly extinguished by plant fire team 

WESTERMAN.T F , MADSEN, 0 L Region 4, Dallas/ Office of the 
Director 00/02/22 Ip 


0003310382 Forwards LER SO-009/03U-D 

TRIMBLE* D C Arkansas Power ti Light Co 80/02/28 ip 


— 8003310390 LER ao-009/03L-0 on 800129/ during Mode 3 operation following 
reactor trip from lOOX power, 1-131 value of \ 67 uCi was 
observed Caused by expected spike following reactor trip No 
corractlve actions necessary 

PENDCRGRART* R Arkansas Power if Light Co 80/02/20 Ip 
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6003180475 Forward i LERi aO-Ol2/03L-0. 80-01 1 /03L-0 i 90-010/03L-0 
TRIMBLE, D C Artan^as Power t Light Co 90/03/13 Jo 


—8003180479 LER 0O-O12/O3L-O on 800222, during Mode 5 op eratl on. wh i U 
performing furvaiUance tostf on diesel generator liunlt 
became inoperable Caused bg broken generator rotor shaft in 
area of motor end bearing housing Analgring eiact cause 
PENDERORAFT, R Arkansas Power & Light Co 00/03/13 Ip 


—8003180483 LER 80-01 J/03L-0 on 800214. duri ng Mode 3 operati on, wh 1 1 e 
performing local leak rata test, five containment penetration 
leak rates exceeded TecA Specs Caused bg corrosion buildup 
o-n seating surface or valves needing adjustment 
PEhDEROHAFT,R Arkansas Power L Light Co 00/03/13 Ip 


—8003180471 LER ao-OlO/OSL-O on 800212. dun ng Mode 5 operationi 
discovered that Tech Spec 24-month local leak rate 
surveillance requirements had not been performed Caused bg 
confusion over 24’*month surveillance interval 
PENOERGnAFT-, R Arkansas Power Light Co 00/03/13 Ip 


DOCKET 50-367 WILL SAM D MCCUiRE NUCLEAR STATION. UNIT 1 


A App 1 icatidn/construc tion stage documents U correspondence 


8003240552 Notifies of change in review procedures for equipment 
qualification documentation Requests util conduct review 
identifying degree of compliance w/NUREO-O-SBQ Data requested 
in NRC 771018 Itr required 

DAER.R L Light Water Reactors Branch 2 00/02/15 4pp 


8003l90i?a Requests test rept omitted from 771217 Itr re analysis 
demos tra t ing environ qual t f ica t ion of pressure transmitters 
NR.C 771116 Itr advised WCAP-9157 test results unacceptable 
BAERjR U Light Water Reactors Branch 2 80/02/17 4pp 


8003240033 Notification of 800227 meeting w/util in Charlotte, NC to 
discuss mgt organiiation 

BlRKELiR A Light Water Reactors Branch 2 BO/02/20 4pp 


0003040211 r4ot 1 f i cat i on of G0O22B meeting w/utll in BethesdaiHD to 
discuss OL requirements incLufling TMI action plan subset 
1 terns 

DIRKEL.R A Light Water Reactors Branch 2 60/02/21 3pp 


6003120419 Notification of cancellation of 600226 meeting u/utll in 
Bethesdai MD to discuss OL requirements including TM! action 
plan subset items 

GIRKELiR A Light Water Reactors Branch 2 60/0-2/27 4pp 


8003280553 Informs that NRC 600227 request for addl info re steam 
generator level measurement errors is being reviewed 
Response to request will be provided bg 800415 
PARKER, M O Duke Power Co 80/03/21 Ip 


F Security, medical, emergency it fire protection plans 


B002I20109 Responds to 771206 request for review V evaluation of 
unresolved items re facility fire protection sys Fire 
protection pumps are acceptable Applicant should correct 
item re water flow alarm indication 

MGCREiV A Assistant Director for Plant Systems 00/01/15 2pp 


8002200060 Submits transfer of lead responsibility for unresolved fir* 
protection on items re firo pumps L cable spreading room 
fire suppression sys Qfc on Nuclear Reactor Regulation will 
evaluate open items 

REINHUTH.O U Division of Reactor Construction Inspection 
79/12/06 4pp 


8003240152 Requests that util verify proper installation of water flow 
alarms in dry pipe suppression sys VA Moore 800115 memo 4* 

771206 transfer of lead responsibility enc 1 
LAINAS. 0 Plant Systems Branch 00/01/24 2pp 


60032602B7 Forwards draft State of NC radiological emergency response 
plan in support of fined nuclear facilities Util revised 
draft emergency plan 

PARKER, g 0 Duke Power Co 00/03/20 Ip 


—6003260278 Draft State of NC radiological emergency response plan in 
support of fined nuclear facilities 
* North Carolina, State of 79/10/11 I33pp 


—6003280304 Emergency plan 

* Duke Power Co 80/03/20 HOpp 


0 Inspection t eportsi JE Bulletins 4 correspondence 


8003050176 Forwards IE circular 77-01, "Mai func t i oni of Limitorgue 
Valve Operators " 

MOSELEY. N C Region 2, Atlanta, Office of the Director 77/01/06 
3pp 


3003170031 Forwards It Info Notice 00-03. "Main Turbin* 

Elec trohydraul ic Control Sys " No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/01/31 

2pp 


8003240321 Forwards request for further info needed for review of steam 
generator level meaiurement errors Addl info already 
provided in 791218 Itr was insufficient Requests response 
by 000321 

BAER.R L Light Water Reactors Branch 2 80/02/29 5pp 


0003190095 Forwards IE Circular 79-25, Suppl A, ''Shock Arrestor Strut 
Assembly Interference " No written response required 
Q'RCtULYcJ P Region 2. Atlanta, Office of the Director 00/01/31 
Ip 


8003250276 Notification 
discuss OL requirement 
I terns 

PIRKEL.R A Light Wat 


of 600327 meeting w/ubil in Beth 
s including TNI action plan subs 


er Reactors Branch 2 


80/03/03 


esda.HD to 

et 


2pp 


8003120021 Forwards IE Circular 00 
Hours " No written response requ 
O'REILLY, J P Region 2, Atlanta 
ip 


-02, "Nuclear Power Plant 
ired 

. Office of the Director 


Staff Work 
00/02/01 


0OO326OH2 Requests rept re hydrogen skimmer b containment air return 
fan motors be included in response to NRC 600215 request for 
review of equipment qualification program End NRC 000303 
memo to Central Files only 

6AER,R L Light Water Reactors Branch 2 80/03/07 4pp 


8003240148 Foruar-ds Ames Lab 900212 Itr presenting estimate of 
statistical parameters For McGuire containment design 
variables Requests addl info on reinforcement thickness it 
size 4< penetrating shell thicknesses for equipment 
BAEfi,R L Light Water Reactors Branch 2 80/03/10 4pp 


8003170312 Responds to NftC 000212 Ur re deficiencies in rod drop 
analysis Commits to enhancing protection against dropped 
control rod events 

PARKER, H Q Duke Power Co 80/03/12 tp 


8003200400 Forwards offsite das* calculation manual. supp lement ing 
ET6 L replacing draft manual submitted on 79102S 
PARKER. H O Duke Power Co 80/03/17 Ip 


9003240107 Responds to IE Bulletin 79-28 re NAMCO EA160 limit switches 
Top gaskets will be replaced per manufacturer 
recommendati ons prior to fuel loading 
PARKER, W 0 Duke Power Co 00/02/05 Ip 


B0O31BOI27 Forwards IE Bulletui 80-03. "Loss of Charcoal From Std Type 
n, Two- Inch. Tray Adsorber Cells " Action required 

O'REILLY, 0 P Region 2. Atlanta, Office of the Director 00/02/06 

2pp 


8003180036 Forwards IE Bulletin 60-04, '^Analysis of PNR Main Btaam Line 
Break Vf/Continued Feedwater Addition " Written response 
required 

O'REILLY.J P Region ?. Atlanta, Office of the Director 80/02/00 

2pp 


6003190405 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping 4c Components " No written response 
required 

O'REILLY.J P Region 2. Atlanta, Office of the Director GQ/02/08 

Ip 


—0003200403 Offsite 
e Duke Power Co 


dote calculation manual 
BO/03/17 lOOpp 


8003060162 Ack receipt of IE Insp Rept 50-369/79-39 on 791203-07 No 
proprietary Info 

PARKER, W 0 Duke Power Co 80/02/13 Ip. 
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—8003060167 Forwards IE Insp Rept 50-369/79-39 on 791305-07 No 
noncotnp 1 iance not^d 

LEWISiR C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch BO/Ol/24 2pp 


■8003060176 IE Insp Rept 50-369/79-39 on 791P0S-07 No noncomp 1 ianco 
noted Major areas inspected observation oP preoperat ional 
test f/ ice loading operations l review of previous Insp 
findings 

DONATpT J Region 2, Atlanta^ Office of the Director MARTIN* R D 
Region 2, Atlanta, Reactoi Operations Nuclear Support Branch 
80/01/23 4pp 


6003140038 Forwards IE Info Notice 80-06* “Notification of Significant 
Events " No action rotiuired 

O'REILLY, j P Region 2, Atlanta* Office of the Director BO/02/27 
IP 


0003100171 Forwards supp leriental info to IE Bulletin 79-Olfl* "Environ 
Qua 1 1 f i c a t i on of Class IE Eq.uipr>ent " No response required 
O'REILLY* J P Region 2. Atlanta* Office of the Director 80/02/29 
2pp 


6003160322 Forwards IE Info Notice 80-0V( "Pump Shaft Fatigue 
Cracking *' No response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 60/02/89 

2pp 


6003310392 Forwards response to |E Bulletin 79-27 Loss of power to anq 
one instT umentatl on & control bus will not inhibit ablliig 
to reach cold shutdown No design mods required Methods for 
restoring powei to buses are ih existing procedures 
PARKER* W 0 Duke Power Co 00/02/29 2pp 


0003160123 Forward lE Circular 80-03. "Protection from Toxst Gas 
Hazards " No written response required 

O'REILLY, J P Region 2* Atlanta, Office of tho Director 60/03/06 
3pp 


6003140414 Forwards IE Info Notice 00-10* "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLY* J P Region 2* Atlanta* Office of the Director BO/03/07 

2pp 


B0031BOD70 Forwards IE Info Notice 60-09* "Possible Occupational Health 
Hazard Associated w/Closad Cooling Sys for Operating Power 
Plants " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/07 

2pp 


0003160133 Forwards IE Info Notice 80-06 "States Co eliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/03/07 

2pp 


6003270029 forwards IE Bulletin 80-05* "Vacuum Condition Resulting in 
Damage to Chemical V/ol Control Sys (CVCSl Holdup Tanks " 

Action St written response required 

O'REILLY. J P Region 2* Atlanta* Office of the Director 60/03/10 
Ip 


6003100161 PNO-n-80-021 on 800208, QC inspectors qualified for 
inspecting pipe hangers teTminated for cheating on test that 
would have eipanded expertise Licensee expects employees to 
create media interest 

MCFARLAND, C R * HUNT.M Region 2* Atlanta, Office of the Director 
eO/02/oa Ip 


8003S40069 Confirms 600207 be Icon r,e failure of valves Forwards Part 2l 
rept 

UKEATON.UI R Borg-Uarner Corp 80/02/12 2pp 


— 0003240076 Part 21 rept on 900i 16. motor operated gate valve installed 
in test loop failed to close completely when actuated under 
operating conditions Caused by inadequate guiding of valve 
gate Gate guides were modified 8< retested 
WHEATON* W R Borg-Warner Corp 80/02/12 2pp 


B0031 10349 Forwards Deficiency Rept SD 369-370/60-01 
PARKER, W 0 Duke Power Co 80/02/29 Ip 


—0063110350 Deficiency Rept SD-369/3/0-80-1 during tasting. 14 relays 6 
trip devices did not meet time current characteristic specs 
of relay for application Output sodium-cooled reactors in 
relays found to be deficient K will be replaced by 600601 
a Duke Power Co 60/02/29 2pp 


DOCKET 50-370 WILLIAM B MCOUIRE NUCLEAR STATION. UNIT 2 


A App 1 icati on/construc 1 1 on stage documents V correspondence 


8003260527 Submits update to 791213 Ur re status of investigations 
into Framotome roactoi vessel nozzle cracking Results 
Indicate reactoi vessel nozzles are not susceptible to 
crac king 

ANDER80H*T M Westinghouse Electric Corp 00/01/31 2pp 


6003240552 Notifies of ch<,iigo m review procedures for equipment 
qualification documentation Requests util conduct review 
identifying degree of compliance w/NUREO-0588 Data requested 
in NRC 791015 Ur requited 

BAERtR L Light Water Reactors Branch 2 80/'02/15 4pp 


6003190196 Requests test rept omitted ft om 791219 Ur re analysis 
domosti ating environ qual t f Icati nri of pressure transmitters 
NRC 791116 Ur advised WCAP-9157 test results unacceptable 
BAERiR L Light Water Reactors Branch 2 80/02/19 4pp 


6003240033 Notitication of e008?7 meeting w/utll in Charlotbe^NC to 
discuss mgt organization 

BlRKELiR A Light Watei Reactors Branch 2 60/02/20 4pp 


6003040211 Notification of 600226 meeting w/util in QethesdajMO to 
discuss OL requirements including TMI action plan subset 
items 

BIRKELiR A Light Watei Reactors Branch 2 60/02/21 3pp 


0003120419 Notification of cancellation of 6Q0226 meeting w/utll In 
DethesdafMD to discuss CL loquiiements including TMI action 
plan subset items 

DIRKEL.R A Light Water Reactors Branch 2 60/02/27 4pp 


0003260209 Forwards IE Bulletin 00-06, "Engineered Safety Feature 
(ESF) Reset Controls " No written response required 
O'REILLY, J P Region ?, Atlanta, Office of the Director 60/03/13 

2pp 


0003250561 Forwards It Info Notice 80-11* "Oeneric Problems H/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or writien response required 

O'REILLY, J p Region 2. Atlanta* Office of the Director 00/03/14 

tp 


60032403S1 Forwards request for further info needed for review of steam 
generator level measurement errors Addl info already 
provided in 791218 Ur was insufficient Requests response 
by 600321 

BAERrR L Light Hater Reactors Branch 2 90/02/29 5pp 


0DO325D276 Notification of 600327 meeting w/util in Qethesda. MD to 
discuss OL requirements including TMI action plan subset 
1 terns 

BIRKELtR A Light Water Reactors Branch 2 90/03/03 2pp 


0003260166 Forwards IE Circular BO-04, "Securing of Threaded Locking 
Devices on Oaf etg-Relaled Equipment " No written responae 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/03/14 

2pp 


0OO326D142 Requests rapt re hydrogen skimmer I containment air return 
fan motors be Included in response to NRC 0OOSI5 request for 
rovirw of equipment qualification program Enel NRC 600303 
memo to Central Files only 

DAER.R L Light Water Reactors Branch 2 80/03/07 4pp 


8 Reportable occui rences. LERs it related correspondence 


0003030409 Forwards Bignificsnt Deficiency Rept 8D 369-370/77-12 
PARKER, W C Duke Power Co 60/01/04 Ip 


6003240148 Forwards Ames Lab 000212 Ur presenting estimate of 
statistical parameters for McGuire containment design 
variables Requests addl info on reinforcement thickness tt 
size penetrating shall thicknesses for equipment 
DAER*R L Light Water Reactors Branch 2 80/03/i0 4pp 


—8003030410 Significant Deficiency Rept 80-369/370/79-12 on 600104, 
resistance temp detector had insufficient qualification 
data for radiation levels postulated containment 
during accident condition 
# Duke Power Co 00/01/04 Ip 


6003170312 Responds to NRC 600212 Ur re deficiencies in rod drop 
analysis Commits to enhan-cing protection against dropped 
control rod events 

PARKER* M 0 Duke Power Co 60/03/12 Ip 
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0003200400 Forwards offsite dose calculation mano-al ■ supp ing 

ETS i replacing draft mani/al st/tmitted on 791025 
PARHERiW 0 Duke FouEr Co 80/03/17 Ip 


0003140030 Forwards If Info Notice 00-06. “Notification of 
Events No action lequired 

O'REILLV. J P Region 2, Atlanta. Office of the Dlrectoi' 
Ip 


Significant 

00/02/27 


— 3003200403 Offsite dose calculation raariual 
a Duke P-otuer Co 00/03/17 lOOpp 


8003280553 Informs that NRC 000229 request for addl into re steam 
generator level measurerrient errors is being reviewed 
Response to request will be provided by 800415 
PARKER. W 0 Duke Power Co 80/03/21 Ip 


F Security, medical- emergency ?< fire protection plans 


0003180322 Forwards IF Info Notice 
Cradling “ Nci lesponse required 
O'REILLY. J P Region 2. Atlanta. 
2pp 


00-07. "Pump Shaft Fatigue 
Office of the Director 00/02/29 


8003310393 Forwards response to IE Bulletin 79-27 Loss of power to any 
one instrumentation t control bus will not inhibit ability 
to reach cold shutdown No design mods i*equire4 Methods for 
restoring power to buses are in rxisting procedures 
PARKER, W O Duke Power Co 80/02/29 2pp 


8002120108 Responds to 791206 request for review «< 
unresolved items re factlity rire protection sys 
protection pumps are acceptable Applicant sh&uld 
item re water flow alarm indication 
MOOfiE.V A Assistant Director for Plant Systems 


evaluation of 
Fire 
c orrec t 

00/01/15 2pp 


B003140414 Forwards IE Info Notice 00-10. "Partial Loss of Non-Nuclear 
Instrument 8ys Pouiei Supply During Operation " No specific 
action 01 response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/03/07 

2pp 


0002200060 Submits transfer of lead i esponsib i 1 i ty for unresolved fire 
protection on item* le fire pu.nps cable spreading room 
fire suppression sys Ofc on Nuclear Reactor Regulation will 
evaluate open items 

flEINKUTH.O U Division of Reactor Construction Inspection 
79/12/06 4pp 


8003240152 Requests that util verify proper installation of water flow 
alarms in dry pipo suppression sys VA Moore 000115 nemo tt 
791206 transfer of lead responsibility end ' 

LAIWAS. 0 Plant Systems Branch 00/01/24 Spp 


8003100133 Forwards IE Info Notice 00-08 "States Co Sliding Link 
EJettrical Teiminal Block " No specific action or response 
requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/03/07 

2pp 


0003270029 Forwards IE Bulletin 00-05. "VJCuum Condition Resulting in 
Damage to Chemical Vol Conttol Sys iCVCS) Holdup Tanks " 

Action i written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/03/10 
IP 


0003200207 Forwards diaft State of NC radiological emergency response 
plan in support of fixed nuclear facilities t* util revised 
draft emergency plan 

PARKER. W Q Duke Power Co 80/03/20 Ip 


—0003200298 Draft State of NC radiological emergency response plan in 
support of filed nuclear facilities 
« North Carolina. State of 79/lO/U 133pp 


—8003200304 Emergency plan 

* Duke Power Co 90/03/20 I40pp 


0 Inspection reports. IE Gulletins ^ correspondence 


8003050170 Forwards IE circular 77-01 . "Mai func tions of Lieiitorgue 
Valve Operators “ 

HOSELEY. N C Region 2, Atlanta. Ofrice of the Director 77/01/06 
3pp 


8003260209 Forwards IF Bulletin 00-06. "Engineered Bafety Feature 
(E8F> Reset Controls " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 00/03/13 

2pp 


0003250561 Forwards IE Info Notice 80-11. "OeneriC Problems W/A8C0 
Valves if) Nuclear Applications Including Fire Protection ' 

Sys " No action or written response required 

O'REILLV. J P Region 2, Atlanta. Office of the Director 00/03/14 
ip 


0003260166 Forwards IE Circular 00-04, ''Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/03/14 

Spp 


8 Reportable occurrences. LERs & related correspondence 


0003170031 Forwards IE Info Notice 60-03. "Mam Turbine 
Elec trohydraulic Control Sys " No specific action or 
response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/01/31 

Spp 


8003190095 Foiwards IE Circular 79-25.8uppl A* "Shock Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director BO/Dl/31 
Ip 


0003120021 Forwards IE Circwlai 00-02. "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director. 60/02/01 

ip 


0003030409 Forwards Significant Deficiency Rept 8D 369-370/79-12 
PARKER, N a Duke Power Co 00/01/04 Ip. 


—0003030410 Sigrtlf leant Deficiency Rept BD-369/070/79-12 on 000104, 
resistance temp detectoi had insufficient qualification 
•data for radiation levels postulated in containment 
during accident condition 
* Duke Power Co 80/01/04 ip 


0003100161 P NO- 1 1-00-021 on 800200. QC inspectors qualified 
Inspecting pipe hangers terminated for cheating on test 
would have expanded expertise Licensee expects employees 
create media interest 

MCFARLAND. C R . HUNT. M Region 2. Atlanta, Office of th 
90/02/00 Ip 


for 

that 

to 

e Director 


8003240107 Responds to IF Bulletin 79-20 re NAMCO EAlS'O limit switches 
Top gaskets will be replaced per manufactuf er 
recommendations prior to fuel loading 
PARKER. NO Duke Power Co 80/02/05 ip 


0003100127 Forwards fE Bulletin 00-03. "Loss of Charcoal From 6td Type 
1 1, Two- Inch. Tray Adsoiber Cells " Action required 
O'REILLY.J P Region 2. Atlanta. Office of th* Director 80/02/06 

2pp 


0003110349 Forwards Deficiency Rapt 3D 369-370/80-01 
PARKER, go Duke Power Co 60/05/29 Ip 


—0003110350 Deficiency Rapt SD-369/370-B0-1 during testing. 14 relays 
trip devices did not meet time current charac teri sti c specs 
of relay for application Output sodium-cooled reactors in 
relays found to be deficient K will be replaced by 000601 
a Duke Power Co 0O/OP/29 2pp 


9003100046 Forwards IE Bulletin 80-04. "Analysis of PNR Main Steam Line DOCKET 50-373 LASALLE COUNTY STATION. UNIT 1 

Break W/Continued Addition " No written response required — 

O'REILLY. JP Region 2. Atlanta. Office of the Director 60/02/08 A App 1 ica tion/cons true 1 1 on stage documents U correspondence 

2pp. 


800319040S Forwards IE Info Notice 80-05, '’Chloride Contamlnatton of 
Safety-Related Piping & Component* *' No written response 
required 

O'REILLY.J P Region, 2. Atlanta, Office of the Director 00/02/08, 
IP 


8003130168 Notification of 600227 meeting W/OE U Mark 
in l3ethefda,MD to discuss Mark II long-term program 
to evaluate JAERI t. 0K8S data Proposed agenda end 
ELTAWlLAiF Containment Systems Branch 00/02/01 


It owners group 
plans 

lapp 
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8003060&4S Re(iuest» NRC approval of of ASME-Case N-241 to oipmpt 
cartain piping from hijdro«tatic teitins AShE Cod* Cat* N''841 
U ditcuttlon of intended use of code cate end 
DELOEDROEi L 0 ConimoniiJee 1 th Edison Co 00/02/26 3pp 


0003040521 Forwards "In'Plant Safety Relief Valve Tasti '* Revision 2* in 
response to Item IIB of NURE0‘-0476 

DELGEQRGErL 0 Commonwealth Edison Co 00/02/20 Ip 


8003040626 "In-Plant Safety Relief Valve Testi " Revision 2 
* Cammonuieal th Edison Co 79/11/21 7Bpp 


0003240631 Forwards repi on 791120 site visit 

DOURMlAcA Light Water Reactors Branch 3 00/02/28 2pp 


— 8003240641 Discusses 791120 site visit for orientation of new NRC 
reviewers No specific or new fire protection items 
d i scussed 

HARRiSONiG Auxiliary Systems Branch 80/02/26 2pp 


8003310349 Forwards NRC 800128 Itr re NRC conclusions concerning 
proposed control rod drive sys mods & 6 ERC 600211 Itr 
cofi'cernlng addl analyses of boiloff rates t< control rod 
drive sys makeup capability 

PARR /0 D Light Water Reactors Branch 3 00/03/06 2pp 


6003180444 Piovides certification that plant discharge to IL River luill 
comply w/limitations of Federal Water Pollution Control Actt 
IL Environ Protection Act 6 implementing federal 
regulations 

KC 8 WIGGIN 1 T G lllinoiSi State of 80/03/11 Ip 


8003190530 Provides certification that plant discharges to IL River 
will comply w/1 imi tations of Federal Water Pollution Control 
Act< IL Environ Protection Act t implementing federal 
reg ulat ions 

MC6WI00IN<T C lllinoiSi State of 80/03/11 Ip 


B003S40044 Notifies that review of util propascd fog t< ice monitoring 
program for cooling lake is complete Program complies 
w/T cyuir ements set forth in FES Requests clarification re 
protection of public during hazardous conditions 
BALLARDi R L Environmental Projects Dranch 1 00/03/11 Spp 


8003240193 Confirms plans to meet w/util Ic mgt representatives on 
000228 at Byron const site to discuss insp findings re 
conet activities at facilities 

KEPPLER.J 0 Region 3 , Chicagoi Office of the Director 00/03/11 
IP 


F Security* medical* emergency L fire protection plans 


000309016? Notification of 000220 meeting w/util in LA 8 all*i IL to 
review potential addl fire protection measures* In certain 
fire lonet 

BOURNIAiA Light Watei Reactors Branch 3 80/02/19 2pp 


B003170140 Summary of 000207 it 00 meeting w/utll re fir* protection 
responses Majority of responses acceptable Util agreed to 
consider separating auxiliary room redundant equipment by 
fire wall 

BOURNlAiA Light Water Reactors Branch 3 00/02/15, 4pp 


8003240127 Forwards request for addl Info re safeguards contingency 
plan Requests response within 30 days Request withheld from 
public disclosure 

PARRfO D Light Water Reactors Branch 3 00/02/21 2pp 


8003210534 Forwards "Preliminary Evacualion Time Study of lO-Klle 
Radius Emergency Planning Zone *’ Rept findings should be 
considered preliminary 

PEOPLES. D L Commonwealth Edison Co 80/03/11 4pp 


—9003210563 ''Preliminary Evacuation Time Study of lO-Mlle Radius 
Emergency Planning Zone " 

b Stene ^ Webster Engineering Corp 80/01/31 4Bpp. 


H General correspondence 


6003200194 Confirms 800227 meeting in Ottawa# IL re resident insp 
program Agenda end 

KEPPUER.J G Region 3* Chicago. Office of the Director. 80/02/21 

2pp. 


— 8003200212 Confirm* 800227 meeting in Ottawa* IL re resident insp 
program Agenda end 

HEPPLERr J 0. Region 3r Chicago* Office of the Director 00/02/21 

Ip 


—8003200215 Confirm* 800207 meeting In Ottawa. IL re resident insp 
program Agenda encl 

KEPPLER. J 'O Region 3. Chicago. Office of the Director 80/02/21 
Ip 


— B003200217 Confirms 000227 meeting in Ottawa. IL re resident insp 
program Agenda end 

KEPPLERi J O Region 3. Chicago. Office of the Director 80/02/21 
ip 


K Utility Final Safety Analysis Report (FSARi 8 * amends 


8003190342 Forwards Amend 48 to FSAR. containing reiponses to 33 second 
round questions 6 voluntary tost it response reviiian* Also 
forwards electrical control L jiis trumentation drawings re 
FSAR Section 1 7 Drawings available in Central Files only 
PEOPLES.DL Commonwealth Edison Co QO/03/13 ip 


— 8003190347 Amend 46 to FSAR Overs* xe drawings encl 
* Commonwealth Edison Co 00/02/29 580pp 


0 Inspection reports. IE Dulletins 8 * correspondence 


8003130155 Forwards IE Imp Rept 50-373/79-44 on 791101-1231 No 
noncomp Uanc e noted 

HEISKHAN.R F Region 3. Chicago. Reactor Construction L Engineering 
Support Branch 00/01/30 2pp 


—8003130163 IE Insp Rept 50-373/79-44 on 791101-1231 No noncompl i anc* 
noted Major areas inspected witnessing of preoperational 
tes t mg. malnt/surve 1 1 lane e procedure review 6 emergency 
abnormal procedure review 

WALKER. R D . SPESSARD.R L Region 3* Chicago. Office of the 
Director 00/01/29 7pp 


8003190007 Forwards lE Circular 79-25, Suppl A* "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLER.J G Region 3, Chicago. Office of the Director QO/Ol/31 
Ip 


6003120140 Forwards IE Circular 60-02. "Nuclear Power Plant Staff Work 
Hours " Mo written response required 

KEPPLCR.V 0 Region 3. Chicago. Office of the Director BO/02/Ot 

Ip 


8003140169 Forwards IE Bulletin 80-03. "Loss of Charcoal from Std Type 
1 1. Two-lnc h« Tray Adsorber Cells " Action required 
KEPPLER.J G Region 3# Chicago. Office of the Director 00/02/06 
ip 


8003110092 Forward* IG Bulletin 00-04. "Analysis of PWR Main Steam Line 
Break U/Continued Feedwater Addition," Written response 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director BO/02/OB 
IP 


9003190316 Forward* IE Info Notice 90-05. ‘’Chloride Contamination of 
Safety-Related Piping Components " No written responie 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director 60/02/08 

tp 


9003110244 Forwards corrected IE Dulletin BO-04. '"Analysis of PWR Main 
Steam Line Break W/Gontinu«d Feedwater Addition " Previous 
lE bulletin should have stated for info only No written 
response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/02/14 

Ip 


9003120675 Forwards IE Info Malice 80-06. "Noti f 1 c atton of aignlficant 
Events " Mo action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/02/27 
Ip. 


8003120336 Forward* IE Info Notice 80-07. "Pump Shaft Fatigue 
Cractitig " No respovise required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 00/02/29 
Ip 


8003260140 Forwards IE Info Notice SO-09. "Possible Occupational Health 
Kaiard Associated W/Ciqsed Cooling 8 yi for Operating Power 
plants Wo written response required 

KEPPLERiJ. 0 Region 3* Chicago* Office of the Director 80/03/07 
IP 


8003260029 Forwards IG Info Notice 80-04. "DWR Fua! Eipoeurt in Excess 
nf Limits " No action gr reeponse required 

KEPPLER.J Q Region 3. ChUagor Office of the Director 00/03/10 

ip 
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8003260426 Foruardi tE lt>fo Notic« 80-l0< "Partial Lost a( Non^'MiJcl^ar 
InitTumant Sij* Power Supply Ounng Operation " No specific 
action or response required 

KEPPLER, J 0 Region 3, ChicapOi Office of the Director 00/03/10 

Ip 


8C0326026? Forwards IE Bulletin 60‘*06« "Engineered Safety Feature 
(ESP) Reset Controls " No ujritten response rei^ulre-d 
KEPPLERiJ Q Region 3^ ChicagOi Office of the Director 80/03/13 
IP 


6003250070 Foruards IE Info Notice 60’*! tr ’’Oeneric Problems N/A8C0 
Valves In Nuclear Ap pi tceti ofis Including Fire Protection 
3yt " No action or urltten response required 

KEPPLERf J G Region 3. Chicago, Qfricc of the Director 90/03/14 
IP 


60032602B2 Foruards IE Circular e0-04,r “Securing of Threaded Loclting 
Devices on Saf etg-Re I ated Equipment No written response 
required 

KEPPUER, J 0 Region 3/ Chicago, Office of the Director 00/03/14 

Ip 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A App I iea t i on/construc t i on stage documents fc correspondence 


8003060S45 Requests NRC approval of use of ASHE^Cate N-241 to eiempt 
certain piping from hydrost-atic testing ASHE Code Case N-241 
k discussion intended use of code case end 
DELOEOROE, L D Commonwealth Edison Co 90/02/S6 3pp 


6003240631 Forwards i«pt o-n 791120 site visit 

BOVRNIAiA Light Uater Reactors Branch 3 80/02/26 2pp 


— 8003240641 Discussed 791120 site visit for orientation of new NRC 
reviewers Ko specific or n«u fire protection items 
discussed 

HARRISON. 0 AuxUtary Systems Branch 90/02/26 2pp 


6003310349 Forwards NRC 60D128 Itr re NRC conclusions concerning 
proposed control rod drive sys mods 6 NRC 800211 Itr 
concerning addl analyses of bolloff rates tc control rod 
drive sgs mateup capability 

PARR<0 D Light Hater Reactors Qranch 3 90/03/06 2pp 


6003180444 Provides certification that plant discharge to IL River will 
comply w/1 Imitations of federal Hater Polluilon Control Act* 

IL Environ Protection Act 4* implementing federal 
regulations 

KCSHIGOlN.ro Illinois. State of 00/03/11 Ip 


8003160530 Provides cert i f scat l or> that plant discharges to IL River 
uilJ comply w/1 imi tati ons of Federal Nater Pollution Control 
Act. IL Hnvi ron Protection Act 6 implementing federal 
regulations 

KCSHIOOIN. T 0 Illinoisi Si4te of 00/03/11 tp 


0003240044 Notifies that review of util proposed fog 6 ice monitoring 
program for cooling la9i« is complete Program complies 
u/requirements set forth In FES Requests clarification re 
protection of public during hatardous conditions 
BALLARD* R L Environmenlal Pm/ects Branch 1 90/03/11 2pp 


6003240193 Confirms plans to meet w/uti I oigfe representatives on 
900326 at Dyron const site to -discuss msp findings re 
const activities at facilities 

KEPPLERfJ 0 Region 3. Chicago, Office of the Director 80/03/11 

!p 


F Becurity. medical, emergency 6 fire protection plans 


6003050169 Notification oF 000229 meeting <u/util In LA Salle* IL to 
review potential «ddl fire protection measures, in certain 
fire lones 

DOURNlArA Light Water Reactors Sranch 3 80/02/15 2pp 


8003170140 Summary of 800207 4< 00 meeting w/utll re fire protection 
responses Majority of responset acceptable Util agre«d to 
consider separating auxiliary room redundant equipeneist by 
fire wall 

BOURNlAiA Light Wat»r Reactors Branch 3 00/02/15, 4pp 


0003240127 Forwards request fpr addl info re safeguards contingency 
plan Requests response within 30 days Request withheld from 
public disclosure 

PARR, 0 D Light Hater Reactors Branch 3 90/02/21 2pp 


9003210534 Forwards "Preliminary Evacuation Time Study of iO-Hile 
Radius Emergency Planning Zone " Rept findings should be 
considered preliminary 

PEOPLES. D L Commonwealth Edison Co 80/03/11 4pp 


--800321O563 "Preliminary Evacuation Time Study of lO-Mlle Radius 
Emergency Planning Zone " 

# Stone 2* Uebster Engineering Corp 00/01/31 48pp 


H Genera) correspondence 


6003200194 Confirms 80022/ meeting in GtiawailL re resident insp 
program Agenda end 

KEPPLER.J G Region 3* Chicago. Office of the Director BO/02/at 
2PP 


— 8003200212 Confirms 000227 meeting in Ottawa. IL re resident insp 
program Agenda enc 1 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/02/21 

Ip 


‘8003200215 Confirms B00207 meeting in Ottawa. IL re resident Insp 
program Agenda enc 1 

KEPPLER.J 0 Region 3 Chicago, Office of the Director 60/02/2) 
ip 


— 0003200217 Confirms 900227 meeting in Ottawa. IL re resident insp 
program Agenda end 

KEPPLER, J G Region 3. Chicago. Office of the Director 80/02/21 
ip 


K Utility Final Satety Analysis Report (FSAR) V amends 


6003190342 Forwards Amend 49 to FSAR. conta i nlng responses to 33 second 
round questions 6 voluntary text K response revisions Also 
forwards electrical control % instrumenta t ion drawings re 
FSAR Section 1 7 Drawings available in Central Files only 
PEOPLES, D L Commonwealth Edison Co 00/03/13 Ip 


--8003)90347 Amend 49 to FSAR Oversize diawings end 
» Commonwealth Edison Co 80/02/29 560pp 


0 Inspection reports. tE Bulletins t correspondence 


6003190007 Forwards IE Circular 77-25. Suppl A. “Dhock Arrestor Strut 
Assembly Interference “ No written response required 
KEPPLER. J 0 Regioi> 3. Chicago, Office of the Director 00/01/31 
Ip 


60D3l20i40 Forwards IE Circular 80-02. 'Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLER, J C Region 3. Chicago, Office of the Director 80/02/01 

Ip 


0003140169 Forwards IE Bulletin 90-03, "Loss of Charcoal from 9bd Type 
I I. Tuo-t nch , Tray Adsorbei Cells " Action required 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/02/06 

Ip 


8003110092 FoTwaids IE Bulletin 80-04. "Analysis of PHR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/02/08 

tp 


8003190316 Forwards IE Info Notice BO-05, "Chloride Contamination of 
Safety-Related Piping I Components " No written response 
requi red 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/02/06 

Ip 


6003110244 Forwards coirectad IE Bulletin 00-04, "Analysis of PWR Mam 
Steam Line Break W/Continued Feedwater Addition " Previous 
IE bulletin should have stated for info only No written 
response required 

KEPPLER. JC Region 3. Chicago, Office of the Director 80/02/14 

Ip 


6003120675 Forwards IE Infii Notice 00-06. "Notification of Significant 
Events " No action required 

KEPPLER.J G Region 3. Chicago, Office of the Director 80/02/27 
Ip 


8003120336 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.J G Region 3* Chicago, Office of the Director 80/02/29 

*P 
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8D0326O14B Foru^rdi IE Info Notice a0‘'09> **Poiiibli Occupational Hoalth 
Haiard A»«ocljt«d W/Cloi«d Cooling Sy« for Operating Pouar 
Planti *' No urittan raaponae required 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 80/03/07 
Ip 


G0033600S9 Faruarda IE Info Notice 0O-O4i “QtJR Fuel Expoture in Exceti 
of Llmiti '* No action or reaponae required 

KEPPLER^J 0 Region 3, Chicago, Office of the Director BO/03/10 

Ip 


e0032f»0426 Forwards IE Info Notice SO-lOi *’P«rtlal Lot* of Non-Nuclear 
Instrument Sgs Power Supply During Operation '* No specific 
action or response required 

KEPPLERis/ O Region 3, Chicago, Office of the Director 80/03/10 
Ip 


8003Sf>0269 Forwards IE Bulletin B0^0&, *‘Eng Ineer ed Safety Feature 
<£8F) Reset Controls No written response required 
REPPLER,J 0 Region 3, Chicago. Office of the Director 00/03/13 
IP 


8003290070 Forwards TE Info Notice 80-11. “Oonerlc Problems M/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Syt " No action or written r«spoti«a required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director BO/03/14 
IP 


G003S602B2 Forwards IE Circular BO-04. "Becuriiia of Threaded Locking 
Devices on Safety-Related Equipment *' No written response 
required 

KEPPLEftrvi 0 Region 3. Chicago, Office of the Director 80/03/14 
ip 


S Reportable occurrences, LERs t related correspondence 


6003090919 Final deficiency rept re Isolated defects In stub columns 
All stub columns repaired Single spacer plate of same matl 
on order Insp made of iOO^ of Unit 2 Insp of Unit 1 707» 
complete 

PEOPLES. D L Commonwealth Edison Co 80/02/87 4pp 


DOCKET 90-379 NUCLEAR EX AN I NAT ION REACTOR 


P Operating license stage doeumenti i correspondence 


9003170194 Forwards application to authoriie dismantling of L-0S 
fac i 1 i ty . d isposa I of component parts & voluntary surrender 
of License R-llB Also forwards statement of support Fee 
end 

REMLEY. M E Rockwell International Carp 80/03/10 7pp 


Q Inspection reports, IE Bulletins correspondence 


8003120648 Forwards IE Insp Rept 50-379/80-01 on 800110-11 I. notice of 
violation Ends withheld (ref 10CFR2. 790> 

NQRDERHAUO.L R Region 9, San Francisco. Safeguards Branch 
80/02/19 2pp 


B003170004 Forwards IE Insp Rept 50-379/80-01 on 800109 It notices of 
violation It deviation Insp rept l< notices withheld (ref 
10CFR2 790) 

NORDERHAUO. L R Region 9, San Francisco, Safeguards Branch 
BO/02/19 2pp 


0003120754 Forwards IE Insp Repts 70-0029/80-02 U 50-379/80-01 on 
800202-19 No noncomp 1 iance noted insp Repts withheld 
(ref 10CFR2 790) 

NORDERHAUO, L R Region 9. San Francisco. Safeguards Branch 

80/02/28 2pp 


DOCKET 90-378 CAORSD NUCLEAR STATION 

A. App I Icatlon/constructlon stage documents !< correspondence 


8003130166 Notification of 800227 meeting U/OE 4t Mark II owners group 
in Bfthesda.MD to discuss Mark U long-term program k plans 
to evaluate UAERl k OKSS data Proposed agenda end 
ELTAWILA. F Containment Systems Branch 80/02/01 l2pp 

4 


DOCKET 50-392 WATERFORD GENEfiATINO STATION, UNIT 3 


A App I icat > on/construc 1 1 on stage documents k correspondence 


8003170061 Informs NRC that no action is necessary for potential const 
deficiency re defective top cover gaskets on NAMCO EA-t80 
limit switches Ambient temp of 175 F requires no corrective 
action 

ASWELL, DL Arkansas Power & Light Co 00/01/31 Ip 


8003100236 Summary of 800205 meeting w/util at plant site re view of 
electrical k instrumentation sys in plant to familiarize NRC 
Ik contractor personnel u/plant sys 

BENEDICT, R A Light Water Reactors Dianeb 2 80/02/25 4pp 


0003110062 Summary of 800214 meeting w/utll at plant site ra methods 
used In selsmicallg analyzing main steam line 
BENEDICT, R A Light Water Reactors Branch 2 80/02/29 4pp 


H General correspondence 


0003140188 Requests info re util plans for providing ofc space for 
NRC resident inspectors First inspector will assume duty 
station by 800630 ft second inspector by Dct 1981 FR notice 
of final lule re resident inspector program end 
STELLO, V Office of Inspection k Enforcement, Office of the 
Director 00/02/29 3pp 


0 Inspection seports. IE Bulletins k cori espondence 


8003060240 Responds to IE Bulletin 79-02, Revi s i on i Ic Revision 2 re 
design k 1 ns tal lat 1 on of base plates, using concrete 
expansion anchor bolts Bolts used only reinforced 
concrete walls 

ASWELL. D L Louisiana Power V Light Co 80/01/08 2pp. 


9003120712 Forwards IE Insp Rept 50-302/80-01 on 600116-18 No 
noncompllance noted 

hAOSEN.G L Region 4. Dallas, Reactor Operations Nuclear Support 
Branch 80/01/29 2pp 


— 8003120717 IE Insp Rept 90-302/00-01 on 800116-18 No noncompllance 
noted Major areas inspected operational staffing If overall 
pr eeperatlonal test program 

WE8TERHAN, T F . CONSTABLE, 0 L Region 4. Dallas, Office Of the 
Director 80/01/29 3pp 


60032B0649 Responds to IE Bulletin 79-28. ^'Fosilble Malfunction of 
NAMCO Model EA180 Limit Switches at Elevated Temps *' Further 
evaluations being performed L results will be foruetded by 
000919 

ASWELL, D U Louisiana Power ft. Light Co 80/02/05 kp 


0003270279 Forwards IE Insp Rept 90-382/80-02 on 000189-31 k 0201 No 
noncompllance noted 

BEIDLEtW C Region 4, Dallas* Reactor Construction I. Engineering 
Support Branch 80/02/12 2pp 


— 8003270285 IE Ihsp Rept 50-302/79-02 on 800129-31 k 0201 Mo 
noncompliance noted Major areas inspected followup of 
In-proccst welding activities on RCP boundary piping It 
followup on response to IE Dulketln 79-02. 

HALL.R E , CR088MAN.W A , DEAGH. A B Region 4. Dallas. Office of 
tha Director 80/02/12 6pp 


8003140021 Forwards IE Info Notice 80-06, ‘'Notification of Significant 
Events " No action required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 80/02/27 
if - ' 


0003120316 Forwards IE Info Notice 60-07, "Pump Shaft Fatigue 
Cracking " Mo response required 

8EYFRIT.K V Region 4, Dallas. Office of the Director. 00/02/29 
If 


0003180007 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument 9ys Power Supply During Operation " No specific 
action or response required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 90/03/07 

ip 


8003190221 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " Ko specific action or response 
requested 

BEYFRIT.K. V Region 4. Dallas. Office of the Director 80/03/07 

Ip 
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Q003260123 Fo-ruords IE Info Notice "PoiSible Occupataonal NedHh 

Haiard Associated l«7/Closed Cooling S^s far Opor^ttng Pouier 
Plants " No written response required 

SEYFRIT. K V Region 4. Dallas. Office of th# Director 00/03/07 

Ip 


B0032ia05a£i Forwards IE Oulletin 80»0Si “Vacuum Condition Revolting in 
Damage to Chemtcal Vol Control Sgs CCVCSI Holdup Tanks " 

Action S. written response required 

SEYFRIT, K V Region 4, Dallas, Office of Director 00/03/10 

Ip 


Q00326C350 Forwards IE bulletin eo-06. "'engineered Safetij Feature 
(ESF) Reset Controls “ No written rosponse required 
SEYFRIT. It V Region 4. Dallas. Office of the Director 0D/O3/I3 
Ip 


9003230416 Forurardi IE Info Notice 60~tl. “'Oenerlc Problems H/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sgs " No action or written response required 

SEYFRIT. K V Region 4. Dallas. Office of the Director B0/03/H 
Ip 


3003260321 Forwards IE Circular 0O-D4. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written responve 
required 

9EYFRIT.K V Region 4. Dallas. Office of the Director BO/03/14 
Ip 


S Reportable occurrences. LERs ( related correspondence 


9003190626 Informs NRC that final deficiency rept re LPSI pumps 
impeller shaft retaining mechanism failure wiil be delatfed 
due to addl time required for -completion of corrective 
action Final rept will be piovided by 800301 
ASWELL, n U Louisiana Power It Light Co 80/01/30 Ip 


8003180397 Advises that final deficiency rept re emergency daisel 

generators will be delayed until 800930 due to clearance I 

problems w/hoisting mechanism of emergency diesel generators 
overhead monorai] crane Nods will be performed on crane 
ASNELL. D L Louisiana Power ^ Light Co 80/03/14 2pp 


8OO310OS48 Discusses status of deficiency re const of sha f tsj springs 4i 
roller pm of emeigency diesel generators Delays encountered 
w/hoisting mechanism of overhead monorail crane Final rept 
will be submitted by 000930 

AS^IELL. D U Louisiana Power 6 Light Co 80/03/14 2pp 


DOCKET 90-307 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


A App 1 ication/construction stage documents & correspondence 


800313016D Notificatlan of 600227 meeting N/GE 4< Mart 11 owners group 
in Rethesda.MD to discuss Mark II lo-ng**ter<n program t plans 
to evaluate JAERl U GK6S data Proposed agenda end 
ELTAWtLA. F Containment Systems Branch GO/OS’/Ol 12pp 


0O>O3O6O599 Forwards request for addl info re OL application review in 
area of reactor sys 

PARR.O D Light Water Reactors Branch 4 B0/02/SO ISpp 


6003060403 Forwards presentation slides shown by Kraftwerk Union at 
800228 meeting Slides withheld (ref 10CFR2 7901 
CURTIS, N W Pennsylvania Power U Light Co 80/02/29 Ip 


8003250472 Forwards NRC 800126 I 021} 1 tr« to GE re mods to ONR 
rod drive sy-s Requests that mods not be performed on 
operating reactors until complete guidance has been issued 
in NUREO-0619 

PARR.D D Light Water Reactors Branch 3 30/03/06 2pp 


8003270060 Summary of 0OO22B meetl ng w/utll BWL. KWU (Germany ). SRI Inti 
^ Bechtel in Bethesda.ND re plant unique containment 
program New tasks will require erforts not previously 
anticipated Attendance list i< meeting handouts eficl. 

ELTAWlLA. F Containment ay stems Branch 00/03/07 62pp 


8003180321 Discusses use of N-234 & ^“^238 code cases during preservice 
exam of reactor pressure vsisel scheduled during Aug 1960 
Requests response if objections to use of codes are raised 
CURTIS. N W Pennsylvania Power i> Light Co 80/03/13, Ig 


6003210184 Forwards slides entitled, "Submerged Struc ture Teats." 
presented by SRI Jntl during 800230 meeting Slides 
withheld Iref 10CFR2 790) U available in Central Files only. 
CURTIS, N U Pennsylvania Power Light Co 80/03/17 Ip 


0 Adjudicatoiy torr e-spondence 


8003130136 Forwards petition opposing pi oposed plant 
DUGAN. J Affiliation Unknown 60/01/19 13pp 


8003060372 Motion to prohibit Susquehanna Environ Advo c a tes ( SEA J 
from participating in Contention l litigation for failure to 
answer pertinent interrogatories Absent any answer SEA 
should not conduct ciois eiaminaiion N/Cortiricate of Sve 
SILBERO. J C Pennsylvania Pouiei Light Co SIL68R0< J E Allegheny 
Electric Cooperative, Inc 3Il DERG, U C Shaw. Pittman, Potts !< 
Trowbridge 80/02/04 6p p 


9003190649 Motion to prohibit Environ Coalition on Nuc I ear Power from 
participating in enviion contentions litigation, due to 
failure to provide adequate response to interrogatories 
Moves for order compelling answei s Certificate of Sve end 
SiLDERO. J E Pennsylvania Power f* Light Co SILDGRO. J E Allegheny 
Elect! 1 C Cooperative. Inc SILDERO, J L Shaw. Pittman, Potts fii 
Trowbridge 80/02/04 l4pp 


8003040332 Requests to make limited appearance statement at licensing 
hearings 

SHIVELY. R P , SHIVELY, VN Afr 1 1 lat lon Unknown 80/02/08 Ip 


0OO3OSOO99 Requests to make limited appearance statement at licensing 
prehearing 

TAMLER. L Affiliation Unknown BO/02/08 Ip 


G0030S0104 Requests to make limited appearance atatomont at licensing 
prehearing 

JAYNE. T S Affiliation Unknown QO/ 02/09 Ip 


80032S03D6 Response in opposition to applicants' 900204 motion seeking 
to prohibit iffiter/enors from litigating contentions ft- 
seeking order to compel rurther discovery responses Answers 
lelled on available info Certificate uf Sve end 

JOHMSRUD, J H Envir onmenta 1 Coalition on Nuclear Power 80/02/12 
I2pp 


8003040328 Requests to make limited appearance statement at licensing 
hear ing 

REISINQER.6 Affiliation Unknown 80/02/14 2pp 


8003240509 Forwards JH Johnsrud 800212 affidavit re info contained in 
intervenor Environ Coalitiori on Nuclear Power responses to 
applicant interrogatories 

JQHNSRUD, J H Environmental Coalition on Nuclear Power 60/08/18 
IP 


— 8003240513 Affida/it re intervenor responses to applicant 
interrogatories 

JQHNSRUD, J H Environmental Coalition on Nuclear Power 60/02/12 

Ip 


8003250313 Motion In opposition to applicants' Q00204 motions directed 
to Susquehanna Environ Advocates. Environ Coalition on 
Nuclear Power 4 Citiiens Against Nuclear Danger Motions 
premature Certificate of Sve enc I 

HALLIOAN.T J Cl inerts Against Nuclear Dangers 00/02/18 6pp 


6003060707 Requests to make limited appearance statement at licensing 
prehear ing 

OUOOAN, M Affiliation Unknown 60/02/ 19 Ip 


6003130066 Order sotting 000320 prehearing confcreni-e at federal bldg 
Cour thouse. k/i 1 kes^Darre, PA Ai gument re applicants" motions 
seeking dismissal of Cttixens Against Nuclear Danger L 
limited participation of other intervonors will be heard 
DECHHOEFER. C Atomic Safety and Licensing Hoard Panel 60/02/22 
app 


800-3060729 Requests to make limited appearance statement at licensing 
prehearing 

PRACKG.S Affiliation Unknown 60/02/25 Ip 


—0003060733 Requests to make limited appearance statement at licensing 
prehearing 

EVANS. M A Affiliation Unknown BD/02/15 ip 


6003130094 Memorandum g-tvmg parties notice of questions r® rights of 
defaulting parties to be heard at 600320 prehearing 
conference Briefs on issue may be filed by 600317 
DECHHOEFER.C Atomic Safety and Licensing Board Panel 80/02/26 
2PP 


8003280136 Requests to make limited appearance statement at 600320 
hearing on facslity 

PERKINS.J Affiliation Unknown 80/03/02 Ip 
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30032B0010 NotxcF of appearance in proceeding Certificate of Svc enc L 
VOO£L< A E Pennsg lvania« State of SO/03/17 4pp 


H General corretpondence 


Q0031B0517 Forwards comments on "Criteria for Util Mflt Technical 
Competence " NF1C should establish clear criteria to ensure 
health ( safetg of public Realistic timetable must be set up 
to iirplement requirements 

KAUFFMAN^ J T Pennsylvania Power I Light Co 00/03/12 13pp 

g0032SO0B7 Protests util attempt to limit participation of intervenors 
at upcoming licensing hearings 
FALLON- P Affiliation Unknown 80/03/15 ip 


K Utility Final Safetg Analysis Report (FSARI ti amends 


8003060525 Forwards Amend 20 to application for OL- c ontaining Revision 
14 to rSAR.Vol 17 

CURTIS- N W Pennsylvania Power h Light Co 00/02/29. Ip 


1^-9003060526 Amend 20 to application for OLi containing Revision 14 to 
FSAR.Vol J7 

* Pennsylvania Power Light Co 80/02/29 ip 


— 0003060527 KBAR-Vol 17- Revision }4- constituting Amend 20 to application 
for QL 

* Pennsylvania Powei (t Light Co BO/02/29, 200pp 


P Operating license stage documents it corretpondence 


0003140419 Forwards Revison 1 to emergency p Ian- c ons tl tutlng Amend 19 
to QL app 1 Icati on 

CURTie.NN Philadelphia electric Co 80/02/29 Ip 

— 0003140425 Amend 19 to application for QLi conta ining Revision 1 to 
emergency plan 

CURTIS. N W Philadelphia Electric Co 80/02/26 Ip 

>—>0003140432 Revision 1 to emergency p Ian. constl tutlng Amend 19 to QL 
application 

CURTIB-N W Philadelphia Electric Co 00/02/29 400pp 


Q Inspection reports. IF Dulletins & correspondence 


8003060716 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups tt state atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIERjfi H Region I- Philadelphia- Office of the Director 
79/11/29 Ip 


8003050072 Forwards IE Insp Ropt 50*'3a7/79-34 on 791029-1102 No 
none omp 1 lance noted 

URUNNER-E U Region I- Ph i lade Ip hia- Reactor Operations Nuclear 
Support Branch 00/01/02 2pp 


— 6003050079 lE Insp Rept 50-3B7/77-34 on 791029-1102 No noncompliance 
noted Major areas inspected preoperati anal test program- 
cooling water sys t* integrated flush hydrostatic testing 
of reactor pressure vessel 

NICHOLAS, H H . RHOADS, 0 0 Region i, Phi I adelph ia. Office of the 
Director CAPHTON, D L Region I, Phi lade Iphia, Reactor Operations 
Nuclear Support Branch 79/12/20 9pp 


8003060536 Partial response to IE Bulletin 79-14 "Belsoitc Analvsls for 
As-Built Safety-Related 8ys Submits schedule for 
completion of Nuclear Class 1 stress repte Head vent head 
spray stress repts will be completed on 601017 
CURT18-N W Pennsylvania Power U Light Co 00/01/17 tp. 


B003190916 Forwards IE Insp Repts 50-3B7/79-39 4c 50-3BQ/79-20 on 
791100-09 h 25-20 No noncomp 1 lane • noted 

CARL80N-R T Region I- Phi lade Ip h ia- Reactor Construction It 
Engineering Support Branch 00/01/22 2pp 


— 8003190920 IE Insp Repts 50“3B7/79-3e 6 5O-3e0/79-2O on 791108-09 |< 
25-20. No noncomp 1 iance noted Najor araas inspected ’ two 
allegations re electrical cables mfg by American Insulated 
Wire Corp 

FIN«EL.A E T SMITH.R Region 1, Philadelphia; Office of the 
Director EDNETER.Q D Region I, Philadelphia; Reactor 
Construction 4< Engineering Support Bran-ch 00/01/21 19pp 


3003190894 Forwards IE Insp Rept 50-3B7/79-39 on 791226-28 No 
noncompliance noted 

BRUNNER- E J Region L. Philadelphia, Reactor Oparatlatis Nuclear 
Support Branch BO/Ol/25 2pp 


— B003190902 IE Insp Rept SO-3B//79-a9 on 791226-28 No none omp 1 iance 
noted Major areas inspected test program requirements* 
i mp lemen tation. proc edures procedures revi ews , tch edu 1 i ng- 
sequencing U witnessing V ECCS 

NICHOLAS. H H - KEHOE. D V Region i- Philadelphia, Office of the 
Director CAPHTON- D L Region I, Ph 1 1 ad e 1 ph ia- Reactor Operations 
Nuclear Support Branch 80/01/23 8pp 


3003340281 Responds to IE Dulletin 79-25. ''Failures of Westinghouse BPD 
Relays in Saf ety-Rela t ed Sys " No relays used in safety- 
related sys 

CURTIS- N U Pennsylvania Power & Light Co 80/01/28 Ip 


8003140072 Responds to IE Bulletin 79-2B NAMCO Model EA180 limit 
switches in use at facility Util is determining if switches 
are utiliied in safety-related application 
CURTIS. N W Pennsylvania Power it Light Co 00/02/1 1 Ip 


3003120550 Forwards IE Info Notice 80-07- "Pump Shaft Fatigue 
Cracking " No response required 

ORlERiO H Region 1. Phi ladielph ia- Office of the Director 
00/02/29 Ip 


G003190277 Forwards IE Info Notice BO-OS "States Co Blidlng Link 
Electrical Terminal Block " No specific action or response 
requested 

GRIER, 0 H Region 1# Philadelphia, Office of the Director 
80/03/07 Ip 


6003260343 Forwards IE Info Notice 00-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

ORIER-B H Region li Phi 1 ad e Iph la, Office of the Director 
00/03/07 1 p 


8003260456 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting In 
Daepage to Chemical Vol Control Sys (CVCS> Holdup Tanks " 

Action & written response required 

GRIERiB H Region i, Ph i ladelph ia. Office of the Director 
00/03/10 )p 


6003260162 Forwards IE Bulletin 60-06, "Englnetred Safety Feature 
(ESFJ Reset Controls “ No written response required 
ORlERiO H Region t. Philadelphia, Office of the Director 
60/03/13 ip 


QOO329033B Forwards IE Info Notice aO‘lt. "Generic Problems W/ABCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 
GRIER, D H Region I, Ph I ladelph ia, Office of the Director 
80/03/(4 Ip 


0003260062 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
rtqei ired 

GRIER. D H Region 1, Philadelphia, Office of the Director 
00/03/14 ip 


8 Reportable occurrences, LERs it related correspondence 


8003060346 Ack receipt of util 000111 Interim deficiency rept re 
potential deficiency In amphenol connectors fc Cutler Hammer 
£-30 switches 

CARLSON.R T Region 1. Philadelphia. Reactor Construction it 
Engineering Support Branch 00/01/(7 ip 


0003060337 Ack receipt of util 791129 interim deficiency rapt re 
violation of separation criteria for 4 16 kV switchgear 
CARLBONiR T Region 1* Philadelphia. Reactor Construction it 
Engineering Support Branch 80/01/18 Ip 

0003260414 Ack receipt of 800122 Interim deficiency rept re copad 
structural floor beams 

CARLBONiR T Region If Philadelphia, Reactor Construction «, 
Engineering Support Branch. BO/02/04 Ip 

— 8003260423 Interim deficilency rept coped floor beams burned U cut 
beyond proecrlbad lines documented in IE Inep Repts 
5O-a07/79''J5 Similar noncomp i iances noted by Bechtel Util 
it Bechtel evaluations undarway 

CURTlSiN W Pennsylvania Power I? Light Co BO/01/22, 2pp 
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8003060019 Ack receipt SOOSOl Interim deficiency rept r« pouier 
generation control compl et/advanced control room alectrlcal 
connector) in inner rin^i back roui U relay panel* 

CARLSON* R T Region !■ Phi lad e Iph i ai Reactor Co-netruction & 
Engineering Stipport Branch 60/02/14 Ip 


8003310136 Interim deficioncy rapt re pipe support deelgn draulngi 
released for fabrication tc metallatlan Unit 1 verification 
program i* complete u/exc eption of several leometrics on 
hold Unit 2 program uill be completed by 7une 1900 
CURTIS.N W Penniy Ivania Pouer U Light Co QO/03/24 2pp 


8003060062 Ack receipt of 800201 interim deficiency rept re 
unaubhoriied welding of pipe hanger assembly to reactor 
pressure vessel 

CARL80N*R T Region li Phi lade Iph ia# Reactor Construction It 
Engineering Support Dranch 80/02/14 Ip 


U Congreasional/Eiecutive Correspondence 


9003060149 Responds to 600125 Itr transmitting correspondence from TJ 
Halligan Forwards ASLB 600104 S' 791030 memorandum order It 
"NRC Answer to Cltliens Against Muclear Danger notions " 

U/o end 

OIRCKBjW J Qffice of the Executive Director for Operations 
60/02/19 Ip 


**-8003060160 Requests findings I* vieus in response to TJ Kelllgan 
correspondence re motion to ASLB on const of facilitiei 
Forward* TJ Halligan Itr t R8 Schwelker Itr to Citizens 
Against Nuclear Dangers 
SCHWEfKERiR 8 Senate 60/01/25 3pp. 


--6003060170 Petitions US Senators from PA to oversee motion before A8LD 
by directing OAO investigators to visit for in-depth imp 
Contend* that serious const deficiencies at facilities have 
been covered up 

HALLlOANrT J Pennsylvania Power l< Light Co 79/lS/t3 0pp 


8003060197 Responds to 800118 request to advise of action on complaint 
of constituent Creistnan NRC has not thwarted intervention 
attempts of groups opposed to licensing of facilities 
forward* ASLB 79J030 U 0624 orders M/o end 
DIRCKS<M J Office of the Executive Director for Operetione 
00/02/19 Ip 


6003210184 Forwards slides enfcitledi "Submerged Structure Te*ts< " 
presented by SRI Inti during 800228 meeting Slides 
withheld (ref 1O0FR2 790) available in Central Filet only 
CURTISi N tf Pennsylvania Power tt Light Co BO/03/17 Ip 


0 Adjudicatory correspondence 


6003130130 Forwards petition opposing proposed plant 
DUOANi J Affiliation Unknown 60/01/19 13pp 


8003060372 Motion to prohibit Susquehanna Environ Ad voCa tes < SEA) 
from participating in Contention i litigation for failure to 
answer pertinent interrogatories Absent any answer SEA 
should not conduct cross examination H/Cert i f i cate of Bvc 
SILBEROf J E Pennsylvania Power I Light Co 8 ILBER 84 J E Allegheny 
Electric Cooperative. Inc SlLBERC.J E Shaw. Pittman. Potts b 
Trowbridge BO/02/04 6 pp 


6003190649 Motion to prohibit Environ Coalition on Nuclear Power from 
participating in environ contentions 1 1 tlgati on. due to 
feilure to provide adequate response to interrogatories 
Moves for order compelling answers Certificate of 8 vC end 
SILDEROiJ E Pennsylvania Power I light Co 8 ILBERO 1 J E AUightny 
Electric Cooperative. Inc SILDERO. J E Shaw. Pittman. Pott* b 
Trowbridge 60/02/04 14pp 


6003040332 Request* to make limited appearance statement at licensing 
hearings 

SHIVELY. R P . SHIVELY. V M Afniiatton Unknown 80/02/08 Ip 


6003050099 Requests to make limited appearance statement at licensing 
prehear Ing 

TAMLERi L Affiliation Unknown 60/02/06 Ip 


— 6003050104 Requests to make limited appearance statement at iicinting 
prehear ing 

JAYNE. T 8 Affiliation Unknown 80/02/09 Ip 


6003250306 Response in opposition to applicants' 800204 motion tecklng 
to prohibit iutervenors from litigating contentions b 
seeking order to compel further discovery rttponees Answers 
relied on available info Certificate of Svc encl 

J0KN6RUD. J H Environmental Coalition on Nuclear Power 80/02/12 

12pp 


--B003060209 Forwards constituent Itr re alleged attempt by NRC to thwart 
attempts of antinuclear groups to intervene in licensing 
proceedings for fac i 1 1 ties. Roque sts advicing of actions 
taken 

RITTER. D House of Rep 80/01/16 4pp 


DOCKET 50-300 SUSOUEHANNA &TEAM ELECTRIC STATION. UNIT 2 


A App 1 icatlon/consiruction stage documenti L correspondence 


8003130168 Notification of 600227 meeting U/0>E I ffark II owners group 
in Bcthesda.MD to discuss Mark II long'-'terrn program plans 
to evaluate JAERI 0K58 data Proposed agenda end 
ELTAWILA. F Containment Bystems Dranch 60/02/01. 12pp 


9003060599 Farwardi request for addl info re OL application review In 
arte of reictor syi 

PARRrO D Light Hater Reactors Oranch 4 80/02/20 12pp 


8003060403 Forwards presentation slides *hown by Kraftwerk Union at 
800228 meeting Slides withheld (ref 10CFR2. 790) 

CURTIS. N N. Pannsylvania Power it Light Co 60/02/29 Ip 


9003250472 Forwards NRC 800126 0211 Itrs to 9E re mods to BUR 

rod drive syt Requests that mods not be performerf on 
operating reactor* until complete guidance hae been issued 
In NURE0-O6I9. 

FARRiO D Light Hater Reectors Prench 3 60/03/06 Spp 


8003270060 Summary of 800226 meeting w/wtil BNL. KWU f Oermany >. SRI Inti 
t. Bechtel in Bethesda.hD re plant unique containment 
program New tatks will require efforts not previously 
anticipated Attendance list -li (neetlng handouts encl. 

ELTAWILA. F Containment Systems Branch 80/03/07 6Rpp< 


3003040326 Requests to make limited appearance statement et licensing 
hear ing 

REI8IN0ER.8 Affiliation Unknown 80/02/14 2pp 


8003240509 Forwards JH Johnsrud 600212 affidavit re info contained in 
intervenor Environ Coalition on Nuclear Power responses to 
applicant interrogatories 

JOHNSRUD. J H Environmental Coalition on Nuclear Pojer 80/02/16 
IP 


--8003240513 Affidavit re intervenor responses to applicant 
interrogator i es 

JOHNSRUD I J K Environmental Coalition on Nuclear Power 80/02/12 
tp 


8-003250313 Motion In opposition to applicants' 800204 motions directed 
to Susquehanna Environ Advocates. Environ Coalition on 
Nuclear Power 4* Cltliens Against Nuclear Danger Motions 
premature Certificate of Bvc end 

HALL I CAN. T J Cltitens Against Nuclear Dangers 80/02/18 6pp, 


8003060707 Requests to make limited appearance statement at licensing 
prehearing 

OUOOAN. M Affiliation Unknown 80/02/19 Ip 


8003130006 Order setting 800320 prehearing conference at federal bldg 
Courthouse, Wi I kes-Darre. PA Argument re applicants' motions 
seeking dismissal of Cltitens Against Nuclear Danger 
limited participation of other Intervenors will be heard 
BECHHOEFERrC Atomic Safety and Licensing Board Panel 80/02/22 

2pp 


6003060729 Requests to make limited appearance statement at licensing 
prehearing, 

FRACKE. 8, Affiliation Unknown 80/02/25 Ip 


8003160521 Diicusset use of N-234 
exam of reactor pressure vessel 
Requests response if objection* 
CURTIS.N W Pennsylvania Power 


%t K-239 code cates during preservic* 
tcheduled during Aug 1960. 
to u«« of codes ere raised. 
it Light Co. 60/03/13 Ip. 


— 8003060735 Requests to make limited appearance etatement at licensing 
prehearing 

EVANSiMA Affiliation Unknown 60/02/15, Ip 
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B0031G0094 Msmot andum giving partiva notice of queftion* re rishts of 
defaulting parties to be heard at 800320 prehearinp 
conference Srleft on iaai/e mag be filed bg 800317 
BECHHOEFERfC Atomic Safety and Licensing Board Panel. 80/02/26 

2 pp 


3003280136 Requests to maVe limited appearance statement at 600320 
hearing on facility 

PEAKIKS.J Affiliation Unknown 80/03/02 Ip 


3003280010 Notice of appearance in pioceedlng Certificate of Bvc end 
VOOEL. A E Pennsylvania! State of 80/03/19 4pp 


H Oeneral correspondence 


6D03180819 Forwards comments nn "Criteria for Util Mgt &< Technical 
Competence *' NRC should establish clear criteria to ensure 
health h safety of public Realistic timetable must be set up 
to implement requirements 

KAUFFMAN. J T Pennsylvania Power Light Co BO/03/12 I3pp 


8003280097 Protests util attempt to limit participation of Intervenori 
at upcoming licensing hearings 
FALLON. P Affiliation Unknown 80/03/15 Ip 


K Utility Final Safety Analysis Report (F 8 AR> amends 


8003060925 Forwards Amend 20 to application for OL. contalnl ng Revision 
14 to FSAR.Vol 17 

CURTI 6 . N W Pennsylvania Power Light Co 80/02/29 Ip 


— 8003060526 Amend 20 to application for GL. conta Inlng Revision 14 to 
FSAR.Vd 17 

« Pennsylvania Power tc Light Co 80/02/29 Ip 


'"-6003060527 FSAR.Vol 17. Revision 14. c onst itut ing Amend 20 to application 
far QL 

« Pennsylvania Power 6 . Light Co QO/02/29 200pp 


P Gperating license stage documents 6 correspondence 


8003140419 Forwards Revison 1 to emergency p Ian. constl tilting Amend 19 
to QL app 1 ication 

CURTIS. N U Philadelphia Electric Co 80/02/29 Ip 


— 8003140425 Amend 19 to application for DL. conta Inlng Revision 1 to 
emergency plan 

CURTIS.N W Philadelphia Electric Co 60/02/26 Ip 


'—8003140432 Re/ision 1 to emergency p 1 an. constl tvtlng Amend 19 to QL 
app 1 icat ion 

CURTIS.N W Philadelphia Electric Co 80/02/29 4Q0pp 


Q tnipectlon reports. IE Bulletins it correspondence 


6003060716 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups |< state atiy 
general ofcsrcopies of escalated enforcement correspondence 
ssnt by NRG to licenseoi 

ORlERiD H Region 1. Philadelphia. Office of the Director 
79/11/29 ip. 


8003060536 Partial response to IE Bulletin 79-14 ^'Seismic Analysis fo.r 
As-Built Baf ety-Re lated Syt Submits schedule for 
completion of Nuclear Class I stress repts Head vent it head 
spray stress repts will be completed on 801017 
CURTIS, N W Pennsylvania Power it Light Co 80/01/17 Ip 


6003190916 Forwards IE Insp Repts SO-397/79-30 it 50-3Q8/79'-20 on 
791108-09 i 25-28 No noncomp 1 ianc e noted 

CARLSQNrR.T Region 1. Ph i lade I ph ia. Reactor Construction h 
Engineering Support Branch 80/01/22 2pp 


—8003190920 IE Insp Repts 50-387/79-38 50-300/79-20 on 791100-09 

29-28 No noncomp 1 ianc e noted Major areas Inspected two 
allegations re electi leal cables mfg by American Insulated 
Wire Corp 

FINKEL.A E r BMITH.R Region 1. Phi ladelphia* Office of the 
Director EDNETER.S D Region 1. Philadelphia. Reactor 
Construction h Engineering Support Branch 60/01/21. I9pp 


8003040281 Responds to IE Bulletin 79-23. "Failures of Mestinghouse BFD 
Relays in Saf ety-Related 8 ys ■' No relays used in safety- 
related sys 

CURTISrN W Pennsylvania Power h Light Co 80/01/28 Ip 


8003140072 Responds to IE Bulletin 79-28 NAMCO Model EAiBO limit 
sultch.es in use at facility Util is determining if switches 
are utlliied in safety-related application 
CURTIS.N U Pennsylvania Power t. Light Co 60/02/11 Ip 


8003120550 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

ORlERi 11 H Region t, Ph 1 lade 1 ph la > Office of the Director 
60/02/29 Ip 


8003190277 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical terminal Block " No specific action or response 
requested 

CRIER. D H Region t. Ph i lade 1 phia , Office of the Director 
80/03/07 I p 


8003260343 Forwards IE Info Notice 60-10. "Partial Loss of Non-Nuclear 
Instrument 8 gs Power Supply During Operation " No specific 
action or response required 

ORIER.B K Region 1. Ph 1 iade 1 ph ia. Office of the Director 
80/03/07 Ip 


8003260496 Forwards IE Bulletin 80-05. "'Vacuum Cond 1 1 i on Resulting in 
Damage to Chemical Vol Control Sys (CVCSk Holdup Tanks " 

Action & written response required 

GRIER. B H Region 1. Ph i iade 1 pii la. Office of the Director 
60/03/10 Ip 


6003260162 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
i£SF) Reset Controls " No written response required 
GRIER. B H Raglan 1. Philadelphia. Office of the Director 
80/03/13 ip 


8003250356 Forwards IE Info Notice 80-11. "Generic Problems N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
&ys " Mo action or written response required 
ORIERrB K Region 1. Philadelphia. Office of the Director 
80/03/14 tp 


6003260C62 Forwards IE Circular a0’'04i "Securing of Threaded Locking 
Devices on Saf e ty-Related Equipment " No written response 
required 

ORIER. □ H Region 1. Philadelphia, Office of the Director 
80/03/14 Ip 


S Reportable occurrences. LERs 6 related correspondence 


8003060346 Ack receipt of utjl 800111 interim deficiency rept re 
potential deficiency in amphenol connectors 6 Cutler Hammer 
E-30 switches 

GARL 8 ON 1 R T Region i-i Phi ladel ph ia. Reactor Construction 6 
Engineering Support Branch QO/O-l/l? Ip 


8003260414 Ack receipt of 600122 interim deficiency rapt re coped 
structural floor beams 

CARL80M.R T Region 1. Philadelphia. Reactor Construction %t 
Engineering Support Branch 00/02/04 Ip 

— 8003260423 Interim deflciiency rept coped floor beams burned L cut 
beyond prescribed lines documented in IE Insp Repts 
50-367/79-15 Similar noncompl lances noted by Bechtel Util 
& Bschtei eveluations underway 

CURTIS.N N Pennsylvania Power it Light Co 80/01/22 2pp 


8003310136 Interim deficiency rep b re pipe support design drawings 
released for fabrication L installation Unit I verification 
program is complete w/eicception of several isometrici on 
hold Unit 2 program will be completed by June 1930 
CURTI 8 . N M Pennsylvania Power it Light Co 80/03/24 2pp. 


U Congress iona 1 /Execut 1 ve Correspondence 


8003060149 Resgands to GO-0125 Itr transmitting correspondence from TJ 
HalHgan Forwards ASUD 60D104 it 791030 memorandum & order it 
♦'NRC Answer to Cltliens Against Nuclear Danger Motions *' 

W/q enc 1 

DIRCKSitJ J Office of the Enecuttve Director for Operations 
60/02/19 Ip 


—0003060160 Requests findings 6 views In response to TJ Halllgan 
correspondence re motion to ASLB an const of facilities 
Forwards TJ HalHgan Itr V R 8 Schuelker Itr to Citizens 
Against Nuclear Dangers 
ECHHEIKER.R 6 Senate 80/0 i/25 3pp 


— B003060170 Petitions U 8 Senators from PA to oversee motlofi before A 8 LD 
by directing OAQ investigator s to visit for in-depth insp 
Contends that striaus const deficiencies at facilities have 
been covered up 

HALLIOAN.T, J Pennsylvania Power i Light Co. 79/12/13 app 
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GC030&0177 Responds to 300118 request to advi«« of action on cooiplaint 
of conitttucnt Cre%«man NRC has not thutarted int^rvantion 
attainpts of groups apposed to licensing of facilitlas 
Forwards ASLG 791030 0334 orders M/o end 

DIRCK3, N J Officfi of tKe Executive Director for Operations 
30/02/19 Ip 


--a0030-d,0209 Forwarils constituent J tr re alleged attempt by NRC to thwart 
attempts of antinuclear groups to intervene In licensing 
proceedings for facilities Requests advising of actions 
taten 

RITTER, D House of Rep GO/Ol/ie -Ipp 


DOCKET 50-389 ST LUCIE PLANT* UNIT 2 


A App 1 icflt i on/constf uc tion stage documents t« correspandenc* 


80031306&7 Summarij of 600214 ^ 15 site visit f* meeting w/utll re 
caseload forcast Plant const status schedule discussed 
OIRKELrR A Light Water Reactors Branch 2 00/02/22 &pp 


P Securityr modical, emei ganeg ft fire protection plans 


3003170250 Forwards J Tounelg 790927 Itr re amount of hose at hose 
houses 1( inadequacy of breathing air sys Concurs w/comments 
MACDOUOALLr E A Sreofihaven National Laboratarg 79/10/05 3pp 


0 Adjudicatory correspondence 


3003040245 Response to ASLAB questions t brief re loss of all ac 
power Urges ASLAB to make affirmative findings on remaining 
Issues t( to affirm CP issuance Certificate of Sve end 
RATON* W D . OLNSTEADry J Hearing Branch 4 60/02/29 ASp p 


6003270033 Order granting extension until 800320 for Commission to act 
to review ALAB-579 

CHtLKi S J Office of the Secretary of the Commission 60/03/17 
If 


M Antitrust corr eipondtnce 


3003040665 Netice of appearances in proceeding Certifieate of 8vc end 
FABRIKAItr. R , POND.-O K Justice, Dept of 60/02/19 5pp 


N Antitrust hearing transcripts 


8003120991 Transcript of 800305 prehearing conference in □rlando*FL 
Pp 270-375 

* Commission 00/03/05 9Bpp 


0003260250 Requests that corrections be inserted in 000305 transcript 
re prehearing conference held in OrlandoxFL Certificate of 
Sve end 

DEWYit 8 Antitrust Division 60/03/13 3pp 


0 Inspection reports, IE Bulletins 4< corrcspandenca 


0003190107 Forwards IE Circular 79-2S*Suppl A* "Shock Arrestor Strut 
Assembly Interference No written response re«iuired. 

O'REILLY, J.P Regions* Atlanta, Office of the Director 60/01/31 

Ip 


0003120027 Forwards IE Circular 00-02* '^Nuclear Rawer Plant Staff Work 
Hours " Mo written response required 

O'REIlLYiJ P Region 2* Atlanta, Office of the Director aO/02/Ot 
Ip 


389/80-02 on 000117-10 No 

tor Construction 4c EngineeTlng 


3117-16 No nancompl iance 
II of QC inspectors 4< 

s. Reactor Construction U 


possible defect In certain 
fabricated 
t replaced per 

52/07. Ip, 


8003130058 Forwards IE Bulletin 00-04, "Analysis of PWR Main Steam Line 
Break H/Continued Feedwater Addition " No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/06 
2pp 


0003190422 Forwards IE Info Notice BO-OS, “Chloride Contamination Of 
Safety-Related Piping t Components ” No written response 
required 

O'REILLY. JP Region 2, Atlanta, Office of the Director 80/02/06 
IP 


8003060467 Act receipt of 791121 V 1220 Itrs informing NRC of steps 
taken to correct violation noted in IE Insp Rept 
50-399/79-16 

O'RElLLYrJ P Region 2, Atlanta. Office of the Director 60/02/21 
2pp 


—8003060477 Responds to NRC 79IP05 Itr requesting addl info re violation 
noted in IE Insp Rept 50-309/79-18 OC did not physically 
inspect mail since msp was done in store GC only verified 
documentation Now stores must recteve QC release 
UHRIO.R E Florida Power t< Light Co 79/12/20 2pp 


6003210111 Ack receipt of 800214 Hr informing NRC of steps taken to 
correct viotations noted in IE Insp Rept 50-3B9/80-0I 
BRYANT, J C Region 2, Atlanta, Reactor Construction 4, Engineering 
Support Branch 80/02/27 Ip 


—0003210116 Responds to NRC 800124 Hr te violations noted in IE Insp 
Rept 50-369/80-01 Corrective actions Site Quality Procedure 
80P-I9 reviewed 4 temporary change clarifies Util position 
re manual employees provided by local const trade unions 
tIHRICiR E Florida Power i. Light Co 80/02/15 2pp 


—8003210119 Forwards IS Insp Rept 50-389/00-01 on SOOtO0-ll 4, noHce of 
Violation 

0RYANT*J C Region ?, Atlanta, Reactor Construction 4t Engineering 
dupport Branch 00/01/24 2pp 


—6003210122 Notice of violation from insp on Q00106-11 

e Region 2, Atlanta, Office of the Director 80/01/24 Ip 


— 0003210125 IE Insp Rept 50-389/00-01 on 800108-11 Noncompliance noted 
failure to perform 4, recorJ OA indoctrination for manual 
employees at required by SQP-9 t< SQP-i9 

HUNT.N D Region 2, Atlanta, Reactor Construction ti. Engineering 
Support Branch BURDETTE. T E Region 2, Atlanta, Office of the 
Director 60/01/24 Spp 


0003190020 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking '* No response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 60/C2/29 
2pp 


8003140400 Forwards 1C Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/07 

2pp 


8003160305 Forwards IE Info Notice 00-00 "States Co Sliding Link 
Electrical Terminal Block *' No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/07 

2pp 


8003270024 Forwards IE Bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 9ys iCVCS} Holdup Tanks " 

Action 4c written response required 

O'REILLY, J P Region P. Atlanta, Office of the Director, 80/03/10 

ip 


8003260221 Forwards IE Bulletin 00-06, "Engineered Safety Feature 
(EBF) Reset Controls “ No written response required 
O'RElLLYiJ P Region 2* Atlanta, Office of the Director 80/03/13 
Spp 


8003230565 Forwards IE Info Notice 00-U, "Oenerlc ProbHms W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8ys “ No action or written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Dlredtor. 00/03/14 

4 


6003260171 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required, 

O'REILLY, J P Region 2, Atlanta, Office of tha Director 80/03/14 
3pp 
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S RBpQTt^bla occurrencssi UERt i related correspondence 


300319067G Portuards final con^t de^icienctj rept re Hurricane David 
damage 

UHRtO.R E Florida Pouter ii Light Co QD/D2/01 Ip 

— 8003190695 Final tonjt deficlenci^ rept on 790903. Chi cog o Dridge U Iron 
guged derricV collapsed during Hurricane Davi d. damag ing 
reactor auiiliarg V concrete shield bldgs Caused bg 
inadequate securing Neut derrick uill be erected 600107 
* Florida Power Light Co 80/02/01 lApp 


0OO31GO662 PNS** 11 ’'80-004 on 000213. unknown individual telephoned 
site & told receptionist bomb would go off uilihin hour 
Search conducted ^ surveillance increased Results negative 
FERNY. C D . KENNA. W 8 Region 2. Atlanta. Office of the Director 
00/02/13 Ip 


DOCKET 80''390 WATTS BAR NUCLEAR PLANT, UNIT I 


A App 1 1 c ation/construc ti on stage documents correspondence 


B003140019 Forwards License 8NM-1061 authoriiing receipt. possets ion, 
insp ^ storage of U enriched in U-235 isotope contained in 
120 fuel assemblies 100 loose fuel rods Gafetg evaluation 
enc 1 

CRQWj W r Uranium Fuel Licensing Sranch 79/09/05 2pp 


"-0003140023 License 8NN-1061 authoriiing receip t. possession Insp (c 
storage of U enriched m U-233 Isotope contained in 130 fuel 
assemblies 100 loose fuel rods 

CROW. H T Uranium Fuel Licensing Branch 79/09/08 Ip 


000314002/ Bafetg evaluation supporting util 790608 application tt 
790017 luppl for License SM1-106t 

DELANEY. J C , CROW. W T Uranium Fuel Licensing Branch 79/09/08 

Spp 


0003200527 Bubmits update to 791213 Itr ro status of investigations 
into Framotome reactor vessel noitle cracking Results 
indicate reactor vessel nottles are not susceptible to 
cracking 

ANDERSON. T M Westinghouse Electric Corp 00/01/31 2pp 


8003260405 Forwards Westinghouse 000304 Itr to TVA recommending 
performing low pressure portion of upper head injection sys 
4i not performing high pressuie bloudoun test Concurs w/ 
r ecommendat i on S requests NRC evaluation 
eilLLBiLH Tennessee Valleg Authority 80/03/21 4pp 


0 inspection reports, IF Bulletins i correspondence 


0003190634 Forwards IE Insp Repts 50-390/79-43 & 50-391/79-36 on 
791203-19 No noncompliance noted 

BRYANT, J C Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 00/01/10 2pp 

— B003190639 IE ?nsp Repts 50-390/79-43 U 50-391/79-36 on 791203-19 No 
noncompliance noted Major areas inspected storage I* handling 
of stainless steel p i p mg, app 1 ic ation of sealant U silicon# 
foam in electrical conduits & testing of diesel generator 
CANTRELLrP 8 Region 2. Atlanta, Reactor Construction U 
Engineering Support Branch THOMAS, M Region 2. Atlanta, Office 
of the Director 00/01/10 3pp 


0003050205 Forwards IE Insp Repts 50-390/00-02 «« 50-391/00-01 on 
000100-11 No noncompt lance noted 

BRYANT, U C, Region 3. Atlanta. Reactor Construction U Engineering 
Support Branch 00/01/24 2pp 


—8003050288 IE Insp Repts 50-390/80-02 L 50-391/80-01 on 800100-11 No 
none omp 1 1 anc e noted Major areas inspected welding on safety- 
related p ip ing , def Ic iency 1 terns, nonu^eld i ng activity for 
safety-related piping U safety-related support!. 

CANTRELL, F 8 Region 3. Atlanta. Reactor Construction 6 
Engineering Support Branch THOMAB. M . OOUOE. M J Region 2. 
Atlanta. Office of the Director 80/01/24 Spp 


0003070001 Responds to IE Bulletin 79-OlB. "Environ Oual if ic ation of 
Class IE Equipment *' Bulletin applies only to operating 
plants Info responsive to bulletin will be provided for 
Browns Ferry facilities 

MlLLSiL M Tennessee Valley Authority 80/01/25 2pp 


0003130657 Ack receipt of IE Dulletin 79-OIB.Will not provide info re 
Sequoyah U Watts Bar facilities Will provide info re Browns 
Ferry facilities 

NILLB.L M Tennessee Valley Authority 00/01/25 2pp. 


0003170052 Forwards IE Info Notice 00-03. "Main Turbine 
El ec trohydrau I 1C Control Sy» " No specific action or 
1 esponse required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 00/01/31 
3pp 


0003190124 Foruardi IE Circular 79-25. Bupp I A, "Shock Arrestor Strut 
Assembly interference No wi itten response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/01/31 
ip 


0003190255 Ack receipt ot 800124 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 30-390/79-45 
50-391/79-39 

DRYANT. J C Region 2. Atlanta, Reactor Construction U Engineering 
Support Branch 80/01/31 6pp 


— 0003190261 Forwards IE Insp Repts 50-390/79-45 t. 50-391/79-39 on 
791129-30 U notice of violation 

MURPHY, C E Region 2, Atlanta Reactor Construction Engineering 
Support Branch ED/Ol/04 2pp 


— 8003190266 Notice of violation from insp on 791129-30 

* Region 2. Atlanta. Office of the Director 80/01/03 2p p 


— 80D3190873 IE Insp Repts 50-390/79-45 50-391/79-39 on 791129-30. 

Noncdmp 1 lance noted failure to document repetitive 
nonconformance or properly evaluate K report safety 
significant condition 

CANTRELL. F 8 Region 2, Atlanta. Reactor Construction l< 

Engineering Support Rrancb WftlOlIT.R W Region 2, Atlanta. Office 
of the Director 00/01/03 6pp 


0003190546 Forwards IE Insp Rept 50-390/00-01 on 000102-04 No 
noncompliance noted 

LEWI8.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/02/04 2pp 


—8003190557 IE Insp RepC 50-390/80-01 on 000102-04 No roncompl I ane e 
noted Major areas inspected preopeTati ona 1 test procedures & 
tour of plant areas 

UPRIGHT. C M Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch SAVER, R C . FORD. E J Region 2. Atlanta, Office of the 
Director 00/01/30 6pp 


0003210176 Forwards response to IE Bulletin 79-2B Util located 25 NAMCQ 
Model EA180 stem mounted switches that are code dated 
between Feb U Aug 197? at Sequoyah Unit 1 Investigation 
continuing for Sequoyah Unit 2 

MILL8.LM Tennessee Valley Authority 60/02/06 2pp 


8003180002 Forwards IE BulUtin 00-04. "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " No written response 
required 

O'REILLY, J P Region 5. Atlanta, Office of the Director B0/O2/OB 

2pp 

8003190441 Forwards IE Info Notice 80-05. "ChUride Contamination of 
Safety-Related Piping Cotnponents " No written response 
requ Ir ed 

O'REILLY,^ P Region 2. Atlanta, Office of the Director 60/02/08 
IP 

0003250097 Ack receipt of 800130 Hr informing NRC of steps taten to 
correct violations noted in IE Insp Repts 50-390/79-41 1. 

50-391/79-38 

DRYANT.J C Region 2. Atlanta, Reactor Construction U Engineering 
Support Dranch €0/02/08 2pp 

— 0003250103 Responds to NRC 000108 Itr re violations noted in IE Imp 
Repts 50-390/79-41 it 50-391/79-30 Corrective actions 
engineering approval i squired for rigging from permanent 
plant equipment Pipe rewelded 

HILL8.L H Tennessee Valley Authority 00/01/30. 3pp 


—0003250393 Forwards IE Insp ftepti 50-390/79-41 Ic 50-391/79-39 on 
791204-07 notice of violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction U Engineering 
Support Branch 80/01/08 2pp 

— 80032501Z4 Notice op viola ti on ' from insp on 791204-07 

e Region S. Atlanta. Office of the Director 79/12/31 Ip 


— 0003250136 IE Insp Repts 50-390/79-41 it 50-391/79-30 on 791804-07 
Noncompliance noted failure to establish adequate measures 
for handling 8. storage of equipment i metis te failure to 
follow welding procedure purpe requirements^ 

HERDT.A fl Region 2, Atlanta. Reactor Construction it Engineering 
Support Branch KLE I NBOROE. W P Region 2. Atlanta. Office o# the 
Director 79/12/31 Spp 
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6003H005S Forufardt f£ Info Nottca 80-06i> "Nati f i cat i on ot Significant 
Evanti '* No action required 

□ 'REILLV, J P Region 2i Atlanta. Office of the Director 30/02/27 

ip 


e00ai90&99 Ack receipt of 800204 Ur Infornving NftC of *teps taken to 
correct vioUtlont noted in !£ fnsp Reptt 30-370/79“47 & 
50-391/79-40 

□RVANTi J C Region 2< Atlanta. Reactor Construction Engineering 
Support Branch. 30/02/27 2pp 


—8003190706 Fortuard* IE Insp Repts SO-390/79-47 & SO-391/79-40 on 
791212-14 if notice o# vlalatlon 

BRYAMTr J C Region Atlanta. Reactor Construction 8c Engineering 
Support Drench 80/01/14 2pp 


-“ao031907ia Notice of violation from insp on 791212-14 

» Region 2. Atlanta. Office of the Director 60/01/10 ip 


— e003l9072l IE Imp Repts 50-391/79-47 U 50-391/79-40 on 791212-14 
Moncomp 1 lanc e noted failure to follou GC Procedure 
MQNP-QCP 3 I for catte certification 

CONLOIfi T E Region 2. Atlanta. Reactor Construction i* Engineering 
Support Branch HARDUICK. R J Region 2. Atlanta. Office of the 
Director 30/01/10 6pp 


8003180169 Foriifards supplemental Info to IE Bulletin 79-0lG« "Environ 
Gua 1 if lea tloti of Class IE Equipnent " No responie required 
O^REILLV.J P Region 2, Atlanta. Office of the Director 80/02/29 

2pp 


9003190039 Forwartff IE Info Motice 90-07, ■■pujnp Shaft Fatigue 
Cracking " No response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/02/29 

2pp 


8003210097 Request* add I sii uis to respond to IE Bulletin 79-27 
Response will be submitted by 900411 

MIL'LSjL M Tennessee Valiev Authority @0/02/29 Ip 


8003140387 Foriifard* IE Info Notice 80-10, "partial Loss of Non-Nuclear 
Instrument SgS Rouer Supply During Operation " No specific 
action or response required 

O'REILLY.O P Region 2. Atlanta. Office df the Director 80/03/07 

2pp 


8003190003 Foriuards IE Info Notice 60-09 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REtLLY.J P Region S. Atlanta. Office of the Director 80/03/07 
3PP 


6003270040 Fo-ruards fE Bulletin 90-05. ''Vacuum Condition Resulting In 
Damige to Chemical Vol Control Sys iCVCSl Holdup Tanks " 

Action if written response required 

O'REILLV.V P Region 2. Atlanta. Office of the Director 90/03/10 

Ip. 


90D3260239 Forwards IE Bulletin G0-06i "Engineered Safetg Feature 
tESFI Reset Controls " No written response required* 

O^RElLLYrJ P Region 2. Atlanta. Office of the Director 80/03/13 
3pp 


8003160603 Forwards revised response to depiciencg noted in IE Insp 
Repts 90-390/79-47 L 50-391/79-40 Incorreetlg tagged cable 
has been properly certified it recordad in c ertif i cation 
status rept per QC procedures 

NILUSiL N Tennessee Valley Authority 60/03/M 3pp 


6003250572 Forwards IE Info Notica 80-11. ‘'Generic Froblens N/ASCO 
Valves In Nuclear Applications Incbudlng Fire Protaction 
Sys, “ No action or written response required 

O^RElLLY. J P* Region 2t Atlanta. Office of the Director 00/03/14 


S0D326O181 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Saf ety-Re la ted Equipment *' No written response 
required 

0 'REILLY. J P Region 2. Atlanta. Office of the Director ,90/03/14 
3pp I 


S Reportable occurrences. LERs t< related correspondence 


6003240490 Forwards final deficiency rept re design of piping that 
rigidly penetrates steel containment ' 

HILLfliL M Tennessee Valley Authority. 90/02/13 Ip 


— 6003240493 final deficiency rept re design of piping that rigidly 
penetrates steal containment DBA movements not adequately 
accounted for in analysis design Reanalysls underway Table 
of affected piping enci 

a Tennessee Valley Authority 80/02/15 5pp 


6003040459 Discusses reportable dericlency re incorrect Velan valve 
weights used in seismic piping analysis also addressed in JE 
Butloiin 79-04 Final resolution delayed due to more urgent 
analysis Final rept expected by 900501 
hILLS, L H Tennessee Valley Authority 80/02/27 Ip 


8003050437 Forwards intei im deficiency rept re seismic pipe supports 
MILLS. L M Tennessee Valley Authority 00/02/29 Ip 


- 8003050441 Interim deficiency rept re sismic pipe supports Insp 
procedures will be mod i f i ed, insp employees will be certified 
U program will be implemented to review previous inspi 
* Tennessee Valley Authority 00/02/29 Ip 


0003260295 PNS- 1 1-80-006 on 800304. note containing bomb threat found 
on const site in i/nit 1 auxiliary bldg near some 480-volt 
motor conti oI boards at 772 elevation Search conducted but 
no evacuation made 

HOUELL. J . TOBIN. U Region 2. Atlanta. Office of the Director 
00/03/04 I p 


8003120490 Forwards final deficiency rept re Dergen-Fater son clamps 
which do not meet specs 

MILLS. L H Tennessee Valloy Authority 80/03/06 Ip 


—8003120493 Final deficiency rept re Der geti-Pa ter s on pipe clamp not made 
as specified on drawings Util determined that six nonsafety- 
related clamps were in/olved 

* Tennessee Valley Authority 80/03/06 Ip 


8003120371 Forwards first interim deficiency rept re shock arrestor 
strut assembly interference 

MILLS. L M Tennessee Valley Authority 60/03/06 Ip 


—9003120579 First interim deficiency rept re potential problem w/shock 
arrestor strut assembly 2340 which does not provide 
sufficient clearance to function freely when installed at 
off-axis angle greater than 83 degrees Vendor investigating 
* Tennessee Valley Authority 80/03/06 Ip 


8003170319 Forwards final deficiency rept re matls verification 
MILLS. L M Tennessee Valley Authority 80/03/10 ip 


—0003170326 Final deficiency rept re malls verification hold points on 
QA document signed off w/o certified mill test repts Matls 
w/o repts will be cut out it replaced w/matls having repts 
Employees will be reinstructed on verification methods 
* Tennessee Valley Authority 80/03/10 Ip 


8003170479 Forwards final deftciency rept r* liquid penetrant or 
magnetic particle insp not performed in qualification of 
cold forming procedures 

mills. L M Tennessee Valley Authority 00/03/10 ip 

--8003170402 Final deficiency rept re liquid penetration or magnetic 
particle insp not performed lO qual I f ication of cold 
forming procedures Bite cold forming procedures will be 
rcquallfled to latest specs 

e Tennessee Valley Authority 90/03/10 Ip 


6003260532 Forwards first interim deficiency rept re faulty fillet 
welds. QC breakdown 

MILLS. L M Tennessee Valley Authority 80/03/19 Ip 


— 8003260535 First interim deficiency rept re faulty fillet welds Fillet 
welds on socket weld fittings. located in safety-related sysi 
do not meet A8ME code due to insufficient weld metal 
buildup Irleldlng inspectors Instructed to be more thorough 
•» Tennessee Valley Authority 00/03/19 Ip 


8003260531 Third Interim deficiency rept re Penn Ventilator QA program 
Evaluation continuing Next rept submitted on 800808 
MILLS. L M Tennessee Valley Authority 00/03/20 Ip 


9003280452 Forwards final deficiency rept re failure to follow 
procedures for driving piles to support essent^tal raw 
cooling water piping adjacent to Intake pumping station 
initially reported on 790504 

MILLS.L M Tennessee Valley Authority. 00/03/24, Ip 
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'•"00032(30454 Final defici«ncv vept ro failure to follou {iroc*dure« for 
driving piles bo support essential raui coolino ueter piping 
adjacent to intake piping station Pile load teste indicate 
erieting piles uil) support design loads 
a Tennessee Valleg Authority 60yO3/24i Ip 


UOCKET SO-391 WATTS BAR NUCLEAR PLAt^T. 'UMIT 2 


A App 1 ication/construc t ion stage documents t< correspondence 


6003260527 Submits update to 7RJ213 Itr re statue of inveet 1 gatl one 
into Framotome reactor Nessel noiile cracking Results 
indicate reactor vessel noiiles are not sueceptltle to 
crac Srtng 

AUOER60N< T K Westinghouse Electric Corp GO/Ol/Sl 2pp 


0003200465 Foruards Westinghouse 000304 Itr to TVA recommending 
performing lou pressure portion of upper head injection egs 
$4 not performing high pressure bloudoun tret Concurs 
r cconimandat i on k rectuesti NRC evaluation 
KtLL.8r L M Tennessee Valleg Author! tg BO/03/21 4pp. 


0 Inspection reportsi IE Bulletins V correspondence 


3003190634 Forwards IE Insp Repte 50-a9O/79''43 U 50-391/79-36 on 
791203-19 No noncompl lancs noted 

DRVANTjiJ € Region 2r Atlanta* Reactor Construction U Engineering 
Support Branch 60/01/10 Spp 


—3003190639 IC Insp Rep ts SO- 390/79-43 U 50-391/79-36 on 791203-19 No 
noncompliance noted Major areas inspected storage tc handling 
of stainless steel p iping ■ app I i c atl on of sealant it ftllicone 
foam in electrical conduits it testing of diesel generator. 

CANTRELL* F 9 Region 2, Atlanta* Reactor Construction 4c 
Engineering Support Branch THQMAB* H Region 2* Atlanta* Office 
of the Director 60/01/10 3pp 


6003050285 Forwards IE Insp Repts 90-390/00-02 U 50-391/00-01 on 
8001-08-11 No noncorrtp 1 i ance noted 

BRYANTi U C Region 2i Atlanta* Reactor Constroctlan 4c Engineering 
Support Qranch GO/OI /24 2pp 


—8003050208 IE Insp Repts 90-390/80-02 U 50-391/80-01 «n 000108-11. No 
noncompl lance noted Major areas inspected welding on safety- 
related p iplng* def Ic lencg 1 terns* nonweld i ng activity for 
safetg-r elated piping 4< safe ty-rela ted supports 
CANTRELL. F S Region 2. Atlanta* Reactor Construction 4c 
Engineering Rupport Branch THOKAS. M ■ OOUOE*M J Region 2* 
Atlanta. Office of the Director 60/01/24 9pp. 


B003070001 Responds to IE Bulletin 79~01D. "Environ Qua 1 If 1 cat Jon of 
Class IE Equipment “ Bulletin applies only to operatl-ng 
plants Info responsive to bulletin will fee provided for 
Browns Perrg facilities 

NlLl-QiL h Tennessee VaMeg Author Jtg 80/01/29 2pp 


0003130697 Ack receipt of IE Bulletin 79-OlIt Nlll not provide info rt 
Sequoyah k Watts Bar facilities Nil] provide info re Browns 
Ferry facilities 

MILLS* L M Tennessee Valley Authority 00/01/25 2pp 


6003170052 Forwards IE Info Notice 80-03, "Main Turbina 
Elec trohgdraul ic Control Sgs " No specific action or 
response required. 

□ 'REILLY*JF Region 2* AtUnta. Office of the Director 00/01/31 
3pp. 


G003J90124 Forwards IE Circular 79-25»8uppl A* "Shock Arrestor Strut 
Assembly Interference " No wrlttan response required. 

O'REILLYfU F Region 2. Atlante. Office of the Director. 00/01/31 
IP 


8003190299 Ack receipt of 600124 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-390/79-45 6 
90-391/79-39 

BRYANT. J.C Region 2* Atlanta* Reactor Construction 4( Engineering 
Support Branch 60/01/31, 6pp 


--0003190261 Forwards IE Insp Repts 50-390/79-43 It 30-391/79-39 on 
791129-30 k notice of violation 

MURPHVtC E. Region 2i Atlanta, Reactor Construe felon It Engineering 
Support Branch 00/01/04 2pp 


— 0003190266 Notice of violation from insp on 791129-30 

e Region 2* Atlanta* Office of the Director 00/01/03. 2pp 


—0003190273 IE Insp Repts 50-390/79-45 & 50-391/79-39 on 791129-30 
Noncompliance noted failure to document repetitive 
nonconformance or properly evaluate & report safety 
significant condition 

CANTRELLj F 8 Region 2* Atlanta. Reactor Construction it 
Engineering Support Stanch WRlOMT.R N Region 2. Atlanta. Office 
of the Director 60/01/03 6pp 


9003210176 Forwards response to IE Bulletin 79-26 Util located 22 NAKCQ 
Model EAIBO stem mounted suitchei that are code dated 
between Fell it Aug 1979 at Sequoyah Unit 1 Investigation 
continuing for Sequoyah Unit 2 

MILLS, L H Tennessee Valley Authority 00/02/06 2pp 


8003180082 Forwards IE Bulletin 80-04* "AnaLyslt of FWR Main Steam Line 
Break W/Contlnued Feedwater Addition " No written response 
required 

O^RElLLYiJ P Region 2, Atlanta* Office of bhc Director 60/02/08 
2pp 


8003190441 Forwards IE Info Notice 00-05. ^'Chloride Ooniaml nation of 
0af Piping L Components ” No written response 
required 

O^REILLY. J P Region 2. Atlanta, Office of the Director 60/02/08 

Ip. 


8003230097 Ack receipt of 600130 Itr Infariming NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/79-41 I 
80-391/79-33 

BRYANT, J C Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch. 00/02/08 2pp 


--8003250108 Responds to NRC 000100 Itr re violations noted in IE Insp 
Repts 50-390/79-41 4t 50-391/79-30 Corrective actions 
engineering approval required for rigging from permanent 
plant equipment Pipe rewelded 

HILLS* L M Tennessee Valley Authority 80/01/30 3pp 


—0003290390 Forwards IE Insp Repts 90-390/79-4) It 90-09J/79-3B on 
791204-07 4i notice of violation 

hBRPHV* C £ Region 2* Atlanta* Reactor Construction 4 Engineering 
Support Branch 00/01/00 2pp 


—0003290124 Notice of violation from insp on 791204-07 

« Region 2. Atlanta* Office of the Director 79/12/31 ip 


—8003290136 IE Insp Repts 50-390/79-41 It 50-391/79-30 on 791204-07 
Koncompl lance noted , fai 1 ure to establish adequate measures 
far handling L storage of equipment I' matls it failure to 
follow welding procedure purge requlr smenfes 

HERDT*A B Region 2* Atlanta* Reactor Construe tlan It Engineering 
Support Branch KLEINBOROE.N P Region 2, Atlanta. Office of the 
Diractor 79/12/31 5pp 


0003190699 Ack receipt of 800204 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-390/79-47 4< 
90-391/79-40 

BRYANT* J C Region 2* Atlanta* Reactor Construction k Enyiniering 
Support Branch 00/02/27 2pp 


—0003190706 Forwards IS Imp Repts 90-390/79-47 6 50-391/79-40 on 
79l2l2-t4 4( notice of violation 

BRYANTivI C Rsplon 2, Atlanta, Reactor Construction 4< Engineering 
Support Branch 60/01/14 2pp 


—0003190712 Notice of violation from Insp on 791212-14 

a Region 2, Atlanta* Office af the Director 60/01/10 Ip 


—0003190721 IE Insp Repts 90-391/79-47 fit 50-391/79-40 on 791212-14 
Noncompliance noted failure to follow DC Procedure 
WBNP-QCP 3 I for cable c sr 1 1 f I cat i on 

CONLONfT. E Region 2r Atlanta* Reactor Co-ns tru-c t ion tt Engineering 
Support Branch HARDNIOK.R J Region 2* Atlanta. Office of the 
Diractor BO/01/10. 6pp 


8003190039 Forwards t£ Info Notice 80-07, "Pump Shaft Fatigue 
Cracking *’ No response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 60/02/29. 

2pp 


0003140367 Forwards IE Info Notice 60-10, "Partial Loss of Mon-Nuc Uar 
Instrument 8ys Power Supply During Operation " No specific 
action or response required 

O'REILLY* J P Region 2, Atlanta, Office of the Director. 80/03/07 

2pp. 


8003190003 Forwards IE Info Notice 60-00 ‘'States Co Sliding Link 
Electrical Tarminal Block," No specific action or response 
raqueetad 

O'REILLY* U.P Region 2, Atlanta* Office of the Director, 60/03/07 
3pp. 
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60032700-40 rot'urArdt IE GO-OS> '^Vacuum Canditian R«sulttng in 

DAinag* to Chemical Vol Control 8u« (CVCS) Holdup Tanks “ 

Action ^ urittsn rtiponie ro^uired 

O'REILLVivI P Rtgion S. Atlanta, Office of the Director 90/03/10 
Ip 


6003260239 FoTward* IE Bulletin 80 -Oj 6. “Eng ineeTed Safety Feature 
(E6F) Reset Cantroli " No uritten response required 
0'REII.LV‘,J P Region 2, Atlanta, Office of the Director BD/03/13 
3PP 


8003160605 Forii^ards revised response te deficiency noted in IE Insp 
ReptS 50-390/79-47 U 50-391/79-40 iTitorrectly tagged cable 
Kas been properly certified ^ recorded in certification 
status rept per OC procedures 

MILLS, L H Tennessee Valley Authority QO/03/14 3pp 


8003230572 Forvards IE Info Notice SO-ll, “Oeneric Problems U/ASCD 
Valves In Nuclear Applications Including Fire Protection 
Sys ■' No action or urltten response required 

O'REILLV, J P Region 2. Atlanta, Office of the Director 80/03/14 

Ip 


6003260181 Foruards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/14 
3pp 


8 Reportable occurrences, LERs Jc related correspondence 


8003240480 Forwards final deficiency rept re design of piping that 
rigidly penetrates steel containment 

MILLS, L M Tennessee Valley Authority 80/02/15 Ip 


— 6003240403 Final deficiency repi re design of piping that rigidly 
penetrates steel containment DBA rnovements not adequately 
accounted for in analysis t, design Reanalysls underway Table 
of affected piping end 

e Tennessee Valley Authority SO/02/15 Spp 


8003040459 Discusics reportable deficiency re incorrect Velan valve 
weights used in seismic piping analysis also addressed in lE 
Bulletin 79-04 Final resolution delayed due to -rnore urgent 
analysis Final rept expected by SOOSO-1 
MILLS, L M Tennessee Valley Authority 60/02/27 tp 


8003050437 Forwards luterjm deficiency rept re seismic pipe supports 
MILLSiL li Tennessee Valley Authority 60/02/29 Ip 


—8003050441 Interim deficiency rept re sismic pipe supports Insp 
procedures will be mod i f i ed, i nsp employees will be certified 
ti program wilt be Lmplirnented to review previous Insps 
e Tennessee Valley Authority 00/02/29 Ip 


6003260295 PNS-I I-GO-006 on 300304, not* containing bomb threat found 
an const site In Unit t auniliaiy bldg near some 460-volt 
motor control boards at 772 elevation Search conducted but 
no evacuation made 

HOWELL, J , TOfilNiW Region 2, Atlanta, Office of the Director. 
00/03/04 Ip 


8003120490 Forwarils final deficiency rapt re Bergen-Patarson clamps 
uhich do not meet specs 

MILLS* L M Tennessee Valley Authority 60/03/06 Ip 


'8003120493 Final deficiency rept r* Bergen-Fater son pipe clamp nut made 
as specified on drawings Util determined that six nansafety'- 
related clamps were involved 

e Tennessee Valley Authority 00/03/06 ip. 


8003120571 Forward* first interim deficiency rept re shock arrestor 
strut assembly Intirferenca 

MILLS* L n Tennessee Valley Authority 60/03/06 Ip 


— 6003120979 First Interim deficiency rept re potential problem w/shpck 
arrestor strut assembly 2540 which does not provide 
sufficient clearance to function freely when installed at 
off-axis angle greater than 63 degrees Vendor investigating 
* Tennessee Valley Authority 80/03/06 Ip 


8003170319 Forwards final deficiency rept re matls verification 
MILLSiL H Tennessee Valley Authority BO/03/10 Ip 


‘-6003170326 Final deficiency rept re matls verification hold points on 
OA document signed off w/o certified mill test repts.Matls 
u/o repts will be cut out in replaced w/metli having repts 
Employees will be reinstruc ted on verification methods 
* Tennessee Valley Authority 60/03/t0 Ip 


6003170479 Forwards final deficiency repl re liquid penetrant or 
magnstlc particle insp not performed in qua 1 1 f i c a t i on of 
cold forming procedures 

MILLS, L M Tennessee Valley Authotity 60/03/10 Ip 


— B0031704B2 Final deficiency rept re liquid penetration or magnetic 
particle insp not performed in qualification of cold 
forming procedures Bite cold forming procedures will be 
requalified to latesl specs 

« Tennessee Valley Authority 90/03/10 Ip 


8003260932 Forwards first interim deficiency lept re faulty fillet 
weldsiQC breakdown 

HILtS*l M Tennessee Valley Authority 80/03/19 Ip 


— 9003260535 Fvist intei im deticiency rept ve f aul ty 'f i 1 1 et wolds Fillet 
welds on socket weld fi ttltig s. located in safety-related sys, 
do not meet A8ME code due to insufficient weld metal 
buildup Uelding inspectors instructed to be more thorough 
* Tennessee Valley Authority 80/03/19 Ip 


8003260531 Third Interim deficiency rept re Penn Ventilator QA program 
Evaluation continuing Ncit rept submitted on 800808 
MlLL8«L(i Tennessee Valley Authority 80/03/20 Ip 


6003260492 Forwards final deficiency rept re failure to follow 
procedure* for driving piles to support essential raw 
cooling water piping adjacent to intake pumping station 
initially reported on /90504 

MILLSiL (1 Tennessee Valley Authority 80/03/24 ip 


— 8003260454 Final deficiency i ept re failure to follow procedures for 
driving piles to suppol t essential raw cooling water piping 
adjacent to Intake piping station Pile load tests indicate 
existing piles will support design loads 
« Tennessee Valley Authority 00/03/24 Ip 


DOCKET 50-395 VIRGIL C SUMMER NUCLEAR STATION. UNIT 1 


F Security, medical, emei gency f-> file protection plans 


e003l90Q05 Summary of Q00114 tn 15 meeting w/util b Gilbert Associates, 
Inc at facility re physical secuilty plan review 
TIDDETTSiD L Light Water Reactors Branch ? 80/02/14 4pp 


K Utility Final Safety Analysis Report <FSAR> amend* 


8003030S02 Forward* Amend 17 to FSAR 

CREWS, e H South Carolina Electric i, Gas Co 80/02/29 8pp 


—8003030206 Amend 17 to FSAR 

* South Carolina Electric i Gas Co 80/02/29 iSOpp 


Q In*peciion reports, It Bulletins 6 coi re&pondence 


8003110428 Ack receipt of IE Insp Rept 50-395/79-40 on 791210-13 No 
proprietary info 

JOHNSON, M C South Carolina Electric fc Gas Co SO/Ol/29 Ip 


—8003110431 Forwards IE Jnsp Rept 50-395/79-40 on 791210-13 No 
noncompliance noted 

MURPHY,C L Region 2, Atlanta, Reactor Construction ti Engineering 
Support Branch 00/01/0/ 2pp 


—6003110434 IE Insp Rept 50-395//9-40 on 791210-13 No noncompliance 
noted Major areas inspected deficiency items, IE bulletins, 
c ircular s, f iel d change requests K const activities 
CANTRELL, F 8 Region 2, Atlanta, Reactor Construction 
Engineering Support Branch BURDETTE, T E Region 2, Atlanta, 
Office of the Director 80/01/04 4pp 


B003170046 Forward* IE Info Notice 80-03, “Main Turbine 
El ectrohydraul tc Control Sys " No specific action or 
response required 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 60/01/31 

2pp 


6003170049 Forwards IE Info Notice 00-03, "Main Turbine 
El ectrohydraul Ic Control Sy* “ No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/01/31 

2pp 


600319011? Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference " No wt itten response required 
O'REILLY, J.P Region ?• Atlanta, Office of the Director 60/01/31 
Ip 
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80D3190122 Forwards IE Circular 79~26i8uppl A» "Shoctr Arrestor Strut 
Assembly Interference “ No written response required 
O'RElLLViJ P Region 2i Atlantai Office of the Director BO/Ol/31 
Ip 


8003270014 Forwards IE Sullettn 0O~O5, "Vacuum Condition Resulting in 
Oamagc to Chemical Vol Control Sgs (CV'CS) Holdup Tanks " 

Action & written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/10 

Ip 


8003120041 Forwards IE Clrculai 80-02. "Kuclear Power Plant Staff Work 
Hour* '■ Mo written response required 

0 'REILLY. J P Region 2. Atlanta, Office of the Director 80/02/01 

Ip 


8003120043 Forward* IE Circular 80-02. “Muclcar Power Plant Staff Work 
Hour* ' No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/01 
Ip 


8003240168 Responds to IE Bulletin 79-28 Namco EAiSO limit switches 
being installed on saf ety-rc lated equipment inside 1* outside 
containment were mfg in Dec 1979 or later 

CREMSrE H South Carolina Electric ^ Oas Co. BO/02/04 Ip 


80031B0078 Forwards IE Qulletin 80-04. "Analysis of PUR Main Steam Line 
Break W/Contlnued Feedwater Addition " No written response 
required 

O'REILLY. J P Region ?, Atlanta. Office of the Director 80/02/08 

2pp 


0OO31BOO79 forwards IE Bulletin 80-04. "Analysis of PWR Main Steam Line 
Break U/Continued Feedwater Addition *' No written response 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/08 
2pp 


0003190440 Forwards IE Info Notice 80-05. "Chloride Contamination of 
8af e ty-Related Piping 4 Components " No written response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/02/00 

ip 


8003L40052 Forwards IE Info Notice 80-0ii« "Notification of Blgnlficant 
Events '• No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/27 

Ip 


80031B0191 Forwards supplemental info to lE Bulletin 79-0!B. "Environ 
Oual if Icatlon of Class IE Equipment " No response required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/89 
Spp 


000327001* Forwards IE Bulletin 80-05. "Vacuum Condition Resulting In 
Damage to Chemical Yol Control Sys (CVCSl Holdup Tanks " 

Action it written response required 

O'REILLY. J P Region 2» Atlanta, Office of the Director 80/03/10 

Ip 


60032*0234 Forwards IE Quiletan BO-0*. "Engineered Safety Feature 
<£SF> Reset Controls '' No written response required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 00/03/13 

2pp 


80032*0238 Forwards IE Dulletin 00-0*. "Engineered Safety Feature 
tEBFJ Reset Controls " No written response required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 80/03/13 
lP> 


8003250507 Forwards IE Info Notice 80-1 It "Oeneric Problems U/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8gs '* No action or written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/03/14 

IP 


80032*0210 Forwards IE Circular 80-04. "Securing gf Threaded Locking 
Devices on Safety-Related Equipment " No written reiponsr 
required 

□ 'REILLY, P Region 2. Atlanta. Office of the Director 80/03/14 

2pp 


R Periodic operating reports ^ related correspondence 


8003140372 Forwards Technical Rept 79-4. "Seismic Activity Near 
Facility For Oct-Dec 1979." prepared by Un I v of SC 
CREWS. E H Southern California Edison Co BO/03/il Ip 


—8003140375 Technical Rept 79-4. "Seismic Activity Near Facility For 
Oct-Dec 197? " 

TALWANI.P South Carolina, Univ of 79-4 80/03/ 11 30pp 


S Reportable occurrences. LERs & related cnrreipondetict 


8003180193 Forwards supplemental info to IE Bulletin 79-OlB. “Environ 
Qual If ication of Class IE Equipment “ No response required 
0 'REILLY. J P Region 2. Atlanta, Office of the Director 80/02/29 

IP 


6003030495 Final deficiency rept %9 leak in bottom plate of condensate 
storage tank caused by ciack near circumferential weld seam 
Deformed areas in bottom plates cut out it replaced w/new 
plates, 

CREUS. E H South Carolina Electric U Oa$ Co. 80/02/04 3pp 


8003190034 Forwards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLYiVP Region 2. Atlanta. Office of the Director 80/02/29 
2pp 


8003190035 Forwards IF Info Notice 80-0/, "Pump Shaft Fatigue 
Cracking “ No response required 

Q'REILLY, J P Region P. Atlanta. Office of the Director 80/02/29 
2pp 


8003180156 Forwards IE Circular 00-03. "Protection from Toxic Oas 
Hazards “ No written response required 

O'REILLY. J P Region S. Atlanta. Office of the Director 80/03/0* 

app 

6003140404 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response requirsd 

O'REILLY. J P Region 2. Atlanta. Office ^f the Director 80/03/07 

app, 

0003160080 Forward* IE Info Notice 00-09. "Possible Occupational Health 
Hajard Associated w/Closed Cooling Sys for Operating Power 
Plants " No written response required 

D'REILLYjJ P Region 2. Atlanta. Office of the Director 80/03/07. 

app- 


6003100321 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

□ 'REILLY. J,P Region 2. Atlanta. Office of the Director 00/03/07, 

app 


8003030456 Final deficiency rept re electrical conduit lupporti 
attached to conciete structures w/anchor bolts that did not 
meet tolerance criteria Engineering change Implemented to 
include tables develogcd in specs Supports being repaired 
CREWS, E H South Carolina Electric U Oat Co 80/02/11 2pp 


0003030461 Interim deficiency rept re b 1 adcs . I Inkages I arms setscrews 
coming loose V causing damper blades to assume improper 
position Caused by excessive hardness of shaft matl 
Fillet welds being provided to prevent slippage 
CREWS. E H South Carolina Electric tc Oas Co 00/02/12 2pp 


8003060632 Part 21 rept on 791226. during startup testing. distover id 
Bahnson design did not account for hardness of shaft it use 
of excesflvelg hardened matl Fillet welds are being provided 
at several locations to prevent slipping 

CREWS. E H South Carolina Electric U Oas Co, 60/02/12 2pp 


6003070385 Final deficiency rept on Rahnson Co saf ety-relateil automatic 
tt gravity ventilation damper setscrews Bettcrcu matl too 
hard. causing possible slippage h consequent improper blade 
position Fillet welds installed to prevent slippage 
CREWS. E H South Carolina Electric L Oat Co 60/02/12 2pp 


60032403*7 Final deficiency rept re feedwater check valves Check valves 
will not be modified but replaced u/RocVwell Inti control 
closure piston check valves Ins tal lation should be completed 
by 801031 

CREWS. E H South Carolina Electric Oai Co. 80/02/25 Ip 


80032404*0 Bigniflcant deficiency rept re failure of thrust bearing 
in diesel generator reported by Colt Industries Caused by 
omission of plugs In oil supply sys for crankshaft thrust 
Thrust bearing h collar being replaced % plugs installed 
CREMS.EH Southern California Edison Co 80/03/05 2pp 
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8003170439 Interim deficiency rept rd rod drop analy«if. WestinflAoute 
intenin solutloti re aufconatic modt of reactor control uill 
be incorporated into operating procedures if no long-term 
solution is available prior to loading fool 

CHSvia, E H South Carolina Electric & Gas Co 80/03/06 Spp 


0OO324O4T6 Interim deficiency rept re rod drop analgiit Util evaluating 
proposed interim solution providing recommendatloni re 
autofratic mode of reactor control 

CREWSfE H Southern California Edison Co QO/03/06 Spp 


8003240461 Final deficiency rept re potential for governor valve to 
close while turbine is in on s kondbg< sub jecting valve to 
excessive vibration Cause unstated Governor linkage modified 
to accomnodate spring which preloads valve Linkage 
CREWS. E H Southern California Edison Co B0/G3/O7 2pp 


8003280461 Final deficiency rept safety-related Glass 3 butt welds S( 
Class 1<2 It 3 attachment uelds generically contain 
undersiie uelds & other defects Caused by failure to comply 
u/ASKE insp program Personnel retrained 

JOHNSON. i1 C South Carolina Electric li Gas Co 80/03/21 3pp 


8003280559 Deficiency rept on 800221 ■ poit ibi 1 1 ty of undersiie welds for 
branch connections was discovered Caused by program 
deviation of piping supplier wherein weld sites were not 
translated into drawings & spool sues Insp is underway 
JDHNSON.H C South Carolina Electric t Gpi Go 80/03/21 3pp 


DOCKET 50-396 UN IV OF VIRGINIA CAVALIER REACTDR 


Q Inspection reports. IE Bulletins 4c correspondence 


8003110494 Forwards IE Circular 80-02. “Nuc 1 ear Power Plant Staff Work 
Hours ” No written i esponsc required 

Q'REILLY^J P Region 2, Atlanta. Office of the Director 80/02/01 

Ip 


8003060208 Ac k receipt o# 300211 Ur informing NRC of steps taken bo 
correct violations noted xn IE Insp Rapti 50-062/79-03 it 
50-396/79-02 

LENIS.R C Region P. Atlanta. Reactor Operation* Nuclear Support 
firanch 00/02/20 Ip 


— B003060218 Responds bo NRC 600211 Itr re violations noted in lE Insp 
Repts 50-062/79-03 6 30-396/79-02 Corrective actions 
procedure changed to include calihr of resistance temp 
datec tor 

SHRIVERjB L Virginia. Univ of 80/02/11 Ip 


—8003060228 Forwards IE Insp Repts SO-062/79-03 & 50-396/79-02 on 
79l2t3-j4 it notice of violation 

LEWIS/ R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/01/17 2pp 


—8003060231 Notice of violation from insp an 771213-14 

a- Region 2. Atlanta/ Reactor Operations Nuclear Support Branch. 
BO/01 /17 Ip 


—8003060235 IE Imp Rept* 50-062/79-03 6 50-396/79-02 on 791813-14, 
Noncompliancc noted fai tur« bo conduct safety lys channel 
cal ibrs 

KELLOGG. F J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch WEBSTER. E H Region 2. Atlanta. affU# of fch« Director 
BO/01/17 6pp 


DOCKET 50-397 WPPSQ KWCLEAR PROJECT. UNIT 2 


A Application/construction stage documents i< correspondence 


8003240042 Notification of 800226-2B meeting w/util at plant sites to 
review const progress 

LVNCH.H D Light Water Reactors Branch 4 80/02/19 4pp 


8003060534 Reguests attendance of appropriate NRC reviewer* at 
800327-23 meeting at sit* to present changes £n Chapter 7 
to FSAR. Plant f ami I i ar 1 1 a 1 1 on tovr will be given -Jt util 
personnel will be available to answer questions 
RENBERGER. D L Washington Public Power Supply System 30/Q2/26 

2pp 


80031 105BB Bubmlts Infot per NRC 000206 rei^ueet re endangered St 
threatened spBcies present in proposed cen«t area, No 
species proposed for endangered list are within area 
MEYERiW H Interior. Dept of. FUh h Nl Id Hf * Sarvi ce 00/02/29. 
4pp. 


Q Inspection reports* It Bulletins it correspondenc e 


0OO317O142 Responds to IF Bulletin 79-23. ’'Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer " 

Pitiel Generators 1 6 2 have neutral grounding resistor to 
limit neutral current flow to less than 12 3 amperes 
RENBERGER. D L Washington Public Power Supply System 79/11/02 
tp 


S003120744 Responds to IF Dulletin 79-25 No Westinghouse type QFD 
relays used or planned for use in facility safety-related 

svs 

RENDERGER. D L Washington Public Power Supply System 79/12/04 
IP 


8003130916 Responds to IE Bulletin 79-24 requesting that CP holders 
review facilities to determine that measures have been taken 
to assure saf ety-related process. instrumentati on & sampling 
lines do not freeie in cold uieather Lines are protected 
RENBEROER/D L Washington Public Power Supply System 79/12/04 
2pp 


0003060618 Forwards IE Insp Rept 50-397/79-19 on 791203-06 No 
noncofflpi iance noted 

CREWS* J L Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch 80/01/18 2pp 


—8003060623 IE Insp Rept 50-397/79-19 on 791203-06 No noncompliance 
noted Major areas inspected pr eoperatlona 1 test procedures, 
overall preoperational test program. tour op plant h const 
status 

STERNBERG. D H Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch CARLSON, J D , JOHNSON. P H Region 5, 8an 
Francisco. Office of the Dliector 80/01/17 4pp 


8003170151 Responds to l£ Bulletin 79-28, "Possible Nalfunction of 
NAMCO Model EA160 Limit Switches at Elevfted Temps " Dtil 
has no NAMCO Model EA160 stem mounted limit switches in use 
In safety-re 1 ated sys sustained temps above 175 F 
RENBERGER. D L Washington Public Power &upply System S0/O1/2B 
Ip 


6003280060 Responds to If Bulletin 79-26. "Possible Malfunction of 
NAMCO Model EAtSD Limit Switches at Elevated Temps " 

No switches used or planned for use in safety-related 
applications at sustained temps over 179 F 

RENBERGERi D L Uashinglon Public Power Supply System 80/01/28 
IP 


8003120299 Forwards IE Info Notice 00-07. "Pump Shaft Fatigue 
Cracking " No response required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
80/02/29 ip 


8003120522 Discusses error ie date of full compliance per IE Insp Rept 
50-397/79-16 on 800229-28 Full compliance re improper 
maint of instrument racks by Fi schbach/Lord Electric Co will 
he achieved on 800331, not 800131 

RENBERGERi D L Washington Public Power Supply System 00/02/29 

2pp 


8003280114 Notifies of ei ror re notice of violation per IE 
Insp Rept 50-397/79-16 on 791022-25 Full conpUance not 
achieved by 800131 re improper maint of instrument racks by 
FI ihbach/Lord Electric Co Will achieve compliance by 800331 
RENBERGERi D L Washington Public Pouei Supply System 80/02/29 
2PP 


8003120517 Responds to NRC 800121 Itr documenting results per IE Insp 
Rept SO-397/79-lO on 790317.0529-0601.11-14 V 0910-14 
Spaciflc NRC findings i supply sys response end 
RENBERGERi D L Washington Public Power Supply System 80/03/05 
Spp 


8003140302 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
80/03/07 2pp 


0003100119 Forwards lE Info Notice BO-OS "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ENGELKEN.R H Region 3. 8an Francisco. Office of the Director 
80/03/07 Ip 


B003260574 Forwards IE Bulletin 80-03. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control dye iCVC8> Holdup Tanks " 

Action 4; written response required 

ENGELKENiR H Region 9» San Francisco. Office of the Director, 
80/03/10 Ip 


DOCKETED ITEMS 


237 


800321013S Fofuarda IE Insp Rept 50-397/R0-O2 on B00130 No 
none oinp I i an c p notpd Enel ufithheid (ref tOCFRS 790> 
NORDERHAUOj L R Resion 5. San Fiancisco. Safeguards Branch 
80/03/10 2pp 


3003310166 Forwaids IE Insp ftopt 50-397/80-03 on 300212-14 No 
none omp 1 lance noted End uuthheld {ref 10CFR2 790) 
NQRDERH/^UGi U R Region Sari rranciscoi Safeguards Branch 
aO/03/10 2 pp 


3003260401 Foruards IF Bulletin 00-06 "Engineered Safety Feature 
<E9F> Reset Conti ols " No ujritteu response rectuired 
ENOELKENi R H Region 5 p San Fraiiciscor Office of the Director 
00/03/ 1 3 ]p 


3003250164 Fai tuards IE Info Notice 00-lU "Oeneric Problems N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Bt|s “ Nq action or written response required 

ENOELKEN,. R H Region 5i San Francisco* Office of the Director 
00/03/14 tp 


0003260357 Forwards IF Circular 0O-O4i "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

ENOELllENi R H Region 5* San Franc isco* Office of the Director 
80/03/14 ip 


8 Reportable occurrences* LtRs S xelatcd correspondence 


0003130374 PNO-V-BO-001 on 800159* field studies for WNP-2 FSAR 
Identified fault in lock quaii^ southeast of Kennewlc ki NA 
Significance not determined Technical evaluation uill be 
provided in Mar 1900 

DISHOP* T W Region 5* San Francisco* Office of the Director 
60/02/ 15 ip 


8003240522 Forwards Inter im deficiency lept le condensate collecting in 
reactor core isolation cooling piping 

RENBERQERiD L Washin 9 ton Public Power Supply System 60/03/14 
IP 


--6003240526 Interim deficiency rept re condensate collecting in reactor 
core isolation cooling piping due to four inch steam supply 
piping to turbine coming ot-f top of lO-inch steam supply 
header rather than bottom Drain line added 
e Washington Public Power Supply System 80/03/14 Ip 


T Hearing transcripts on noh-ant 1 trust matters 


0003310013 Forwai ds transcript of util 000206 briefing re 
sacrificial shield wall* pipe whip restiaints tt related 
structures t* copy of slides used during util briefing 
Requests review of transtnpl i/ conections 

SPENCERj 0 8 Region 5< San Francisco* Reactor Construction U 
Engineering Support Branch 00/03/11 2pp 


—0003310017 Transcript of 000206 briefing to NRC In Bethesda*MD re 
sacrificial shield wallipipe whip restraints related 
structures Pp lA-122 

« Washington Public F^awar bupply System 80/02/06 124pp 


DOCi^ET 80-400 SHEARCIN HAHHIS NUCLEAR PQMFR PLANT* UNIT 1 


A App I icat lon/construc 1 1 Oh stage documents U correspondence 


8003270496 "Environ Analysis foi Harrl s-Harnett 500 KV Transmission 
Line Route Selection " 

* Carolina Power Light Co 79/07/31 75pp 


--8003270501 "Environ Analysis for WaVo-Rlchmond 500 kV Line»Harrls- 
Harnett Section Alternate Route Evaluation Rept " 
a Carolina Power << Light Co 79/09/30 67pp 


8003030612 Final rept art defective Seismic Class I hanger welds Uelds 
not reportable under IOCFR90 55(e> Metallurgical 
Investigation revealed basically cosmetic defects Corrective 
Bctions completed 4 acceptable 

CHIAN01*r4 J Carolina Power 4 Light Co 00/02/22 Ip 


0003070045 Notifies of 000306-07 meeting w/util at site to review 
proposed Harris-Harnet t transmission corridorias required 
by CP Condition 3-9 

KEDLUSEK* S Environmental Projects Branch 2 00/02/25 2pp 


G003260542 Discusses 790427 transfer of lead responsibility from IE to 
Ofc of Nuclear Reactor Regulation re fill supporting pipe & 
conduit concerns Items of concern ha^e been resolved 
Licensee should be permitted to continue const 
JACKSON* R E Geosciences Branch 80/03/03 2pp 


6003240236 Discusses ALAB-577 NRC must insure that no notice of 
opportunity for heating is issued on OU applications until 
pTellminary evaluation of util capability to operate units 
in conformitg w/NRC i equ 1 r smen t s has been made 

CKRISTENDVRV, E Office of the Eiecutive Legal Director 80/03/04 
IP 


6003210513 Advises that util is proceeding u/ implemehtat 1 on of use -of 
AIF 791004 position paper for procurement of off-the-shelf 
Items Procedures were clarified at 800110 meeting w/MRC tt 
AIF in Wash tng ton* DC 

MCDUFFIE. M A Carolina Power U Light Co 90/03/ IB ip 


0003260301 Forwards "Main Dam Bpilluay Features 1. 2 6 Faults F4*A6*C2* 
F9*Gi02*03fH I " Geologic features 1 (« 2 in main dam core 
trench U spllluay are not faults Rept available in Central 
Files only 

MCDUFFIE. M A Carolina power L Light Co 00/03/ 20 ip 


F Security* medicali emergency t fire protection plans 


0003030411 Ac k receipt of NRC 791226 Itr ro request for evacuation time 
estimates Large-scale evacuation data can be obtained only 
after details of acceptable emergency plan has been 
developed * approved by state authority 

MCDUFFIE. M A Carolina Power I* Light Co 00/02/25 Ip 


0 Adjudicatory correspondence 


6OO319D201 Responds to 600216 postcard suggesting separate license 
hearings for each unit of facility A6LAP cannot act on 
suggestions until util clarifies intention re licensing of 
all four units at once 

BiSKOPrC J AtD*iilc Safety and Licensing Appeal Panel 60/03/05 
IP 


— 0003190291 Suggests that separate licensing hearings be held for each 
unit of facility Util has i ecord of und erilaf f Ing at 
Brunswick facility it does not have enough personnel to run 
proposed plant Under s laff i ng raises safety issue 
£DDLEf1AN*W Kud i u A 1 1 lan c e 00/02/16 ip 


8003310259 Order granting eitoiision until 000411 for Commission to act 
upon or grant petitions to review ALAB-577 ALAB-581 
CHILK, 0 J Office of the Secretary of the Commission B0/03/S4 
IP 


8003310259 Order granting extension until 600411 far Commission to act 
upon or grant petitions to review ALAn-577 V ALA0-5B1 
CHILK, S J Office of the Secretary of the Commission 80/03/S4 
Ip 


0 Inspection reports* IE Bulletins t correspondence 


0003210316 Notice of vioiation from Insp on 790910-21 

a Region 2. Atlanta* Office of the Director 79/10/10 Ip 


8003210277 Ac k receipt of 791107 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-400/79-19* 
50-401/79-19. SO-402/79-ie V 50-403/79-16 

HURPHYiC E Region 2* Atlanta* Reactor Cohstructlon & Engineering 
Support Branch 79/1 1/SA Ip 


— B0032102B3 Responds to NRC 791022 Itr re violations noted tn lE Insp 
Repts 50-400/79-19*30-401/79-19.50-402/79-19 & 50-403/79-40. 
Corrective actions extended concrete cure periods* completed 
sa 1 1 sfac tory cleanup advised OA Inspectors to issue repts 
HOWEiP N Carolina Power L Light Co 79/11/07 3pp 


—6003210297 Ack receipt of 791022 Ur re IE Insp Repts SO-400/79-19 j 
50-401/79-19.80-402/79-10 it 50-403/79-18 on 790910-21 No 
proprietary info 

HOWE.P W Carolina Power it Light Co 79/10/3i Ip 


—6003210307 Forwards IE Insp Repts 50-400/79-19.50-401/79-19* 
5O“«4O2/79-10 4* 50-403/79-1B on 790918-21 U notice of 
vlo 1 ati on 

MURPHV* C E Region 2» Atlantar Reactor Construction it Engineering 
Support Branch 79/10/22 2pp 


0003110576 Forwards draft NPdES permit. Revised draft will be 

resubmitted to EPA — 6003210316 Notice of violatioh from insp on 790918-21 

MILLS. W C North Carolina* State of 80/02/27 IBpp e Region 2« Atlanta, Office of the Director 79/10/18 Ip 
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—0003210325 IE Inwp Repts 50-400/79-19. 50-401/79-19. 50-'402/79-lS 4 
50-403/79-18 on 790910-21 Norkcomp 1 lance not»d processing 
it review of const deif Ic i ode; i e t 

CONLDNi T E Region 2. Atlanta. Reactor Construction 4 Enpineoring 
Support 0ror>ch HARRIS. J R Region 2. Atlanta. Office of the 
Director 79/10/18 4pp 


8003270103 Ack receipt of IE Insp Repts 50-400/79-26. 50-401 /79-ai. 
50-402/79-25 I 50-403/ /9-25 on 791127-29 Mo proprietary 
info 

HQ14E.P If Carolina Pauier 4 Light Co 60/01/20 Ip 


— 8003270201 Forward* IE Ih^P Rep ts 50-400/79-26-50-401/79-26/ 
50-402/79-25 4 90-403/79-25 on 791127-28 No nencomp 1 lance 
noted 

BRYANT. 3 C Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch 80/01/17 2pp 


—8003370213 IE Insp Repfcs 50 -400/79-26. 50-401/79-26. 50-403/79-25 tt 
50-403/79-25 on 791127-29 No nonconpUance noted Major 
areas inspected steel structures «. supports uielding 
ac tivi ties 

HERDTiA R Region 2. Atlanta. Reactor Construction ^ Engineering 
Support Branch BLAKE. J J Region 2> Atlanta. Office of the 
Director 80/01/17 4pp 


8003170007 Forwards IE Info Notice 60-03. "Main Turbine 
Elec trohy-draul ic Control Sys ” No specific action ar 
rtsponsB rec^uired 

O'REILLV.J P Region 2. Atlanta. Office of the Director 60/01/31 

2pp j 


8003190080 Forwards IE Circular 79-25. Suppl A, "Shock Arrestor Strut 
Aisedvblg Interference *• No written response required 
O'RElLLVrJF Region 2. Atlanta. Office of the Director 80/01/31 
If 


8003120009 Forwards IE Circular 80-02. "tiuclsar Power Plant Staff Nork 
Hours " No urltten response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/02/01 
If 


G003160116 Forwards IF Bulletin 60-03. 'Loss of Charcoal Froa Std Type 
11 . fu/o-l nch. Tray Adsorber Cells " Action required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/06 

2pp 


8000210163 Responds to IE Bulletin 79-20 NAriCO Model EA10O limit 
switches not used in saf ety-i ela ted equipment provided by 
Uestl nghotise Investigation of use of switches in non-N5S3 
equipment not complete 

HCDUFFIE.M A Carolina Powei 6 Light Co 80/02/06 Ip 


8003160028 iTPruards IL Bulletin 80-04. "Analysis of PKR Mam Steam Line 
Braak N/Conttnued Feedwater Addition " No written response 
required 

□ -'REILLY, J p Region 2. Atlanta. Office of the Director 80/02/06 

2pp 


0003190390 Forwards IE Info Notice 60-05. "Chloride Contamination of 
Saf ety-ft*lat*d Piping K Components " No written response 
required 

O'REIULY. J P Region 2. Atlanta. Office of the Director 80/02/00 

Ip 


6003190922 Ack receipt of IE Insp Repls S0'-400/B0-03. 50-401/00-03. 
50-402/00-03 2. 30-403/80-03 on 600122-25 No proprietary 
i nfo 

HOWEiF. '{J Carolina Power ^ Light Co 60/02/25 ip 


—6003190940 Forwards IE Insp Repts 50-400/00-03,50-401/00-03. 
50-402/00-03 L 50-403/80-03 on 600122-25 No none omp I iance 
noted 

BRYANT. J C Region 2. Atlanta, Reactor Construction Engineering 
Support Branch 80/02/14 2pp 


—8003190961 IE Insp Repts 50-400/80-03. 401/00-03, 50-402/80-03 4. 
50-403/80-03 on B00122-25 No noncompUance noted Major areas 
inspected Itceniee identified i terns. inspec tor followup 
Items S' welding netl control 

HERDT.A R Region 2^ Atlanta, Reactor Cons true tior << Engineering 
Support Branch BLAKE. 0 J Region 2. Atlanta. Office of the 
Director 80/02/13 5pp 


B003I90643 Ack receipt of 600205 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/80-01, 
30-401/60-01. 60-402/80-01 it 50-403/80-01 

BRYANT, -J C Region 2, Atlanta. Reactbr Construction t( Eng Ireerl ng 
Bupport Branch. 60/02/27. Ip. 


— 8003190646 Responds to NRC 600122 Itr le violations noted in IE Imp 
Repts 30-400/00-01, 50-401/80-01. 50-402/80-01 <« 50-403/80-01 
Corrective actions oscillating spi inkier w/water supply 
placed In concrete curing room 

HOWE. F U Carolina Power V Light Co 80/02/03 2pp 


—6003190661 Ack receipt of IE Insp Repts 30-400/80-01.50-401/60-01. 
50-402/00-01 y 50-403/80-01 on 800102-04 No proprietary 
info 

HOWE. P if Carolina Powei /. Light Co 80/01/29 ip 


— 8003190656 Forwards IE Insp Repts 50-400/80-01.50-401/80-01.50-402/ 
00-01 b 50-403/60-01 on 800102-04 b notice of violation 
BRYANT. J C Region 2, Atlanta. Reactor Constiuction *a Engineering 
Support Branch 80/01/22 2pp 


—80031 90662 Notice of violation from insp on 800102-04 

a Region 3, Chicago. Office of the Director 60/01/22 Ip 


—6003190676 IC Insp Repts 50-400/00-01.50-401/80-01.50-402/60-01 b 
50-403/80-01 on 800102-04 Noncomp 1 lance noted improper 
curing of concrete cylinders in concrete lab 

CQNLQN. T E Region 2. Atlanta. Reactor Construction & Engineering 
Support Blanch LENAHAN. J J Region 2, Atlanta. Office of the 
Director 00/01/22 6pp 


8003180309 Forwards IF Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 60/02/29 

2pp 


8003140406 Forwards IF Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Gpei ation " No specific 
action or response required 

O'RElLLf.J P Rogion 2. Atlanta. Office of the Director 00/03/07 

2pf 

6003180124 Forwards IE Info Notice 80-00 "States Co Sliding Link 
Electrical Terminal Rloci “ No specific action or response 
requested 

O'REILLV, J P Region 2. Atlanta, Office of the Dli actor 80/03/07 

2pp 


G003270034 Forwards IE Bulletin 00-03. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CYCS) Holdup Tanks " 

Action b written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director SO/03/10 

Ip 


0003260109 Foruaids IF Bulletin 80-06. ''fng inerr ed Safety Feature 
(E0F) Reset Controls ” No written response required 
Q'REILLY.J P Region 2. Atlanta. Office of the Director 60/03/13 
Ip 


8003230547 Forwards IE Info Wofice 80-11. "Generic Problems N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 60/03/14 
IP 


8003260207 Forwards IE Ciicular 00 - 0 . 1 , 'Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/03/14 

2pp 


S Reportable occurrences. LERs b related correspondence 


0003100139 PNO-It-BO-033 on 800226. al legat ion received by NC Dept of 
Human Resources that unauthorlied radioactive matl was 
onsite ^ spent fuel was being stored. exposing workers State 
will perform radiation survey on 800229 

BRAOLEV.R 0 . WILCOX. J D Region 2. Atlanta. Office of the Director 
80/02/27 Ip 


9003110619 Interim deficiency rept re rebar omission in reactor 
auxiliary bldg Corrective action will be completed by approx 
800601 Final rept will be submitted following corrective 
action 

CHIANOI.N J Carolina Power it Light Co 80/02/29 Ip 


8003110624 Interim deficiency rept r« deficiencies In procurement, 
fabrication b insp of engineered plates for concrete 
embedment U support of safety-related load* Three'plates 
remain on OA hold Final rept expected by 6D060I. 

CHIANO), N J Carolina Power It Light Cd 80/02/29 Ip 
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DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A App 1 icati on/construc ti on %tag« documents & correspondence 


6003270496 "Environ Anali^sLs for Harr is-Harne tt 500 KV Transmission 
Lino Route Selection " 

• Carolina Power Light Co 79/07/31 75pj> 


— 6003270501 "Environ Analgsn for Wall e~R i c hmond 500 kV Line, Harris- 
Harnett Section Alternate Route Evaluation Rapt " 

Carolina Power Light Co 79/09/30 ^7pp 


6003030612 Final rept on defective Seismic Class I hanger welds Welds 
not reportable under 10CFH50 55 ( e ) hetal 1 ur g ita 1 
investigation revealed basically cosmetic defects Corrective 
actions completed f> acceptable 

CHIANOirN J Carolina Power t< Light Co 60/02/22 Ip 


6003070045 Notifies of 600306-07 meeting w/util at site to review 
proposed Harr i s-Harnett transmission corridor, as required 
bij CP Condition 3-9 

KEBLUSEKi 6 Environmental Projects Branch 2 60/02/25 2pp 


8003U0576 Forwai ds diaft NPDES permit Revised draft will be 
resubmitted to EPA 

HILLS, W C North Carolina, State of 80/02/27 ISpp 


6003260542 Discusses 790427 transfer of lead t espons lb 11 Itg from IF to 
Ofc of Nuclear Reactor Regulation re fill supporting pipe ^ 
conduit concerns Items of concern have been resolved 
Licensee should be permitted to continue const 
JACKSON, R E Ooosciences Branch 00/03/03 2pp 


6003240238 Discusses ALAQ-577 NRC must Insure that no notice of 
opportunitg far hearing is issued on Ql applications until 
preliminarg evaluation of util capability to operate units 
in conformitg w/NRC requirements has been made 

CKRISTENQURYr E Office of the Executive Legal Director 80/03/04 

ip 


6003210513 Advises that util is proceeding ui/ imp I ementat ion of use of 
AIF 791004 position papei foi procurement of off-the-shelf 
items Procedures were clarified at 600118 meeting w/NRC I, 

AIF in Nash ing ton, DC 

HCDUFFIEjM a Carolina Power i Light Co 80/03/18 ip 


— 8003210283 Responds to NRC 791022 1 tr re violations noted In lE Insp 
Repts 50-400/79-19,50-401/79-19,50-402/79-18 4. 50-403/79-1B 
Corrective actions extended concrete core periods, comp 1 eted 
satisfactory cleanup V advised QA inspector^ to issue repts 
HONE, P W Carolina Power t Light Co 79/11/07 3pp 


--8003910297 Ac i receipt of 791022 Itr re IE Insp Repts 50-400/79-19, 
30-401/79-19,50-402/79-18 4 50-403/79-18 on 790918-21 No 
proprietary info 

HOWE, P W Carolina Power 4 Light Co 79/10/31 Ip 


— 8003210307 Forwards IE Insp Repts 50-400/79-19,50-401/79-19, 
50-402/79-18 4 50-403/79-18 on 790918-21 U notice of 
VI alation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 79/10/22 2pp 


--8003210316 Notice of violation from insp on 790910-21 

* Region 2, Atlanta. Office of the Director 79/10/lB Ip 


— a003Sl0325 IE Insp Repts 50-400/79-19,50-401/79-19,50-402/79-18 4 
SO* 403/79-18 on 790918-21 Noncompliance noted processing 
4 review of const deficiencies 

CONLON, T E Region ?, Atlanta, Reactor Construction 4 Engineering 
Support Branch HARRIS, J R Region 2, Atlanta, Office of the 
Director 79/10/18 4pp 


0003270103 Ack receipt of lE Insp Repts 50-400/79-26, 50-401/79-26j 
SO-402/79-25 <. 50-403/79-25 on 791127-29 No proprietary 
1 nfo 

HOWE, P W Carolina Power ♦, Light Co BO/Ol/28 Ip 


— 8003970201 Foi wards IE Insp Repts 50-400/79-26,50-401/79-26, 
90-402/79-25 4 50-403/79-25 on 791127-28 No nomcomp 1 ianc * 
noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch 80/01/17 2pp 


--8003970213 IE Insp Repts 50-400/79-26,50-401/79-26.30-402/79-25 4. 
90-403/79-25 on 79J 127-29 No noncompUance noted Major 
aroas inspected steel structures 4 supports 6 weldins 
ac tivitl et 

HERDT.A R Region 2, Atlanta, Reactor Construction 8. Engineering 
Support Branch BIAKE. J J Region 2, Atlanta, Office of the 
Olnector 80/01/17 4pp 


6003260301 Forwards "Main Dam bplllway features 1,2 & Faults F4,A6*C2, 
f5,0rG3,03,H I " Geologic features 1 4. 2 in main dam core 
trench 4. spillway are not faults Rept available in Central 
Files only 

MCDUFFIE, M A Carolina Power JU Light Co 80/03/20 ip 


8003170007 Forwards lE Info Notice 00-03, "Main Turbine 
Elec brohydraul ic Control Sgs " No specific action or 
response required 

O^REILLY.JP Region 2, Atlanta, Office of the Director 80/01/31 

2pp 


P Security, medical, emergency f< firo protection plans 


6003030411 Ack receipt of NRC 791226 Itr re request for 
estimates Large-scale evacuation data can be obtained 
after details of acceptable emergency plan has been 
developed 4< approved by state authority 
MCDUFFIE, M A Carolina Power 4. Light Co 80/02/25 


evacuation time 
only 


Ip 


0003190080 Forwards IE Circular 79-25. Suppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
Q'REtULY, J P Region 2, Atlanta, Office of the Director 80/01/31 
tp 


8003120009 Forwards It Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'RElLLVrJ P Region 2, Atlanta, Office of the Director BO/02/01 

Ip 


0 Adjudicatory correspondence 


6003190281 Responds to 600216 postcard suggesting separate license 
hearings for each unit of facility A8LAP cannot act on 
suggestions until util clarifies intention re licensing of 
all four units al once 

DISHOP, C J Atomic Safety and Licensing Appeal Panel 60/03/05 
IP 


— 8003170291 Suggests that separate licemslng hearings be held for each 
unit of Facility Util has record of understaff i ng at 
Drunswick facility 4( does not have enough personnel to run 
proposed plant Under staff ing raises safety Issue 
EDDLEMAN, W Kudiu Alliance 00/02/16 Ip 


8003310259 Order granting extension until 800411 for Commission to act 
upon or grant petitions to review ALAD-977 4. ALAB-50I 
CHILK, S J Office of the Secretary of the Commission 00/03/24 
IP* 


O Inspection reports, IF Bulletins V correspondence 


0003210277 Ack receipt of 791107 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/79-19, 
50-401/79-19,50-402/79-10 V 50-403/79-10 

MURPHYrC E Region 2, Atlanta, Reactor Construction Engineering 
Support Branch 79/11/26 Ip 


6003180116 Forwards IE Bulletin 00-03, "Loss of Charcoal From 8td Type 
1 1, Tue-lnch, Tray Adsorber Cell* " Action required 
Q'REILLY, J P Region 2, Atlanta, Office of the Director 80/02/06 

2pp 


0003210163 Responds to IE Bulletin 79-28 NAMCQ Model EAIGO limit 
switches not used in lafety-r elated equipment provided fay 
Uestlnghouse Investigation of use of switches in non-NS&S 
equipment not complete 

MCDUFFIE, M A Carolina Power 4 Light Co BO/02/06 Ip 


0003180020 Forwards IE Bulletin 80-04, "Analysis of PWR Main Bbeam Line 
Break M/Contknued Feedwater Addition " No written response 
required 

O^RElLLY, JP Region 2, Atlanta, Office of thi Director 80/02/08 

2pp 


8003190390 Forwards IE Info Notice 80-03, "Chloride Contamination of 
Safety-Related Piping 4 Components ” No written rasponsi 
required 

O'RElLLYiJ P Region 2. Atlanta, Office of the Director, BO/08/03 
Ip 


0003190922 Ack receipt of IE Insp Repts 5O-4OO/B0-O3, 50-401/00-03, 
50-402/00-03 4< 00-403/00-03 on 000122-25 No proprietary 
info. 

HOUE4 P> II Carolina Power it Light Co 60/02/25 ip 
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—fl 003 1909.10 Forwards lE Incp Repts 50-400/80-03.50-401/90-03. 
50-40S/80-03 & 50-403/60-03 on 600122-29 No noncomp Uance 
noted 

BRVANT.J C Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 90/02/14 2pp 


—0003190961 IE Imp Repts 90-400/80-03.401/60-03,50-402/80-03 U 
90-403/00-03 on 000122-25 No nonco/npl lance noted Major areas 
inspected licensee identified i terns, inspector followup 
items 4. welding rnabl control 

HERDT. A R Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch RLAkE. J J Region 2 Atlanta. Office of the 
Director 90/02/13 5pp 


8003190643 Ack receipt of 800205 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/80-01, 
30-401/80-01, 50-402/80-01 50-403/80-01 

DRVANTr J C Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch 60/02/27 Ip 


—8003190646 Responds to NRC 600122 Itr re violations noted In IE Insp 
Ripti 50-400/80-01,50-401/80-01,50-402/80-01 U 50-403/80-01 
Corrective actions oscillating sprinkler ur/water supply 
placed In concrete curing room 

HQHE, P U Carolina Power t Light Co 80/02/09 Spp 


—8003190651 Ack receipt of IE Insp Repts 50-400/60-01,50-401/30-01, 
50-402/80-01 4, 50-403/80-01 on 800102-04 No proprietary 
Info 

HOWS, P M Carolina Power i. Light Co 80/01/29 tp 


—8003190656 Forwards IE tnsp Repts 50-400/80-01,50-401/80-01.50-402/ 
BO-Ol 1, 50-4'0'3/BO- 01 on 800102-04 I- notice of violation 
BRYANT, J C Region 2, Atlanta Reactor Construction fc Engineering 
Support Branch 80/01/22 2pp 


—8003190662 Notice of violation from insp on 800102-04 

* Region 3, Chicago. Office of the Director 00/01/22 Ip 


—8003190676 IF Insp Repts 50-400/80-01.50-401/80-01,50-402/00-01 6 
50-403/00-01 on 000102-04 Noncompl lance noted improper 
curing of concrete cylinders in concrete lab 

CflNLON, T E Region 2, Atlanta, Reactor Construction tc Engineering 
Support Branch LENAHAN.J J Region 2, Atlanta, Office of the 
Director 80/01/22 6pp 


8003180309 Forwards IE Info Notice 80-0/. "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/29 

2pp 


8003140406 Forwards IF info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/07 

2pp 


5 Reportable occurrences, LERs 6 related correspondence 


800316013? PNO-I I-BO-033 on 800226, a 1 Irgat ion received by NC Dept of 
Human Resources that unauthorised radioactive matl was 
onsite spent fuel wa^ being stored, e ipos ing workers State 
will perform radiation survey on 800229 

BRADLEY, R D . WILCOX. J D Region 2, Atlanta, Office of the Director 
80/02/27 ip 


8003110619 Interim deficiency rept re tebar omission in reactor 
auxiliary bldg Corrective action will be completed by approx 
800601 Final rept will be submitted fallowing corrective 
action 

CHIANOI.N J Carolina Power 6 Light Co 00/02/29 Ip 


6003110624 Interim deficiency rept re deficiencies In procurement, 
fabrication insp of engineered plates for concrete 
embedment support of saf etg-re lated loads Three plates 
remain on OA hold Final rept expected by 800601 
CHIANOl.N J Caiolina Power i Light Co 80/02/29 Ip 


DOCKET 90-402 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A App 1 lea C iOTi/construc 1 1 on stage documents ^ correspondence 


B003270496 "Environ Analysis for Harr i s-Karnett 300 KV Trahsmission 
Lina Route Selection " 

* Carolina Power tt Light Co /9/07/31 79pp 


—8003270901 "Environ Analysis for Wake-Richmond 500 kV LineiHarrls- 
Harnett Section Alternate Route Evaluation Rept " 

* Carolina Power Light Co 79/09/30 67pp 


6003030612 Final rept on defective Seismic Class I hanger uiaJds Ue 1 d i 
not reportable under 10CFH50 55(eJ Metallurgical 
investigation revealed basically cosmetic defects Corrective 
actions completed 6 acceptable 

CHIANOl.N J Carolina Powei t light Co BO/02/22 Ip 


8003070045 Notifies of 000306-07 meeting u/util at site bo review 
proposed Hai r i s-Harnett transmission coiridor.as required 
hy CP Condition 3-9 

KEOLUSEK, 8 Environmental Pt ejects Branch 2 00/02/25 Spp 


80031105/6 Foiwards draft NPI/t£» permit Revised draft will be 
resubmitted to EPA 

MILLS, W C North Carolina, State of 00/02/27 I0pp 


6003260542 Discusses 790427 tiansfei of lead responsibility from IE to 
Ofc of Nuclear Reactor Regulation re fill supporting pipe ild 
conduit concerns Items of concern have been resolved 
Licensee should be permitted to continue const 
JACKSON, R E Geosciences Branch 00/03/03 8pp 


6003180124 Forwards IE Info Notice 60-08 "States Co Sliding Link 
Electrical Terminal Black " No specific action or response 
requested 

O^RElLLYiJ P Region 2. Atlanta, Office of the Director 80/03/07 

2pp 


8003240238 Discusses ALAB -5/7 NRC must insure that no notice of 
opportunity for hearing >a issued on QL applications until 
preliminary evaluation of util capability to operate units 
in conformity w/NRC requirements has been made 

CHRl 8TENDURY, E Office of the Executive Legal Director 80/03/04 

*P 


8003270034 Forwards IE Bulletin 80-05, "Vactium Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks '■ 

Action written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/10 

Ip 


8003210513 Advises that util is proceeding w/ imp I ementati on of use of 
AIF 791004 position paper for procurement of off-the-shelf 
items Procedures were clarified at 000118 meeting w/NRC 8- 
AIF in Washington, DC 

MCDUFFIE, M A Carolina Power U Light Co 00/03/10 Ip 


8003260189 Forwards JE Bulletin 80-06. "Engineered Safety Feature 
(EBF) Reset Controls " No written response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/13 


6003250547 Forwards IE Info Notice 80-11. "Generic Problems M/ABCO 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/14 
ip 


Forwards IE Circulai 80-04. "Securing of Threaded Locking 
Devices on Saf •ty^'Rata ted Equipment ’■ No written response 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/03/14 

2pp 


80G326030I Forwards "Main Dam Spillway Features 1,2 8, Faults 
F3.0, 02.03, H U I " Geologic features 1 t 2 in main dam core 
trench 6 spillway are not faults Rept available In Central 
Flies only 

MCDUFFIE. M A Carolina Power 6 Light Co 80/03/80 Ip 


F4i A6, C2. 


F Security, medical, emergency t fire protection plans 


8003030411 Ack leceipt of NRC /91226 Iti re request for evacuation 
estimates Large-scale evacuation data can be obtained only 
after details of acceptable emergency plan has been 
developed approved by state authority 
MCDUFFIE, M A Carolina Power 6 Light Co 00/08/25 Ip 


time 
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0 Ad jud ICAtori^ cQrretpondence 


G003i902ai Responds to a0021di postcard suggpsttns separate license 
hearings for each unit of facility ASUAP cannot act on 
suggestions until utn clarifies intention rs licensing of 
all four units at once 

BISHQPfC J Atomic Safely and Licensing Appeal Panel 80/03/05 
IP 


— B003190291 Suggest! that separate licensing hearings be held for each 
unit of facility Util has record of understaff thg at 
Brunsuiick facility ti does not have enough personnel to run 
proposed plant Undersiaf f mg raises safety issue 
EDDLEKANfW Kudtu Alliance eO/OS/lA Ip 


G003310299 Order granting extension until 800411 for Commission to act 
upon or grant petitions to review ALAR-577 AUAB^SSt 
CHILKi 8 J Office of the Secretary cif the Commission 00/03/24 
IP 


0 Inspection reports* IE Bulletins t< correspondence 


8003210277 Ack receipt of 791107 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0~40O/79-19 j 
50“40l/79"l9r50-402/79»l8 4, 50-403/79-18 

MURPHY* C E Region 2i Atlanta* Reactor Construction It Engineering 
Support Branch /9/n/*’* Ip 


— 6003210283 Responds to KRC 791022: Ur re violations noted in IE Insp 
Repts 50-400/79-19. 50-401/79-19* 50-402/ ;9-ia «< 50-403/79-10 
Corrective actions extended concrete cure per iods* comp 1 ated 
satisfactory cleanup advised QA inspectors to itsue repts 
HQWE*P U Carolina Power I* Light Co 79/11/07 3pp 


— B003210297 Ac k receipt of 791022 Hr re IE Insp Repts 50-400/79-19* 
50-401/79-19, 50-402/ /9-18 <* 50-403//9-18 on 790918-21 No 
proprietary info 

HOWFrP W Carolina Power Light Co 77/10/31 Ip 


—8003210307 Forward! Ih Insp Repts 60-400/79- 19. 50-401/79- 19. 
50-402/79-18 80 •403/79-18 on 790918-21 t> notice of 

violation 

MURPHY* C E Region 2. Atlanta* Reactor Construe t ion I* Engineering 
Support Branch /9/l0/2«! 2pp 


—8003210316 Notice of violation from insp on 790918-21 

* Region 2* Atlanta* Office of the Director 79/10/18 Ip 


—8003210325 IE Insp Repts 50-400/ /9-1 9* 50-401 /79-i9, 50-402/79-18 
50-403/79-18 on 790918 2i Noncompliance noted processing 
b review of const deficiencies 

CQNLON, T E Region 2* Atlanta, Reactor Construction U Enginearlng 
Support Branch HARRlSiU R Region 2* Atlanta, Office of the 
Director 79/10/18 4pp 


8003270183 Ac k receipt of IE Insp Repts 50-400/79-26* 50-401 /79-26« 
80-402/79-28 h 50-403/ /9-25 on 791127-29 No proprietary 
info 

HOklE. P W Carolina Power Light Cg 80/01/28 Ip 


—8003270201 Forwards IE Insp Repts 50-400/79-26,50-401/79-26* 
50-402/79-25 t, 90-403/79-29 on 791127-20 No noncompliance 
noted, 

BRYANT, J C Region 8, Atlanta* Reactor Construe ti on It Englnaerlng 
Support Branch 80/01/17 2pp 


—8003270213 IE Insp Repts 50-400/79-26.50-401/79-26,50-402/79-25 k 
90-403/79-25 on 791127-2? No noncompliance noted Major 
areas Inspactad steel structures & supports It welding 
activities 

HERDT,A R Region 2, Atlante, Reactor Construction It Engineering 
Support Branch BLAKE, J J Region 2. Atlanta, Office of the 
Director 80/01/17 4pp 


8003170007 Forwards IE Info Notice 00-03. ’'Main Turbine 
Elec trohydraul ic Control 8yi " No specific action or 
response rei^gired 

O'REILLY, J P Region 2, Atlanta. Office of tha Director 60/01/31 

2pp. 


0003190080 Forwards IE Circular 79-28# Supp I A# ’’Shock Arreptor Strut 
Assembly Interference “ No written response required, 

O'REILLY, U P Region 2, Atlanta, Office of the Director. 80/01/31 
Ip* 


0OO3UO4JO Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

8EYFRIT, K V, Region 4, Dallasr Office of the Director 80/02/0i 

Ip 


6003120009 Forward*, IG Circular 80-02. "Nuclear Power Plant Staff Work 
Hours " No written response i etiuired 

O'REILLY# J P Region 2, Atlanta. Office of the Director 00/02/01 
IP 


8003160116 Forwards IE Bulletin 80-03* "Loss of Charcoal From Std Type 
1 1, Tufo-lnc h . Tray Adsorber Cells " Action required 

O'REILLY, U P Region ?, Atlanta# Office of the Director 00/02/06 
Spp 

\ 

8003210163 Raspotids to IF Dunetin 79-2Q NAMCO Model EAlflO limit 
switches not used in safety-related equipment provided by 
West inghouse Investigation or use of switches in non-NS8S 
equipment nut complete 

HCDUPF1E,M A Carolina Power k Light Co BO/02/06 Ip 


8003180028 Forwards IE Bulletin 80-04. "Analysis of PWR Main Steam Line 
Break W/Contlnued Feedwater Addition " No written responic 
requ i red 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/D2/0B 
2PP^ 


8003190390- Forwards IE Info Notice 80-09. ‘'Chloride Contamination of 
Safety-Related Pipjfig I Components " No written reiponse 
required . 

O'REILLY, J P Region 2. Atlanta, Office of the Director BO/02/08 
Ip 


6003190922 Ack receipt of IE Insp Reptl 50-400/80-03, S0-401/e0'03i 
50-402/88-03 k 50-403/80-03 on 800122-25 No proprietary 
info 

HOWE. P il Carolina Powur k tight Co 60/02/25 Ip 


—0003190940 Forwards IE Insp Repts 50-400/80-03,50-401/90-03. 
50-402/80-03 6 50-403/60-03 on 000122-28 No noncompUanee 
noted 

BRYANT, J C Region 2. Atlanta* Reactor Construction L Engineering 
Support Branch 80/02/14 2pp 


— 8003190961 IE Insp Repts 80-400/90-03,401/00-03.90-402/80-03 k 
50-403/80-03 on 800122-25 No noncompliance noted Major areas 
inspected licensee identified items* inspector followup 
items 6 welding matl control 

HEROT, A R Region 2. Atlanta, Reactor Construction (< Engineering 
Support Branch 01 AKE. J J Region 2* Atlanta* Office of the 
Director 60/02/13 Spp ' 


6003190643 Ack receipt of 600205 Itr informing NRC of steps taken to 
correct violations noted In IE Imp Repts 50-400/80-01* 
90-401/00-01. 50-402/80-01 k 50-403/80-01 

BRYANT, J C Region 2, Atlanta, Reactor Construction k Englnfering 
Support Branch 60/02/27 ip 


—8003190646 Responds to NRC, 800122 Hr re violations noted in IE Intp 
Repts 50-400/60-01* 5O-401/QO-O1 , 50-402/80-01 U 50-403/80-01 
Corrective actions oscillating sprinkler w/water supply 
placed In concrete curing room 

HOWE,P If Carolina Power I Light Co 80/02/05 2pp 


— 0003190651 Ack receipt of EE Insp Repts 50-400/00-01# 50-401/00-01. 
50-402/80-01 k 50-403/00-01 on 800102-04 Mo proprietary 
info 

HOWE, P IJ Carolina Power <■ Light Co 80/01/29 ip 


—8003190656 Forwards !E Insp Repti 50-400/80-01*50-401/80-01.50-402/ 
80-01 It 50-403/80-01 bn 000102-04 k notice of violation 
BRYANT, J C Region 2, Atlanta* Reactor Construction L Engineering 
Support Branch 60/01/22 2pp 


— 0003190662 Notice of violetion from insp on 800102-04 

e Region 3, Chicago, Office of the Director 00/01/22 Ip 


—8003190676 IE Insp Repts 50-400 /00-01, 50-401/60-01# 90-402/80-01 k 
90-403/80-01 on 600102-04 Nontomp Hence noted Improper 
curing of concrete cglindeis in concrete tab 

OONLQN, T E Region 2, Atlanta, Reactor Conitrgctian ic Engineering 
Support Branch LFNAHAN.J J Region 2, Atlanta, Office of the 
Director 00/01/22 6pp 


0OO31BO3O9 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking ” No response required 

□ 'RE1LLY#J P Region 2. Atlanta, Office of the Director 00/02/29 

app. 


0003140406 Forwards TE Info Notice 80-10, "'Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation ’’ No specific 
action or retpenst reRulred 

O'RElLLY.sf P Region 2. Atlanta. Office pf ,the Director 60/03/07 

2pp 
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QOO310O124 Foru^rdfi IE Info Uotice BO-OB “States Co Sliding Link 
Eleeirlcal Tor/n&nal Hlock No specific action or response 
requested 

O'HEIUtV, JP Region 2. Office of the Director ao/03/07 

3pp 


6003270034 Foruards lE Bulletin SO-05. ''Vacuum Cond 1 1 1 on Res-ulting in 
Damage to Chemical Vol Control Sijs (CVCS) Holdup Tanks " 

Acfcinn 4 uritten response required 

O'REILLY. J P Region ?. Atlanta. Office of the Director 60/03/10 
Ip 


6003260169 Forwards IF Bulletin 8u^06. Engineered Safety Feature 
(ESFll Reset Controls “ No tarsttcn respon-se required 

O'REILLY, or P Region Atlanta, Office of th« Diractor BD/03/13 
Ip 


0003250547 Forward's tfc Info Mofcjce 0Q-11. “Generic Protlems M/ASCO 
Valvai in Nucleat Application's Including Fire Protection 
Syi ” No action or urltten response required 

O'REBLLY, J P Region 2, Atlanta. Office of the Director 60/03/14 

ip 


6003260207 Forwards IE Circular 60-04, “Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No uiitten response 
required 

O'REILLY, vi P Region 2. Atlanta, Office of the Director 80/03/14 

2pp 


3 Reportable occurrences. LERs related correspondence 


9003130139 PNO-II ’-GO-033 on 600226, a 1 1 eg a t ion received by NC Dept of 
Human Resources that unauthoiited radioactive matl was 
onsite & spent fuel uas bolng s tor ed, e epos ing luorkere State 
uill perform radiation survey on 000229 

BRADLEV.R D Region 2. Atlanta, Office of the Director 80/02/27 

Ip 


6003110619 Interim deficiency rept re rebar omission in reactor 
auxiliary bldg Corrective action will be completed by approx 
B00601, Final rep t will be submitted ^olloulng corrective 
action 

CHlANOl.N J Carolina Power U Light Co BO/OZ/29 Ip 


0003110624 Interim deficiency rept re deficiencies in procurement, 
fabrication it insp of engineered plates for concrete 
embedment Zt support of saf ety-relatcd loads Three plates 
remain on QA hold Final rept expected by 900601 
CHIANOI.N J Carolina Power L Light Co 60/02/29 Ip 


DOCKET 50-403 SHEARDM HARRIS NUCLEAR POWER PLANT, UNIT 4 


A App I icatlon/constr uc fcion stage documents b correspondence 


B003270496 "Environ Analysis for Harr I s-Harnett SOO KV Transmission 
Lint Route Selection 

* Carolina Power it Light Co 79/07/3i 75pp 


— 800327050k “Environ Analysis for Wake-Rlchmqnd SOO kV Lint,Harris- 
Harnett Section Alternate Route Evaluation Rept " 
s Carolina Power L Light Co 79/09/30 67pp 


9003030612 Final rept on. defective Seismic Class J hanger welds Welds 
not reportable under 10CFR90 55(el Metallurgical 
Investigation revealed basically cosmetic defects Correctivs 
actions completed S acceptable 

CHIANOI.N J Carolina Power % Light Co 60/02/22 Ip 


9003070045 Notifies of 800306-07 meeting w/utll at site to review 
proposed Harr Is-Marnet t transmission corridor, as required 
by CP Cord I tlan 3-9 

KEDLUSEKjS Environmental Projects Dranch 2 00/02/25 Spp 


8003110976 Forwards draft NPDES permit Revised draft will be 
resubmitted to EPA 

MILL&iW C North Carolina, State of 80/02/27 10pp 


0003260542 Discusses 790427 transfer of lead responsibility from IE to 
Ofq of Nuclear Reactor Regulation re fill supporting pipe 
conduit concerns Items of concern have been resolved, 

Licensee should be permitted to continue const 
JACKS ON, ft E Geosciences Dranch 90/03/03 2p p 


0003240230 Discusses ALAD-577 HRC must insure that ho notice of 
opportunity for hearing is issued on OL applications until 
pre 1 lifilnary evaluation of util capability to operate units 
in conformity u/NRC requirements has been made 

CHRISTENDURY, E affice of the Executive Legal Director 80/03/04 

Ip 


6003210513 Advises that util is proceeding w/imp lementatlon of use of 
AIF 791C04 position paper for procurement of off-the-shelf 
items Procedures wet e clatified at 600119 meeting w/NRC & 

AIF in Wash 1 ngton, DC 

MCDUFFIE. M A Carolina Power 6 Light Co 00/03/18 Ip 


0003260301 Forwards “Main Dam Spillway features 1 , 2 b Faults F4.A6,C2, 
F5iO,02,03,H t 1 " Geologic features 1 8' 2 In main dam core 
trench t* spillway are not faults Rept available in Central 
Files 

MCDUFFIE.M A Carolina Power 6 light Co 00/03/20 Ip 


F Becuritg, medical, emergency tire protection plans 


0003030411 Ack receipt of NRC 791226 Itr re request for evacuation time 
estimates large-scale evacuation data can be obtained only 
after details of acceptable cflrergencg plan has been 
developed 6 approved by state authority 

MCOUFFIF, H A Carolina Power U Light Co 00/02/25 Ip 


G Adjudicatory correspondence 


6003190281 Responds to 000216 postcard suggesting separate license 
hearings for each unit of facility ASLAP cannot act on 
suggestions until util clarifies intention re licensing of 
all four units at once 

BISHOP, C j Atooiii Oafety and Licensirig Appeal Panel BO/03/05 

ip 


'8003190291 Suggests that separate licensing hearings be held for each 
unit of facility Util has record of understaffing at 
Diunswici facility K doav not have enough personnel to run 
proposed plant Under > ta ft mg raises safety issue 
EDDLEHAN. W Kudiu Alliance 90/02/16 Ip 


6003310259 Order gi anting extension until 800411 for Commission to act 
upon or grant petitions to review ALAR-577 t ALAO-SBl 
CHILK, 8 J Office of the Secretary of the Commission 90/03/24 
Ip 


Q Inspection reports. IE nulletins 4 correspondence 


9003210316 Notice of violation from insp on 790918-21 

* Region 2. Atlanta. Office of the Director 79/10/18 Ip 


9003210277 Ack receipt or 791107 Itr Inforoung NRC of steps taken to 
correct violations noted m lE Insp Repts 50-400/79-19. 
50-401/79-19. SO- 402/79-18 f, 50-403//9-IS 

MURPHV.C E Region 2, Atlanta. Reactor Construction 4t Engineering 
Support Dranch 79/11/26 Ip 


- 80D321D283 Responds to NRC 79102? Itr re violations noted in IE Imp 
fiepts 90-400/77-19,50 401/79-19,50-402/79-18 e< 50-403/79-lQ 
Corrective actions eitrndod cotici ete cute per 1 ods, comp 1 eted 
satisfactory cleanup f advised OA inspectors to issue repts 
HOWE.R W Carolina Rower K Light Co 79/11/07 3pp 


•8003210297 At k receipt of 791022 Ur re IE Insp Ropts 50-400/79-19. 
50-401/79-19, 50-40?/ 79- 19 I 50-403/*''9“ 1 0 on 790910-21 No 
proprietary info 

HOVIE. P W Carolina Power f< Light Co 79/10/31 Ip 


— 6003210307 Forwards IF Insp Repts 50-400/79-19,30-401/79-19, 
50-402/79-10 K 50 403/79-10 on 790910-21 it notice of 
violat ion 

MURPHY, 0 C Region 2, Atlanta. Reactor Construction 5< Engineering 
Support Branch 79/10/22 2pp 


— a0032l032& It Insp Repts 50-400/79-19.50-401/79-19,50-402/79-186 
50-403/79-16 on 790918-21 Noncomp 1 lanc e noted processing 
review of const deficiencies 

CONLON, T E Region 2, Atlanta, Reactor Construction Englneerinj 
Support Branch 79/10/19 4pp 


8003270183 Ack receipt or IE Insp Repts SO -400/79-26, 50-401 /79-26. 
50-402/79-25 I 30-403/79-25 on 791127-29 No proprietary 
info 

HOWE,P N Carolina Power i> Light Co 00/01/20 ip 


—6003270201 Forwards IE Insp Repts 50-400/79-26,50-401/79-26, 
50-402/79-2S ^ 50-403/77-P5 on 791127-29 No noncomp 1 1 ante 
noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction Engineering 
Support Dranch 80/01/17 2pp 
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— ao03S702l3 IE Insp Repts £30-400/ 79-26, S0'-40i/79-2&, S0-40a/79“25 
gO-403/79-25 on 791t27-29 No nonconp 1 1 ,3nc e noted M^jor 
are^v inspected steel structures & supports & ueldlng 
activities 

HERDTi/i H Region 2, Atlanta, Reactor Constructioh S< Eugineorihg 
Support Branch aO/Ql/l7 4pp 


8003170007 Foi wards IE Info Notice 80-03, ‘‘Main Turbine 
El ectToh\|draul 1 c Conttol Gijs " No sp&cific action or 
tespahse required 

Cl'REILLf>J P Region 2 Atlanta, Office of the Director 80/01/31 
5PP 


8003190080 Forwards IF Circular 79-25. Supp I A# ^'ShoeV APT*»tor Strut 
Asiemblg Ihtertrronce " No wi itten response required 
O'REILLV. J P Region 2, Atlanta, Office of the Director 80/01/31. 
IP 


8003120009 Forwards IE Cjrculai 80-02, "Nuclear Power Plant Staff Morit 
Hours “ No written i esponse required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/02/01 

kp 


3003180116 ForwareJs IF nulletici 80-03, "Loss of Charcoal Frofli Std Type 
Two- J nc h, Tray Adsorber Colls ” Action required 
O'PETILLY.J P Region 2. Atlanta. Office of the Director 80/02/06 
apf 


6003210163 Responds to IE Bulletin 79-28 NAMCO Node I EAiBO limit 
switches not used in saf ety-related equipment provided by 
Uestinghouse Investigation of use of switches in non-N 88 Q 
equipment not complete 

MCDUrnC.n A Carolina Power 4 Light to 00/02/06 Ip 


6003180028 Forwards IF Bulletin 80-04, 'Analysis of PNR Main Steam Line 
Dreali N/Conttnued Feedwater Addition '* No written response 
requ ir od 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/09 

2 pp 


8003190390 Forwards IF Into Notice 00-05, "Chloride Contamination of 
6 af e ty-Re 1 a te d Piping 4 Components " No written response 
ratio ired 

O'REILLY, J P Region ?, Atlanta, Office of the Director S0/02/0Q 
ip 


0003190922 Ack receipt of IE Insp Repts b0-400/e0”03i 50-401 /0O-O3, 
90-402/80-03 4- 50-403/00-03 on 800122-25 No proprietary 
info 

MOUE.P W Carolina Power ?- Light Co 00/02/29 Ip 


—0003190940 Forwards IE Insp Repts S0“400/ao-03» S0-401/80-03t 
50-402/00-03 4 50-403/80-03 on 800122-25 Wo noncompliance 
noted 

BRYANT, C J Region 2, Atlanta, Reactor Construction 4^ Engineering 
Support Branch 00/02/14 2pp 


—6003190961 IE Insp Repts 50-400/80-03,401/00-03,50-402/90-03 4( 
50-403/80-03 on 800122-25 Nq rionc amp 1 lane e noted Major areas 
inspected licensee identified i tems, Inspec tor followup 
items 4( welding matl control 

HERDT.A n Region 2- Atlanta, Reactor "Construe tion li Englnearlng 
Support Branch 80/02/13 Spp 


8003190643 Ack receipt of 80020S Ur informing NRC of steps taken to 
correct violations noted in IL Insp Repts 50-400/BO-01, 
50-401/00-01,90-402/80-0^' 50-4O3/QO-OS 

BRYANT, J C Region 2, Atlanta, Reactor Construction Engineerins 
Support Bronch 80/02/27 ip 


— 0003190646 Responds to NRC 800122 Itr re violations noted In IE Inip 
Rapts 50 -400/00-01, 50-401/80-01, 50-402/80-01 4t 80-403/00-01 
Corrective actions oscillating sprinkler w/continuous water 
supply placed in concrete curing room 

HOWE, P W Carolina Power 4- Light Co 80/02/05 2 pp. 


— 0003190651 Ack receipt of IE Insp Repts 50-400/00-01 , 50-401 /80-0t, 
S0-4O2/BO-OI tr. 50-403/80-01 on 800102-04 No proprietary 
Info 

HOWe.P N Carolina Power 4 Light Co 80/01/29 Sp 


— 0003190656 Forwards IE Insp Repts 50 - 400 / 00-0 1 1 50-401/00-01, 50-402/ 
00-01 4 50-403/00-01 on 800102-04 4 notice of violation 
BRYANT, J C Region 2, Atlanta, Reactor Construction 4 Eng Inter Ing 
Support Branch 80/01/22 2pp 


— 0003190662 Notice of violation from insp on 000102-04 

Region 3, Chicago, Office of the Director 00/01/22 Ip 


— B003190676 IE Insp Repts 50-400/80-01,50-401/00-01,50-402/80-01 4 
50-403/00-01 or> B00102-04 None omp 1 lane s noted improper 
curing of concrete cylinders in concrete lab 

CONLDH, T E Region 2 , Atlanta, Reactor Construction 4 Engineering 
Support Branch B0/01/?2 6 pp 


B003180309 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cractisn^ " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/02/2? 

2pp 


8003140406 Forwards I£ Info Notice 90-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation '■ No specific 
action or response required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 00/03/07 

2 pp 


8003160124 Forwards IE Info Notice 80-00 "States Co Sliding Link 
Electrical Terminal Block *" No specific action or response 
requested 

O'REILLY. J P Region 2< Atlanta, Office of the Director 00/03/07 
2|>P 


0003270034 Forwards lE Bulletin 60-05, "Vecuum Condition Resulting in 
Damage to Chemical Vol Control Bys (CVC 8 ) Holdup Tanks " 

Action written response required 

O'REIUY.J P Region ?• Atlanta, Office of the Director 80/03/J0 
ip 


0OO326O1B9 Forwards IE Bulletin 00-06, "Engineered 'Safety Feature 
(ESFI Reset Controls " No written response required 
O'REILLY.J P Region 2, Atlanta, Office of the Director 00/03/13 
ip 


0003250547 Forwards IE Info Notice SO-H, "Oenerlc Problems U/ASCO 
Yalves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILUV.J P Region 2, Atlanta, Office of the Director 00/03/14 
IP 


3003260207 Forwards IE Circular 60-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

‘ O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/14 

Spp 


S Reportable occurrences. LERs L related correspondence 


0003100139 PNa-II-aO-033 on 800226, al legation received by NC Dept of 
Human Resources that unauthorlied radioactive matl was 
onsite It spent fuel was being stored, expos! hg workers State 
will perform radiation survey on 800229 

BRADLEY, R 0 Region 2« Atla-nta, Office of the Director 80/02/27 

Ip 


6003110619 Interim deficiency rept re rebar omission in reactor 
auilliary bldg Corrective action will be completed by approx 
300601 Final rept uiili be submitted following corrective 
action 

CHIANOliH J Carolina Power Light Co 30/02/29 Ip 


3003110624 Interim deficiency rept re deficiencies in procurement, 
fabrication I* insp of engineered plates for concrete 
embedment 6 support of ea f « ty-rc late d loads Three plates 
remain on DA hold Final rept expected by 000601 
CHIANOlrN J Carolina Power !< Light Co 00/02/29 tp 


DOCKET 50-404 NORTH ANNA POWER BTATlONi ONIT 3 


A App 1 i cat i on/construct ian stage documents 6 correspondence 


0003240316 FOIA request for documents rs requaited eitaniion of const 
completion dates for facilities 
HANBELU. D 11 lino is. Btate of 9D/02/D6 2pp 


0003270106 Forwards Kydrologie engineering questions in response to 
790921 Itr te proposed changes to design basis graunduater 

levels 

PARR, a D Light Mater Reactors Branch 3 80/03/06 Spp 


8003240320 Responds to FoiA request for documents re requested 
extension of const completion dates for facilities Forwards 
dociinients listed in App A 

FELTON, J M Division of Rules and Records 00/03/10 2pp 


— 6003240326 Negative declaration supporting order re extension of const 
completion dates for facilities 

REOANcU H Environmental Projects Branch 2 79/04/10 2pp 
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F Se-cority. rindicaS. emers^ncy ^ir* protection pl«nf 


SOQ304026B A4vl<c thot info re eitlmates for evacuation tioiei of areei 
around fac i i 1 1 i ««> reque« ted in NRC 79132^ ltr«wai provided 
in utii 600206 Ur 

DROWN, S C Virainia Electric t Power Co 80/02/25 Ip 


Q Inipection reporbtif IE Sulleilni Si correspondence 


8003050250 Forwards IE Insp Repts 50-338/79-51, S0-339/7*?-57. 
50-404/79-08 L S0'405/79-0e on 791210-20 No noncompliance 
noted 

BRVANr. J C Rofiion 2, Atlanta, Reactor Construction |< Engineering 
Support Branch 80/01/24 2pp 


— 8003050261 IE Inps Septs 50-339/79-51 r 50-339/79-57. 50-404/79-00 i 
50-405/79-08 on 791S18-20 No noncompliance noted Major 
areas inspected diesel geneiators lU ciiarginfi pumpsi concrete 
testing, IE bulletins & followup on deficiencies 

HUNT,M 0 Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch HCFARLANOirC F Region 2, Atlanta, Office of the 
Director 80/01/24 6pp 


8003170066 Forward's IE Info Notice 80-03, “Main Turbine 
El ec trohgdrasJ 1 j c Control Sys •' No specific action or 
response required 

O^REILUY. JP Region 2. Atlanta, Office of the Director 00/01/31 

2p p 


0003190143 Forwards IE Circular /9-35iSupp| Ai "Shocit Arrestor Strut 
Assembly interference ” No written response required 
O'REILLY, P Region 2, Atlanta, Qffiea of the Director 00/01/31 
IP 


8003120048 Forwards IE Circular 80-02, ‘'Nuclear Power Plant Staff Worti 
Hours “ No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/01 
Ip 


8003100001 Forwards lE Bulletin 00-04, 'Anal vets of PWR Hein Steam Line 
llreafc (4/Continued Feedwater Addition No written response 
required 

O^R£lLLY,J P Region S, Atlanta. Office of the Director 00/02/08 
Spp 


0003190456 Forwards IE fnfo Notice 80-09, "Chloride Con tamlnetlon of 
8af ety-Related Piping it Components " Ho written response 
required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/00 
If 


8003190055 Forwards IE info Notice B0-07i *’Pwmp Shaft Fatigue 
Cracking " No response required 

0'R£ILLY,wP P Region 2, Atlanta, Office of the Director BO/02/29 

2pp 


8003120477 Advises that review of IE Bulletli* 80-03 has temporarily 
stopped due to feasibility study of sites 
BRDNN, 8 C Virginia Electric ic Power Co 00/03/06 Ip 


600324029/ Notifies of suspension of review of IE Bulletin 80-03 due 
to perPornancf of feasibility study Will resume revieo^ If 
study indicates continuing w/facititles as nuclear units 
DROWN, S C Virginia Electric it Power Co 00/03/06 Ip 


9003140416 Forwards IE Info Notice 80-i0, "PartlaJ Loss of Non-Nuclear 
Instrument 0ys Power Supply During Operation “ No specific 
action or response required 

O'REJLLY, JP Region 2, Atlanta, Office of the Director 00/03/07. 
Spp 


0003180384 Forwards |£ Info Notice 60-00 “States Co Sliding Link 
Electrical Terminal Block No specific action or response 
requested 

O'REILLY, vl P Region 2. Atlante, Office of the Director 80/03/07 

2pp 


80D327004S Forwards IE Bulletin B0-05i "Vacuum Condi lion Resulting in 
Damage to Chemical Vol Control Sys (CVC8} Holdup Tanks " 

Action 4i written response required 

O'REILLY/ JP Region 2. Atlanta. Office of the Director 60/03/10 

Ip 


9003260260 Forwards |E Dull* tin B0~06, “Engineered Safety Feature 
<E8F> Reset Controls '* No written ro«pon«e reqoirad 
O'REILLY, jP Region 2, Atlanta, Office of the Director 60/03/13 
Spp 


0003250500 Forwards IE Info Notice 00-11, “Generic Problems H/ASCO 
Valves In Nuclear Applications Including Fire Protection 
0yt " No action or written response required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 00/03/14 
ip 


8003260200 Forwards IE Circular 00-04, “Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

O'REIUUY.J P Region ?, Atlanta, Office of th* Director 00/03/14 
2pp 


DOCKET 90-405 NORTH ANNA POWER STATIOH. UNIT 4 


A App 1 icaiion/consCruc tion stage documents & correspondence 


6003240316 FOlA request for documents re requested eictenslon of const 
completion dates for facilities 
HAMSELL. D Illinois, State of 00/02/06 2pp 


6003270106 Forwards hydrologic engineering questions in response to 
790021 1 tr re proposed changes to design basis groundwater 
levels 

PARR.O D Light Water Reactors Branch 3 SO/03/06 3pp 


6003240320 Reaponds to FOIA request For documents re requested 
extension of const completion dates for facilities Forwards 
documents listed in App A 

FELTON, J M Division of Rules and Records 00/03/10 2pp 


— 6003240326 Negative declaration supporting order re extension of const 
completion dates for facilities 

REOAN) N H Environmental Proiecti Branch ? 79/04/10 2pp 


F Security, medical, emergency Ic fire protection plans 


6003040260 Advise that info re estimates for evacuation times of areas 
around f ac 1 1 1 tl es, reques tod in NRC 791226 Itr.uas provided 
tn util 800206 Jtr 

BRONN, 8 C Virginia Electric ( Power Co 00/02/29 Ip 


Q Inspection reports, IE Bulletins S correspondence 


B003050250 Forwards IE fnip Repts 50-330/79-51,50-339/79-97, 
90-404/77-00 i 50-409/79-00 on 791210-20 No noncomp 1 iance 
noted 

BRYANT, J C Region 2, Atlanta, Reactoi Construction 4t Engineering 
Support Branch 00/01/24 Spp 


—0003050261 IE Inps Repts 30-330/79-51, 50-339/79-57, 50-404/79-00 it 
90-409779-00 on 791210-20 No nonconp I iance noted Kajor 
areas Inspected diesel generators it charging pumps, concrete 
testing, IF bulletins L followup on deficiencies 
HUNT.H 0 Region 2, Atlanta, Reactor Construction ^ Engineering 
Support Branch 00/01/24 6pp 


0003170066 Forwards IE Info Notice 00-03, ''Main Turbin# 

E Itc trohydraul Ic Control Sys " No specific action or 
response required ' 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/01/31 

2pp 


0003190143 Forwards IE Circular 79-25, Suppl A, "Bhock Arrestor Btrut 
Assembly Interference “ No written response required 
O'REILLY,*/ P Region ?> Atlanta, Office of the Director BO/OJ/31 
IP 


0003120040 Forward! IE Circular 00-02, “Nuclear Power Plant Btaff Work 
Hours “ No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/02/01 

Ip 


0003100001 Forwards fE Bulletin 90-04. “Analysis of PUR Main Steam Line 
Break W/Contiifued Feedwater Addition “ No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/06 

2pp 


Q003190496 Forwards JE Info Notice 00-05, "Chloride Contamination of 
Safety-Related Piping it Components “ No written response 
required 

O'REILLY. J P Raglon 2, Atlanta, Office of the Director 80/02/00 

Ip 


8003190055 Forwards IE Info hfotice 00-07, "Pump Shaft Fatigue 
Cracking." No response required 

Q'REtLLY, J P Region 2. Atlanta, Office of the Director 00/08/29 
2pp 
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8003120477 Ad/ises that reyietJ of IE Bulletin 80^03 has tefhporarl 1<| 
stopped due to feasibility study of sites 
0HQi^Nf 3 C Virginia Electric 4 Poiuer Co fl0/03/0& Ip 


8003240597 Notifies of suspension of revieu of IE Dulletln a0*'03 due 
to performance of feasibility study Will resume revleu if 
study indicates continuing u/r oc i 1 i ti es as nuclear units 
BROVlNi- S C Virginia Electric Power Co GO/03/06 Ip 


8003140416 Forwards IE Info Notice 80-10* "Partial Loss of Klon-Muc lear 
Instrument Sys Power Supply During Operation " No specific 
action or response rc<iuu ed 

0 'REILLY* J P Region 2. Atlanta* Office of the Director 80/03/07 

3pp 


8003160324 Forwards IE Info Notice 60-08 "States Co Sliding Link 
Electrical Terminal Blotk " No specific action or response 
requested 

0^R£ILLY*J P Region 2. Atlanta, Office of the Director 80/03/07 
2pp 


800327004S Forwards IF Bulletin 80-05* "Vacuum Condition Resulting In 
Damage to Chemical Vol Control Sys (CVC8I Hbldufv Tanks '' 

Action it written response required 

O'REILLV. J P Region 2. Atlanta* Office of the Director 80/03/10 
Ip 


G003S60260 Forwards IE Bulletiti 60-06, "Engineered Safety Feature 
(ESF) Reset Controls “ No written response loquired 
□ 'REILLY* V P Region J', Atlanta* Office of the Director BO/03/13 
2pp 


B003S30560 Forwards If Info Notice BD-li* "Genei ic Problems U/A6CD 
Valves in Nuclear Applications Including Fire Protection 
8y» "■ No action or wiitten response lequlred 

O'REILLY, JP Region 2, Atlanta* Office of the Director SO/03/14 
IP 


6003260200 Poruards IE Circular 80-04, "Securing of Threaded Locking 
Devices Oh Saf ety-Re 1 ated Equipment " No written lesponse 
required 

0'REtLLY*0 P Region 2, Atlanta, Office of the Director 80/03/14 

2pp 


DOCKET 50-406 TU8KEGEE INST RESEARCH REACTOR 


0 Inspection reports* It Bulletins t/ correspondence 


8003110488 Forwards IE Circular 80-02* 'Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 80/02/01 

Ip 


8003070323 Forwards IE tnep Rept 50-406/80-01 on 800212 No 
nonc-omp 1 lane e noted Insp rept withheld (ref iOCFR2 790) 

KENNA, W D Region 2, Atlanta* Safagoards Branch 80/02/28 Ip 


— 8003070326 IG Insp Rept 50-406/60-01 on 800212 No noncompUance noted 
Major areas inspected review of portions of security plan, 
security areas* secur i ty organi xation* access control* security 
sys i fuel storage Withheld (ref I0CFR2 790) 

MOORE. D E Region 2* Atlanta* Office of the Director TOBIN, W J 
Region 2, Atlanta, Safeguards Branch 80/02/28 2pp 


DOCKET 50-407 UN IV OK UTAH RESEARCH REACTOR 


S Reportable occurrences, LERs K. related correspondence 


8003140171 PNa-IV-80’'004 qn 000227, bomb threat received by Qfc of 
President Call stated bomb was placed in nuclear engineering 
lab Authorities were not notified 6 search conducted No 
bomb found Lab shut down for remainder of day 
WESTERKANiT F * MADSENrO L Region 4* Dallas* Office of the 
Director 60/02/27 Ip 


DOCKET 50-409 LA CROSSE BOILINO WATER REACTOR 


F Security* medical, emergency t fire protectior plans 


8CD317O205 Comments on wiring change in fire alarm circuit on 
Pyrotronies* Inc print 530-217098 revision Recommends 
licensee return circuit to original wiring configuration 
Detector could sente fire but not sound alarm 

KACDOUOALLi E A Brookhaven National Laboratory 79/06/26 ip 


8003210485 Forwards B1A0036* "Fire Protection Sys Combined Hater 
Demand Analysis," Revision l*pre-pereil by Nuclear Energy 
Sve s* Inc 

LINDER* F Dairy land Power Cooperative BO/03/n Ip 


— a0O32lO4S9 "Fire Protection Sys Combined Water Demand Analysis " 
FINNAN, C Nuclear Enei gy Service. Inc 81A0036 Rl 60/01/23 
54pp 


0 Adjudicatory correspondence 


8003240105 Forwards show cause order re facility Hquefattlon issue 
DENTQN, H R Or f ice of Nuclear Reactor Regulation 80/02/25 2p p 


— 8003240108 Order to show cause directing licensee to submit detailed 
design proposal for site dewatering sys to preclude 
occurrence of liquefaction in event of earthquake tf make sys 
operationa I 

DENTON* H R Office of Nuclear Reactor Regulation 80/02/23 
tOpp 


B003240619 Motion to compel Coulee Region Energy Coalition to respond 
to NRC 791214 interrogatories re LACBUR full-term license 
proceeding Requested Info essential for proper preparation 
of testimony Certificate of Sve end 
NOQDHEAD.C P Hearing Branch 3 80/03/13 5pp 


(3003 240430 Requests public hearing re show cause order Issued to util 
on soil liquefaction problem at facility Lists issues that 
should be discussed beyond those listed by order 
□L6EN,F M Affiliation Unknown 80/03/18 6pp 


8003560511 Requests hearing on G00225 show cause order re liquefaction 
Issue be held in La Crosse*Ut 

MORSE, A K Coulee Region Energy Coalition 80/03/19 Ip 


8003270028 Order granting eitenslon until B004II for Commission to 
elect whether to levieui director's 800229 decision denying 
petition under 10CFR2 206 

CHILK, S J Office of the Secretary of the Commission GO/03/I? 

U 


8003280469 Response to NRC 800225 show cause order Lists reasons why 
util should not be requited to submit site dewatering sy» 
design proposal by 600527 Affidavit U Certificate of 8vc 
enc 1 

LINOER. F Dairyland Power Cooperative 60/03/25 I2pp 


—00035604/3 "Response to NRC Concerns on Liquefaction Potential, 
prepared for LACBUR 
« Dames 4 Hoore 80/03/21 34pp 


H General correspondence 


8003050356 Protests util decision to cancel 800111 meeting w/NRC in 
Nash ington, DC Accuses util of stifling cltiiens 
partic 1 pati on in considering phase out of lifetime of 
LACBWR 

MDR6E*A K Coulee Region Energy Coalition 80/02/10 4pp 


P Operating license stage documents L coi respondence 


8003170197 Forwards draft NUREO-0630, "Cladding Swelling U Rupture 
Models for LQCA Analysis" A topics for discussion sent bo 
fuel vendors Requests commants by 800109 

EI6ENHVT. D G Division of Operating Reactors 79/12/20 19pp 


— 6003170371 Draft "Cladding Swelling it Rupture Models for LOCA 
Analysis " 

PDHER8, D A Core Performance Branch 79/11/30 I06pp 


8003170033 Responds to 600117 t 52 documentation, re NRC 600102 show 
cause order, indicating equipment necessary to complete 
Category A items will he delivered by 600515 Acceptability 
of Category A implementation sub j to review 

□ENTQN, H R Office of Nuclear Reactor Regulation 80/02/01 2pp 


— 8003t7003A Responds to 800122 documentation* re NRC 800102 show cause 
order* ind 1 eating equipment necessary to complete Category A 
items will be dolivered by 600211 Acceptability of Category 
A Implementation subj to review 

DENTQN.K R Office of Nuclear Reactor Regulation 60/02/01 2pp 


6003180190 Forwards SEP "Guidelines for Evaluating Environ 
Qualification of Class IE Electrical Equipment In Operating 
Reactors " All SEP licensees requested to attend 800221 
meeting in Bethesda,MD re qua 11 f Ications review process 
ZIEMANM.D L Operating Reactors Branch 2 80/02/15 3pp 
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8003240441 ForJjJardi reijuflit for atfdl info #or r»vleui of ’*LAC0UR 

flod Prop f’robob i 1 1 Studij *' Rsquofti response within 60 

d4Vf 

ZIEMANHpD L Dparitinfl Reoctori Drone* 2 00/02/20 Opp 


80031?0373 Natificatton of 0003(9-20 moetinpt w/irtil in La Cro'iie»tVl to 
dl^cuai TMI Lfarnad Taftt Porca imp 1 etpan tat i on audit 

SHtAjJ J Oparatlnp Reactors Dranc-h 2 00/02/29 2pp 


8003120322 Submit* info re verification of containment purge ti vent 
valve operaljnit(i in response to NRC 791023 request Forwards 
A1 1 is-Clialiiierf Corp 791221 rept confirming adequacy of 
valves Suoirnary of r«pt U supporting data enci 
LIWDEfi.F Duke Pouier Co 80/03/06 20pp 


—0003120329 "Test Rept on All 1 i-Cha Uert 6-lnc(i STREAMSEAL Buttirflg 
Valve In Air re Nuclear Contalnffint IsulatiPn Valves *' 

OQLOKAN. H L r SCHWARZ, P R r ZtlDERB, R H Al 1 1 s-Chalmeri Cotp 
veR-O209 79/12/21 I50pp 


0003170441 Forward* drajiings submits addi info re adequacy of station 
electric distribution sqs voltage Drawings available in 
Central Files only 

LII'IDER'F Dairy land Fower Cooperative 00/03/10 3pp 


6003180631 Responds to 800222 request re assurance of component 
integrity U functionality of chtcli valves as pressure 
isolation barrier between primary coolant sys 6 any low 
pressure lys Describes valve conf iguratio-n 
LINDER, F W Dalrvlfrif Power Cooperative 00/03/13 9pp, 


8003200462 Forwards Nuclear Energy 8vcs, Inc 770927 r*pt» *'8afaty 
Evaluation 6 Cumplianee w/NRC Staff Positions re LACfiWR 
Emergency Power Sys," in responsa to NRC 770603 requaet to 
compare current design of power sys w/NRC poeitiofit 
LiNDERfF Dalryland Power Cooperative 80/03/17 Ip 


—8003200468 "Safety Evaluation L Compliance w/NRC Staff Pdsltlans ra 
LACBWR Emergency Power Sys '* 

MI LOS. I? Nuclear Energy Service. Inc NES 81^0020 77/09/27 

23pp 


0 Inspection reports, IE Bulletins L cerretpendenca 


6003190141 Responds to lE Bulletin 79’'28. '’Possible Malfunction of 
Nemco EAI80 Limit Sultcbes at Elevated Temps ” Namco EA10O 
tuitcbi Sr dtd code 790202‘'790624r no t used in safety or 
nonsafety-rela ted circuits at facility 
LINDER, F, DalryUnd Power Cooperative 79/12/17 ip 


8003140462 Forwards IE Info Notice 80-03, "Main Turbine 
Elf ctrohydrawl Ic Control 8ys " No specific action or 
response required 

KEPPLERr J 0 Region 3. Chicago, Office of the Director 00/01/31 
IP 


8003190027 Forwards IE Circular 79-25, 0uppl A, "0hoct Arrestor Strut 
Assembly Interference " No written retponie required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/01/31, 
If 


6003120172 Forwards IE Circular 00-02, "Nuclear Power Plant Staff Iforh 
Hours " No written response required 

KEPPLERiJ 0 Region 3, Chicago, Office of tbe Director 60/02/01 

ip 


8003140221 Forwards IE Bulletin 00-03, ''Lois of Charcoal from 8td Tyfe 
1 1, Tuo-Inchr Tray Adsorber Cell* ’■ Action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/02/06 

Ip 


a0O3J 10120 Forwards IE Bulletin 00-04, ‘'Analysis of PUR Main Steam Line 
Break U/Continuetf Feedwater Addition Uritten rasponee 
required 

KEPPLER.J Q ftaglon 3, Chicago, Dffic* of the Director 80/02/08 
If 


0003190343 Forwards IE Info Notice 00-05, "Chloride Can tamlnat Ion of 
Safi ty-Relat«d Piping V Components " Mo written reeponse 
required. 

KEPFLER,«J 0 Region 3, Chicago, Office of the Director 00/02/00, 
IP- 


8003110177 Forwards corrected IE Dulletln 80-04, “Analyeis of PWR Main 
0team Line Breit U/Continutd Feedwater Addition " No written 
responfe required. 

KEPPLERiJ Q Region 3, Chicago, Office of the Director 0O7D&/I4 


6003120687 Forwards JE Info Notice 80-06, "Notl f Ication of Significant 
Events " No action required 

KEPpLER.vl Q Region 3, Chicago, Office of the Director 80/02/27 
IP 


0003270345 Responds to IE Oulietins 79-27 h 79-02 Procedures provided 
for loss of power to el&ctrCcal buses No postulated failures 
of electrical power to buses that would prevent cold 
shutdown 

LINDER, F Palrylanrf Pcuier Cooperative 80/02/20 2pp 


8003120357 Forwards IE Info Notice 00*07, "Pump Shaft Fatigue 
Cracking “ No response required 

KEPPLERi 3 0 Region 3, Chicago, Office of the Director 00/02/29 

Ip 


8003140326 Forwards supp 1 emenba 1 info to IE Bulletin 79-OlB, "Environ 
GujJ i f scatlon of Class IF Equipment *' Response required 
KEPPLER.J G Region 3. Chicago, Office of the Director 60/02/2? 
app 


8003100360 Forwards response to IE Info Notice 79-37, "Cracking In Low 
Pressure Turbine Discs Plant turbine generator does not 
incorporate shrunb-on discs on either low pressure or high 
pressure turbine spindle Vendor Itrs end 
HALLAT.O R Dairyland Power Cooperative 80/03/04 4pp 


--0OO318O371 “Answers to Ouestions About La Crosse BWR Received from Div 
of Reactor Licensing " Two oversiie drawings end 
e Al I i t*-*Cha Imer S Corp ACNP-66541 66/06/30 I7pp 


0003180240 Forward* IE Circular 00-03, "Ppotectioh From Tnxic Oas 
Harard* " No uFrltteii response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 00/03/06 
If 


8003260635 Responds to lE Bulletin 80-03, "Loss of Charcoal from Std 
Typo ff>2 Inch, Tray Adsorber Cells " Flanders Type If 
charcoal adsorber caitridge* or similar designs not used at 
fac 11 i by. 

LINDER, F Dairytand Power Cooperative 80/03/06 2pp 


G003260J84 Forwards IE Info Notice 80-09, 'Possible Occupational Health 
Haiard Associated U/Closed Cooling Sys for Operating Power 
Plants " No written response required 

KEPPLERivf O Region 3. Chicago, Office of the Director 00/03/07 

tp 


8003260064 Forwards IE Info Notice 00-04, "BWR Fuel Espofurc in Evceis 
o-f Limit* " No action or response required 

KEPPLERrJ O Regsoii 3, Chicago. Office of the Director 00/03/10 

Ip 


0003260496 Forwards IE Info Notice 60-10, 'Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation " No specific 
actlan or response required 

KEPPLER.J 0 Reqion 3, Chicago, Office of the Director 00/03/10 
IP 


8003260417 Forwards IE Bulletin 80-06, '‘Engineered Safety Feature 
(E8F1 Reset Controls ’■ Written response requited 

KEPPLER, J, 0 Region 3, Chicago, Office of the Director 0O/O3/J3 
ip 


0003250099 Forwards IE Info Notice BO-li, "©enteric Problem* W/A8C0 
Valves in Nuclear Applications Including Fire Protection 
0ys " No action or written rasponie requited 

KEPPLER.J O Region 3, Chicago, Office of the Director 00/03/14 
tp 


80O326O2SO Forwards IC Circular 60-04, "Securing of Treaded Locking 
Device* on Safety-Related Equipment '* Mo written response 
required 

KEPPLERtJ 0 Region 3. Chicago, Office of the Director 00/03/14 


R Periodic operating reports 4 related correspondence 


6003060526 Forwards "Annual Rept for 1979," containing radiological 
esposure summary ^ "Da* cri ptior* of Chang#*, Tut* L 
EKparlmtnts " 

LINDER, F Oairyland Power Cooperative 80/02/20 ip 


— 0OO3O6D53Q Radiologliai exposure reporting number of personnel & 
man-rtms by work & 4 iib functipn Constitutes part of "Annual 
Rapt for 1979 " 

* Dairy land Power Cooparativa 79/12/31 3pp 
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— S0030&0332 "De*cription of Changogr ii «r Inient* " for J979 

♦ D«irvl«n<| Power Cooperative SO/Q2/26 4p p 


60031106S3 Forwardi monthly operating rept for Feb 19E0 
LiNDERiF Dalrgland Power Cooperabiva 60/03/04 Ip 


— 0003110634 ttonthiy operating rept for Feb 1980 

GOODMAN I (, S Dalrgland Power Cooperative 00/03/04 app 


B003240413 Forwards *'nad loacb ive Effluent Rept Environ Monitoring 
Rept, 1979 “ 

LINDER. F Dairgland Power Cooperative 80/03/14 Ip 


— S00324041S "fiadioattWe Effluent Rept t« Environ Monitoring Rept. 1979 " 
* Dairgland Power Cooperative 79/12/31 35pp 


S Reportable occurrences. LERs 6 related correspondence 


8003180504 Forwards LER 79-018/0U-1 

LINDER. F Dairgland Power Cooperative 80/03/11 2pp 


—8003180513 LER 79-OlB/OlX-l on 791214. util received notification from 
manufacturer that containment isolation dampers as installed 
require repositioning to ensui e (^uicV full closure Final 
analgsif concludes existing installation adequate 
GOODMAN. L 8 Dairgland Power Cooperative G0/O3/M Ip 


U Congress ional/Executive Correspondence 


8003040273 Forwards Badger Safe Energg Alliance 600126 request to hold 
meetings re facllitg in LaCrosie.Ul area Intervenors should 
be afforded reasonable oppprtunitg for Input 
PROXMlRErW Senate 80/02/05 2p p 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


A App I i catlon/constr uct ion stage documents t< correspondence 


6003130168 Notificetlon of 800227 meeting W/OE Ic Mart IJ owners group 
(n Dethesda.MD to discuss Mark II long~term program & plans 
to evaluate JAERI % GK8S data Proposed agenda enc I 
ELTANILA. F Containment Systems Branch BO/OS/Oi I2pp 


8003040584 Forwards response to Request 361 5 in NRC 791001 Itr re 
geologic info for faciUtg Discusses various rock monitoring 
sgs at site Util will continue monitoring programs until 
commercial operation begins Oversiit drawings end 
RHODE. 0 K Niagara Mohawk Fower Corp 80/02/29 iOOpp 


8003070353 Forwards info re use of austenitic stainless steel in 
facility in response to NRC 780308 request All ABME Class I 
pipe L fitting metl Is of type & grade highly resistant to 
oxygen-ass if ted stress corrosion in as-installed condition 
RHODE. 0 K Niagara Mohawk Power Corp 80/02/89 4pp 


F Securityi medical, emergency fire protection plans 


B003180579 Forwards previously submitted Parsons. Br inckerhoff. Quade -Si 
Douglas. Inc 800131 rept. "Evacuation Time Estimates for 
Areas Near Site of James A Fltipatrick It Mine Mile Point 
Power Plants.*' in response to NRC 791226 request 
RHODE. G K Niagara Mohawk Power Corp 80/03/11 Ip 


H General correspondence 


8003060606 Responds to 791220 Hr to Ahearne r# more stringent design 
stds more rigorous accounting procedures to reduce costs 
at site Facility Is under const at reduced pace Util has 
reduced work force tt delayed completion date 

DENTONiH R Office of Nuclear Reactor Regulation 80/02/22 5pp, 


—8003060614 Requests action to establish stringent safety design stds l< 
rigorous accounting procedures as soon as possible to give 
util direction to complete const of facility 
ZAOAME. J. R New York. State of 79/12/20 Ip. 


G Inspection reports. IE Bulletins & correspondence 


8003060676 Notifies that NRQ intends to routinely forward to 
appropriate state public util regulatory groups ^ state atty 
general ofcs. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER. 8 H> Region 1. Philadelphia. Office of the Director. 
79/11/29 Ip 


8003120718 Responds to IE Bulletin 79-39 NAMCO EAlBO switches not 
planned for use in facility saf e fcy-re 1 ated sys 
BARTLETT, J Niagara Mohawk Power Corp 60/02/08 Ip 


8003250470 Responds to IE Dullelin 80-02 Plant has no reactor feedwater 
spargers or therimaS sleeves mfg by Marvin Engineering Co 
Original OE equipment replaced during 1977 w/new spargers 
£< thermal sleeves mfg by LAMCO Indus tr 1 es. Inc 
BARTLETT. J Niagara Mohawk Power Corp 80/02/19 ip 

N 

9003120532 Forwards IE Info Notice 90-07, "Pump Shaft Fatigue 
Cracking " No response required 

GRIER, DH Region. I, Philadelphia. Office of the Director 
aO/02/29 Ip 


8003190267 Forwards IE Info Notice 80-08 “States Co Sliding Link 
Electrical Terminal Block No specific action or rosponso 
requested 

GRIER.DH Region 1. PhiUdelphia. Office of the Director 
00/03/07 Ip 


8003260326 Forwards IE Info Notice aO-IO. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

GRIER. 8 H Region 1. Philadelphia. Office of the Director 
00/03/07 ip 


0003260437 Forwards IE Qullatin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Qys (CVCS) Holdup Tanks " 

Action 6 written response required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
80/03/10 Ip 


8003260147 Forwards IE Dulletin 90-06. "'Engineered Safety Feature 
(E8FI Reset Controls " No written response required 
GRIER. BH Region 1. Philadelphia. Office of the Director 
80/03/13 tp 


0003250336 Forwards IE Info Notice 80-11. "Generic Problems W/ASCO 
Valves ill Nuclear Applications Including Fire Protection 
9ys " No action or written reiponte required 
GRIER.OH Region 1. Philadelphia. Office of the Oireetpr 
80/03/14 Ip 


8003260045 Forwards tE Circular 90-04. '^'fiecurlng of Threaded Locking 
Devices on Safe ty-Re 1 ated Equipment " No written response 
required 

GRIER.OH Region I. Ph 1 1 ade 1 p hia. Office of the Director 
60/03/ H Ip 


S Reportable occurrences. LERs related correspondence 


6003070170 Ac V receipt of util 800107 interim deficiency rept re 
radwaste bldg geologic feature 

CARLSON. R T Region 1. Ph i lade Iph ia. Reactor Construction 
Engineering Support Branch 80/01/19 Ip 


— 6003070175 Interim deficiency rept re possibility that radwaste bldg 
geologic feature Is riot capable of generating earthquake- 
type movement Possible movement t predicted amount are being 
studied by monitoring 

RHODE. G K Niagara Mohawk Power Corp 80/01/07 2pp 


8003060175 Ac k receipt of util 790328 Ur forwarding 780130 final 
deficiency rept re breakdown in Dravo Pipe Fabrication Dlv 
OA program Problem revteuad during IE imp on 790380-23 
CARLSON, R T Region 1. Philadelphia, Reactor Construction 
Engineering Support Branch 80/01/S2 Ip 


— 6003060181 Forwards 760130 final deficiency rept rt breakdown in Dravo 
Pipe Fabrication Div QA program Rept previously transmitted 
w/7BOi30 Ur 

RHODE. 0 K Niagara Mohawk Power Corp 79/03/28 Ip 


—8003060189 Final deficiency rept re breakdown in Dravo Pipe Fabrication 
Div OA program Corrective actions include retesting welds 
previously liquid penetrant-tested w/SicN OC personnel as 
witnesses 

e Niagara Mohawk Power Corp 70/01/30 3pp 


6003060165 Act receipt of 800115 interim defieleiiey rept re biological 
shjald wall linear indications 

CARL80N.R T Region 1. Ph 1 1 ade 1 ph ta. Reactor Construe tloYi 
Engineering Bupport Branch BD/0I/S4. Ip 
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DCC^VET SO-'Jia QEA'v'ER VALLEV PGNER STAriOJ4, UNIT S 


0 Ad jud 1 c d tari/ correspondence 


9003170593^ Notifies tfiat NRC has isiued order oitandins facillti^ const 
completion ddte until 6412J] in response to 790909 request 
Forwards order* NRC safetij eval uation* negative declaration 
2* EIA 

STQLZ. J F Light Water Reactors Drench I 90/01/30 Spp 


— BOOSI'SOS’^S Order extending ^acillti/ const completion date until 041231 
D-elai^ IS necessitated bq increase in const costs# 
d 1 f F 1 cu 1 1 s 6S in recei^in^ capital funds 1/ dounward revision 
In deciand forecast foi pouier 

ROSSi D F Division ot Project Management BO/Ol/30 3pp 


-'•0003 1 9059 9 Safety evaluation approving gtll 790509 request for 
extension of facility CP onti I B41S3I 

ANOEUO. J * 3T0LZ.J F Light Water Reactors Branch 1 80/01/30 

3pp 


— S003190ta07 Negative declaration supporting extension of CPPR~105 to 
041231 

SELLS* D E Environmental Projects Branch 2 79/13/26 2pp 


8003280233 Ac k receipt of 800330 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-412/79-09 
CARLSONi R T Region 1< Philadelphia, Reactor Construction 8c 
Engineering Support Branch SO/03/04 Ip 


— 8003260290 Responds to NRC 600116 itr re violation noted in lE Insp 
Rept 50-412/79-09 Corrective actions all Category I cable 
tray drawings reviewed for conformance to separation 
criteria 

WCQlEVER.E J Duquesne Light Co 80/02/20 Ip 


— 0OO32BO29A Foiwards IE Insp Rept 50-412/79-09 on 791210-13 8* notice of 
violation 

CARLSQNi R T Region 1* Ph 1 1 ad e 1 p h i a , Reactor Construction 8* 
Engineering Support Branch 00/01/16 2pp 


-"*'8003280301 Notice of violation from insp on 791210-13 

* Region 1, Ph i lade Iph ia* Office of the Director 80/01/15 Ip 


—9003260312 IE Insp Rept 50-412/79-09 on 791210-13 Noncompliance noted 
failure of drawings to maintain required vertical separation 
between cable trays of redundant color groups 
JICOAUOHT, R W * NARROW. L . WALTOR.O A Region 1* Ph i 1 ad e 1 p h i a. 
Office of the Director 60/01/15 lOpp 


--8003190613 EIA supporting eitension of CPPR-105 to 84123! 

n Division of Site Safety 8 Environmental Analysis 79/12/26 
3pp 


0 Inspection reports. IE Bulletins «< correspondence 


8003060659 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 8i state atty 
genera] oFcs« copies of escalated enfprccrnent correspondence 
sent by rmc to licensees 

0R1ER,D K Region i. Ph i lade Iph ia. Office of the Director 
79/11/29 Ip 


6003240054 Responds to I£ Bulletin 79-26. '‘Possible Malfunction of 
NAIiCO Model EAI0O Limit Switches at Elevated Temps “ No 
NAMCO EAIBO stem-mounted limit switches utilired by util 
were code dated between Foh-Aug 1979 
WOCLEVER#E J Duquesne Light Co 80/01/29 Ip 


8003280208 Forwards IE Insp Rept 50-412/BO-Ol on BOOMS No 
none omp 1 lane e noted 

CARLSON/ R T Region I. Philadelphia, Reactor Conetructi on it 
Engineering Support Branch 80/02/04 2pp 


--80032BOS13 IE Insp Rept SO-dlS/SO'Ol on 800115 No noncompHance noted 
Major areas inspected allegatian re improper installation of 
uaterstop in sateguards bldg concrete wall 

HCQAUCH/.R W Region 1. Philadelphia* Reactor Construction 8i 
Engineering Support Branch NARROW, L Region 1* Ph i lade Bph ia* 
Office of the Director 80/02/01 9pp 


8003040070 Ack receipt of 600129 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 50-412/79-00 
CARLS0N»R T Region I* Philadelphia* Reactor Construction ft 
Engineering Support Branch 80/02/11 Ip 


— 8003040074 Responds to NRC /9ia23 1 fer re violations noted in IE Insp 
Rept 50-412/79-03 Corrective actions receipt £nsp plans 
amended to specify pieservative coating on instruments 
WOOLEUER#E J Ouquesne Light Co 60/01/29 3pp 


--8003040077 Forwards IE Insp Rept 50-412/79-08 on 791 106-0B fic notice of 
vio la fcion 

CARL&ON. R T Region 1. Philadelphia* Office of the Director 
79/12/20 2pp 


--6003040079 Notice of violation from insp on 791106-0G 

* Region Philadelphia* Office of the Director 79/12/2* ip 


— 0OO3O4OOB2 IE Insp Rept 50-412/79-00 on 791106-00 Noncomp Uance noted 
failure to comply w/spec for preservation of pipe hangers 8< 
supports in storage 

MCCAUGHY* R W Region 1. Phi lad e Iphia* Reactor Construction ft 
Engineering Support Branch BATEMAN, W , NARROW* L Region 1 . 

Ph 1 ladelph la. Office of the Director 79/11/2* 6pp 


8003120452 Forwards IE Info Notice 00-07# "Pump Shaft Fatigue 
Cracking '* No response required 

ORIERxD H Region 1* Ph t ladel ph la# Qfficr of the Director 
00/02/29 Ip 


8003190247 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ORIER/B H Region 1# Philadelphia* Office of the Director 
00/03/07 Ip 


8003260243 Forwards IE Info Notice 00-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation *' No specific 
action or response required 

GRIER. B M Region 1« Philadelphia. Office of the Director 
80/03/07 Ip 


0003260369 Forwards IT Pullebin Q0-05i "Vacuum Condition Resulting in 
Damage to Chemical Vol Coiitrol Sys (CVCSl Holdup Tanks " 

Action 8 written response required 

DRIER. D H Region 1. Ph i ladelph la. Office of the Director 
80/03/10 Ip 


8003260125 Forwards IE Ruiletln 60-06. "Engineered Safety Feature 
(ESFI Reset Controls *' No written response required 
ORIER.B K Region 1* Phi ladelphia* Office of the Director 
60/03/13 Ip 


0003250275 Forwards IE Info Notice 00-11, "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys ' No action or written response required 
ORIER.D H Region 1* Ph i lade Iph la. Office of the Director 
80/03/14 Ip 


6003260025 Forwards IE Circular 00-04* "Securing pf Threaded Locking 
Devices on Safety-Re latod Equipment " No written response 
required 

GRIER. D H Region 1. Ph i lade I ph ia* Office of the Director 
00/03/14 Ip 


S Reportable occurrences* LERs 8( related con eipondenc e 


8D03170450 Forwards interim significant deficiency rept re inadequate 
OC by vendor of galvaniied cable trays Final rept will be 
submitted on 800320 

WDOLEVER*E J Ouquesne Light Co 00/03/10 Ip 


— 8003170455 Interim Significant Deficiency Rept 80-01 TJ Cope QC insp 
program of galvanized cable trays* failed to check for burrs 
on cable tray rungs Caused by failure to adequately inspect 
4* correct tray after galvanlting 
-e Ouquesne Light Co 30/03/10 Ip 


DOCKET 50-413 CATAWBA NUCLEAR SfATION, UNIT I 


A App I icat lon/consti uct { on stage documents 8* corr espondence 


8003280527 Submits updata to 771213 Itr re status of investigations 
into Framotome reactor vessel nozzle cracking Results 
indicate reactor vessel nozzles are not susceptible to 
cracking 

ANDERSON. T M Westinghouse Electric Corp 00/01/31 2pp 
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Q lotpectian repoftfti IE Bulletins corr ss pondence 


8003170031 Foruardi IE Info Notice BO^OSi "Main Turbine 
£1 0C trohi^draul i c Control Sys " ho specific action or 
reeponse required 

O'fleiLLY, J P Region 2, Atlanta* Office of the Director 00/01/31 

2pp 


8003190095 Forward* IE Circular 79-25i8uppl A, "Shoctt Arrestar Strut 
Aiiembly Interference " No uiritten responie required 
0'REILLV,0 P Region 2» Atlanta, Office of the Director 00/01/31 
«P 


8003120021 Fortuardi IE Circular 00-02, "Nuclear Power Plant Staff Uork 
Hours ‘ No written response required 

0^REItty,J P Region 2, Atlanta. Office of the Director 00/02/01 
Ip 


8003240102 Responds to IE Dullotm 79-20 Review revealed that NAKCO 
Model EAieO limit switches used in saf etq-related 
equipment may be of production lot specified in bulletin 
Corrective actions will be completed by S00701 
PARKER, W 0 Duke Power Co 00/02/04 Ip 


8003100127 Forwards IE Bulletin 80-03, "Loss of Charcoal From Btd Type 
1 1 , Two-Inch, Tray Adsorber Cells " Action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/06 

2pp 


8003100046 Forwards IE Bulletin 80-04. "Analysis of PMR Main fiteaei Line 
Break N/Contlnued Addition " No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 60/02/00 

2pp 


G003190409 Forwards IE Info Notice 00-05. "Chloride Contamination of 
Safety-Related Piping 6 Components " No written response 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/03/08 
Ip 


0OO321O2S3 Ack receipt of IE Insp Repts 50-413/00-01 $« 50-414/00-01. 
on 000123-25 No proprietary info 
PARKER. W 0 Duke Power Co 00/02/22 ip 


—0003210256 Forwards IE Insp Hepts 50-413/80-01 U 90-414/60-01 on 
800123-23 No noncompliance noted 

DRYANT. J L Region 2. Atlanta. Reactor Construction ii Englnearing 
Support Branch Q0/O2/Q4 2p p 


—0003210261 !E Insp Repts 50-413/00-01 t> 50-414/00-01 on 600123-25 No 
rioncomp 1 lance noted Major areas inspected structural 
concrete 6 nuclear sve water dam 

CONLON, T E Region 2. Atlanta. Reactor Construction 1. Engineering 
Support Branch HARRIS. J R Region 2, Atlanta. Office of the 
Director 80/02/04 4pp 


0003250362 Ack receipt of 800211 I tr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-413/79-23 6 
50-414/79-23 

DRYANT, J C Region 2. Atlanta. Reactor Construction -8* Engineering 
Support Branch 00/02/26 ip 


— 0003250375 Responds to hRG 00110 Itr ie violations noted In IE Imp 
Repts 50-413/79-23 U 50-414/79-23 Corrective actions 
procedures to provide instruction for mail handling & 
protection have been implemented 
PARKER. U 0 Duke Power Co 80/02/11 2pp 


—8003250379 Forwards IE Insp Repts 50-413/79-23 U 50-414/79-23 on 
791217-19 ^ notice of violation 

DRYANT, 0 C Region 2. Atlanta. Reactor Construction S. Engineering 
Support Branch 80/01/18 2pp 


— 8003250303 Notice of violation from insp on 791217-19 

a Region 2, Atlanta. Office of the Director 80/01/17 Ip 


—0003230390 IE Insp Repts 30-413/79-23 U 50-414/79-23 gn 791217-19 
Noncomp 1 lance noted failure to establish adequate measures 
for handling ^ storage of equipment ^ iratls 

HERDTiA R Region 2. Atlanta# Reactor Construction I# Engineering 
Support Branch KLEINSDROEt W F Region 2. Atlantar Office of the 
Director 80/01/17 6pp 


0003180322 Forward* IE Info Notice 00-07. "Pump Shaft Fatigue 
Cracking " No response required 

O'RElLLY.vi P Region 2# rAtlanta# Office of the Director, 00/02/29 

2pp 


8003140414 Forwards IE Info Notice 00-10, "Partial Los* of Non-Nuclear 
Instrument Sys Power Supply During Operation " No »peciflc 
action or response required 

O'REILLY, J P Region 2- Atlanta, Office of the Director 00/03/07 
2PP 


8003160133 Forwards IE Info Notice 80-09 "State* Co Sliding Link 
Electrical Terniinal Block ’* No specific action or response ■' 

requested 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/07 

2pp V 


8003270029 Forwards IE B«>»llatin 80-05, "Vacuum Condition Resulting >n 
Damage to Chemical Vo 1 Control Sys (CVCS) Holdup Tanks " 

Action 4. written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/03/10 

Ip 


3003260209 Forward* IE Bulletin 00-06. "Engineered Safety Feature 
(ESFl Reset Controls " No written response required 
O'REILLY. JP Region 3. Atlanta, Office of the Director 00/03/13 

2pp 


8003250561 Forwards IC Info Notice 00-11. "Generic Problems W/ASCO 
Valves in Nucleai Applications Including Fire Protection 
Sys *' No action or written response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 00/03/14 

Ip 


6003260166 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Sa fety -Related Equipment " No written response 
requ i red 

O'REtLLY. J P Region 2, Atlanta. Office of the Director 80/03/14 
2pp 


S Reportable occurrences. LER* L related correspondence 


8003040/07 Part at rept on 800131, util telephoned rept to Region 2 of 
potential problem in sa f eby-related gvercurrent relays 
Component, sod ium-c ool ed reactor, ul th in overcurrent relay 
fai I edi caus in$ circuit breaker to open 
DUVALL. D D Gould-Drawn Boven 00/02/11 2pp 


8003240069 Confirms 600207 telcon re failure of valve* Forward* Park 21 
rept 

WHEAT ON. U R Dorg-Uarner Corp DD/D2/12 2pp 


—8003240078 Part 21 rept on 600116, motor Dpereled gate vaWi installed 
in test loop failed to close completely when actuated under 
operating conditions Caused by Inadequate guiding of valve 
gate Gate guides were modified L retested 
WHEATON, W R Rorg-Warner Corp 00/02/12 2pp 


6003110561 Forwards interim deficiency rept re solid state protective 
relays ^ trip devices not meeting characteristic specs 
PARKER, W 0 Duke Power Co 00/02/29 Ip 


>0003110564 Interim deFiciency rept re solid state protective relays (< 
trip devices not meeting charac ter Isi i c specs Caused by 
copper migration within SCR* SCRs returned to manufac turer 
to determine if deficiancy confined to batch 
* Duke Power Co 60/02/29 2pp 


3003240519 Forwards Significant Deficiency Rept 413-414/00-02 re three 
relays trip devices not meeting relay time-current 
characteristic specs for application 

PARKER, M 0 Duke Power Co 00/02/29 Ip ^ 


—0003240527 Significant Deficiency Rept 4 13-414/BO-02 re three relays !< 
trip devices not meeting relay t ime'*rurrent characteristic 
specs for application Caused by "capper migration" within 
Motorola SCRs Relays & trip devices will be changed 
a Duke Power Co 60/02/29 2pp 


8003110340 Update to Deficiency Rept 00/413-414/79-1 re defective 
welds In Unit 1 main control boards Eight control panels 
previously not inspected found to be acceptable w/no repairs , 
required 

PARKER, W □ Duke Power Co 00/03/03 ip 


0003120603 Forwards significant deficiency rept re diesel generator 
heat aicbanger Incorrect segmental baffling 
PARKER. W 0 Duke Power Co 00/03/07 Ip 


--8003120600 Bigniflcant deficiency rept re discovery of diesel generator 
heat exchanger incorrect segmental baffling on engineering 
drawing. Cause not stated Heal exchanger* shipped to 
manufacturer for baffle replacement 
a Duke Power Co 80/03/07 Ip 
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0OO32'lO5O9 Advi'jst that rept re 600214 containment equipment tiatci< Q00316D322 Forufards IE Info Notice 00-07# "Pump S^eft Fatigue 

eonit deficienci^ util be foro^arded bg 800404 Cracking " No reeponte required 

PARKER. W Q Duke Power Co 80/03714 ip O'REILLY. J P Region 2, AtSanta. Office of the Director BO/02/29 

2pp 


DOCKET 50-414 CATAWBA NUCLEAR STAriON. UNIT 2 


Q Inipection report!. lE Dulletine c orr eipornd ence 


8003170031 Foroiard* IE Info Notice 80-03. "Main Turbina 
Elec trohi^draul t c Control S'j» " No epecafic action or 
TBeponee required 

O'REILLY.JP Region 2, Atlanta. Office of th* Director 00/01/31 
2pp 


fi0031‘?0093 Forujards IE Circular 79'~25. Suppl A. "Shock Arreitor Strut 
A«sem-b{<j Interference " No uiitten response required 
Q'REILLY.U P Region 2. Atlanta. Office of the Director BO/Ol/31 
ip 


8003120021 Forwards lE Circular 80-02, 'Nuclear Pouer Plant Staff Work 
Hours ' No written response required 

Q'REILLV.U P Region 2. Atlanta. Office of the Director 80/02/01 

Ip 


8003240102 Responds to IE fluAletin 79-28 Review revealed that 64 NAHCO 
Nodel EA180 limit switches used in sa f ety-re lated 
equipment may be o-f production lot specified in bulletin 
Corrective actions ui M be cofrpletedi by 800701 
PARKER. W Q Duke Power Co 80/C2/04 Ip 


SOO310O1P7 Forwards IE Dolletin 80-03, "Loss of Charcoal From 8td Type 
n , Two- Inch. Tray Adsorber Cell* " Action required 

a 'REILLY. J P Region 2. Atlanta. Office of <^ha Director SD/02/06 
2pp 


8003180046 Forwards l£ Bulletin 80-04. "Analysis of PWR Main Steam Line 
Dreak W/Continued Addition " No written respenie required 
O'REILLY, U P Region 2. Atlanta. Office of the Director 60/02/0B 

2pp 


800319040S Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping £> Components " No written response 
required 

O'REILLY J P Region 2. AtLonta. Office of the Director BO/02/0B 

Ip 


8003210253 Ad receipt of IE Insp Repts 50-413/80-01 50-414/80-01. 

on 000123-25 No proprietary into 
PARKER. W Q Du^e Power Co 00/02/22 Ip 


— 80032102S6 Forwards IE Insp Repts 50-413/80-01 50-414/80-01 on 

8001 £3-25 No honcomp i lanc e noted! 

BRYANT. J C Region 2, Atlanta, Reactor Construction fc Engineering 
Support Drench 8D/0S/04 2pp 


— 0003210261 IE Insp Repts 50-413/60-01 3L 50-41 4/BO-Ol pn 800123-25 No 
tnoncomp 1 I ance noted Ilajor drecis inspected structural 
concrete I nucleaf sve water dam 

COhTUONi- T E Region 2. Atlanta, Reactor Construction < Engineering 
Support Branch HARRIS. R Region 2. Atlanta. Office of the 
Director 80^02/04 4pp 


0003250362 Ac k receipt of 800211 itr informing MAC of steps taken to 
correct violations noted in IE Insp Rap ts 50-413/79-23 
50-414/79-23 

ORYANT-'i C Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch 80/02/26 Ip 


--60O325O375 Responds to NRC 80118 I tf re violations noted in IE Insp 
Repts 50-413/79-23 V 50-414/79-23 Corrective actions 
procedure* to provide instruction for matl handling it 
protection have been implemented 
PARKER, H 0 Duke Power Co 80/02/11 2pp 


—8003250379 Forwards IE Insp Repts 50-413/79-23 U 50-414/79-23 on 
791217-19 t notice of violation 

BRYANT, u C Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/01/18 2pp 


— 8003250333 Notice of violation from insp on 791217-19 

» Region 2, Atlanta. Office of ihe Director QO/OI/17 Ip 


— 0OO325D36B I£ Insp Rep Is SO-413/79-23 tc 50-414/79-23 on 791217-19 
Noncompl laiic e noted failure to establish adequate measures 
for handling fd storage of equipmeht ^ metis 

HERDTpA R Region 2. Atlanta. Reactor Construction it Ehglnearipg 
Support Branch KLEINGGRQE.M P Region 2. Atlanta. Office of the 
Director 00/01/17 6pp 


6003140414 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLY. U P Region 2, Atlanta, Office of the Director 80/03/07 
Spp 


Q003160I33 Forwards IE Info Notice 80-09 "States Co Sliding Link 
Electrical TeriOinal Block " No specific action or response 
r equested 

0 'REILLY. J P Region S. Atlanta. Office of the Director 80/03/07 

2pp 


8003270029 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting In 
Damage to Chemical Vol Control Sys (CVCSl Holdup Tanks " 

Action 4i written lesponee required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/03/10 
IP 


8003260209 Forwards IE Bulletin 60-06, "Engineered Safety Feature 
CESFl Reset Control* " No written response required 
O'REILLY, JP Region 2, Atlanta. Office of the Director 80/03/13 

2pp 


8003250561 Forwards IE Info Notice BO-li. "Oenerlc Problems N/ASCO 
Valves in Nucleai Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLV.J P Region 2, Atlanta. Office of the Director 00/03/14 

» f 


0003260166 Forwards IL Circulai 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY, J p Region 2. Atlanta, Office of the Director 60/03/14 

2pp 


S RepoT table occurrences. LERs 4 related correspondence 


0003040/07 Part PJ rept on 60Pl3l.util telephoned repb to Region 2 of 
potential ptoblem in s af ety-i e la ted overcurrent relays 
Component, sod lum-cool eO raac toi , wi th in overcurrent relay 
fa i led . caus ing cncult broakei to open 
DUVALL, U D Oautd-Htown Dover i 60/02/11 2pp 


0003110561 Forwards intei im defl<-ieiicv rept re solid state protective 
relays ^ trip devices not meeting charac ter ist i c specs 
PARKER. W 0 Duke Power Co 60/02/29 Ip 


— 6003110564 Intel im deficioncy rept le solid state protective relays 5, 
trip devices not meeting chai ac ter i sti c specs Caused by 
copper migration within 8CRs 6CRs returned to manufacturer 
to determine if deficiency confined to batch 
a Duke Power Co 80/07/2'/ Spp 


8003240519 Forwards Significant Deficiency Repb 413-414/80-02 re three 
relays 6 trip devices not meeting relay time-current 
characteristic specs for application 
PARKER. W a Duke Power Co 80/02/29 Ip 


—8003240527 Significant Deficiency Rept 413-414/80-02 re three relays «c 
trip devices not meeting relay t irne-current characteristic 
specs for application Caused by "copper migration" within 
Motorola SCRs Relays 6 trip devices will be changed 
a Duke Power Co 00/02/29 2pp 


0003110340 Update to Deficiency Rept SD/4ia 414/79-1 re defective 
welds in Unit 1 mam control boards Eight control panels 
previously not inspected found to be acceptable w/no repairs 
required 

PARKER. U 0 Dube Power Co 00/03/03 ip 


8003120603 Foiwaids significant deficiency rept re diesel generator 
heat BxchangoT incorrect segmental baffling 
PARKER. W 0 Duke Power Co 00/03/07 fp 


-8003120608 Significant deficiency rept re discovery of diesel generator 
heat exchanger incoriect segmental baffling on engineering 
drawing Cause not stated Heat exchangers shipped to 
manufacturer Fot baffle replacement 
a Duke Pouer Co 80/03/07 tp 


800321050? Advises that rept re 800214 containment equipment hatch 
const deficiency will be f<}r,iiarded by 000404 
PARKER. W a Duke Power Co 80/03/14 tp 
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DOCKET 50*‘4l6 GRAND GULF NUCLEAR STATION. UNIT 1 


A A|>pi icflti on/consti uc <;! on documenti t cortof pond»nc* 


6003170030 Providef NS Dureav of Pollution Control ui/cofflmentt on draft 
NPDES pormifc for facility 

□ALLARDfR L Envi rontneiita 1 Project* Branch 1 79/12/lB 3pp 


8003190904 Requests retr'ittance of fees for proposed amend to CPPR-liB 
CPPR-il9 re deleting stage oionitoring rciquirement contained 
in environ protection program 

DIOGSjR (1 License Tee Management Branch 60/'02/l3 Ip 


ao0304010B Advises of canfirmatory piping analysis by PNNL Requests 
info re safety relief valve Discharge Lino 16 for analysis 
of upset condition 

BAER. R L Light Uater Reactors Branch 2 80/02/14 3pp 


B0D312OS94 Forwards final potential deficiencey rept re Type L2 
auxiliary assemblies installed m luitchgear (t 4B0V load 
Ctrl mfg by Gould-Brown Boveri 

DALE.L F Hiislssippi Power e* Light Co 80/02/26 Ip 


— BOO31£0S99 Potential deficiency rept re cracked L2 auxiliary switch 
aiiemblies in switchgear ^ 490V load ctrs mfg by Oould-Uroun 
Ooveri Determined not reportable per 10CFR50 59(e) Auxiliary 
switches Inspected for cracks before assembly 
* Mississippi Power ^ Light Co 90/02/29 Ip 


a0031BD432 Notifies of actions taken to respond to NRC review of THl-2 
accident endorsed BUR owners group responses! emarg tncy plan 
^ training program undeiway &. preparing suppi to NEDD-2470B 
STAMPLEY. N L Mississippi Power L Light Co 80/03/11 7pp 


0003250021 Notification of 800317-2J meeting w/Becchtal Power Corp in 
ID Natl Engineering Lab in Ga i thersburg. MD to conduct 
structural engineering audit of station 

HOUGHTON. T C Light Water Reactor* Branch 2 80/03/11 2pp 


F Security, medical, emergency U fire protection plans 


0003250020 Notification of 000414-16 meeting w/utl 1. Bechtel Power Corp 
b Oage Babcock in Port Gibson. M8 to review facility fire 
pr 0 tec tion 

HOUOHTONrT C Light Water Reactors Branch 2 80/03/11 2pp 


K Utility Final Safety Analysis Report (FSARI $< amends 


0003310314 Forwards Amend 37 to application for QL. in-plant safety 
relief valve test plan b Amend 37 to FSAR 
STAHPLEV. N L Mississippi Power b Light Co 80/03/20 Ip 


—0003310319 Amend 37 to application for OL answering questions re FSAR 
Revised piping b instrumentation drawings end 
STAMPLEYiN.L Mississippi Power b Light Co BO/03/21 2pp 


— 0003310322 "Piping 1 f nsti umentat i on Diagram Fire Protection 8ys '* 
a Bechtel Corp 9d»45 79/09/21 ip 


— 0003310326 "Piping b I nstrumentattan Diagram Fire Protection 8ys •' 
« Bechtel Corp 9A45 79/10/29 Ip 


—0003310332 "Piping b Instrumentation Diagram Fire Protection 8ys 
* Bechtel Corp 9645 79/U/09 Ip. 


—8003310336 "Piping b Instrumentation Diagram Fire Protection Sys 
» Bechtel Corp 9645 80/01/22 Ip 


— 8003310340 "Piping b Instrumentation Diagram Fire Protection Sys 
* Bechtel Corp 9645 79/09/10 tp 


—8003310347 "Piping b Instrumentation Diagram' Protection Sys 
o Bechtel Corp 96^45 80/02/11 Ip 


, — B0 03310353 "Piping b Instrumentation Diagram Fire Protection Sys 
* Bechtel Corp 9d>45 79/09/04 Ip. 


— 0003310360 "piping b Instrumentation Diagram Fire Protection 6yt 
a Bechtel Corp 9445 79/11/13 Ip 


— 8003310369 "Piping b t nstrumentati on Diagram. Component Cooling Uatar 
Sgs " 

* Bechtel Corp 9649, 80/01/29, Ip. 


—8003310367 Amend 37 to FSAR 

* Hissltsippi Power b Light Co 00/03/31 225pp 


— 6003310374 In-plant satety relief valve test plan 

* Nuclear Technology. Inc (Nutech) BD/OI/31 lOOpp 


M Antitiust correspondence 


0003170446 Discusses lasu^ of util compliance u/c and i t t on s of CPs Util 
notified both Clarksdale b Greenwood on 000311 that power 
wpul d be transmitted Deliewes antitrust hearing unnecessary 
CONNER* T D Conner. Moore b Corber 60/03/12 27pp 


O Inspection reports. IE Ruiletins b correspondence 


9003170044 Forwards IE info Notice 80-03. "Main Turbine 
Elec trohydrau I Ic Control Sys " No specific action or 
response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director GO/01/31 

2pp 


0003120033 Foruard* IE Circulai BO-02. "Nuclear Power Plant Staff Work 
Hours ‘ No written response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/01 

If 


8003190368 Forwards IE Insp Rep La 50-416/00-04 b 90-417/80-04 on 
000116-16 No honcoaipl iarve e noted 

BRYANT. J C Region 2* Atlanta. Reactof Construction b Engineering 
Support Branch 80/02/04 2pp 


—8003190374 16 Insp Rept 50-416/80-04 t 50-417/00-04 on 800116-10 No 
noneompliance noted Major areas inspected action on 
previously identified items. const b warehouse surveillance 
HUNT.M D Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch HILCOK. J D Region 2. Atlanta. Office of the 
Director 80/02/04 4pp 


S00326001 9 Forwards [£ Info Notice 80-04. "DNR Fuel Exposure in Excess 
of Limits " No action or response required 

Q'RELLLY. JP Region S. Atlanta. Office of the Director 80/02/04 
Ip 


8003260271 Responds to in Bulletin 79-20 Switches have no adverse 
effects on plant safety 

DALE.L F Mississippi Power b light Co 80/02/06 Ip 


8003180076 Forwards IE DulLetln 80-04. "Analysis of PHR Main Gteam Line 
Oreak U/Continued Feedwater Addition " No written response 
required 

O'REILLY. J P Region 2. Atlanta. Office ef the Director BO/02/08 
2pp 


0003190436 Forwards IE Info Notice 80-05. "Chloride Contamlna ti on of 
Safety-Related Piping 4. Components " No written response 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director eO/02/00 

ip 


B003200599 Ack receipt of 600124 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-416/79-32 
LQNO.F J Region 2, Atlanta. Office of the Director 80/02/11 Ip 


— 6003200609 Responds to NRC 791231 Itr re violations noted in IE Insp 
Rapt 90-416/79-32 Corrective actions statement of company 
policy on housekeeping issued 

MCOAUGHYi J P Mississippi Power b Light Co 60/01/24 4pp 


—0003200611 Forwards IE Insp Rept 50-416/79-32 on 791210-14 b notice of 
violation 

O'AEILLY.J P Region 2. Atlanta. Office of the Dlractor 
79/12/31 2pp 


—8003200613 Notice of violation from insp on 791210-14 

« Region 2. Atlanta. Office of the Director 79/12/31 Ip 


—8003200616 IE Insp Rept 50-416/79-32 an 791210-14 Noneompliance noted 
failure to have adequate OA program for plant housekeeping 
KELLOGO.P J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch MAONER.A O Region 2. Atlanta. Office of the Director 
79/12/31 4pp 


8003060713 Ack receipt of 800205 1 tr informing NRC of steps taken to 
correct violations noted in IE Imp ftepts 90-416/79-34 
b 50-417/79 30 

BRYANT,. J C Region 2. Atlanta* Reactor Construction b Engineering 
Support Branch 80/02/21 Ip 



252 


DOCKETED ITEMS 


— eo030i60722 flespondi to NRC 800110 Itr re violation* notod in IE In^p 
ftepts S0-4li>/77 34 ^ 50-4 17/79-30 Corrective action* 
initiating review oif other selected radiograph* frofn NSSS 
supplier flesponse scheduled Q0040S 

MCGA8(jHyi.J P hississippi Pauer 4* light Co BO/02/05 2pp 


--80030^0728 Forwards IE Insp Rept* 50-41^/79-34 & 50-41 7/79-30 on 
791211-14 I notice of violation 

DRYAtlTiJ C Region 2« Atlanta. Reactor Constrvction I* Englncarlng 
Support Granch 00 / 01/10 2pp 


— 0003040734 r/otice of violation frort in-sp on 791211*^14 

■* Region 2< Atlanta* Office of the Director BO/Ol/09 Ip 


— 8003050744 IE Imp Repts SO-4 15/79-34 & 50-417/79-30 on 791BII-J4 
floncomp 1 lance noted radiographs for welds A 5 G of main 
steam s</s spool Qia21-G00l-GDO3-C-l had fJash-c«rd ti^pe film 
preventing proper evaloatlon otf area 

VAN DDORN* P V • HERDT. A R Region 2. Atlanta* Roactor Construction 
L Engineering Support Branch 60/01/09 5pp 


300314005U Forwards IE Info UotUe eD-06< "Notification of BigntPlcant 
Events " No action required 

O^fiElLt-Y.J R Region 2. Atlanta, Office of the Director 90/02/27 
Ip 


8003160165 Forwards supplemental info to JE Dulletm 79’*01S, "Environ 
Qual I f icat 1 on of Class 2E Equipment " No response required 
O^PEIULY. J P Region 2. Atlanta, Office of the Director 90/02/29 

2pp 

8003190031 Forwards IF Into Notice 80-0/# "Pump Shaft Fatigue 
CracVing " No r«sponse required 

a'RElLLV.J P Region 2# Atlanta, Office of the Director 80/02/29 

app 

0003190810 Ack receipt of 600212 Itr Informing hJRC of steps taken to 
correct violation noted jn IC Imp Rept* 50- 415/79-33 t. 

50-417/79-29 

BRYANT, J C Region 2, Atlanta# Reactor Construction Engineering 
Support Branch 30/02/29 ]p 


>8003190816 Responds tc NRC 600121 Itr re violation noted in IE In>ap 
Repts 50-416/79-33 50-417/79-29 Corrective actions 

discrepant conditions corrected Instructiotis provided to 
subcontrac tors emphasiiing adherence to cleanliness 
DALE/L F Mississippi Power & Light Co 80/02/12 2pp 


—6003190023 Forwards IE Insp Repfcs 50-415/79-33 U 50-417/79-29 on 
791211-14 L notice of violation 

BRYANTfJ C Region ?# Atlanta, Reactor Construction 4c Engineering 
Support Branch GO/Ol/Sl 2pp 


—8003190830 Notice of violation from insp on 791211-14 

» Region 2* Atlanta# Office of the Director 00/01/11 Ip 


—8003190633 IE Insp Repts 50-415/79-33 V 50-417/79-29 on 791211-14 
Noncoinp I lance noted failure to maintain Zone IV cleanliness 
CBNLQN# T E Region 2> Atianto, Reactor Construction 4. Engineering 
Support Branch WALTERS, D H Region 2. Atlanta, Office of the 
Director QO/Ot/ll 3pp 


0003240269 Responds to IE Dulletirt 79-27# "Loss of Mon-Class IE 
Instrumentation ^ Control Power Sys Dus During Operation *' 
Requested actions in progress 

DALE-L F Mssiissippi Power L Light Co 60/03/09 Ip 


B00314039S Forwards IE Info Notice 80-10# "Partiai Loss of Non-Nuclear 
Instrument Sy* Power Supply During Operation *' No specific 
action or response required 

a'RElLLY.J P Region 2, Atlanta, Office of the Director 80/03/07 
2pp. 


6003180085 Forwards IE Info Notice 00-09. ’'Poislhle Occupational Health 
Haiard Associated u/Cloted Cooling Sgs for Operating Power 
Plants '■ No w^rittrn response required 

O-REILLY.JP Regions, Atlanta# OffUe cif the Dlrectcr 80/03/07 

2pp 


8003100315 Fgruardf IE Info Notice 80-06 *'8t4t«s Co Gliding Link 
Electrical Terminal Block " No ^pacific action or response 
requested 

O'REILLY.JP Regions. Atlaniai Office of the Director B0/03/O7 

2pp 


0003260230 forwards IE Bulletin 60-06# *’Eng i neereif Safety Feature 
IE6F) Reset Controls " Ho urittfA response required 
O'REILLY.JI P, Region 2. Atlanta* Office of the Director, 00/03/18 

2pp 


80032S05S5 Forwards IE jnfo No^icfi SO-jl, "Generic Problems W/ASCQ 
Valves in Huclear Applications Including Fire Protection 
Sys '■ Wo action or written response required 

D'REILLY#J P Region ?, Atlanta, Office of Ih* Director 00/03/14 

Ip 


BD03260216 Foriuaids IE Circular 60-04, "Securing of Threaded Locking 
Devices on Safety -Re t ated Equipment *' No written response 
required 

0'RE<LLY,J P Region 2, Atlanta, Oftice of the Director 00/03/14 
2PP 


80032S0562 Forwards lesponses to IE Dulletin 79-06, "Events Relevant to 
OWRs Identified During Till Incident " Plant unique data 
L addl info re NEDQ-24/00 requested by Bulletins L Orders 
Task Force also end 

STAKPLEY#N L Mississippi Power i Light Co 80/03/19 59pp 


3 Reportable occurrences, L£Rs it related correspondence 


8003070099 Part 21 Rept 90-198-000 tuo linear indications on outside 
surface of fitting of scram drain line in control rod drive 
sys discovered Helds will be removed and defective fittings 
replaced 

CRUM.R K Reactor Controls# InC 60/02/21 Ip 


0003030555 Advises of continuing Bechtel GE investigat i uns re 
reportability of GE handswitch CR2940-(JS203E failure 
Determination of r sportab 1 1 1 ty will be provided by 600405 
DALE.L F Mississippi Power fy Light Co 60/02/25 Ip 


0003240396 Discusses failure of handswitch CR2940-US203E supplied by 
06 Switch failed to spiing return to neutral position during 
testing Investigations being coordinated w/Bechtel L OE 
Reportab 1 1 i ty u*ill be provided by G0041S 
DALE,L F Mississippi Power 6 Light Co QO/02/25 Ip 


8003070360 Final deficiency rept re incorrect welds on heating# 
ventilation i> air conditioning longitudinal seams on round 
safety-related ductwork Determined that use of lap welded 
duct u/1 1 1 not adversely affect safety of plant operations 
DALE. U F Mississippi Power 4, Light Co 60/02/29 2pp 


8003070370 Interim deficiency rept re failure to provide qualified 
instrumentation in sa f ety-re lated syi Vendor evaluating 
initrumen tat 1 an to determine corrective actions necessary 
to meet design requirements 

DALE.L F Mississippi Fewer t Light Co 60/02/29 2pp 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A App 1 1 cat I on/c ens t rue 1 1 on stage documents correspondence 


6003170-030 provides t13 Bureau of Pollution Control w/comments dn draft 
HPDES permit for facility 

DALLARD, R L Cnvi r onmenta I Projects Branch I 79/12/18 3pp 


G0D3I9O9O4 Requests remittance of fees for proposed amend to CPPR-116 L 
CPPR-ll? re deleting stage monitoring requirement contained 
in environ protectioti program 

DIOOS.R M License Fee Management Branch 00/02/13 Ip 


8003040100 Advises qf confirmatory piping analysis by PNWL Requests 
info r* safety relief valve Discharge line 16 for analysis 
of upset condition 

QAER#R L Light Water Reactors Branch 2 60/02/14 3pp 


6003120594 Foriuaids final potential deficitncey rept re Type L2 
auxiliary assemblies installed in switchgear it 480V load 
ctrs mfg by Oould-Rrowri Boverl 

DALE, L F Mississippi Power 4 Light Co 60/02/20 Ip, 


3003120599 Potential deficiency rept re cracked L2 auxiliary switch 
Bisemblles in switchgear ^ 4aOV load ctr* mfg by Gould-Brown 
Bovefl Determined not reportable per 1OCFR50 55ie) Auxiliary 
switches inspected for craeVs before atssmbly 
a Mississippi Power 4i Light Co 60/02/26 ip 


8003160432 Notifies of action* taken to respond to NRG review of THI-2 
accident endorsed SWR owners group responses# emergency plan 
training program underway t< preparing suppl to HED8~24706 
STAMPLEYiN U Mississippi Power 6 Light Ct> 80/03/U 7pp 


6003250021 Notification of 600317-21 meeting w/Becchtel Power Corp ic In 
ID Natl Engineering Lab in Oa ithers burg# MD to conduct 
Structural engineering audit of station 

HOUGHTON# r. C. Light Hater Reactors Branch 2 00/03/tl 2pp 
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P Becuritg. medicali ^morg&ncg h> protectian plans 


6003250020 Notification of S004J4-16 meoting u/utl 1> Bechtel Pouar Corp 
■!< Gage Qabcock in Pon Gibsan^KS to revieu facilitg -fire 
protec tl on 

HDUOHTON# T C Light Water Reactors Branch 2 80/03/11 2pp 


K Utilitg Final Safety Analgsis Report (FSAR> U amends 


6D03310314 Forwards Amend 37 to application for OLi in-plant safety 
relief valve test plan Amend 37 to FSAR 

STAMPLEyjN L Mississippi Potdpr ^ Light Co SD/03/28 Ip 


— 8003310319 Amend 37 to application for GL answering questions re FBAR 
Revised piping b insti umentat ion drsuings end 
STAMPLEYjN L Mississippi Power t Light Co 80/03/21 2pp 


--6003310322 "Piping V Instrumentation Diagram Fire Protection Bgs '* 
♦ Qechtel Corp 9645 79/09/21 ip 


— 8003310326 "Piping b Instrumentation Diagram Fire Protection Sgs 
* Dechtel Corp 9645 79/10/29 Ip 


—8003310332 "Piping i. Instriimentat lOn Diagram Fire Protection Sys 
* Bechtel Corp 9645 79/11/09 Ip 


—8003310336 “Piping b. Instruiientafc ipn Diagram Fire Protection Sgs " 
* Bechtel Corp 9640 80/01/22 Ip 


—6003310340 "Piping V Instrumentation Diagram Fire Protection Sgs 
» Bechtel Corp 9643 79/09/10 Ip 


—8003310353 "Piping b Instrumentation Uiagi am Fire Protection Bgs " 
a Bechtel Corp 9645 79/09/04 Ip 


—8003310360 "Piping b Instrumentation Diagram Fire Protection Sgs 
* Bechtel Corp 9645 79/11/13 Ip 


‘8003310365 "Piping Ins ti umentati on Diagiam Component Cooling Water 
8y s ' 

*» Bechtel Corp 9645 80/01/2S ip 


— 8003310367 Amend 37 to FSAR 

* Mississippi Power A Light Co 80/03/31 22Spp 


— 8003310374 In-plant safety relief valve test plan 

* Nuclear Technologgj Inc INutech) 00/01/31 lOOpp 


M Antitrust correspondence 


8003170446 Discusses issue of util compliance u/conditlons of CPs Util 
notified both Clarksdalc 6 Greenwood on 800311 that power 
would be transmitted Belueves antitrust hearing unnecessary 
CONNER. T B Connerj Moore b Corber 00/03/12 27pp 


0 Inspection repoi ts. IE Bulletins £ correspondence 


8003170044 Forwards IE Info Notice 80-03/ "Main Turbine 
Elec trohgdraul 1 c Control Sgs " No specific action or 
response required 

O'REILLY* J P Region 2. Atlanta. Office of the Director 80/01/31 
2PP 


ao03ta0033 Forwards It Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

O'REILLYrJ P Region 2. Atlanta. Office of the Director 80/02/01 
Ip. 


B003260271 Responds to IE Bulletin 79-20 Switches have no adveise 
effects on plant safety 

DALE.L F Mississippi Power ^ Light Co QO/03/06 Ip 

B003ja0076 Forwards IE Solletin 80-04, ‘Analgsis of PWR Main Steam Lino 
Break W/Continued Feedwater Addition " No written response 

O'REILLY^ J P Region 2. Atlanta, Office of the Director 00/02/00 

2pp 


B003190436 Forwards tC Info Notice GO-05, "Chloride Contamination of 
Safetg-Related Piping b Components " No written response 
rsqu i red 

□ 'REILLY. J P Region P, Atlanta. Office of the Director 60/02/08 
Ip 

8003060713 Ac k receipt ot 900200 I tr inforining NflC of steps taken to 
correct violations noted in IE Insp Repts 50-416/79-34 
b 50-417/79-30 

BRYANT* J C Region 2, Atlanta. Reactor Construction b Cnglneonna 
Support Branch 60/02/21 Ip 


— 8003060722 Responds to NRC 0001 10 Itr re violations noted in 1C Insp 
Repts 50-416/79-34 t S0-417/79-3G Coireffcive actions 
initiating review of other selected i ad-lograpbs from NSQG 
supplier Response scheduled Q00405 

MCOAUGHY. J P Mississippi Power L tight Co aO/Oa/OD Spp 


—8003060720 Farwaids IE Jixsp Repts 50-416//9-34 b 50-4117/7 9-30 on 
791211-14 b notice of violation 

DRiANT.J C Region 2. AtKinia. Reactor Construction £< EilOllioertng 
Support Sianch 80/01/10 2pp 


—0003060734 Notice of violation from insp on 77L211-14 

* Region 2. Atlanta. Office of the Diroctui 00/01/09 Ip 


—0003060744 IE Insp Repts 50-41 6' /9-34 h 50-4 1 //79-:J0 on /9I211-14 
Noncomp I lance noted nadiographs for welds A t B of main 
steam sys spool 01H21 -GO01-GO03-G- I had flash-card type film 
preventing proper evaluation or area 

VAN DOORN. R K , HERDT, A R Region 2, Atlanta, Reader Cons true! i on 
b Engineering Support Branch aO/OW09 5pp 


8003190031 Forwards IE Info Notice 00-07. "Pump Elhaft Fatigue 
Cracking " No response rpquiied 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/05/29 
2p p 


0003190910 Ack receipt of 000212 )ti informing MRC of steps taken to 
correct violation noted in IE Ihsp Repts 50-416/79-33 b 
50-417/79-29 

BRYANT, C Region 2, Atlanta. Reactoi Construction b Knglnoering 
Support Branch 80/02/P9 Ip 


--8003190910 Responds to NRC 800121 Itr re violation noted In IT Insp 
Repts SO-416/79-33 b 50-4 1 //7*y *^29 CoiiectiVO actions 
discrepant conditions corrected Instructions provided to 
subcontractors emphasiJing adherence to clcatillneti 
DALE.L F Mississippi Power K Light Co 00/02/12 2pp 


— 0003190823 Forwards IE Insp Repts 50-416/ 79-33 b 50-417//9-29 on 
791211-14 i« notice of violation 

BRYANT. J C Region 2, Atlanta. Realtor Cons tr uc fe ton V Ffigineering 
Support Branch 80/01/21 2pp 


— 8003190030 Notice of violation from insp on 79SSII-14 

♦ Region 2. Atlanta, Office of the lUrecfcoi 00/01/11 Ip 


— 0003190933 IE Insp Repts SD-416/79-33 U 50-4l7//9-a9 on /91211-H 
None omp 1 i anc e noted failuro to maintain 7on* IV cleanliness 
CONLON. T E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch WALTERS, D K Region 2. Atlanta. Office of the 
Director BO/Oi/i i 3pp 


8003190368 Forwards IE Insp Repts 50-416/00-04 b 50-417/00-04 on 
600116-16 No noncompliance noted 

BRYANT, J C Region 2, Atlanta. Reactoi Construction b Engineering 
Support Branch 80/02/04 2pp 


— 0003190374 IE Insp Rept 50-416/80-04 b 50-417/80-04 on 800116-10 Mo 
noncompliance noted Major areas inspected action on 
previously identified items, const b. warehouse surveillance 
HUNT, M D Region 2, Atlanta, Reactor Construction b. Engineering 
Support Branch WILCOX, J D Region 2, Atlanta, Office of the 
Director 00/02/04 4pp 


8003240269 Responds to IE HulUiln 79-2/, "Loss of Non-CUsi IE 
Instrumentation b Control Pauier 9ys Bus During Oneration " 
Requested actions in progress 

DALE.L F Mississippi Pouei b Light Co B0/C3/0b Ip 


8003140395 Forwards IF Info Notice 00-10* "Partial Loss of Niun-NucUar 
Instrument Sgs Powei Supply During Operation " No specific 
action or response required 

0'REILLV»0 P Region 2. Atlanta, Office of the Director 00/03/07 


8003260015 Forwards IE Info Notice 80-04, "BWR Fuel Exposure in Excess 
of Limits " No action or response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/02/04 

Ip 


80031803J5 Forwards JK Info Notice 00-00 "States Go BHding Link 
Electrical Terminal Block " No specific action or response 
reques ted i w, » 

O^REILLY.J P Region a, Atlanta, Office of the Director 00/03/07 
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B0032&0230 Foruat'dj IE Dytletin BO~Oi>» "Engineered Safety Feature 
<ESFJ Reset Controls " No uirttten response required 

O'^REILi.Vi J P Region 2. Atlanta. Office of the Director 80^03/13 

2pp 


8003250565 Foruards IE Info Notice 80-11. "Deneric Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'HElLl-T, J P Region 2. Atlanta. Office of the Director 60/03/14 
Ip 


8003260216 Forwards IE Circular 00-04. "Securing of Threaded Locking 
Devices on Saf e ty-Re lated Equipment " No luritten response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/03/14 

2pp 


0003250562 Forwai ds responses to JE Bulletiti 79-08. “Events Relevant to 
BURs Identified During THI Incident “ Plant unique data 
^ addl info re NEDQ-24708 requested by Bulletins ^ Orders 
Task Force also enc 1 

STAIIPLEYjN L Mississippi Power 6 Light Co 60/03/19 S9pp 


8 Reportable occurrences. L£Rs 4 related correspondence 


6003070099 Part 21 Rept 30-190-000 tuio linear indications on outside 
surface of fitting of sciam dram line in control rod drive 
sys discoveied Nelds uill be removed and defective fittings 
replaced 

CRUM.R K Reactor Controls. Inc 80/02/31 Ip 


8003030555 Advises of continuing Dechtel & OE 1 nves ti gallons re 
r epOT tab i 1 I ty of GE handawitch CR294O-U3203E failure 
Determination of reportabiliiy will be provided by 300405 
DALE>L F Mississippi Power t Light Co 30/02/25 Ip 


6003240396 Discusses Failuie of handsuitch CR2940-US203E supplied by 
OE Switch failed be spring return to neutral position during 
testing Investigations being coordinated w/Bechtel <>E 
Raportabi I sty will be provided by 600415 
DALEpL F Mississippi Power t Light Co 00/02/25 Ip 


8003070366 Final deficiency rept re incorrect welds on heatingp 
ventilation & air conditioning longitudinal seams on round 
safety-related ductuo-rk Oetermined that use of lap welded 
duct will not adversely affect safety of plant operations 
DALEj L F Mississippi Power !■ Light Co 30/08/29 2pp 


3003070370 Interim deficiency rept re failure to provide qualified 
ins t rumen tat ion in sa fety -re iated sgs Vendor evaluating 
instrumentation to determine corrective actions neoessary 
to meet design requirements 

DALE. L F Mississippi Power t Light to flD/02/27 2pp 


DOCKET 50-423 MILLSTONE NUCLEAR POUER STATION. UNIT 3 


A App J i cat 1 on/cpnstruct ion stage documents L correspondence 


6003070204 Conment* on proposed rules 10CFR30p 40. 50 t( 70* draft 
“Accounting Ai ieriia ti ve s for iiuclear Dee ommies i ons, " 
a Northeast Utilities Service Co 79/04/30 3lpp 


J tniurahce it indemnity information 


8003190S12 Forwards Endorsements 63 4< 64 to NELIA Policy NF-173 
IFFLAND.R R Northeast Utilities 03/03/14 3pp 


P Operating license stage documents df core* ipondence 


3003110413 Submits comments on “Criteria far Util Mgt 4< Technical 
Competence.'* he recornnenda 1 1 ons of post-TMI accident 
investigative groups NRC should define broad criteria ^ 
organisational structure to aklour adequate license latitude 
CDUNBILrU O Northeast Utilities 00/03/01 7p p 


Q Inspection reporbs. IE Dulletins L correspondence 


8003060670 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups state atty 
general ofcs. copies of escalated anforcement correspondence 
sent by NRC to licensees 

ORIERiB N Region 1, Ph i 1 adel phia. Office of the Director 
79/11/29 Ip 


80030S0648 Forwards IE Insp Rept 50-423/79-11 on 791121 No 
norcoflipUance noted 

CARLSOtliR T Region 1. Ph i lade Iph ia. Reactor Construction t< 
Engineering Support Branch 79/12/28 2pp 


— 8D03050652 IE Insp Rapt 50-423/79-11 on /91121 No none omp I i an c e noted 
Major areas inspected quality verification records for 
followup of NRC bulletins ^ circulars 

CERNEp A C Region 1. Philadelphia. Office of the Director 
HCOAUOHOV.R M Region 1. Ph i ladelph la. Reactor Construction St 
Engineering Support Rianch 79/12/26 4pp 


0003060329 Forwards IE Insp ftept 50-423/79-10 on 791030-1102 No 
noncompl iance noted 

CARLSON.R T Region 1. Ph i ladelph ia. Reactor Conebruction ^ 
Engineering Support Branch 79/12/20 2pp 


‘'-6003060339 IE Insp Rept 50-423/79-10 on 791030-1102 No noncomp I lance 
noted Major areas inspected conciete work activities for 
containment engineerifig safety features bldgs Zt excavation 
for circulating sve water pumphouse 

VARELA. A A Region 1. Ph t ladelph ia. Office of the Director 
CBNETER. 8 D Region 1. Ph i lade Iphla. Reactor Construction 6 
Engineering Bupport Branch 79/12/12 Bpp 


8003190905 Forwards IE Insp Rept 50-423/79-12 on 791227-28 No 
noncompliance noted 

CARLSON.R T Region 1. Philadelphia. Reactor Construction ^ 
Engineering Support Uraiich 60/01/22 2pp 


—0003190909 IE Insp Rept 50-423/79-12 on 791227-20 No noncomp 1 lance 
noted Major areas inspected containment L fuel pool liner 
erection activities other specific const concerns 
Discussed w/Iicensee status of all currently open items. 

CERNE. A C . DATCHAN. 14 H Region 1. Fh i ladelph ia. Office of the 

Directoi MCOAUOHY.R W Region J. Philadelphia. Reactor 

Construction Eagir>ecring Support Branch 80/01/21 4pp 


8003140004 Responds to IE Bulletin /9-29 Plans exist to Install NAMCO 
Model EA16D stem mounted li.mit swlthes Vendor for electricr 
electro-hydraulic ( all operated control valves is 
correcting switches 

COUNSILrU O Northeast Uti lities 00/02/07 Ip 


3003120530 Forwards IE Info Notice 80-07. "Pomp Shaft Fatigue 
Cracking '* No t esponse required 

ORIER.Q H Region 1. Ph 1 ladel ph la. Office of the Director 
00/02/29 fp 


0003190263 Forwards IE- Info Notice 00-08 ''States Co Sliding Link 
Electrical Tetaiinal Block “ No specific action or response 
requested 

ORIERiO H Region 1. Ph i ladel ph la. Office of the Director 
80/03/07 1 p 


6003260317 Forwards IF Info Notice 80-10. “Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation “ No specific 
action or i esponsc required 

DRIER, B H Region 1. Philadelphia. Office of the Director 
00/03/07 Ip 


8003260433 Forwards IF Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Syi (CVC3) Holdup Tanks '* 

Action {c written i esporise required 

GRIER. B H Region 1. Ph 1 lade Ip h ia. Office of the Director 
00/03/10 Ip 


8003260232 Fot wards IE Bulletin 80-06. "fngineired Safety Faature 
4£6F> Reset Controls " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/13, 


0003290334 Forwards IF Info Notice 00-11. "Oenarle Problems 14/A8CD 
Valves in Nuclear Applications Including Fire Protection 
0yi ’’ No action or written i esponse required 
OftlER.B H Region 1. Phi lad elph ia. Office of the Director 
00/03/14 Ip, 


0003260042 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on. Safety-Related Equipment “ No written response 
required 

ORIER.0 H Region 1. Ph i ladelph ia. Office of the Director 
S0/03/H ip 
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DOCKET SO-“;24 ALVIN U VOGTLE NUCLEAR PLANT. UNIT 1 


A App 1 xcat lon/c onstruc Hon »tage documents corretpondencr 


8003240201 NotiHes that Code C^ie N'242 may be applied ill c.on»t of 
components. X f compofients f/ tuppoi ts rec^uirlng uie of 
Paragraphs 1-4 of code case are xdentified in FSAR 
RUQENBTEIN.L S Light Wator Reactors Branch 4 80/03/13 2pp 


Q Inspection reporis. IE Bulletins L correspondence 


8003310014 Ack receipt of 79122/ Ur informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-'424/79-17 & 
30-423/79-17 

DRVANTi J C Region 2. Atlanta. Reactoi Operations Nuclear Support 
Branch 00/01/16 Ip 


— 8003310018 Responds to NRC 791211 Ur re violation noted in IE Insp 
Repts 50-4^4/79-17 U 50-425/79-17 Corrective actions 
increased emphasis of written It oral cofnmuTiication re 
backfill given to all appropriate peisottneL 
DUTTON. D Oeoigia Power Co 79/\^/^7 2pp 


■8003310020 Foi wards IE Insp Repts 50-424/ /9-17 t« 50-425/79-17 on 
791114-16 V 20-21 4’ notice of violation 

hURPHVi C E Region 2. Atlanta Reactor Construction h Engineering 
Support Branch 79/12/11 2pp 


■0003310023 Notice of violation from insp on 791114-16 t 20-21 
e Region 2. Atlanta. Ofnce of the Director 79/12/11 Ip 


—8003310026 IE Insp Repts 50-424/79-17 «. 50-423/79-17 on 791114-16 ?< 
20-21 Noncomp 1 lance noted failure to rept deficiency in 
backfill 

CQNLON. T E Region 2. Atlanta. Reactor Construction I* Engineering 
Support Branch HUNT.M D . hfARRIS.J R Region 2. Atlanta. Office 
of the Director 79/12/n Spp 


8003170040 Forwards IE Info Notice 80-03. "Main Turbine 
El ec trohydraul i c Control Sgs " No specific action or 
response requifed 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/01/31 
8pp 


8003190113 Forwards IE Circular 79-25. Soppi A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 80/01/31 
Ip 


8003120032 Forwards IF Circular 80-02. "Nuclear Power Plant Staff Work 
Hours " No written lesponse required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/01 
Ip 


8003180063 Forwards IE Bulletin 80-04. "Analysis of PMR Main Steam Line 
Break W/Continued Feedwatei Addition " No written response 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/08 

2pp 


6003190430 Forwards IF Info Notice 00-05. “Chloride Contamination of 
Safety-Related Piping Pa Components " No written response 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/02/00 
Ip 


0003210062 Supplements response to IE Bulletin 79-28 Valves onsite 
w/NAMCO EA180 position switches w/cade dates within range 
Valves placed on hold until replacement parts are installed 
DUTTON. D Georgia Power Co 80/02/27 Spp 


8003190025 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 00/02/29 
2pp 


0003140407 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation " No specific 
action or response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/03/07 

2pp 


0003180310 Forwards IE Info Notice 00-09 "States Co Sliding Link 
Electrical Teroiinal Block " No specific action or response 
requested 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/03/07 

2pp 


6003270026 Forwards IE Bulletin 90-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys <CVCS) Holdup Tanks " 

Action it written response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director BO/03/10 
tP 


8003310364 Ack receipt of IE Insp Repts 50-424/80-03 it 50-425/80-03 on 
800205-08 No proprietaty info 
DUTTON. 0 Georgia Power Co 90/03/11 Ip 

\ 

—8003310369 Forwards IE Insp Repts 50-424/00-03 K 50-425/60-03 on 
800205-00 No none omp 1 lance noted 

BRYANT. J C Region 2. Atlanta. Reactor Coniiruction 6 Engineering 
Support Branch 60/02/22 2pp 


“8003310376 IE Insp Repts 50-424/60-03 t 50-425/80-03 on 000205-00 No 
honcomp I lane e noted Major areas inspected structural 
cone re te, struc tura I backfill previously identified items 
HARRIS. JR Region 2, Atlanta. Office of the Director 

CARLON. J E Region 2. Atlanta. Reactor Construction ti Engineering 

Support Branch 80/02/21 3pp 


0003260226 Forwards IE Bulletin 90-06. "Engineered Safety Feature 
(ESF) Reset Controls " No written response required 
□ 'REILUY.jp Region 2. Atlanta. Office of the Director 80/03/13 

2pp 


6003250570 Forwards IE Info Notice 00-11. "Generic Problems U/ASCD 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 80/03/14 
Ip 


6003260177 Forwards IE Circulai 00-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 60/03/14 

2pp 


S Reportable occuirences. LEfts L related correspondence 


6003240439 Deficiency rept re pipe suppoi t designs released for const 
for 5760 supports eiceeding allowable embed Loads No pipe 
supports presently installed Installation suspended until 
design adequacy tt mods resolved 
DUTTON. D Georgia Power Co 90/03/03 2pp 


6003050436 Forwards deficiency rept re voids in concrete placements on 
interior walls of auxiliary bldg 
DUTTON. D Georgia Power Co 80/03/05 2pp 


— 8003050440 Deficiency rept re voids in concrete placements on interior 
walls Util will install one-ft high panels covering length 
of walls Tremle placement preplanned to allow better 
concrete consolidation 
» Oeorgia Power Co 90/03/05 3pp 


8003060472 Interim potential deficiency rept re embed plate load 
capacity tables Same pipe support designs erceeded allowable 
embed loads due to lateial loads No supports installed Pinal 
rept will be submitted by 600516 
DUTTON. D Georgia Power Co BO/03/06 2pp 


DOCKET 50-425 ALVIN N VOOTLE NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents it correspondence 


8003840201 Notifies that Code Case N-242 may bo applied in const of 
c ompononts. 1 f components 6 supports requiring use of 
Paragraphs 1-4 of code case are identified in FBAR 
RUOENSTEIN.L S Light Water Reactors Branch 4 80/03/13 Spp 


Q Inspection reports. IF Bulletins correspondence 


0003310014 Ack receipt of 791227 Ur informing NRC of steps taken to 
correct violation noted in IE Imp Repts SO-424/79-17 l< 
50-425/79-17 

DRYANTrJ C Region 2. Atlanta. Reactor Operations Nuclear Eupport 
Branch 00/01/16 Ip 


— 8003310010 Responds to NRC 791211 Ur re violation noted In IE Insp 
Repts 50-424/79-17 U 50-425/79-17 Corrective actions. 

Increased emphasis of written oral communication re 
backfill given to all appropriate personnel 
DUTTON. D Oeorgia Power Co 79/12/27 app, 
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—BOOaG 10020 Foru/ard* IE Insp R«pfcs S0-424/7'?-l7 50-42S/79-I7 on 

791114-16 e< 20-21 t notice of Violation 

hURPHyi C E Region 2> Atlanta/ Reactor Con-s true 1 1 on U Enginsenng 
Support Dranch 77/12/1 i 2pp 


--*0003310023 Notice of violation fran insp on 791114-16 & 20-21 
* Region 2/ Atlanta/ flffico off the Director 79/12/11 Ip 


—0003310026 IE Insp Rept? 50-424/79-17 «/ 50-425/79-17 on 791114-16 4- 
20-21 fJoncompl lanc e noted failure to rept deficiency in 
bactf 111 

CQNLQN/ T E Region 2i Atlanta# Reactor Construction & Engineering 
Support Drench D • HARR IS# J R Region 2* Atlanta* Office 

of the Director 79/i2/ll 5pp 


8003170040 Forwards IE Info Notice BO-03. ^'Hain Turbine 
El ectrohydraut ic Control Sys " No specific action or 
response required 

O'RElLLTiJ P Region S. Atlanta. Office of the Director 60/01/31 

2pp 


9003190113 Forwards IE Ciicular 79-25. Supp I A. ^'Shock Arrestor Strut 
Assembly Intel ference ■' No written response required 
O^REJLLV* J P Region P, Atlanta. Office of the Director 80/01/31 
Ip 


6003120032 Forwards IE Ci-iculat 00-02. ‘’Nuclear Pouer Plant Staff Hork 
Hours " Mo written response required 

O^HEJLLY, JP Region 2* Atlanta# Office of the Director 90/02/01 

Ip 


9003180063 Forwards Jb Dulletin BO-04. ’'Analysis of P14R Main Steam Line 
Break Vl/Continued Feedwater Addition " Mo written response 
required 

O^RElLLY# J P Region 2# Atlanta. Office or the Director 60/02/09 

app 


9003190430 Forwards IE Info Motice 30-05. ’’Chloride Contamination of 
Baf ety-Related Piping t Components " Mo written response 
required 

BAREILLY. J P Region 2* Atlanta. Office of the Director 60/02/09 

ip 


9003210062 Supplements response to IE Bulletin 79-28 Valves onsite 
w/NAHCD EAIBD position switches w/code dates within range 
Valves placed on hold until replacement parts are installed 
DUTTON. D Georgia Power Co 00/02/27 2pp 


8003190025 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " Mo response required 

O^REiLLY, J P Region 2* Atlanta. Office of the Director 90/02/27 

2pp 


90D3t40407 Forwards IE Info Notice 60-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation i^o specific 
action or response required 

O'REILLY# J P Region 2. Atlanta. Office of the Director 80/03/07 
2PP 


9003180310 Forwards IF Info Notice 60-09 "States Co Sliding Link 
Electrical Terminal Block " Mo specific action or response 
requested 

D'REILLV.VP Region 2# Atlanta# Office of the Director 60/03/07 

2pp 


8003270026 Forwards EE Dulletin 60-05# "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action (< written response required 

O'RElLLYrJ P Region 2# Atlanta- Office of the Director 90/03/10 
If 


9003310364 Act receipt of IE Insp Repts 50-424/90-03 h 30-423/BO-03 on 
800205-08 No proprietary info 
DUTTON. D Georgia Power Co 90/03/11 Ip 


— 8003310369 Forwards IE Insp Rept* 50-424/60-03 50-425/80-03 on 

60D205-08 No noncomp 1 i ance noted 

BRYANT, J C Region 2, Atlanta# Reactor Construction t# Engineering 
Support Branch 60/02/22 2pp 


— 6003310376 l£ Insp Repts 50-424/80-03 ^ 50-425/96-03 on 806205-06 No 
noncompl ianc e noted Major areas inspected structural 
concrete* structural baclifil] previously identified items 
HARRI^. J R Region 2. Atlanta# Office of the Director 

CARLON, J E Region 2* Atlanta# Reactor Construction ?« Engineerlnr 

Support Branch 00/02/21 3pp 


6003260228 Forwards JE Bulletin 80-06- "tnginoered Safety Feature 
<ESF) Reset Controls " No written response required 
□ 'REILLY# J P Region 2, Atlanta. Office of the Director 90/03/13 

2pp 


9003250570 Forwards IE info Notice 80-11. "Genern Problems N/ASCO 
Valves in Nuclcai Applications Including Fire Protection 
Sy s *' No action or wri bten lesponse required 

O'REILLY# J P Region 2. Atlan’-a Office of *^he Director 90/03/14 

Ip 


6003260177 Forwards Ifc Circvlai 60-04# "Securing of Threaded Locking 
Device* on Sa t ety-Re la ted Equipment " No written response 
requ ired 

O'REILLY, J P Region 2# Atlanta. Office ot ihe Director 80/03/14 

app 


S Reportable occurrences# Ibfts 6 related cot i espondenc » 


0003240439 Deficiency rept re pipe suppcii t designs reieasedtfor const 
for 5760 supports eKceoding alluwablc embed loads No pipe 
support* presently installed Installation suspended until 
design adequacy t> mods i e solved 
DUTTON. D Georgia PowM Co- 8O/03/0J 2pp 


6063050436 Forwards deficiency rept ie ^-oids in concrete placements on 
interior walls of auxiliary t l-dg 
DUTTON# D Georgia Power Co 90/03/05 Fpp 


— 6003056440 Deficiency sept re voids in concrete placements on Inten 
wall* Util will install one-ft high panels covering length 
of walls Tiemie placement preplanned to allow better 
concrete consolidation 
• Georgia Power Co 8O/O3/05 3pp 


8063060472 Interim potential deficiency lept rc embed plate load 
capacity tables Son).e pipe support designs exceeded allowable 
embed loads due to lateial loads No supports installed Final 
rept will be submitiod by 900516 
DUTTON# D Georgia Powot Co 80/03/06 2pp 


DOCKET 56-433 UC-SAf4TA OARDARA liESEAftCH REACTOR 


0 Inspection reports# IE Bullrtir,* * c oi r espondence 


9003170093 Forwards IE Insp Rept 50-433'/9-03 on 791217-19 No 
noncompliance noted 

DOOH* H E Region 5# San Francisco. Fuel Facility V Materials Safety 
Drench 80/02/01 2pp 


— 6063170095 IE Insp Rept Sli 43/79-03 on /9121/-19 iio noncompliance 
noted Major areas inspected radiation survey of levels 
inside & adjacent to facility K examination of records, 
repts 6 logs 

CURTIS. J R Region 5* 3an Francisco. Office of the Director 
QOQKa If E Region 5. c^ari Francisco# Fuel Facility t Materials 
Safety Branch 60/0e!/0l 4pp 


DOCKET 6TM-50-4a7 FLOATING NUCLEAR PLANT 


A App 1 ica tk on/cons true tion stage documents 6 correspondence 


8003290531 Forwards respnnse to NRC 791017 Itr requesting addl Info re 
core thermohy drau 1 le erro.*~9 

RAOA# P D Offshore Powci Systems (tubs of Westinghouso Electric 
CoTp I 80/03/ 10 lOpp 


E MRC Safety Evaluation Report (SFRl. suppls L con espondence 


8603100041 Forwards SER for facility application for license to mfg 
eight floating nuclear plants 

DAER.R U Light Water Roactots Branch 2 00/02/06 5pp 


—8003100046 SER for facility 

« Office of Nuclear Reactor Regulation NUREO-0054 00/02/29 
lOOpp Aval 1 able at NT16 


B00306644Q 9ER for ji lati ts. bupp 1 3 to NUREG-75/100 

» Office of Nuclear Reactor Regulation NUREO-0054 80/02/29 
200pp Available at NTIS 
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G Adjudicatorg corr stpondence 


800G060050 Torujards Suppl 3 to safety aval nation containing NRC 
analysis of applicant ptoposed core Udte design Suppl 3 
uin serve as basis for NRC discussion of proposed core 
ladle at 800307 ACRb full committee meeting U/o end 
8OHINKI18 11 Hearing Branch 3 BO/OS/29 Ip 


Q003190023 Advisoi that subsequent to 600306 sve of "board notification 
item*** re Yankee Roiue turbine failure, NRC safety evaluation 
suppl uill address relevance of failure to floating plants 
SQHINKI,8 M Hearing Branch 3 80/03/10 tp 


Q Inspection reportsi tE Bulletins ^ correspondence 


B00317Q069 Foruards IE Info Notice 80-03* "Main Turbine 
Electrohydraul i c Control 8ys *' No specific action or 
response required 

O'RElLLYeJ P Region ?* Atlanta. Office of the Director 80/01/31 
IP 


6003190147 Forwards IE Circulai 79-25*Suppl A. *'8hock Arrestor Strut 
Assembly Interference '* No written response required 
0'REILLY*J P Region 2* Atlanta* Office of the Director 80/01/31 
Ip 


6003110467 Forwards IF Ciicular 80-02* "Nuclear Power Plant Staff Uork 
Hours " No written response required 

O'REILLY* J P Region 2. Atlanta. Office of the Director 80/02/01 

ip 


8003190466 Forwards IF Info Notice 80-01). "Chloride Contamlnati on of 
Safety-Related Piping 4- Components *' No written response 
required 

O'REILLY.J P Region 2. Atlanta* Office of the Director 80/02/08 
ip* 


3003190062 Forwards IF Info Notice 80-07* ’*Pu/np Shaft Fatigue 
Cracking " No response required 

O'REILLY.J P Region 2* Atlanta. Office of the Olrector 00/02/29 
2pp 


3003140396 Forwards IE Info Notice 0O-tO. "Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation " No specific 
action or response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/03/07 

2pp 


3003180317 Forwards IF Info Notice 80-08 ''States Co Sliding Link 
Electrical Terminal Block " No specific action or ratponsa 
requested 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/03/07 
Ip 


8003270011 Forwards IE Bulletin 60-03. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCSI Holdup Tanks '* 

Action it written response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 80/03/10 
tp. 


8003260262 Forwards IE Bulletin 60-06. "Engineered Safety Feature 
(ESF> Reset Controls " No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director SO/03/13 
IP 


8003230519 Forwards IE Info Notice BO-ll. "Oeneric Problems M/A8C0 
Valves in Nuclear Applications Including Fire Protection 
9ys " No action or written response required. 

O'REILLY.J P Region 2, Atlanta. Office of the Director, 80/03/14 

ip 


8003260131 Forwards IE Circular 00-04* "Securing of Threaded Locking 
Devices on Saf ety-Related Equipment *' No written response 
required 

O'REILLY.J P Region 2. Atlanta, Office of the Director. 80/03/14 

2pp 


DOCKET 30-438 BELLEFONTE NUCLEAR PLANT. UNIT I 


A. App I Icafcion/constructl on stage documents (t correspondanca 


8003030299 Forwards application for 8NM licensa authoriilng receipt, 
posieision ^ storage of assembled fuel assemblies b up to 
lOO loose fuel rods Portions withheld (ref 10CFR2. 790K 
MILLS. L.M Tennessee Valley Authority 79/08/31, 2pp. 


— 8003050307 Application for SNM license authoriiing rec eipt. possession 
b storage of assembled fuel assemblies b up to 100 loose 
fuel rods Portions withheld (ref 10CFR2 7901 
a Tennessee Valley Authority 79/08/31 I4pp 


6003310267 Forwards Revised Section 125 "Access Control" of 790831 
license application containing addl info requested in 
791226 telcon Rept describing access. control b security of 
fuel end Ends withheld (ref 10CPR5 790) 

MILLS. L M Tennessee Valley Authority 80/01/08 Ip 


9003120461 Forwards Mat I License SNM-1863 authoriilng receipt, 
possession, imp b storage of U SER end 

PAOE.R 0 Division of Fuel Cycle b Material Safety BO/Oi/30 2pp 


—8003120465 SER supporting matl license for rec e 1 pt. possess i on* insp b 
storage of U 

DELANEY. J C . CROW,. N T Division of Fuel Cycle b Material Safety 
BO/Oi/30 2pp 


— 6003120469 Mat] license 8NI1-ie65 for TVA. author i z ing receipt, 
possession. Insp b storage of u enriched in u-235 isotope 
PAOE.R C Division of Fuel Cycle b Material Safety 80/01/30 
2pp ^ 


0003160420 Forwards NPOES Permit AL0024635. for const discharges 
MILLS. L H Tennessee Valley Authority 80/03/10 Ip 


—8003180424 NPDE8 Permit AL0024635. for const discharges 
UARRiJ U Alabama. State of 60/03/15 24pp 


H Oeneral correspondence 


6003190849 Responds bo 800122 Itr to President Carter requesting info 
re plants w/similar design to TMI-2 Provides list of all 
ObW designed plants 

DENTON. K R Office of Nuclear Reactor Regulation 80/02/14 ip 


Q Inspection repoi is, IE Bulletins b c arrespond cnce 


6003190564 Forwards IE Insp Repts 50-436/79-27 b 50-439/79-27 on 
791211-14 No none omp 1 lane e noted 

BRYANT, J C Region 2. Atlanta* Reactoi’ Construction b Engineering 
Support Dranch 80/01/14 2pp 


— B003190S72 IE Insp Repts 50-439/79-27 b 50-439/79-27 on 79121 1-14 No 
noncompliance noted Ha.}or areas inspected safety-related 
piping welds, RCPD piping welds b saf ety-rela ted structures 
(welding > 

HERDT. A R Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch Bl AKE« J J Region 2* Atlanta. Office of the 
Director 80/01/11 9pp 


0003190575 Forwards IE Insp Repts 50-438/79-28 b 30-439/79-28 on 
791217-20 No nonromp 1 lane e noted 

BRYANT* J C Region S'. Atlanta. Reactor Construction b Engineering 
Buppurt Branch 80/01/15 2pp 


— 8003190581 IE tnsp Repts 50-430/79-28 b 50-439/79-28 on 791217-20 No 
noncompliance noted Major areas inspected instillation b 
quality records for sa f ety-T elated electrical cables, fire 
suppression equipment 4 Followup on previous items 
CQNLON, T E Region 2, Atlanta. Reactor Construction t Engineering 
Support Dranch RUFF, A B Region 2, Atlanta. Office of the 
Dirsetor 60/01/14 3pp 


6003170052 Forwards IE Info Notice 60-03, "Main Turbine 
ElectrohgdrauHc Control 8ys " No specific action or 
response required 

O'REILLY, P Region S, Atlanta, Office of the Director 90/01/31 
3pp. 


B003190124 Forwards IE Circular 79-25. Suppl A. ''Sliock Arrestor Strut 
Assembly Interference *' No written response required 
O'RElLLYfJ P Region 2, Atlanta. Office of the Director 00/01/31 
tp. 


0003210176 Forwards response to IE QuUatin 79-20 Util located 22 NAMCO 
Model EAIBO stem mounted switches that are code dated 
between Feb b Aug 1979 at Sequoyah Unit 1 Investigation 
continuing for Sequoyah Unit 2 

MILLS. L.M Tennessee Valley Authority 00/02/06, 2pp 


6003310381 Forwards IE Insp Repts 50-430/80-02 b 50-439/80-02 on 
8001S3-29. No non comp I i an c e noted. 

BRYANT. J C Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 80/02/06. 2pp, 
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— 6003^10337 IE ]n 4 p Repts 50-438/80-02 t 50-439/80-02 on 600123-23 No 
monc omp I j iince noted Major ai e-as inipocted project 
or^ani Id 1 1 ohk c oust » tatui, corre-c ti ve octian* on Lll't (a 
hdndUn$ pf IE bunelint 

CANTRELLiF 9 Region 2, Atlanta. Reactor Construction 
Engineering Support Branch WILCOX/ J P . WRiCHT /R W Region 2t 
Atlanta. Office of the Director 60/02/05 6pp 


6003180082 Foriuardt IE SuJIetin 60-04/- ’'Analysis of PWR Main Stoam Line 
Break H/Contifiued Feedwater Addition " No written reiponie 
required 

CREILLY, J P Region 2. Atlanta. Office of the Director 80/02/08 

2pp 

B003190441 Forwards IE Info Notice 80-05. "Chloride Contatnl nation of 
Safety-Related Piping L Component* " No written response 
required 

O'REILLY. J P Region 2^ Atlanta. Office of the Director 80/02/00 

Ip 


B003190039 Forwards IE Info Notice 80-0/- "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY/ J P Region S. Atianta. Office of th* Director 00/02/29 

2pp 


8003120572 Responds to NRC 600211 Itr re violation noted in t£ Imp 
Repts 50-438/00-01 S< 50-439/80-01 Corrective actions 
training clast conducted for all welding inspectors 
HILLS/ U M Tennessee Valleg Authority 00/03/03 2pp 


6003140337 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
Instrunent Sys Power Supply During Operation " No specific 
action or response required 

O'REIULY.J P Region 2. Atlanta. Office of the Director 80/03/07 
2PP 


6003190003 Foi wards IE Info Notice 80-06 “States Co Sliding Link 
Electrical Terminal niock ‘ No specific action or response 
reques ted 

O'REILLY. J P Region 2, Atlanta, Office of the Director 60/03/07 
3pp 


6003270040 Forwat (fs IE Bulletin 80-05. "Vaci/un Condition Resulting in 
Damage to Chemicai Vol Control Syt (CVCSl Holdup Tanks “ 

Action written response requited 

O'REILLY/ J P Region 2. Atlanta, Office of the Director 00/03/10 
IP 


8003260239 Forwards IE Bulletin 80-06. “Engineered Safety Feature 
{£SF» Reset Controls “ No written response required 
O'REILLY, J P Region 2. Atlanta Office of the Director 00/03/13 
3PP 


— 8003180624 Final deficiency rept re rust In oil reservoirs of seven 
out of Bight essential raw cooling water pump motors Caused 
bg removal of motoi c o.'eri, al 1 owi ng water to enter motor 
Motors c 1 eaned/ f l ushed ui/oil 6 reinspected 
» Tennessee Valley Authority 60/03/14 Ip 


8003260494 Forward* third intei tm deficiency t ept re possibility of 
seismic response foi piimaiy branch lines nonconservative 
MILLS, L n Tennessee V^^ilei; AythotitV 80/03/18 Ip 


— 8003260502 Third interim deficiency rept ie possibility of 
nonconservat I VO tesponse foi primary branch lines Cause 
unstated Re-analysis of util pi inary sys branch lines must 
be performed 

* Tennessee Valley Authority 60/03/18 Ip 


8003260470 Third interim deficiency rept re water found in rock anchor 
tendon head protective grease cans Next rept will be 
submitted by 800924 

MILLS, L M Tennessee Valley Authority 60/03/21 Ip 


6003260630 Fotwards final deficieiicy rept re Penn Ventilator Co OA 
program Deficiency repo? ted previously for Sequoyah t* Watts 
Bar nuclear facilities 

MILLS. L M Tennessee Valley Authority 60/03/21 Ip 


—0003260637 Final deficiency rep* re Penn Ventilator Co not implementing 
OA Program as submitted to TVA Reviewed documentation 
attesting to adequacy of equipment A found to be in 
compliance w/ipecs 

* Tennessee Valley Authority 60/03/21 Ip 


OaCKET 50-439 BELLCFONT E NUCl EAR Pi ANT. UNIT 2 


A App 1 icatl on/construc 1 1 on stage documents h correspondence 


60D318Q420 Forwards NPDES Permit Al 002463S< for const discharges 
MILLS. L M Tennessee Valley Authority 60/03/10 Ip 


—0003180424 NPIirS Permit AL00246'i9, for const discharges 
NARR. J U Alabama, State of 80/02/15 24pp 


M Oeoeral correspondenc e 


8003190849 Responds to 8001?,* Hi to PrcMdent Carter requesting info 
re plants w/simitai dasigri to TMf-P Piovides list of all 
Q&N designed plants 

DENTON,H R Office of Nuclear Reactor Regulation 60/02/14 Ip 


6003290572 Forwards IE Tnfo Notice eo«l 1 . "Generic Problems N/ASCO 
Valves in Nuclear Applications Including Fire Protection 
8y« “ No action oi written response required 

O'REILLY. >/ P Region 2. Atlanta, Office of the Director 80/03/14 


0 Inspection reports, It Bulletins I correspondence 


8003190564 Forwards IE Insp Repts 50-438//9-27 V 50-439/79-27 on 
791211-14 No noncompliance noted 

ORYANT.J C Region 2, Atlanta, Reactoi Construction ^ Engineering 
Support Branch BO/01/14 2pp 


3003260181 Forwards IE Circular 60-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment '* No written response 
required 

O'RElLLViJ p Region 2, Atlanta, Office or the Director 60/03/14 
3pp 


S Reportable occurrences, LERs ^ related correspondence 


— B003l90S/a IE insp Repts SO-4:ie//9-?7 «< 50-439/79-27 on 791211-14 No 
noncomp 1 iance noted Major areas inspected safety-related 
piping welds, RCPB piping welds ^ saf ety-i el ated structures 
(uel ding 1 

HERDTiA R Region 2> Atlanta, Reactor Constiuction tn Engineering 
Support Branch BLAISE. J J Region 2, Atlanta, Office of the 
Director 00/01/11 5pp 


800^240069 Confi I mi 800207 telcon re failure of valves Forwards Part 81 
rept 

WHEATON. W R Borg-Vlarner Corp 80/03/12 2pp 


— 0OO324OO7B Part SI rept on 8001 16. mo tor operated gate valve Installed 
in test loop failed to close completely when actuated under 
operating conditions Caused by inadequate guiding of valve 
gate Gate guides were modified i> retosted 
WHEATON, H R Dorg-Warner Corp 60/02/13 2pp 


8003090461 Fifth interim deficiency rept re tensile anchor capacltie* 
lower than design allouables Nc> further progress made Next 
rept will be provided by 000508 

MILLS. L M Tennessee Valley Authority^ 00/03/29 Ip 


8003100620 Forwards final deficiency rept le rust in oil reiervalri of 
seven out of eight essential raw cooling water pump 
motors 

MILLS. L M Tennessee Valley Authority 80/03/14 Ip 


8003190575 Forwards IE Insp Rept* 50-430/ /9-26 6 50-439/79-28 on 
791217-20 No noncomp I lance noted 

DRVANTjJ C Region 2, Atlanta, Reactor Construction L Engineering 
Support Branch 80/01/15 2pp 


— 8003190501 IE Insp Repts 50-438/79-26 50-439/79-28 on 791217-20 No 

noncomp 1 lance noted Major areas inspected installation & 
quality records for safety-r e lated electrical cables, fire 
suppression equipment 5 followup on previous items 
CONLON, T E Region 2, Atlanta. Reactor Construction t Engineering 
Support Branch RUFF. A B Region ?, Atlanta, Office of the 
Director 80/01/14 3pp 


0003170052 Forwat ds IE Info Notice 80-03, "Main Turbine 
El ec trohyd rau 1 i c Control Bys " No sp'eclflc action or 
response required 

Q'REILLY.J P Region 2, Atlanta, Office of the Director 00/01/31 
3pp 


0003190124 Forwards IE Cucular 79-25, SuppI A, ''Shock Arrestor Strut 
Assembly Interference " No written response required 
0'REIULV»J P Region 2, Atlanta, Office of the Director 00/01/31 
Ip 
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6003210176 Poruardi reiponso to IE Sul latln 79''28 Util located 22 NAKCO 
Model EAISO «teni mounted fuitchek that are code dated 
betcueen Feb U Aug 1979 at Sc(iuoi^ah Unit f Investigation 
continuing for Sequogah Unit 2 

MILLS, L M Tennessee Valteg Authority 80/02/06 2pp 


800331 OGBI Forujards IE Insp Repts 50-43G/B0-O2 & 30-439/80-02 bn 
8001S3-2Q No noncomp 1 lance noted 

BRVAMTiJ C Region 2# Atlanta, Reactor Construction & Engineering 
Support Branch 60/02/06 2pp 


— 8003310307 IE Insp Repts 30-430/00-02 h 50-439/80-02 on B00123-2S No 
noncomp 1 lance noted Major ai eas inspected pro|ect 
organi zat 1 on, c onst status# correc tive actions on LIt's U 
handling of IE bulletins 

CANTRELL, P 5 Region 2, Atlanta# Reactor Construction t* 
Engineering Suppoi t 111 anch UlLCOX, J D. # (BRIGHT iR U Region 2# 
Atlanta, Office of the Director 80/02/05 6pp 


Q0O31BO0B2 Poruards IF Bulletin 60-04# "Analgsis of PUR Main Steam Line 
Break W/Continued Peedujaler Addition " No written response 
requ 1 red 

□ 'REILLY, J P Region 2# Atlanta, Office of the Director 8D/02/0B 

2pp 


eoO'3190441 Forwards IE info Notice 80-05. *Xhtoride Contamination of 
Saf e t g-Re 1 at ed Piping t Components *' No written response 
r equ i red 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/02/08 

Ip 


8003190039 Forwards IE Info Notice 00-07# "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region 2# Atlanta# Office of the Director BO/02/29 

2pp 


0003140387 Forwards IF Info Notice 80-10, "Partial Lots of Non-Nuclear 
Instrument Sgs Power Supplg During Operation ** No specific 
action or response required 

0 'REILLY# J P Region 2# Atlanta# Office of the Director 80/03/07 

2pp 


8003190003 Forwards IF Info Notice 00-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equested 

□'REILLY, J P Region 2# Atlanta# Office of the Director 60/03/07 
3pp 


8003270040 Forwards IE Bulletin 80-05# "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgs iCVCS) Holdup Tanks " 

Action U written response required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/10 
If 


8003260239 Forwards IE Dulletih 00-06, "Engineered Safety Feature 
<ESF) Reset Controls " No written response required 
Q 'REILLY# vl P Region S. Atlanta# Office of the Director 00/03/13 
3pp 


8003250578 Forwards IE Info Notice 00-11. "Generic Problems U/ASCO 
Valves in Nuclear Applications Including Fite Protection 
Sgs " No action or written lesponse required 

□ 'REILLY, J P Region 2# Atlanta. Office of the Director 60/03/14 

Ip 


8003260101 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on 8af etg-Re latcd Equipment " No written response 
required 

O'REILLY, U P Region 2# Atlanta Office of the Director 80/03/14 
3pp 


8 Reportable occurrences# LERs ti related con espondence 


8003050461 Fifth interim deficieneg rept re tensile anchor capacities 
lower than design allowables No further progress made Next 
rept will be provided by 60DS0B 

MILLS* L M Tennessee Valley Authorltg 60/08/29 Ip 


6003180620 Forwards final deficieneg rept re rust in oil rtaervoira of 
seven out of eight essential raw cooling water pump 
motors 

MILLS* L M Tennessee Valleg Authority 80/03/14 Ip 


— 0003180624 Final deficiency rept re rust In oil reservoirs of seven 
out of eight essentia] raw cooling water pump motors Caused 
by removal of motor cover s. allowing water to enter motor 
Motors c leaned, flushed u/oil it relnspected 
■e Tennessee Valley Authority 80/03/14 Ip, 


6003260494 Forwards third interim deficiency rept re possibility of 
seismic response for primary branch lines nonconservative 
HILLS. L (1 Tennessee Valley Authority 00/03/18 Ip 


— 6003260502 Third interim, deficiency rept re possibility gf 
nonconservative response for primary branch lines Cause 
unstated Re-analysLs of util primary sys branch lines must 
be performed 

* Tennessee Valley Authority 0O/O3/1B Ip 


800326047B Third interim deficiency rept re water found in rock anchor 
tendon head protective grease cans Nezt rept will be 
submitted by 600924 

MILLS. L M Tennessee Valfcey Authority 60/03/81 Ip 


6003260630 Forwards final deficiency rept re Fenn Ventilator Co QA 
program Deficiency reportad previously for Sequoyah Ic Uatts 
Bar nuclear facilities 

MILL8.L M Tennessee Valley Authority 60/03/21 Ip 


— '8003260637 Final deficiency rept re Penn Ventilator Co not implementing 
OA Program as submitted to TVA Reviewed documentation 
attesting to adequacy of equipment ^ found bo be in 
compliance w/specs 

e Tennessee Valley Authority 80/03/21 Ip 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT. UNIT I 


H General correspondence 


8003250076 Responds to 790924 request for info re plant for power 
plants in OH.dlsposal of radwastc I risks to public health & 
safety Provides info ro plants in OH Forwards ejtcerpt from 
NRC 197B annual rept re radwasbe disposal 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/19 I3pp 


M Antitrust correspondence 


0003070329 Advises that petitions for ALAn-S60 review are deemed denied 
due to elapse of time for Commission to act on natter 
CHILKiS J Office of the Secretary of the Commission 80/03/04 
Ip 


Q Inspection reports. IE Bulletins L correspondence 


8003120132 Forwards IE Clicular 00-02, ‘Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLER. J 0 Region 3* Chicago. Office of the Director 60/02/01 

Ip 


0003140209 Forwards I£ Bulletin 00-03, "Loss of Charcoal from 8td Type 
11 , Two-lnc h# Tray Adsorber Cells " Action required 
KEPPLERiJ 0 Region 3. Chicago. Office of the Director 60/02/06 
Ip 


8003110112 Forwards IE Bulletin B0-04i "Analysis of PUR Main Gteam Line 
Break U/Contlnucd Feedwater Addition " Written response 
requ Ired 

KEPPLERtJ 0 Region 3. Chicago. Office of the Director 00/02/08 

Ip 


8003190329 Forwards IE Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping h Components " No written response 
required 

KEPPLER. V 0 Region 3. Chicago. Office of the Director 00/02/06 

Ip 


8003110173 Forwards corrected IE Bulletin 80-04. "Analysis of PNR Main 
Steam Line Dreak U/Continuod Feedwater Addition " No written 
response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/02/14 

Ip 


B0D3120345 Forwards IE Info Notice BO-07, "Pump Shaft Fatigue 
Crap king " No response required 

KEPPLER# J 0 Region 3* Chicago* Office of the Director 00/02/89 

Ip 


B0032600SO Forwards IE Info Notice 00-04. "BUR Fuel Eiposure in Excess 
of Limits " No action or response required 

KEPPLER. J 0 Region 3. Chicago* Office of the Director 80/03/10 

Ip 


8003260478 Forwards IE Info Notice 00-10. "Partial Lott of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

KEPPLERiJ 0 Region 3. Chicago* Office of the Director 00/03/10 

Ip 
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8003260296 Forwards |£ DoJlefcin SO-OAi i na»rotf Safety F^afcwt'# 

<ESF> R«s»t Cocibrols ” No written retpon'** rsqulrid 
KEPPUERrJ 0 Refiion 3# Chicago^ Office of the Olrectar 80/03/13 
IP 


8003230380 Forwards IF Info iJotUe eO-ll* "Ofnerlc Problems M/AfiCO 
VaWes in Nuclear Applications Including Fire Protection 
8^ f ** No action or written response rei^uired 

KEPPUER.JG Region 3, Chicago. Office of the Director 80/03/14 
Ip 


B003260254 Forward* IE Circular 00-04, "Securing of Threaded Locking 
Device* on Saf et vRei a ted E(iiiipmenfc *’ No wrlttan reiponse 
rei^U 1 red 

KEPPLER^U 0 Region 3* Chicago, Office of the Director 80/03/14 
Ip 


3 Reportable occurrences# LER* t related correspondence 


3003110249 Ack receipt of 900130 final deflcienctf rept re natural gas 
pipeline break analysis Matter referred to !E for review 
FlORELLIiO Region 3. Chicago. Reactor Construction «< Engineering 
Support Branch 80/02/20 Ip 

0003030543 Forwards final deficiency rept re omission ef Clast B fill 
waterstops 

DAVIDSON. DR Cleveland Electric Illuminating Co 90/02/29,. Ip 


— 8003050347 Final deficiency rept re omission of Class 8 fill 
uraterstops Omitted waterstops will te installed as separate 
areas become available for excavation 

a Cleveland Electric Illuminating Co 80/02/29 3pp 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 3 


H General correspo-ndenc e 


B003250076 Respond* to 790924 request for info re plant far powdr 
plants in OHidlspofal o-f raduast* ii riikt to public health & 
safety Provides info re plants in OH Forward* eacerpt from 
NRC 1978 annual rept re radwaste ditposal 

DENTON# H fi Office of Nuclear Reactor Regulation 00/02/19 13pp 


6C032A0030 Forwards !E Info Notice BO-04# *‘DWR Fuel Exposure in Excel* 
of Limits " No action or response required 

KEPPLER. J O Region 3. Chicago. Office of the Director 90/03/10 
IP 


0003260472 Forwards IF Info Notice 90-10. "Partial Lois of Nan-Nuclaar 
Initrumant Eys Power Supply During Operation " No specific 
action or response required 

KEPFLER# J 0 Region 3# Chicago# Office of the Director 60/03/10 
Ip 


9003260296 Forwards IE Bulletin 90-06# "Engineered Safety Feature 
(ESFl Resit Controls^ " No written respanse required 
KEPPLERiJ 0 Region J# Chicago. Office of the Director 90/03/13 
Ip^ 


9003250390 Forwards IE Info Notice 00-11. "Generic Problems H/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys “ No action or written response required 

KEPpl-ERi J O Region 3> Chicago# Office of the Director 00/03/14 

ip 


6003260254 Forwards 1£ Circular 60-04# "Securing of Threaded Locking 
Devices on Safety^Re lated Equipment " No written response 
required 

KEPPLER. J 0 Region 3, Chicago# Office of the Director 80/03/14 

Ip 


8 Reportable occurrences. lERs V related correspondence 


9003110249 Ack receipt of 000130 final deficiency rept re natural gas 
pipeline break analysis Matter referred to IE for review 
PIQRELLI.O Region 3, Chicago# Reactor Construction 6 Engineering 
Support Branch B0/02/P0 Ip 


B0030S0943 Forwards final deficiency rept re omission of Class B fill 
waterstops 

DAVIDSON.OR Cleveland Electric Illuminating Co 60/02/29 ip 


— 8003050947 Final deficiency lepb re omission of Clast Q fill 
waterstops Omitted watorstop* will be installed as separate 
areas become available for excavation 
a Cleveland Electric tnuminating Co 90/02/29 3pp 


rt Antifcruit correspondence 


8003070329 Advises that petitions For ALAB-960 revleu Are deemed denied 
due to elapse of time for Commission to act on maktef 
CHILK#8 J Office of the Secretary of the CommifSion 60/03/04 
Ip 


Q Inspection reports# IE Uulletins t, correspondence 


8003120132 Forwards lE Circular 60-02, "Hoc liar Power Plant Staff Work 
Hours " No written response required 

KEPPUERrJ 0 Riglon 3# Chicago# Office of the Director 60/02/01 

ip 


6003140209 Farwards IE Bulletin 60-03# "Los* of Charcoal from 8td Type 
11, Two-Inch# Tray Adsorber Cells Action required, 

KEPPLER# J O Region 3# Chicago, Office of the Director 00/02/06 

tp 


00031 10112 Forwards IE Bulletin 90-04# ‘'Analysis of PUft Main Steam Line 
Break W/Continued Feedwater Addition " tfrittan responee 
required 

KEPPLER, J 0 Region S# Chicago, Office of the Director 80/02/06 
IP 


DOCKET 50-443 SEABROOK NUCLEAR STAl ION# UNIT 1 


A App 1 ication/construct i on stag# documents tt correspondence 


6003140453 FOIA request for info re Clamshell Alliance L orgafil lat loni 
or Individuals opposed to nuclear powex* 

READ, R P New Hampshire Research Project 90/01/30 3pp 


600320D226 Forwards 8uppl 4 to Amend 40 of DL application for partial 
transfer of CPs Include* *upporting financial info 
RfTBHER.J A Ropes Gray 60/03/19 tp 


— 9003200232 Requests appioval Of end buppi 4 to Amend 40 of QL 
application for partial transfer of CP* 

MERRiLLrO N Public Service Co of New Hampshire 80/03/14 7pp 


— 0003200236 Buppl 4 Amend 40 of OL application for partial transfar of 
CPs Includes Amend 3*? 40# filed 760501 4 790514# 

respectively 

» Public Service Co of New Hampshire 60/03/14 9pp 


— 8003200244 Annual Financial Rept 1970 

e Fitchburg Oat 4# Electiic Light Co 78/12/31 400pp 


8003190329 Forwards IE Info Notice 80-05# "Chlorld* Co ntami nation of 
Safety-Related Piping ^ Componantt " No written response 
required 

KEPPUERrJ G# Region 3, Chicago# Office of the Director 00/02/08 
If 


6003110173 Forwards corrected IE Bulletin 80-04. "Analysis of PHR Main 
Bteam Line Break W/C«ntinued Feedwatar Addition " No written 
response requirid, 

KEPPLER. J,0 Region 3, Chicago, Office of the Director 80/02/14 
If 


80031 S0345 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking," No response required 

KEPPLER#J 0 Region 3# Chicago^ Office of the Director 60/02/29, 
IP. 


0 Adjudicatory correspondaiic e 


6003040505 Forwards PC Rogers 790922 1 tr to President Carter opposing 
const of facility due to location on Bos ton-Dttawa earth 
f aul t, Reques ts comm*nt White House 791002 memo forwarding 
Itr to DOE end 

RATHKOPFiC L Energy. Dept of 00/01/22 4pp 


8003240401 Denies request made on behalf of Seacoait Anti-Pol lution 
League for issuance of order to show cause why cp* should 
not be suspended or levoked Basis for denial discussed In 
end Director's dectsion under 10CFR2 206 

DENTOHiMR Office of Nuclear Reactor Regulation 60/02/11 9pp 


8003070020 Order granting extension until 600326 for Commission to 
elect whether to review ALAB-422 4' ALA0-S61, 

CHILKtS# J Office of the Secretary of the Commission. 80/02/28 
Ip 
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6003040670 Fariuai rfs EPA 320/l-78--0t6 S( Rogavin r»ptj in response to 
B00S15 Itr addressed to L Drenner uho no longer uiorlrs uz/NAC 
Rept re alleged use of drugs bg ujorkersi be ing prepared M/o 
enc 1 

REISiE J Hearing Branch 3 80/03/03 Ip 


8003070019 Order granting extension until 600323 For Commission to 
review director's 800211 decision under iOCFR2 206 re 
denial of emergency planning i Class 9 accidents petition 
CHILKrS J Office of the Secretary of the Commission 60/03/03 
Ip 


60032004S8 Advises of Commission final decision not to revieu sua 
sponte 791116 denial of request for ordei to shou] cause 
uhy CPs should not be i evoked or suspended due to lack of 
util financial qualifications 

DENTDMj H R Office of Nuclear Reactor Regulation 60/03/05 4pp 


— 6003200467 Advises that Commission has agreed that supervening events 
have raised questions uhich should be addressed by NRC 
before making decision on uihether to revieu; directors denial 
under 10CFR2 206 

CHILK.a J Office of the 6eci etary of the Commission 79/12/27 

Ip 


— 6003200475 Informs of NRC assessment of ulil 791 U3 statements to NH 
Public Utils Commission Util is capable of financing 
facility Different ot modified result not approprlaW in 
directors 791 M6 10CFR2 206 denial 

DENTON. H R Office of Nuclear Reactor Regulation. SECV~A-79-0^1A 

80/01/18 2Spp 


~-a0032D0462 Advises of tommission decision not to exercise authority to 
revieu sua sponte Director or Nuclear Reactor Regulation 
denial of petitions re financial qualifications of licensee 
CHiLKfS J Office or the Becretary of the Commission 60/02/06 
Ip 


H General corr espondcricc 


6003060022 Ac V receipt of 600121 Itr re activation of resident 
Inspector program Requests that ofc space be made available 
for resident inspector by 60041S 

ORlERiD H Region 1. Philadelphia. Office of the Director 
80/02/13 Ip 


*>-8003060023 Notifies that space has been allocated to accommodate 
resident inspector b staff per requirements of NRC 791128 
I tr 

DEUINCENTlSi J Public Service Co of Neu Hampshire 60/01/21 

ip 


6003070303 Summanies con espondence re Seacoast Anti-Pollution League 
790302 request for* issuance of shou cause order to util 
stating why facility CP should not be suspended or revoked 
HOQNiC N Operating Reactors Oranch 4 80/02/25 2pp 


6003070311 Summariies correspondence re Seacoast Anti-Pollution League 
790502 request for issuance of show cause order to util 
stating why facility CP should not be suspended or revoked 
NOONiC N Operating Reactors Qranch 4 80/02/23 2pp 


8003070313 Summariies correspondence re Seacoast Anti-Pollution League 
790S02 request for Issuance of show cause order to util 
stating why facility CP should not be suspended or revoked 
MOON. C N Operating Reactors Qranch 4 80/02/25 2pp 


8003070320 Summariies correspondence re Seacoast Anti-Pollution League 
790502 request for issuance of show cause order to util 
stating why facility CP should not be suspended or revoked 
liOONiC U Operating Reactors Dranch 4 80/02/25 2pp 


8003070321 Summarises coi respondence re Seacoast Anti-Pollution League 
790502 request for issuance of show cause order to util 
stating why facility CP should not be suspended or revoked 
MQONr C W Operating Reactors Dranch 4 00/02/25 2pp 


6003120368 Provides update on legal actions taken to revoke facility 
CP reasons NRC denied motions 

MOONiC W Light Water Reactors Branch 4 60/02/25. Spp 


S003120455 Provides update on legal actions taken to revoke facility CP 
reasons NRC denied motions 

NOON. C N Light Water Reactors Dranch 4 80/02/25. 2pp 


6003190635 Forwards NRC 6002fl Itr to RA Backus. Director 's decision 4c 
FR notice In response to 790705 Itr Seacoast Antipollution 
League V New England Coalition on Nuclear Pollution request 
to issue show cause order denied W/o ends 
NOONiC W Light Water Reactors Branch 4 80/02/25. 2pp 


M Antitrust correspondence 


6003250921 Responds to request tor advice re ownership interests in 
facility resulting in Bangor Hydro Electric Co owning 50 MW 
share No previous antitrust advice sought, due to deminimus 
nature of Bangor Hydro Flectnc Co participation 
LITRACW.S K Justice. Qspt of 60/03/17 Ip 


Q Inspection reports. IE Bulletins t correspondence 


6003060756 Notifies that NRC intends to routinely forward to 
appropriate state public utit regulatory groups b state atty 
general ofcs#copi.es of escalated enfoi cement corr espondance 
sent by NRC to licensees 

OAIERi 0 H Environmental Projects Dranch t 79/11/29 Ip 


6003120-751 Comments on IF DuUetin 79-28. "Possible halfunetinn of 
NAKCD EAieO Limit Switches at Elevated Temps " Valve 
currently Installed does not use NAMCQ EA180 limit switch 
Vendors will be requested to comply w/bulletin in future 
DEVtNCENT IS. J Public Service Co of New Hampshire 80/02/04 2pp 


8003120558 Forwaids IF £nfo Notice 80-0/. "Pump Shaft Fatigue 
Cracking " No response required 

GRIER. 0 H Region I. Ph i lade Iphia. Office of the Director 
80/02/29 ip 


6003190286 Forwaids It Into Notice 60-06 "States Co Sliding Link 
Electrical Tetminal Block " No specific action or response 
requested 

ORlERi B H Region 1. Philadelphia. Office of the Director 
80/03/07 ip 


6003260363 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply Curing Operation " No specific 
action or response lequired 

GRIER. D H Region 1. Philadelphia. Otflce of the Director 
80/03/07 Ip 


6003260458 Forwards IF Bulletin 60-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS> Holdup Tanks ’* 

Action it (uritteri response required 

ORIER.D H Region 1. Ph i ladelph I a. Office of the Director 
80/03/10 Ip 


6003260169 Forwards IE Bulletin 60-06. "Engineered Safety Feature 
1E8F) Reset Controls ” No written i esponse required 
ORIER.D H Region 1. Phi ladelph ia. Office of the Director 
80/03/13 Ip 


6003290364 Forwards IE Info Notice 60-11. "Generic Problems U/ASCD 
Valves in Nuclear Applications Including Fire Protection 
8ys " No action or written response required 
ORIER.D H Region I. Philadelphia. Office «f the Director 
00/03/14 Ip 


60O3260G74 Forwards JE Circular 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
T equl red 

ORIER.D H Region I. Philadelphia. Office of the Director 
80/03/14 Ip 


DOCKET 50-444 SEAR ROOK NUCLEAR STATION. UNIT 2 


A App 1 i cat i on/eonstruc tion stage documents C. correspondence 


8003140453 FQIA request for info re Clamshell Alliance b organisations 
or Individuals opposed to nuclear power 

READ.R P New Hampshire Research Project 60/01/30 3pp 


0OO32OO22G Forwards Suppl,4 to Amend 40 of OL application for partial 
transfer of CPs Includes supporting financial info 
RIT6HER.J A Ropes 4c Gray 60/03/19 Ip 


— 80032<1083S Requests approval of end SuppI 4 to Amend 40 of OL 
application for pa? tial transfer of CPs 

hERRILLfDN Public Service Co of Neu Hampshire 60/03/14 7pp 


— 80032'0023e Suppl 4 Amend 40 of OL application for partial transfer oP 
CPs. Includes Amend 39 40.fiied 780501 & 790914. 
rasp ec 1 1 vely 

a public Qarvice Co of Naw Hampshire 80/03/i4> 9pp 


— G003200S44 Annual Financial Rept 1976 

a Fitchburg Oas t Electric Light Co 78/12/31 400pp 
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(■ Ad judl ca^iorv corrctpondenc « 


8003040585- FDriii6rds PC Rogers 790923 Itr to Prctidtnt Carter o-ppoilng 
conct of facllltu due to location on 8a4ton»Oltaua earth 
fault Req.ueet( commant Nhlte Hou&e 791002 rne/no for>iJarding 
Itr to COE end 

RATKKOPF.C L Energy* Oept at 80/01/32 4pp 


8003Z40401 Oeniet requeat made on behalf of Seacoast Ant i -Po 11 ution 
Leagut for ieioance of order to ihou cau«c why CP» ihould 
not bt igipended or revoted Oas 1 1 for denial discut«cd In 
enc 1 Director'* decision under tOCFRB 306 

DENTOM^H R Office of huclear Reactor Regulation 60/03/11 Spp 


30030-70020 Order granting eiteneion until 80032B for Copinieeion to 
elect whether to review At.AB -422 U ALAB-561 

CHIUKiS -J Office of the Secretary of the Commiision 80/02/28 
Ip 


0003040670 Forward* EPA 530/ 1 •“78-0 1 6 U Rogovin rept^in response to 
800)215 Itr addressed to- L Orenner who no longer works w/NRC 
Rapt re alleged use of drugs by uorkers- being prepared U/o 
one 1 

REIS.E J Hearing Branch 3 80/03/03 ip 


6003070019 Order granting eitension until 800323 for Cammission to 
review director's 600211 decision under 10CFR3 S06 re 
denial of a^nergency planning i Class 9 accidents petition 
CHlLKiS J Office of the Secretary of the Coeirnission 60/03/03 
Ip 


3003300458 Advises of Cooimi as ton final decision not to review sua 
sponte 791116 denial of request for order to show cause 
why CPi should not be revoked or suspended due to lack of 
util financial qualifications 

D£NT0M)H R QfPico of hucleai Reactor Regulatien 80/03/09 4pp 


— S003200467 Advises that Com/ni ss 1 on has agreed that supervening events 
have raised questions which should he addressed by NRC 
before malting de'cision on whether to re% i«ui directors denial 
under 10CFR2 206 

CHllKrS J Office of the Secretary of the Comrtvtssion 79^2/^? 

Ip 


•—8003200475 Informs of IJRC assessment of util 791113 statements to NH 
Public Util* Commission Util is capable of financing 
facility Different oi modified result not appropriate in 
directors 791116 10CFR2 206 denial 

OEMTQHi H R Office of Huciear Reactor Regutatlon &ECV’'A'79-09| A 
BO/Ol/lG 25pp 


— S00320D432 Advises of Commission decision not to exercise authority to 
review sua sponte Director of Nuclear Reactor Ragulation 
ifanlal of petition* re financial qua U f icat 1 ons of licensti 
CHIIK.S Office of the Secretary of the Commission 80/02/06 
Ip 


H Oensrai correspondence 


8003060023 Ack receipt of SOOll'l Itr re activation of resident 
inspector program Requests that ofc space ba made available 
for resident Inspector by 80041S 

CRl£«rB H Region 1. Philadelphia. Office of the Director 
80/02/13 ip 


**^8003060033 Notifies that Space has been a i Ideated to accommodate 
resident inspector 6 staff per requii eititnts of NRC 791128 
Itr 

DEVINCERTlSi d Public Service Co of hieu Hampshire 80/01/21 

Ip 


8003070306 Summariies correspondence re Spacoast Ant l"Po I lut 1 on League 
790902 request for issuance Of show cause order to util 
stating why facility CP should not be suspsnded or revoked 
M0ON*C W Operating Reactors Branch 4 60/02/29 2pp 


BC0-307O3U Summarues correspondence re 3e«c-oa*t Anti-Pollution League 
790302 request for issuance of show cause order to util 
stating why facility CP should nob be suspended or rtv-oked. 

W-PONrC H Operating Reactor* Branch 4 80/02/25 2pp 


8003070313 Summariies correspondence rt Seacoast Anti-Pollution League 
790902 request for issuance of show cause order to vtH 
stating why facility CP should not be suspended or revoked 
MOON. C M Operating Reactors Branch 4 80/02/29 2pp 


0OO3O7O32O Eummanzes correspondence re 8eacoeit Ant i-Pok J utton League 
790502 request for Issuance of Show cause order to utH 
stating why facility CP should' not be suipended or revoked 
MQONrC H Operating Reactors Branch 4 80/02/25 2pp, 


8003070321 Summaiiies correspondence re Seacoast Anti-Pollution League 
790902 reques t for issuance or show cause order to util 
stating why facility CP sh-ould not be suspended or revoked 
HQQH* C W Operating Reactors Branch 4 60/02/25 2pp 


600-3120388 Provides update of) legal actions taken to revoke facility 
CP fr reasons INRC denied motions 

KOONtC H Light Hater Reactors Branch 4 80/03/35 2pp 

6003120493 Provides update of) legal actions taken to revoke facility CP 
5 reasons NRC denied moiiohs 

HQOH>0 U I ight Hater Reactors Branch 4 80/02/25 2pp 


8003190835 Forwaids NRC 600211 1 ti to RA Bac kusi Di rec tor 's decision it 
FR notice in response to 790705 Itr Scacoast Antipol lution 
League 6 Hew England Coalition on Nuclear Pollution request 
to issue Show cause order dented H/o encls 
hOOhli C if Light Water Reactors Branch 4 80/02/39 2pp 


h Antitrust correspondence 


8003350521 Responds to request ror advice re ownership Interests in 
facility resulting in Pangor Hydro Electric Co owning 50 MW 
share No previous antitrust advice sought«dut to deminimus 
nature or Bangor Hydro Electric Co participation 
L I TRACK. 6 M Justice. Dept of 80/03/1? Ip 


0 Inspection t sports. IF Bulletins I correspondence 


8003060756 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups L state etty 
general ofes. copies of escalated enforcement correspondence 
sent by HRC to licensees 

GRIER. 8 11 Environmental Fro^ect* Branch 1 79/11/29 Ip 


6003120751 Comments on IF Suileiin 79-20. "Possible Malfunction of 
HAMCO EA180 Limit Switches at Elevated Temp* " Valve 
currently installed does nut use NAKCO EA180 limit switch 
iV«ndort will be requestod to comply w/bulletin in future 
OEVINCENTIS. J Public Service Co of New Hampshire 80/0S/04 2pp 


a003l2HLl958 Forwards It Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response requited 

GRtER.Q M Region I, Ph t iadelph la. Office of the Director 
80/02/29 ip 


8003190396 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Ter^ninal Blc< k " Hu specific action or response 
requested 

GRIER.B H Region t. Ph i.ladelphi a, Office of the Director 
80/03/07 ip I 


6003260363 Forwards IE Info Notico 90 10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
aettun or response required 

CRIER.tD H Region 1. Ph i Iadelph la. Office of the Director 
80/03/07 1 p 


6003260459 Forwards Ifc Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCSl Holdup Tanks " 

Action L written response required 

ORTER.B H Region i, PMladelphia. Office of the Director 
80/03/10 ip 


9003260169 forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESF) Reset Controls " No written response required 
ORtER.B H Region 1. Philadelphia. Office of the Director 
80/03/13 Ip 


9003290364 Forwards IE Info Notice 80-11, "Generic Problems H/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys *' No action or written response required 
ORIER.B H Region 1. Ph i lade Iph la. Office of the Director 
80/03/14 Ip 


8003260074 Forward* IE Circular 80-04i "Securing of Threaded Locking 
Devices on Saf aty-Re leted Equipment." No written response 
required 

ORIER.B H Region I. Philadelphia. Office of the Director, 
90/03/14 ip 
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DOCKET 50-^45 COMANCHE PEAK £>TEAri ELECTRIC BTA .UNIT I 


A App I i CA t i on/c on« truct 1 Oh documents & correspondence 


G000250496 SufTiirerij of BOOI2B meotln>g ot site on pAi^sical securltg 
program for uti i . i nc lud > ng insp or site features & 
discussion of info previously submitted Details uithhald 
(ref 10CFR2 790) 

DURUELLi 6 D Light Hater Reactors Branch 2 60/02/15 4pp 


6D03S10094 Notification of 600325 meeting u/utll In Dethesda.MD to 
discuss insti umetitati on f/ control sgs iii/emphasis an 
Instrumentat lOTi upgiade package Draft P6AR questions end 
DURWELL. 8 D Light Hater Reactors Branch 2 60/03/04 llpp 


8003160369 Forwards electrical ini>lrumenta tion J control drawings 
Drawings available in Central Files onig 

OARY.R J Texas Utilities Oetierating Co 80/03/12 Spp 


6003160509 Advises that motoriied svc water strainers have been deleted 
from Facility design 

OARY. R J Texas Utilities Generating Co 60/03/13 Ip 


F Becuritg. medical, emergency fire piotection plans 


6003310848 No*' i f icati on of 300326 meeting w/util in Dethesda.MD to 
discuss fire protection ciiteria requirements given In 
Std Review Plan. Section 9 5 i 

BURUELL.8 Q Light Hater Reactors Branch 3 60/03/14 Spp 


O Adjudicatory correspondence 


QD03040697 Amended notice of appeal ance in proceeding 

CAY. G M Association of Community Orgaiii lations for Reform 
Now-Texas GAY. 0 f1 West Texas Legal Services 60/03/11 ip 


'"'80D3040705 Response in opposition to NRC 600185 pleading re status rept 
on proposed stipulations Urges iripositlon of furtiier 
negotiations on admissibility of contentions L postponement 
of hearing until admissibility is decided U/Cer ti f Icate Svc 
(JAY. 0 rt Association of Community Organ! lat ions for Reform 
Now-Texas GAY. (J M West Texas Legal Servicci 80/02/11 Spp 


—<•0003040718 Stipulation agreeing on bases for certain contentions ti 
withdrawal of others submitted by intervenor TX Association 
of Community Organ i xati ons for Reform Now Stipulation 
executed by NRC & applicant but not signed by intervenor 
CHANDLER. L J . ROTHSCHILD. t1 U Hearing Branch I REYNOLDS, N B 
Texas Utilities Oenerating Cg 60/01/85 17pp 


6003840606 Response in opposition to NRC 800125 status rept Of 
negotiations filed per A8Lft QOOtlO order Stipulation not 
signed by Intervenoi due to questions raised re contentions 
& due to third party actions Certificate of Svc end 
ELLIS. J Cltliens Association for Sound Energy 60/03/25 Gpp 


3003040236 Request for extensio<n until 800310 to respond to Asioclatloin 
of Community Qrgani xations for Reform Now 600811 response to 
NRC status rept V proposed stipulations due to large 
caseload Certificate of 8vc end 

ROTHSCHILD. H U Hearing Branch 1 60/02/89 3pp 


6003190896 Response in opposition to Cltliens for Fair Util Regulation 
& Citixsns Association for Sound Energy answers to NRC 
600185 rept re proposed stipulations Urges denial of request 
seeking addl negotiations by NRC Certificate of Svc encl 
ROTHSCHILD. M U Hearing Branch \ 60/03/10 88pp 


— 6003190304 Forwards draft stipulation covering Citizens Association for 
Sound Energy contentions (< reflecting position of parties 
ULKAN. K Q Hearing Branch l 79/10/04 2pp 


^>-6003190309 Forwards Hesttnghouse PHRs Tech Specs k board notification 
rt licensee regulatory performance evaluati on. in rapsons# to 
790427 ^ 0504 requests 

CHANDLER. L J Hearing Branch I 79/05/04 Ip 


6003190876 Answer in opposition to Association of Community 
□rganl xati ons for Reform Now 800211 response to HRC 600125 
status rept re proposed stipulations Urges denial of request 
seeking NRC addl negotiations re contentions admlsii b i L ity , 
ROTHECHILD.H U Hearing Branch 1 00/03/10 I4pp 


— 6003190863 Forwards draft of 45 potential contentions for 
consideration Requests LJ Chandler patronage to have ASLB 
Uord on West TX Legal Svcs 790501 motion for continuance 
Certificate of Svc encl 

OAY.O H Nest Texas Legal Services 79/04/11. Spp 


6003250173 Order granting extension until 600310 for NRC to respond to 
TX Association for Cmnmunity Organiiation for Reform Now 
600211 proposed contentions 

BONERS. E S Atomic Safety aiid Licensing Board Panel 80/03/11 ip 


9003310268 Order scheduling 800430 prehearing conference at US Federal 
Court Hous e« F-orth Worth* TX Position oF parties on 
contentions f/ language of QA contention will be heard 
BOWERS. E S Atomic Safety and Licensing Board Panel 80/03/1? 

2pp 


H Oenerat correspondence 


Q003190689 Responds to 79l81t Hr re possible delay in issuance of 
OL Effort la being made to complete ACR8 review & A5LD 
hearings to issue licenses in time for fuel loading 
Primary c ons idei ati on is public health 6> safety 

DENTON. H R Office of Nuclear Reactor Regulation 60/02/20 Spp 


— 8003190635 Urges Commission to immediately begin considering 
app I Icat 1 ons for new licenses Delay in licensing will place 
economic burden o-n TX ratepayers 

COWDEN. C H . ROLLINS. H t1 . hORRIS.iJ Texas. State of 79/12/11 

ip 


6003190893 forwards NUREG-0O42 in response to 600819 Itr Final "NRC 
Action Plans’* being prepared f. final farm of Rogovin rept. 

Vol II being printed Doth documents will be furnished upon 
issuance li/o encl 

ROTHSCHILD, M U Hearing Branch I 60/03/13 Ip 


6003190901 Responds to 600881 Hr re Vol II of Rogovin Special Inquiry 
rept Vol 11 was not included in B00129 distribution due to 
limited number of draft copies Hill be available upon 
issuance of final copies 

ROTHSCHILD, n U Hearing Branch t 60/03/13 Ip 


K Utility Final Safety Analysis Report (FSAR) te amends 


6003050898 Forwards addl e 1 ectr i cal . Instrumente t ion L control drawings 
listed in Section I 7 of FSAR List of drawings & revision 
status encl Drawings available in Central Files only 
OARY.R J Texas Utilities Generating Co 60/08/86 83pp 


n Antitrust correspondence 


9003030146 Application for issuance of encl subpoenas for testimony 
directed to (JW Beams. 8 New/nan* OC Campbell t- D Urlghl & encl 
subpoenas for documents directed to OH Beams. B Newman DC 
Campbell Supplements 791803 subpoenas W/Ce rt i f icat* of Svc 
PARhENTER.F H Justice. Dept of 60/08/03 S2pp 


9003030137 Application for issuance of end subpoenas for deposition It 
documents directed to JW Turck of Southwestern Electric 
Power Co. ME Fate of PSC of OK 4 D Chalker of Central Power i< 

Light Co. re antitrust practices Certificate cf 6vc end 
GREEN. D 0 Houston Lighting 4* Power Co 80/08/13 27pp 


9003040276 Response in opposition to Houston Lighting Power request 
for production of documents Urges issuance of protective 
order tr extension until 600SS9 to respond to second set of 
interrogatories Certificate of Svc end 

STAHL. D M Central Southwest Corp STAHL* D K Isham. Lincoln U 
Beale, 60/02/15 7pp 


9003240540 Advises that no response received to NRC 600208 Itr re 
deposition scheduling for J Jlcyer of Houston Lighting U 
Power 

CHANANlA. F D Office of the Executive Legal Director 60/08/15 

Ip 


9003030153 Application for Issuance of end subpoena directed to R 
Frame of Transconuni Inc re analysis 5 conclusions concerning 
antitrust economic evaluation t electric util practices 
Certificate of Bve encl 

AHEARN.C D Texas Utilities Oenerating Co AHEARN.C D Debtvolse It 
Liberman 90/02/81 ilpp 


8003060408 Forwards N£ Scott documents per ASL6 800214 order It DOJ 
600221 motion for protective order re certain of TX Util Co 
8yt d-ocuments 

»QP8QVIC^D A Just icei Dept of 60/02/81 Epp 


'*-6003060406 Motion for Issuance of end protective order re certain of 
TX Util Co 8ys documants dealing w/budgets for new 
transmission lines between Dallas Power Light TX 
Electric Svc Certificate of Svc encl 
DaPSDVIC*OA Justice. Dept of 80 / 02 / 21 . 9pp 
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8003130076 Ordtfr grantitig extension until 000229 for Central L South 
U«st Corp to- respond to Houston Lighting & Pouer second set 
of in t el roj^a tar 1 e s Directs Central to produce documents by 
B00313 Fact dlicovertj shall to completed on €00314 
MlLLEAfM E Atomic Safety end Licensing Board Panel 00/02/21 

2pp 


8003060238 Motion tg compel NRC expert witnesses to respond to licensee 
(tuesticns re consultations u/NRC Consultations betuieen a ys 
C expert ultnesses discoverable per ASLE 790625 It 1023 
orders Supporting documentat ion t Certificate of 8vc enc I 
GREENED 0 Houston Lighting if Pouer Co 00/02/22 47pp 


6003060656 Objection to Public Util Board of Citg of Brownsvi 11 &• TX 
second set of interrogatories if request for production of 
documents Urges issuance of protective order or relief from 
Spec 1 f i cations Hal L fbl 4-5 W/Certif icate of Svc 
STAHL» D M ■Central t, Southwest Corp STAHL. D H ishaen, Lincoln Sc 
Beale BO/OS/22 Bpp 


QD03130056 Order denying City of Qrounsville 800201 motion to compel 
RW Hardy deposition Alternate application for issuance of 
subpoena granted Precise factual t medical info required 
MILLER. H E Atomic Safety and Licensing Board Panel 80/02/22 

2pp 


0003030072 Discovery repk for Jan-Feb 1900 Participated in Austin. 
Hul sey. Br itta i n. Spenc e. Hebb t Oerber depositions Responded 
to Houston Lighting i* Power summary disposition appeals it 
discovery requests Prepared direct case 

LESSYrR P « HODOpar^.A P Antitrust Division BO/02/26 ?pp 


8003040271 Third set of requests for production of documents directed 
to Central Power 4. Light.re actual 6 possible 
intorconnfc tions between Public Utils Ooard of City of 
Orownsvi 1 Ur TX & other utils Certificate of Svc end 
GREEN. D 0 Houston Lighting & Power Co S-0/02/S5 7pp 


d0032'00034 Advises of agreement reached between Houston Lighting i> 
Power & DOJ re util B00212 motion to compel DOJ further 
responses to first set of interrogatories i> requests for 
productioji of documen*- ''ertificate of Svc end 
GOUKNIOHT.JA Lowe .Newman. Rets. Axelrad (( Toll 80/02/29 

6pp 


80032304B3 Response to Houston Lighting It Power B00201 first requests 
for production of documents Majority of docu/nents already 
produced w/NRC responses to second U fourth sets of 
interrogatories Certificate ot Svc end 

CHANANIA'F D . HODODON. A P Antitrust Division €0/02/25 5pp 


6Q0303'007S Discovery rept for Jan-Feb 1900 Participated in Austin. 
Hulsey j 0ri tta i n. Spence. Hebb & Gerbor depositions Responded 
to Hbuston Lighting t> Power summary disposition appeals it 
discovery requests Prepared direct case 

LESSY.ft P r CHAWANIA. F D . BLDME. M B Antitrust Division 00/02/26 

2pp 


6003030127 Updated response as of B00226 to TX Utils Oaneratlng Co 
first set of 1 n-terr 0 g ator i es i request for production of 
document* Majority of matls responsive to request available 
in previous filings Certificate of Svc enc I 
CHANANIArF D Antitrust Division 80/02/26 8pp 


0003050190 Protective order in favor Of TX Utils Co 8ys on confidential 
documents produced to POJ re gas supply contract it budgets 
of 1975^77 new transmission lines Lists eight restrictions 
Documents ui M be returned to util 

hilLLERiM E Atomic Safety and Licensing Board Panel 90/02/26 
Spp 


8003Q50L95 Order granting extension for NRC to file instenter rnioti^n 
modifying ASLQ 600201 subpoena directed to beeper of records 
of Transconim. Inc upon^Houston Lighting 6 Power application 
MILLERiM E Atomic Safety and Licensing Board Panel 00/02/26 Ip 


e(>0303007S Advises of Woodson 80031 J deposition at TX Public Util* 
Commission. Austin.TX 

CHANANIA, F D Antitrust Division 80/02/27 Ip 


8003040667 Requests to be notifKd if listing of Durham. Has 1 1 ngs. 
Hal y«r. liryer. Opera. €immQnsi Peterson. Phil lips. Watson. Post on I. 
Sifgelin as fact uitaesses is incomplete or erroneoifs 
CHANANIA. F D Antitrust Division 00/02/27 Ip 


9003290320 Second set of addl responses to DOJ 781130 i nterr ega tor les. 
per A9LS 780621 prehearing conference directive Includes 
info re Stagg Sys 791217 study of economic evaluation of 
expansion plans re alternative generat l on. Af f idavi t end 
FRANKLIN.H 0 Houston Lighting 6 Pa*tr*r Co » Batar it Botts * 
Lowensteifi. Newman. Relsi Axtlrad i/ Toll 00/02/27 4pp, 


— 8003250333 Second set of addl answers to NRC 790115 initial 
interrogatories. per ASl P 760621 prehear ing conference 
directive Irrcludes info re Stagg Sys role in wholesale 
transactions V economic study of generation Affidavit enc 1 
FRANWLIH. W J Housto i Lighting 6 Power Co » Baker 6 Botts * 
Lowens teui. Newman. Re I s. Ax e 1 rad t- Toll 00/02/27 Spp 


— 300325033'? Supplemental answers to Central Power << Light 7B0727 first 
interrogator les. per A^L B /6062] prehearing conference 
directive Includes info re Public Utils Board of City of 
Drownsvi 1 U. TX inteiest in purchasing base load H/Affldavit 
FRANKLIN. W J Houston Lighting t Power Co » Baker i Dotts ♦ 
Lowenste in. Newman. Re IS. Axe 1 rad I Toll 00/02/27 4pp 


— 8003250346 Supp 1 eoiental answers to Central Power t< Light 790223 second 
inter rogator i es. per ACi H 700621 prehearing conference 
directive Includes listing of nonexpert witnesses who will 
testify at hearing Affidavit 4 Certificate of Svc anc I 
FRANK.LIN.W J Houston Lighting t> Power Co * Baker t- Dotts 
€0/02/27 7pp 


8003070332 Confirms agreement to v,or.duct Atk i ns. Smi th. Sprawl s it 
Pondurant depositions on 800305 AH. 0305 PH.0306 AM tn 0307 
AM. consecu ti va ) y. at Ou 1 1 States headquarters 
BLUHE. M 8 Antitrust Division 60/02/29 ip 


300326045< bmits ifouston Lighting K Power comments on schedule set in 
HRC i DOv joint motion re protection of settlement 
discussion* Proposes accelerated schedule N/Cer ti f i cate of 
Svc end 

FRANKLIN. U J Lowenste in. Nownan. Re i s. Axe Irad i Toil €0/02/2? 

epp 


600307'019l Protective order in ravor of Diamond Shamrock Corp 
documents produced by Diamond oi DO J, r e Gulf Coast Power 
forecasts for 1979-90 6 Houston Lighting *. Power rate 
projection based on Gulf forecast 

MILLERiM E Atomic Safety and Licensing Board Panel 80/03/03 
4pp 


80D314D1B6 Order setting S0u30*' oral argument re NRC It DOJ 000223 joint 
motion bo compel produLtion ^ testimony on certain documents 
% other discovery requests Interested parties shall hand- 
deliver written responses by 000306 

MlLLERiM E Atomic Sarety and Licensing Board Panel 00/03/03 

app 


8003240173 Response to DOJ motion or compel TX Utils Generating Cc to 
a-upplement answet $ in I)3J fust set of interrogatories Urges 
dismissal of motion as moot due to prior commitment to t< 
present preparation of suppl Certificate of Svc end 
AHEARNi C D Texas Utilities Generating Co AHEARN. C D Debevolse b 
Liberman 30/03/03 5pp 


B003250203 Advises of doruments availability for insp 6« copying, per 
DOJ request at A Gerber deposition Documents consist of 
Houston Lighting V Power transmittal 4 Houston exihibits 
Gortlricate of 8vc end 

FLYNN. P 0 Loiiiens tei n. Newman. Rei Si Axo I rad 4 Toll 80/03/03 5pp 


G003260277 Response in opposition to DDJ 4 NRC 800228 joint motion 
proposing acceleration of schedule re protection of 
settlement discussions Urges adherence to normal 10-day 
period or grant of oral argument Certificate of Bve enc I 
AHEARN. C 0 Texas Utilities Generating Co AHEARN. C D Debevoise 
Liberman BO/03/03 flpp 


8003130030 Protective order in favor of Dow Chemical per DOJ 6 DOW 
Cfiemtcal stipulation Trade secret* 6 confidential commercial 
info shall not be disclosed to third parties but mag be subj 
to judicial review upon request 

MILLERiM E Atomic Safely and Licensing Board Panel 80/03/05 

6pp 


8003200256 Motion bo compel further production of documents by NRC 4. 
ND Lerner of Transcomm. Inc Responds to NRC 800225 motion to 
modif-y Houston Lighting A Power subpoena Urges availability 
of document* by 000315 prior to Lerner deposition N/exerpts 
O0EEN.D 0 Houston Lighting 6 Power Co * Baker 4 . Dotts * 
Louenstein. Newman. Re I s« Axe Irad 4 Toll 80/03/05 13pp 


— 6003200297 Requests production of memoranda agreed upon during ND 
Lerner 790719 deposition recorded at Page 90 of Lerner 
transcrip t 

FLYNN. P Q Lowensteln. Newman. Re 1 s, Axe Irad J. Toll 79/XZ/Q7 Ip 


— 0003200303 Comments on recent discussions w/RP Lesay in preparation for 
hearing Collection of addl data to firm up case needed 
l-AWQE.M Antitrust 4- Indemnity Group 79/04/06 Spp 
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— G0Q32003i0 Foruiards Lighting It Pnuer B0030S (notion, to codipoL 

further production of documents bg NRC ^ ND Lern«r Of 
Transconim, Inc Ret^uests expedited discoverq schedule outlined 
In end proposed older Certificate of Svc end 

OREENi D 0 I ouenste 1 nr tieujinan. Ro isi Axe Irad tc Toll BO/03/09 9pp 

0003100062 Motion for 30-dag extension in proceeding due to 
unave 11 ab 1 1 1 ty of HH Haitleg for rnedical reasons/ written 
confirmation from physician will be provided Certificate of 
Svc enc 1 

CMANANIAr F I) Antitrust Division Q0/03/'0i 9pp 


8003290634 Notice of D Spi lugs of Southern Engineering Co of OA 800313 
h 14 deposition re bulk powe? supp ly, transmiss ion U wheeling 
svcs i competition issues CD Ahearne 800310 1 tr to U 
Qurchette Certificate of Svc end 

AHEARNi C D Texas Utilities Generating Co AHEARNt C D Oebevoise U 
Liberman QG/03/10 6pp 


0003190620 Response in opposition to Houston Lighting U Power motion to 
compel addl production by NRC 8« bi| N Lerner*NRC expert 
witness Maintains ASLD 790416/ 050? b 1025 orders limit 
discovery to documents forming basis for witness opinion 
CHANANIA.F D / ULUME/M B Antitrust Division 60/03/11 5pp, 


8003190638 Certificate of Svc re NRC response to Houston Lighting tc 
Power motion to co(npel production by NRC ^ expert economic 
witness hi NRC motion to quash R Frame subpoena 
DLUMEj H B Antitrust Division 00/03/11 3pp 


8003190919 Motion to quash TX Utils Generating Co B00221 Subpoena 
directed to R Frame of Transc omm. Inci consul tant of NRC Work 
of non-tes ti f y ing outside consultants is not discoverable 
per ASLD 790416 b 0507 orders Proposed order enc 1 

CHANANIA/ F 0 . BLUMEi M B / HODODONfA Antitrust 01 vision 80/03/11 
9pp 


8003240569 Advises that address for counsel of Central & Booth Uest C« 
has changed to Suite 325/1120 Connecticut Avenue/N W / 

Hash mg toOi D C 

STAHL, D H Isham. Lincoln h Deale 80/03/12 Ip 


0003250456 Petition for cei tir t cat ion of ASLD 000307 order granting DOJ 
NRC joint motion to compel production U testimony re cost 
feasibility of Interconnections Settlement discussions must 
be protected per Wolf Ci eek case tJ/Ce r 1 1 f 1 c at e of Svc 
STAHL. D M Central b Southwest Carp STAHL/ D M Shaw/ Pittman/ 
Potts b Trowbridge 00/03/12 llpp 


0003240342 Order granting in pai t Houston Lighting fc Power 800309 
motion to compel further production from NRC t( expert 
witness NRC shall make available documentation on or prior 
to BD0315 Denies NRC 000225 motion to modify subpoena 
HOLFEi S J Atomic Safety and Licensing Ooard Panel 00/03/13 3pp 


--8003240349 Order granting TX Uiils Oeneraiing Co req.ueet; to stay 
effectiveness of A0LD 800307 oral rul mg. pend ing further 
order disposing of petition for directed certification of 
challenged ruling Certificate of Svc enc 1 

BISHOP, C j Atomic Safety and Licensing Appeal Panel 80/03/13 
7pp 


0003310194 Order extending stay of effectiveness of challenged A8LQ 
800307 oral ruling re production of certain TX Utile 
Generating Co documents in response to DQJ NRC joint 
motion Stay extended until cert 1 f 1 cat ion ruled upon 
BISHOP/ C J Atomic Safety and Licensing Appeal Panel 00/03/13. 
3pp 


0003250208 Subpoena directed to GH 0tagg of Stagg Gy s« InCf requesting 
deposition upon oral examination t production of docuinthts 
re interconnecting b interconnected operations 

LAZO/ R N Atomic Safety and Licensing Board Panel 80/03/14. 4pp 


0003250208 Subpoena directed to GW Stagg of Stagg Gy s# Inc« raquestlng 
deposition upon oval examination it production of docuinenti 
re Interconnecting interconnected operations 

LAZQi R M Atomic Safety and Licensing Board Panel 00/03/14 4pp 


0003270109 Motion to compel Houston Lighting b Power supplemental 
responses tg third set of interrogatories request for 
production of documents Util counsel will produce certain 
documents per enc 1 excerpts of D£ Simmons deposition 
BLUME, M Q Antitrust Division 90/03/14 app 


— 6003270117 Advises that NRC has nnt received docunients or proposed 
protective order re lignite deposits purchase or lease from 
Dow Chemical U negotiations for generation additions Util 
000206 Itr re nond i sc ] osurer does not satisfy ABLE order. 

BLUMErM Q, Antitrust Division 00/02/11 2pp 


— 6003270128 Rosponds to 800211 Itr re Dow Chemical lignite deposits 
Houston Lighting b Power will abide by posiible agreement 
between NRC ?< Dow Chemical Requested documents will be 
provided when located 

COPELAND. J Q Baker « Debts 80/02/19 ip 


^-8003270137 Forwards per morning discussions A under separate cover/ two 
groups of documents produced In response, to Interrogatory 
0CdI of NRC first set of interrogatories Draws attantion to 
confidentiality of util corporate study 
COPELAND/ J 0 Baker 5 Butts Q0/05/D2 ip 


—6003270147 States that contrary to NRC 790502 agreement to partially 
review Houston Lighting b Power 1970 corporate studyiNRC is 
now desirous to review entire study w/dates V suppli 
W/draft protective orde r, st i pula 1 1 on b Certificate of 8vc 
LE85Y/R P Antitrust Division 80/02/22 lOpp 


0003310064 Joint application for issuance of subpoena directed to GW 
Stagg of Stagg Sys< Inc/fco be deposed V to produce documents 
re intercoanec tions 4* Interconnected operations 
14/draft subpoena U excerpts of DE Simmons deposition 
CHANANIA/F D Antitrust Division CYPHER!, 8 B Justice . Dept of 

00/03/14 7pp 


8003250404 Forwards documents in response to Q00305 request Requests 
Oulf States protective older be sent to all persons 
inspecting Oulf States documents Remaining documents will be 
sent when localed W/o enc I 

CHANANIA.F D Antitrust Division 80/03/17 Ip 


0003270513 Virus on consolidation during evidentiary hearing phase. in 
responss to AGLB sua spontr request at Pages 691-662 of 
600307 transcript Consolidation Is not advised due to 
potential confusion re relevant facts W/ Certificate of 8vc 
CHAMANIA. F D / BLUME. rt E . HODODGN/ A P Antitrust Division 
60/03/17 9pp 


0003250373 Forwards WJ Dunn 800311 1 tr re R Hartley treatment 
JA Bouknight will be advised of developments per 800314 
d 1 scuss ion 

CHAHANlArF D Antitrust Division 80/03/iQ Ip 


— 80032 50376 Advises of H Hartley situation as patient w/hy per tension U 
severe stree syndrome Hartley is able to answer counsel 
questions after four uiks rest 

DUNN/ 14 J Affiliation Unknown 80/03/11 Ip 


6003270970 Response in opposition to flRC 600311 motion to quash 
subpoena directed to R Frame of Transcomm, Inc / as adverse 
witness R Frame work« basis of Or Lcrner testimony/ 
discoverable per reasoning of AGLB 791023 order 

KNOTTS. J D Texas Utilities Generating Co, KNOTTS/ J D Debevoise 8< 
Liberman 00/03/10 7pp 


60D3310S22 Order setting 000327 argument re petlbiohs for directed 
certi fleet Ion of ASLD G00307 oral ruling Farties shall 
confer ti shall assign lead counsel to present common 
position Other counsels may be heard when views differ. 

TOMPKINS. D A Atomic Gafety and Licensing Appeal Panel 80/03/21 
3PP 


0003310032 Joint response In opposition to Houston Llgting (t Power 
600321 motion to quash subpoena directed to GH Stagg Hork of 
outside consultant is not Immune from discovery when work is 
crucial to defense Bupportlng documentation end 

CHANANIAiF D Antitrust Division CkFHERT.G D Justice, Dept of 
60/03/26 7pp 


--6003310036 Excerpts of deposition upon oral eiamlnatkon of DE Bl(nmDns 
of Lighting b Power in Houston. TX Pp 10-16 

Sr 5IMMQN6/ D E Houston Lighting b Power Co 80/08/07 llpp. 


— 0003310042 Excerpts of deposition upon oral exanilnatlon of 
RM McCulstion of Houston Lighting b Power. In Kouiton.TX 
Pp 153-155 4; 161-163 Certificate of 8vc enc 1 
e Atomic Safety and Licensing Board Panel. MCCUiaTION. R M 
Hauston Lighting b Power Co 60/01/29 13pp 


N Antitrust hearing transcripts 


6003120507 Transcript of 600307 hearing in Be thesda. MD. Pp 472“69k 
NlLLERrM E Commission 60/03/07 220pp 
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DOCKETED ITEMS 


0 In*pection reports* IE Bulletins & correspondence 


600312070& Foruards response to lE Bulletin 79“02« Revi » Ion 3 Lerje 
pipe supports that do not meet criteria u/ill be sub^ to 
rigorous frame anali/iit Small pipe support tijpicals ufill be 
evaluated for uorst case loadings 

OARViR si Tenai Utilities generating Co 80/^11/04 4pp 


3003030051 Forward* lE Insp Rept* 50-445/79-27 fit SO— 14*/79-2di in Nov 
1979 

SEIDLBpWC Region 4* Dallas, Reactor Construction & Eng i r>oer 1 ng 
Support Branch! BO/Ol/OB 2pp 


--8O03030057 IF Intp Repfcs 30-445/79-27 f* S0-446/79-2& in Nov 1979 
Noncomp I lanee* noted Failure to revise obsolete QA procedure* 

H failure to follou procedures for hoisting eafety^r elated 
component* 

TAVLQRiR O • CRQSSMAN, W| A Region 4, Dallati Office of the 
Director SO/01/04 7pp 


3003130400 Forwards IE Insp Rept 50''44S/79**30 on 791217-lB No 
none QjTip 1 ianc e noted 

SEJDLE, W C Region 4, Dallas* Reactor Construction & Engineering 
Support Branch 03/01/09 2pp 


--3003130413 re Intp Kept 50-445/79-30 on 791317'*1S No noncqtrp I lante 
noted Major areas inspected procedures for pre*ervtco ln*p* 
observation of bJori*>evleu of msp record* S« interview* uf/ 
insp perfonrsftl 

TamiNSONiD P Region 4* Dallasi Reactor Construction t< 
Engineering Support Branch CflQSSMAN, N A j KALL.* 0 £ Region 4, 
Dallasi Office of the Director SO/Di/09 4pp 


8003100064 Forward* IE Insp Rept* S0-446/7'9~3B i 50-446/79-27 on 
791204-07 & 10-13 notice of violation 

SEIDLEiN C Region 4, Dallas, Reactor Construction Ir Engineering 
Support Oranch 80/01/11 2pp 


—6003160068 NofcUe of violation fron in*p on 791204-07 h 10-13 
» Region 4* Dallasi Office of the Director SD/Ol/lI Ip 


—6003100073 IE Insp Repts 50-445/79-20 U SO-446/79-27 on 791204-07 b 
10-13 Noncompliance noted failure to properly Inetall Unit 1 
hot shutdown panel 5 failure to provide appropriate 
instructions for insta] lation of Class IE equipment 
MARTiNit. E , OIL0E0T,L S * CROSSHAN, M A Region 4. Dallas* Reactor 
Construction b Engineering Support Branch 80/01/11 7pp 


0003200030 Forwards IE Insp Repts 50-445/79-31 U 40-446/79-29 on 
791218-20 800115-16 notice of violation 

SEIDLE/N C Region 4* Dallas* Reactor Construction Enginearing 
Support Branch 80/01/29 2pp 


— S003200036 Notice of vloBation from imp an 791218-20 000113-18 

a Region 4* DalLa** Office of the Director 60/D1/S8 Ip 


—0003200045 fE Insp Repts 30-445/79-31 4 50-446/79-29 on 791216-20 Z, 
600115-19 None onp 1 lance noted failure tp follow welding 
procedures 

STEWART.R C i 0|L0EfiT,L D . CROSSMAN, W A Region 4. Dallas. Office 
of the Director 60/01/20 ip 


>03310249 Forwards IE Insp Repti 50-445/80-01 8* 50-446/00-01 oh 
000101-31 

9EIDLE,l>f C Region 4, Dallas* Reactor Construction S< Cnslneering 
Support Branch 80/02/15 2pp 


— 9003310251 IE Insp Repts 50-445/60-01 U 30-446/60-01 on 600101-31 
NoncompHance noted , fai lure to provide ins true t i on* 8c 
procedure* appropriate to circumstance* in area of 
electrical equipment qua 1 if icat Ion Ic initatiation 
TAYLOR* R 0 . CROSGhAN* W A Region 4, Dallas* Office of the 
Director 80/02/14 tipp 


8003140032 Forwards IE Info Notice e0'06* "Notification of Significant 
Event* ” No action required 

SEYFRITiii V Region 4i DalJasi Office of the Director 0O/O2'/27 

If 


0003200617 Aek receipt of 000219 Itr informing NRC of *teps taken to 
correct violatiohi noted in IE Imp Repts 50-443/00-01 & 
50-446/00-01 

SEIDLE*W C Region 4* Dallat* Reactor Construction 8c Engineering 
Support Branch GO/03/27 Ip 


—8003200619 Respond* to NRC 000123 Itr re violation* noted in IE Insp 
Kept* 50-445/00-01 t< 50-446/00-01 Corrective actions 
analysis of afbuJlt configuration indicates battery charger 
foundations acceptable as Installed 

OARY.R J Teias Utilities Oeneratlng Co 00/02/19 4pp, 


G003120328 Forwards IE Info Notice 00-07* "Pump Shaft Fatigue 
Cracking " No response required 

SEYFRIT.K V Region 4, Dallas* Office Of the Director 00/02/29 

Ip 


0003180012 Forward* IE Info Notice 00-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Opeiatlon " No specific 
action or response required 

SEVFRIT.K U Region 4* Dallas, Office of the Director 00/03/07 
IP 


0003190232 Forwards IE Info Notice 00-08 "State* Co Sliding Link 
Electrical Terminal Black ’* No specific action or response 
reqves ted 

SEYFRIT.K V Region 4* Dallas. Office of the Director 80/03/07 

Ip 


0003260145 Forwards IE Info Notice 00-09* "Possible Occupational Health 
Haiard Associated U/Ctosed Cooling Sys for Operating Power 
Plants " No written response required 

8£VFRIT*K U Region 4. Dallas* Office of the Director 80/03/07 

Ip 


0003260590 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 5y« (CVCS) Holdup Tanks " 

Action t written response required 

SEVFRIT.K V Region 4. Dallas, Office of the Director 80/03/10 

Ip 


8003260359 Forwards It Bulletin 80-06* "Engineered Safety Feature 
(ESF) Reset Controls " rio written response required 
BEYFRIT. K V Region 4* Dallas, Office of the Director 00/03/13 
Ip 


8003250422 Forwards IE Info Notice 80-1 1, "Oenenc Problems U/A8C0 
Valves in Nuclear Applications Including Fire Protection 
Sys " NO action or written response required 

SEVFRIT.K V Region 4, Dallas* Office of the Director 80/03/14 
IP 


6003260333 Fot wards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
requ I red 

SEVFRIT.K V Region 4. Dallas* Office of the Director 80/03/14 
Ip 


3 Reportable occurrences UtRs <* related correspondence 


8003190070 Forwai ds interim deficiency tept re violation of piping min 
wall thickness Supporting documentation is available at 
job site for NHO inspectoi review 

OARV, R J Teras Vblllties Generating Co 00/01/14 Ip 


— 8003190084 Interim deficiency rept re violation of piping min wall 
thickness Add 1 changes implemented tequirlng that future 
wetds violating min wall thickness be repaired Corrective 
actions will be accomplished by hot functional testing 
« Texas Utilities Ocneiatmg Co 60/01/14 2pp 


0003190093 tntenni deficiency lept supplementing 000114 submittal re 
violation of piping min wall thickness End to submittal was 
intended as Intorim rept Satus lepts will be Issued as welds 
are d itpos 1 1 loned First ?«pt expected by 000331 
OARY*R J Texas Utilities Generating Co 00/01/23 tp 


DOCKET SO-446 COMANCHE PEAK 0TEAM ELECTRIC 0TA * UNIT 2 


A App H cat i on/construc t i on stage documents correspondence 


8003250496 Summery of 800128 meeting at site on physical security 
program for utl I , me lud ing insp of site features 
discussion of Info previously submitted Details withheld 
it of 10CFR2 7901 

DURWELL.e 0 Light Water Reactois Branch 2 80/02/15 4pp 


8003210094 Notification of 800325 meeting w/util in Dethesda*MD to 
discuss Initrumentatlon f control *ys u/emphasis on 
instrumentation upgrade package Draft F8AR questions end 
BURNELL. 3 0 Light Water Reactors Dranth 2 00/03/04 llpp 


00031 903B9 Fortiiai d s elect! leal i nstrumentati on ( control drawings 
Drawings available in Central Fils* only 

GARY, R J Texas Utilities Ornerating Co 00/03/12 2pp 


0003100509 Advises that motciriied sve water strainers have been deleted 
from facility design 

GARY. R J Texas Utilities Oeneratifig Co 00/03/12 Ip 
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F Securing* medical, emergency fire pin-tecfcion plarti 


000331024^ Noti^ i c4fcl Oh of 80032ft meeting ui/util in BefchetdaiHD to 
ditcues fire protection criteria t< requirements given in 
Std Review Plant Section 9 5 t 

BURUELUt S B Light Water Reactors Branch 2 60/03/14 3pp 


C Adjudicatory correspondence 


6003040697 Amended notice of appearance in proceeding 

CAYi 0 M Assoc latioti of Community Qrgani la tions for Reform 
Noiii~Tex«s OAV.G H West Texas Legal aervices 80/02/11 ip 


— 8003040705 Response in opposition to NRC 800125 pleading re status rept 
on proposed stipulations Urges imposition of further 
negotiations on admissibility of contentions ^ postponement 
of heering until admissibility is decided W/Cer tif icate 8vc 
OAYj 0 K Association of Community Qrganl lat ions for Reform 
Now-Texas OAY. 0 M West Texas Legal Services 00/02/1 i 5pp 


—0003040712 Stipulation agreeing on bates for certain contentions 
withdrawal of others submitted by intervenor T3( Association 
of Community Organizations for Reform Now Stipulation 
Bxacuted by NRC It applicant but not signed by Intervenor 
CHANDLERiL J < ROTHSCHlLDi M U Hearing Branch 1 REYNOLDS* N B 
Texas Utilities Generating Co 00/01/25 17pp 


0003240606 Response in opposition to NRC 600125 status rept of 
negotiations filed per ASLB 0OOUO order Stipulation not 
signed by intervenor due to questions raised re contentions 
U due to thud party actions Certificate of Sve end 
EULlSi J Citiiens Association for Sound Energy 80/02/25 app 


0003040230 Request for extension until 800310 to respond to Association 
of Community Organ i zat i ons for Reform Now 000211 response to 
NRC status rept t' proposed stipulations due to large 
caseload Ceitlficate of 8vc one t 

ROTHSCHILD* H 0 Hearing Branch I 80/02/29 3pp 


6003190290 Response in opposition to Citiiens for Fair Util Regulation 
t Citizens Association for Sound Energy answers to NRC 
000125 rept re proposed stipulations Urges denial of request 
seeting addl negotiations by NRC Certificate of 8vc end 
ROTHSCHILD* N U Hearing Branch 1 00/03/10 22pp 


— 0003190304 Forwards draft stipulation covering Citizens Association for 
Sound Energy contentions i reflecting position of parties 
ULMAN, h B Hearing Branch 1 79/10/04 2pp 


—0003190309 Forwards Westinghouse PURs Tech Specs h board notification 
re licensee regulatoiy performance evaluation* In repsonse to 
790427 V 0504 requests 

CHANDLER I L J Hearing Branch I 79/0S/O4 ip 


6003190876 Answer in opposition to Association of Comnunlty 
Organ! zat i ons for Reform Now 000211 response to NRC B00125 
status rept re proposed stipulations Urges denial of request 
seeking NRC addl negotiations re contentions admi stlb 1 I Ity 
ROTHSCHILD* h U Hearing Branch I 00/03/10 I4pp 


— 6003190083 Forwards draft of 45 potential contentions for 
consideration Requests LJ Chandler patronage to have ASLD 
word on West TX Legal Sves 790501 motion for continuance 
Certificate of Sve encl 

OAY* 0 M West Texas Legal Services 79/04/11 Hpp 


6003250173 Order granting extension until 600310 for NRC to reiponil %o 
TX Association for Community Organization for Reform Now 
800211 proposed contentions 

B0WER8* E S Atomic Safety and Licensing Hoard Panel, 80/03/11 Ip 


6003310268 Order scheduling 000430 prehearing conference at U8 Federal 
Court Hause*Forth WorthfT)^ Position of parties on 
contentions language of OA contention will be heard 
BOWERS, E 8 Atomic Safety and Licensing Board Panel. 00/03/19 
2pp. 


H General correspondence 


8003190629 Responds to 791211 Itr re potaiblt delay In lesuance of 
OL Effort is being made to complete ACRS review U ASLB 
hearings to issue licensee in time for fuel loading, 
primary consideration is public health 4- safety 

DENTON, M R Office of Nuclear Reactor Regulation 80/02/20 2pp 


— 6003190635 Urges ConuMssion to Immediately begin considering 
applications for nsui licenses Delay in licensing will place 
economic burden on TX ratepayers 

CDUDENrO M , ROLLINS, H M * MORRIS, 0 Texas, State of 79/12/11 
Ip 


6003190893 Forwards NUREO 0b42 in response to 800219 Ur Final "NRC 
Action Plans'' being prepared Jc final form of Rogovin rept, 

Vol 11 being printed Doth documents will be furnished upon 
issuance li/o encl 

RDTH6CHIUD, K U Hearing Branch l 60/03/13 Ip 


B003190901 Responds to B00P21 Itr re Vol II of Rogovin, Bptcial Inquiry 
rept Vol It was not included in 000129 distribution 4ut to 
limited number of draft copies Will be available upon 
issuence of final copies 

ROTHSCHILD* M U Hearing Drench 1 B0/03/i3 Ip 


K Utility Final Eafety Analysis Report (FSARl U amends 


8003050292 Forwards addl eUc tr ical* 1 nstrumentetlon Jk control drawings 
listed in Section i 7 of F8AR List of drawings S« revision 
status end Drawings available in Central Files only 
0ARV*R J Texas Utilities Oeneratlng Co BO/02/2B 23pp 


41 Antitrust corresp ondance 


6003030146 Application for issuance of encl lubpoenas for testimony 
directed to OW Beams* 6 Newman* OC Campbell it D Wright 6 encl 
subpoenas for documents directed io OW Beams* D Newman it OC 
Campbell Supplements 791203 subpoenas W/Certl fleets of Sve 
PARMENTER. FH Justice, Dept of B0/02/D5 22pp 


6003030137 Application for issuance of end subpoenas for deposition h 
documents directed to JW Turck of Southwestern Electric 
Power Co* HE Fate of P8C of OK t D Chalker of Central Power b 
Light CoiFs antitrust practices Cortificati of 6vc end 
OREEN* D O Houston lighting U Power Co 60/02/13 27pp 


6003040278 Response in opposition to Houston Lighting tt Power request 
for production of documents Urges Issuance of protective 
order L extension wnill 600229 to respond to second set of 
interrogatories Certificate of Bve encl 

STAHL* D M Central U Southwest Corp STAHL, D <1 Isham* Lincoln 6 
Beale 00/02/15 7pp 


0003240940 Advises that no response received to NRC 800206 Itr re 
deposition scheduling for J Meyer of Houiton Lighting & 

Power 

CHANANIAjF D Office of the Executive Legal Director 60/02/15. 

ip 


6003030153 Application for issuance of end subpoena directed to R 
Frame of Transconun* Inc re analysis L conclusions cancerning 
antitrust economic evaluation U electric util practices 
Certificate of Bve end 

AHEARN.C D Texas Utllitlei Generating Co. AHEARN. C D Oebeyolse L 
Liberman 60/02/21 lipp 


8003060402 Forwards WE Scott documents per ASLD 600214 order % ODJ 
800221 motion for protective order re certain of TX Util Co 
8ys documents 

DaPSOVIC*CA JustlceiDept of 00/02/21 2pp 


— 6003060406 Motion for issuance of end protective order re certain of 
TX Util Co 8ys documents dealing w/budgets for new 
transmission lines between Dallas Power L Light TX 
Electric avc Certificate of 6vc end 
DaPeflVlCiD A Justice* Dept of BO/02/21 9pp 


8003130076 Order granting extension until 800229 for Central %t South 
West Co-rp to respond to Houston Lighting U Power second set 
of interrogatories Directs Centrel to produce documents by 
800313 Fact discovery shall be completed on 600314 
HILLER* H E Atomic 8afety and Licensing Board Panel 80/02/21 

2pp 


0003060238 Hotton to compel NRC expert witneeses to respond to licensee 
questions re consultations w/NRC Consultations between attys 
ir expert witnasses discoverable por A8LD 790625 1023 

orders Supporting documentation L Certificate of 8vc end 
OREEN, D 0 Houeton Lighting V power Co 00/02/22 47pp 


8003060656 abjection to Public Util Board of City of Brownsville* TX 
second set of interrogatories & request for production of 
documents, Urges issuance of protective order or relief from 
Bpedficatlans Ka) U (b) A 4-5 U/Gtr tl f icate of Sve. 

STAHL, D Central 5 Southwest Corp 3TAHL*D M. Isham* Lincoln U 
Seale 80/02/22 8pp 
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0003130056 Order denvmg Cjtg of Qrowniville SOOSOi motion to compol 
RUI Hardg deposition Alternate application for Issuance of 
subpoena granted Precise factual Kt rnedical info required 
MILLER«H E Atomic Safeti^ and Llcenimg Board Panel 0O/O2/S2 

2pp 


800304-0271 Third set of requests foi production of documents directed 
to Central Ponjor t Lig-ht^re actual & possi-fale 
Interconnections between Public Lftils Board of City of 
Brownsvi n Ci rx ■*< other utils Certificate of Svc end 
GREEN. D G Houston Lighting ?< Power Co 60/02/25 7pp 


0003200034 Adv'ises of agreement reached betueen Houston Lighting b 
Power & DPd re util S00212 motion to compel OQJ further 
responses to first set of interrogatories It rsquests for 
production of documents Certificate of Sue end 

B0UKMIGH7. A Lowens tdn> Newman Reis. Arelrad To 1 1 00/02/23 

6pp 


0003250483 Response to Houston Lighting S power QOOZOl first requests 
for production of docuinents riajontv of documents already 
produced ui/NRC responses to second it fourth sets of 
interrogatories Certificate of 9/c end 

CHANANIA. F D i H 00 GOON r A P Antitrust Dluision 80/02/25 Spp 


8003030072 Discovery rept for Jan-Fcb 1900 Participated in Austin. 
Hulsey I On tta I rii Ep ence. Hebb I Gerber depositions Responded 
to Houston Lighting L Power summarg disposition appeelt & 
discovery requests Prepared direct case 

LE5SY.R P , CHANANIA.F.D r BLUllE. (1 R Antitrust Division 80/02/26 

2pp 


8003030129 Updated response as of 800226 to TX Utils Generating Co 
first set of interrogatories 5 request for production of 
documents Majorltg of matls responsive to request available 
in previous filings Certificate of Svc end 
CHANANIA. F D Antitrust Division 60/02/26 Bpp 


8003030190 Protective order m favor of TX Utils Co Sgs on confidential 
docuftents produced to BOJ re gas supply contract ik budgets 
of 1975-79 new transmission lines Lists eight restrictions 
Documents will be returned to utsl 

HILLER. H E Atonic Safety and Licensing Board Panel 80/08/26 
5pp 


8003050195 Order granting ectension far NRC to file liistanter motion 
modifying ASLQ S00201 subpoena directed to keeper of records 
of Transcomm. Inc upon Houston Lighting i> Power application 
HILLER. H E Atomic Bafaty and Licensing Board Penal. 60/02/26 Ip 


8003030095 Advises of tdoodson Q0031I deposition at TX Public Uttls 
C omm Is s 1 on. Aus ti n. TX 

CHANANIA. F D Antitrust Division 60/02/27 Ip 


0003040667 Requests to be notified if listing of Durham. Hastings. 
He Iyer. Hey ar. Cptra. Blmmons .Peterson. Pfi 1 1 1 ip t . Hatsan. Poston !< 
Siagelin as fact wittieises is mconplate or erroneous. 

CHANANIA. F D Antitrust Division 80/02/87 Ip 


GD032503S6 Becond set of addl respoTiias to DOJ 701130 interrogatories, 
per a 8L8 78G621 prehearing conference directive Includas 
info re Stagg 0y s 791217 study of economic avaluation of 
expansion plans re alternative generation Affidavit end 
FRANKLIN. H J Houston Lighting 9 Power Co s Dakar d< DottP. « 
Loiueas tein. Newman. Reis. Aielrad L Toll 60/02/27 4pp 


-'80032^0333 Second set of addi answers to NRC 7901(9 initial 
intsrroga tor i as* per ASLB 700621 prehearing conftrenca 
directive includes inf-o re 6tagg Sys role in wholesale 
transactions £. economic study of generation Affidavit end 
FRAKKLIN.W J Houston Lighting & Power Go a Dakar << Bofcta a 
Lowenstein. Newman. Reis. Ax e Irad V Toll 00/02/87 Spp 


—800325033? Gupglemental answers to Centra} Power 4c Light 760727 first 
intarr ogator 1 c «. par ASLB 780621 prahtarinp confarence 
directive Includes info re Public Utils Board of City of 
Brownsvi lie* TX interest in purchasing base load M/Affidavit. 
FRANKLIN. W J Houston Lighting 4* Power Co Baker 4» Bqtts * 

Lowens te in. Newman. Re i s. Ax e Irad 4 Toll 80/02/27 4pp 


— 0003250346 Supplemental answers t-o Central Power fic Light 790223 second 
interrogator lesf per ASLB 780621 prehearing conference 
directive Includes listing o-f nonexpert witnesses uhu will 
testify at hearing Affidavit 4< Certificate of Svc tncl. 

FRANKUINiU 0 Houston Lighting & Power Co # Baker Botti 
00/02/27 7pp 


8003070332 Confirms agraoment to conduct Atk i ns* Gmi th* Sprawls 
Bondurant depositions on 600305 AM* 0305 PM. 0306 AH l( 0307 
AM. consecutive I y. at Gulf States haadquartar* 

BLUHE.H B Antitrust Division 00/02/29^ Ip.. 


0003260454 Submits Houston Lighting 4. Potuor comments on schedule set in 
NRC 4< DOJ joint motion re protection af settlement 
discussion* Proposes accelerated schedule U/C er t i f 1 ca t e of 
Svc and 

FRANKLIN. W J Lowens to in. Neurran. Rei s. Ax e Irad 4. Toll 00/02/29 
app 


8003070191 Protective order in favor of Diamond Shamrock Corp 
documents produced bg Diamorrd or DOJ. re Gulf Coast Power 
forecasts for 1979-90 f. Houston Lighting Power rate 
projection based on Gulf forecast 

HELLER. M E Atomic Safety and Licensing Board Panel 80/03/03 
4pp 


6003140106 Order setting 00030/ oral argument re NRC 4. DOJ 600220 joint 
motloir to compel production testimorig on certain documents 
4( other discovery requests Interested parties shall hand- 
deliver written responses by 600306 

MILLER. H e Atomic Safety and Licensing Board Panel 00/03/03 
3j>P 


0003240173 Response to DOJ motion of compel TX Utils Oeneratlng Co to 
supplement answer* to DOJ fust set of interrogatories Urges 
dismissal of motion as moot due to prior commitment to It 
present preparation of suppl Certificate of Svc end 

AHEARN.C D Texas Utilities Generating Co AHEARN. C D Debevahse 4. 
Liberman 00/03/03 5pp 


6003250203 Advises of documents' availability for msp 4* copying, per 
DOJ request at A Gerber deposition Documents consist of 
Houston Lighting 4 Power transmittal 4 Houston exjhibits 
Certificate of Svc end 

FLYNN. P 0 Louenste i n. Newman. Rei s. Axe Irad 4 Toll 00/03/03 5pp 


0003260277 Response in opposition to DOJ 4. NRC 000226 joint motion 
proposing acceleration of schedule re protection of 
settlement discussions Urges adherence to normal iO-day 
period or grant of oral argument Certificate of Svc and 
AHEARN.C D Texas Utilities Generating Co AHEARN.C D Debevolse U 
Liberman 60/03/03 0pp 


0003130030 Protective order in favor of Dow Chemical per OOJ it DON 
Chemical st ipulatlofi Ti'adc secrets * confidential commercial 
info shall not be disclosed to third parties but may be subj 
to judicial review upon request 

MlLLER.f1 E Atomic Safety and Licensing Board Panel 80/03/05 

6pp 


00032-00256 Notion to compel further production of documents by NRC & 
NO Lerrier of Transcomm. Inc Responds to NRC 600225 motion to 
modify Houston Lighting it Power subpoena Urges availability 
of documents by 000315 pi lor lo Lernor deposition H/exerpts 
GREEN. D 0 Houston Lighting 6 Power Co « Baker b Dotts « 
Louftnste in. Neuman. Reis. Axe irad 4 Toil 00/03/05 13pp 


--8003200310 Forwards Houston Lighting 4 Power 800305 motion to compel 
further production of documents by NRC L ND Lerner of 
Transcomm. Inc Requests expedited discovery schedule outlined 
in end proposed ordei Ceitificate of Svc enc I 

GREEN. D 0 Lowens te in. Newman. Re i St Axe Irad 4 Toil BO/03/03 8pp 


0003100062 Motion for 30-day extension in proceeding due to 
> unavai lab i i i ty of HH Hartley for medical r easons. wr i tten 
confirmation from physician will be provided Certificate of 
Svc end 

CHANANIA.F D Antitrust Division 00/03/06 5pp 


8003200634 Notice of D Springs or Southern Engineering Co of GA 600313 
6 14 deposition re bulk power supp ly> traiismi ss i on 4< wheeling 
sves 4( competition issues CD Aheaine 600310 Itr to W 
purchftte it Certificate of Svc encl 

AHEARN.C D Texas Utilities Generating Co AHEARN.C D Dehevoise tt 
Liberman 00/03/10 6pp 


6003190628 Response in opposition to Houston Lighting & Power motion to 
compel addl production by NRC 4 by N Lerner. NRC expert 
witness Maintains ASLB 790416,0507 6 1025 orders limit 
discovery to documents forming basis for witness opinion 
CHANANIA.F D . BLUME. M D Antitrust Division 60/03/11 5pp 


8003190638 Certificate of bvc re NRC response to Houston Lighting 4c 
Power motion to compel production by NRC 4 expert economic 
witness 6 NRC motion to quash R pramn subpoena 
BLUHE.M B Antitrust Division 00/03/11 app 


6003190919 Motion to quash TX Ut f i s Generating Co 000221 subpoena 
directed to R Frame of Transcomm. Inc. consul tant of NRC Work 
of non-tes t I fy mg outside consultants is not discoverable 
per ABLB 790416 4c 0507 orders Proposed order end 

CHANANIA.F D , BLUME. M B . HODODON. A Antitrust Division 60/03/11 
5pp 
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800G240569 Advi&e» iliat address for Counsel of Centt'al tt South Usitt Co 
ha« changed to Suite Connecticut Aveniie« N U j 

HaihirijtaniD C 

STAHLj D ri Isham* Lincoln t> Qeale 80/03/12 Ip 


8003250456 Petition for certification of ASLD 800307 or-der grantin9 DOJ 
t NRC joint motion to compel production b testimony re cost 
feasibility of i niei connec tions Settlement discussions must 
be protected pei Wolf Creek case W/Cer fcl f icate of Svc 
STAHL p D H Central t, Southwest Corp STAHL. D M Shaw. Pittman. 
Potts K Trowbridge BO/03/12 llpp 


8003240342 Order granting in part Houston Lighting (c Power 800305 
motion to compel fui ther production from NRC tt expert 
witness NRC shall make available documentation on or prior 
to Q003I5 Denies NRC 800225 motion to modify subpoena 
WOLFE. 8 J Atomic Safety and Licensing Board Panel 80/03/13 3pp 


--0003240349 Order granting TX Utils Generating Co request to stay 
effectiveness of ASLB 800307 oral rul ing. pend ing further 
order disposing of petition for directed certification of 
challenged ruling Certificate of Svc end 

BISHOP. C J Atomic Safety and Licensing Appeal panel 80/03/13 
7pp 


8003310194 Order xtending stay of effectiveness of challenged ASLD 
B00307 oral rul* g re production of certain TX Utils 
Oaneratlng Co documents In response to DOJ L NRC joint 
motion, Stay extended until certification ruled upon 
SISHQP.C J Atomic Safety and Licensing Appeal Panel 60/03/13 
3pp 


8003250208 Subpoena directed to OW Stagg of fita, ^ays. Inc. requesting 
deposition upon oral eiaminatinn production of documents 
re interconnecting & interconnected operations 

LAZO. R,h Atomic Safety and Licensing Board Panel 80/03/14 4pp 


8003870109 Motion to compel Houston Lighting & Power supplamental 
responses to third sot of interrogatories t request for 
production of documents U' i counsel will produce certain 
documents per end excerpts of DF Simmons deposition 
DLUME. M n Antitrust Division 80/03/i4 Bpp 


— -9003270M7 Advises that NRC has not received documents or proposeo 
proteckfve order re lignite deposits purchase or lease from 
Dou Cht -al t negotiations for generation additions Util 
00020^ Itr re nond isc losure. does not satisfy A8LD order 
QLUMEr J1 B Antitrust Division BD/02/li Spp 


**-GD03270i8G Responds to 600211 1 tr re Dow Chemical lignite depoaiti 
Houston Lighting Power will abide by possible agreement 
between NRC Dow Chemical Requested documents will be 
provided when located 

CQPElANO. J C Baker ( Qotts 60/02/19 ip 


— 8003270137 Forwards per morning discussions tt under separate cover, two 
groups of documents produced in response to Intarragetory 
0(d> of NRC fltsfc set of interrogatories Draws attention to 
confidentiality of util corporate study 
COPELAND. J 0 Baker ^ Dotts 60/05/02 Ip 


—6003270147 States that central y to NRC 790502 agreement to partially 
review Houston Lighting t/ Power 1970 corporate studyiNRC Is 
now dasiious to review entire study u/dates tc suppLs, 

W/draft protectwe order ■ st I pulat ion it. Certificate of 6vc. 

LESSYiR P Antitrust Division 00/02/22 lOpp 


8003310064 Joint application for i,.suance of subpoena directed to OM 
Stagg of Stagg 8t/s. incito be deposed &< to produce documents 
rp interconnections interconnected operations 
M/draft subpoena t* excerpts of BE Simmons deposition 
CHANANIA. F D Antitrust Division CYPHERT. B D Justice. Dept of 
80/03/ 14 7pp 


60032S0404 Forwards documents in response to 8003 " request Requvtts 
Oulf States protective order be sent te all pertv « 

Inspecting Oulf States documents Remaining document will be 
sent when located M/o end 

CHANANIA.F D Antitrust Division 80/03/17 ip 


00-03270513 Views on consolidation during evidentiary hearing phase. In 
response to ASLB sua sponte request it Pages 681-662 of 
800307 transcript Consolidation is not advised due to 
patsntial confusion re relevant facts N/ Certificate of Svc 
'^HAMANIA. F D . BLUNE. M E . KODODON. A P Antitrust Division 
i. ''1/17 9pp 


8003250373 Forwards NJ Dunn B003il Ibr re R Hartley treatment 
JA Bouknight will be advised of developments per 600314 
d i s '' u s s 1 0 n . 

CHAHANIA.F D Anti trust Divis i 'n 00/03/18 Ip 


6003270270 Response in opposition to NRC 80D3ii motion to quash 
subpoena directed to R Frame of Transc omm. I nc . as adverse 
witness R Frame work, basis of Dr Lerner testimony, 
discoverable per reasoning oh ASLB 791023 order 

KNOTTS. J D Texas Utilities Generating Co KNOTTS. J B Debevoise S. 
Liberman 80/03/18 7pp 


6003310222 Order setting 800327 argument re petitions for directed 
certification of ASLB 800307 oral ruling Parties shall 
confer i* shall assign lead counsel to present common 
position Other counsels may be heard when views differ 
TOMPKINS. B A Atomic Safety and Licensing Appeal Panel 60/03/21 
3pp 


90033i0O32 Joint response in opposition to Houston Ligting tc Power 
600321 motion to quash subpoena directed to GH Stagg LTork of 
outside consultant is not immune from discovery when work is 
crucial to defense Supporting documentation end 

CHANANIA.F D Antitrust Division CYPHERT.S D Justice. Dept of 
00/03/26 7pp 


— B00331CD36 Excerpts of deposition upon oral examination of DE Simmons 
of Lighting Power in Houston. TX Pp JO-16 

#, SIMMONS. 0 E Houston Lighting U Power Co 60/02/07 lipp 


—8003310042 Excerpts of deposition upon oral examination of 
RM McCuistiun of Houston Lighting ^ Power, in Houston. TX 
Pp 153-155 tc 161-163 Certificate of Svc end 
* Atomic Safety and Licensing Board Panel MCCUISTION. ft M 
Houston Lighting h. Power Co 60/01/2? i3pp 


N Antitrust hearing transcripts 


* 8003(20587 Transcript of 800307 hearing in Dethesda.MD Pp 472-691 

MILLER. I E Cammissiois 00/03/07 220pp 


Q Inspection repo ts. IF Bulletins 4. correspondence 


8003120706 Forwards response to IE Bulletin 79-02. Rev ision 2 Lii 
pipe supports that do not meet criteria will be sub | to 
rlgorwus frame analysis Small pipe support typicals will be 
evaluated for worst case loadings 

GARY.R J Texas Utilities Generating Co 00/01/04 4pp 


8003030051 forwards IE »nsp Repts 50-445/79-27 U 50-446/79-96 in Nov 
1979 

EEIDLE. U C Region 4. Dallas. Reactor Construction & Engineering 
Support Branch 60/01/08 2pp 


—6003030057 IE tnsp Repts 50-445/79-27 ^ 50-446/79-26 In Nov i979 
None amp 1 i ance noted failure to revise obsolete OA procedures 
6 failure to follow procedures for hoisting safety-related 
components 

TAYLOR. R G, . CftOSSHAN. (J A Region 4. Dallas. Office of the 
Oitector 60/01/04 7pp 


6003180064 Forwards IE Insp Repts 50-445/79-20 j. 50-446/79-27 on 
791204-07 4t I0-I3 6. notice pf violation 

SEIDLE.N C Region 4. Dallas. Reactor Co, tructlon & Engineering 
Support Branch 00/01/11 2pp 


--8003180068 Notice of violation from Insp on 791204-07 It 10-13 
* Region 4. Dallas. Office of the D.iector 80/01/11 Ip 


— 8003160073 lE Insp Repts 50-445/79-28 6 50-446/79-27 on 791204-07 fc 
10-i3 NoncompHance noted failure to- properly install Unit 1 
hot shutdown panel l< failure to provide appropriate 
instructions for installation of Class IE equipment 

MARTIN.L E . GILBERT. U D . GROSSMAN. U A Region 4. Oallasi Reactor 
Cons tract 1 o-n I. Eng ineering Support Branch BO/OI/IL 7pp 


B003200Q30 Forwards IE Insp Repts 50-445/79-31 «< 40-446/79-2? on 
791218-20 «< 800115-16 it notice of violation 

SEIOLE.N C Region 4. Dallas. Reactor Construction tc Enginaering 
Support Branch 80/01/29 2pp 


—8003200036 Notice o# violation from Imp on 791218-20 it 600115-18 
a Region 4. Dallas. Office of the Director 80/01/20 Ip 


—8003200045 IE Insp Repts 50-445/79-31 U 50-446/79-27 on 791216-20 tt 
800115-16 None omp 1 i ance noted failure to follow welding 
procedures 

8TENART.R C . GILSERT.L D, . CROSSMAN. N A Region 4. Dallas. Office 
of the Director 80/01/28 ip, 


8003310249 Forwards IE Insp Repts 50-445/80-01 50-446/80-01 on 

eooioi-31 

8E1DLE.U C Region 4. Dallas. Reactor Cnnstructtoh 4( Engineering 
Support Branch 80/02/15 2pp 
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— 8003310251 IE 1ti$p R#pts 50-445/80-01 tt 50-446/80'-01 on 800101-31 
Nancomp 1 i anc e nioterf failure to provide ln*trucfeion* 
procedures appropriate to c irtojMtance* ire area of 
electrical ei^uipment qualification & installation 
TAYLOR, R 0 . CRGSSMAN. W A Region 4. Dallas. Office of the 
Director 80/02/14 llpp 

8003140032 Forwards IE Info Notice 60-06. “Notification of Significant 
Events ’ No action required 

SEYFRlTiK V Region 4, Dallas. Office of the Director BO/02/27 
If 

6003200617 Ac k receipt of 80021? Ur infar<T>ing NRC of steps taken to 
correct violations nftted in IE Insp Repts 50-445/00-01 & 

50-446/00-01 

SEIDLE.W C Region 4, Dallas. Reactor Construction << Engineering 
Support Branch 80/02/27 ip 


— 800320061? Responds to NRC 800123 I tr re violations noted In IE Insp 
Repts 50-445/00-01 t 50-446/60-01 Corrective actions 
anaigsis of as-built configuration indicates battery charger 
foundations acceptable as installed 

OARYi R J Teuas Utilities Oeneratlng Co 60/02/19 4pp 


0003120320 Forward* IE Info Notice 60-07. "Pomp Shaft Fatigue 
Cracking “ No response required 

5EYFRIT, K V Region 4. Dallas. Office of the Director 00/02/29 
IP 


0003180012 Forwards IB Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Pouiei Supply During Operation " No specific 
action or response required 

8EYFR1T.K V Region 4. Dallas, Office of the Director 00/03/07 
IP 


0OO319O232 Furwaids IC Info Notice 60-08 “States Co Sliding Link 
Electrical Terminal Block “ No specific action or response 
requested 

aEYFRlT<K U Region 4. Dallas. Office of the Director BO/03/07 
ip 


8003260145 Forwards IE Info Notice 80-0?. "Possible Occupational Health 
Hazard Associated H/Closed Cooling Sgs for Operating Power 
Plants " No uiitten response required 

8EYFRIT»« V Region 4. Dallas, Office of the Director SO/03/07 
IP 


Q0032605?0 Forwards IE Bulletin 60-05, “Vacuurn Condition Resulting in 
Damagi to Chemical Vol Control Sys (CVCS) Holdup Tanks •' 

Action it UT'itteri response required 

EEYFRIT.K V Region 4. Dallas. Office of the Director 60/03/10 

Ip 


800326035? Forwards IE Bulletin 60-06. "Engineered Safety Feature 
<E6Fl Reset Controls " No written response required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 00/03/13 
Ip 


8003250422 Forwards IE Info Notice 00-1 t. “Oeneric Problems W/A8C0 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

8EYFRIT.K V Region 4, Dallas. Office of the Director 00/03/14 
IP 


0003260333 Forwards IE Circulai 80-04. "Securing of Threaded Locking 
Devices on Eafety-ftelated Equipment " No written response 
required 

SEYFRlTiK V Region 4. Dallas, Office of the Director 00/03/14 

Ip 


S Reportable occurrences. LERs i related correspondence 


0003190070 Forwards interim deficiency rept re violation of piping min 
wall thickness Supporting documentation is available at 
job site for NRC inspector review 

OARY.R J Ticas Utilities Oenirating Co &D/OI/t4, Ip 


— aOO3l?OO04 Interim deficiency rept re violation of piping min wall 
thickfieis Addl changes implemented requiring that future 
welds violating min wall thickness be rtpa 1 red> Corrective 
actions will be accomplished by hot functional testing 
a Ttsas Utilities Oeneratlng Co 60/01/14 2pp 


8003190093 Interim deficiency rept supplementing 8001M submittal re 
violation of piping min, wall thickness Enel to lubmittal was 
intended as interim rept Satus repts will be issued as yields 
are dispos i tioned First rept expected by 600331 
OARYift s) Texas Utilities Oeneratlng Co 60/01/23 ip. 
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A App I i cat ion/c onstruc t i on stage documents i correspondence 


0003240193 Confirms plans to meet u/util i mg t representatives on 
0OO22B at Byron const site ta discuss insp findings re 
const activities at facilities 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/11 

Ip 


F Security, medical, emergency f* fire piotection plans 


8003210534 forwards "Preliminaiy Evacuation Time Study of lO-Nile 
Radius Emergency Planning Zone '' Rept findings should be 
considered preliminary 

PEOPLES. D L Commonwealth Edison Co 80/03/ 11 4pp 


0 Adjudicatory c orrespondenca 


6003140130 Order diiecting parties to submit briefs re applicant 600213 
motion seeking ruling on admissibility of contentions of 
Intervenor League of Uomen Voters of Rockford. IL All briefs 
should be received by 000314 

hCLLERiHB Atomic Satety and Licensing Board Panel 80/02/21 Ip 


6003310197 Notice of appearance of Mti Cherry on behalf of intervenor 
League cf Mamen Voters of Rockford, iL Represents that util 
ift willing to continue 600213 motion until 000310 
Certificate of Sve enc I 

CHERRY. M M Chftrty, M fi /Chei ry, Flynn Kanter 60/02/22 4pp 


K Utility Final Safety Analysis Report iFSAR) amends 


8003250452 Amend 55 to application for CPs t* OLs. conta Inlng FSAR Amend 
25 

NAUOHTON.W F Commonwea J th Fd i son Co 00/03/21 2pp 


—8003250487 Amend 25 to f 6AR. provi d ing i esponsts to NRC requests for 
add] info Constitutes Amend 25 to QL application 
e Commoniiiea 1 th Edison Co BO/03/21 156pp 


0 Inspection reports, It Bulletins f c on espondenc e 


8003250277 Forwards IE Insp Repts 50-454/79-15.50-455/79-15. 
50-45A/77-13 t SO 45// 79*13 on 791010-11 t< notice of 
violation 

FIQRELUI.O Region 3. Chicago. Reactor Construction S. Engineering 
Support Branch /9/10/24 Spp 


— 8003250281 Notice of violation from insp on 791010-11 

a Region 3. Chicago. Office of the Director 79/10/23 Ip 


•8003250286 IB Insp Repts 50-454/79-15. 50-455/79-1 5. 50-456/79-13 L 
50 457/79 IS or 791010-11 Noncomp 1 latice noted lack of 
procedure* for control of IF bulletins i circulars 
KOHKLIN. J E . GCHWriBlNI.E R . WlLLIAMB.C C Region 3, Chicago. 
Office of the Director 79/10/23 App 


8003190007 Forwaril* IE Circular 79-25. Suppl A. "Shock Arrestor Strut 
Assembly Interference ’ No uirltten response required 
KEPPLETRrJ 0 Region 3. Chicago, Office of the Director 80/01/31 
Ip 


6003120140 Forwards IE Cltcular 80-02. "Nuclear Pouer Plant Staff Hork 
Hours " No written response required 

KEPPLERrd 0 Region 3. Chicago. Office of the Director 80/02/01 

Ip 


6003140169 Forward* IE Bulletin 00-03. '’Lot* of Charcoal from Btd Type 
I Ii Two-In<h. Ti ay Adsorber Ceil* ' Action required 
KEPPLER.V 0 Region 3, Chicago. Office of the Director 80/02/06 
ip 


00031100-92 Forwardi IE Bulletin 80-04, "Analysis of PWR Main 6team Line 
Break W/Contl*iued Feedwater Addition " Written response 
required 

KEPPUER.J 0 Region 3. Chicago. Dffue of the Director 80/02/08 
IP 


8003190316 Forward* IE Info Notice 60**O5. "Chloride Conteminati on of 
Safe ty-Rf lated Piping (• Component* No written response 
required 

KEPPLER.vl.O Region 3. Chicago. Office of the Director 80/02/06 
If- 
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0003200416 Forujards IE Insp 30-454/80-01 h 5O-4SS/0O-OI on 

B00116-17 No noncompliance noted 

FlORELLlrO Region 3. Chicagoi Reactor Conttructlon & Engineta'ing 
Support Branch 80/02/00 Spp 


--9003200443 IE In»p Repts 30-454/00-01 i 50-455/80-01 on 800116-17 No 
noncomp 1 lance noted Major areas inspected licensee actions 
re resolution of noncomp 1 lances cited during Region 3 mid- 
term QA Insp of 790911-28 

KINKLIN. J E . WILLIAMS, C C Region 3, Chicago, Qffita of the 
Director 00/02/07 Spp 


B003110244 Forwards corrected IE Bulletin 80-04, "Analysts of PWR Main 
Steam Line Sreak W/Continuod Feedwater Addition *' Previaus 
IE bulletin should have stated #or info only No written 
response re<iulred 

KEPPLERfvl 0 Region 3i Chicago* Office of the Director 80/02/14 

Ip 


8003120336 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPUERiJ 0 Region 3, Chicago* Office of the Director 80/02/29 
IP 


8003260426 Forwards IF Info Notice 80-10# "Partial Loss of Non-Nuclear 
Instrument 8ijs Power 8uppl»j During Operation " No specific 
action or response required 

KGPPLERi J 0 Region 3, Chicago. Office of the Director 80/03/10 
Ip 


0003260516 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sgs ICVC6) Holdup Tanks " 

Action 4 written response required 

KEPPLERjJ 0 Region 3, Chicago, Office of the Director 80/03/10 
IP 


8003260269 Forwards IE 
<ESF> Reset Controls 
KEPPLERrJ 0 Region 
IP 


Bulletin 80-06, 'Engineered Safety 
" Ho u>i Itten response required 
3. Chicago, Office of the Director 


Feature 

80/03/13 


Q0032S0070 Forwards IE Info Notice BO-ll. "Generic Problems W/ASCO 
Valves in Nuclcai Applications Including Fire Protection 
6yt " No action or written lesponse required 

KEPPLERrJ G Region 3. Chicago# Office of the Director 80/03/14 

ip 


8003260202 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Saf ety-R« lated Equipment " No written response 
r t QU 1 r^d 

KEPPLER#J 0 Region 3# Chicago, Office of the Director BO/03/14 

ip 


0 Adjudicatory correspondence 


8003140130 Order directing parties to submit briefs re applicant 800213 
motion seeking ruling on admissibility of contentions of 
intervenor League of Women Voters of Rockford, IL All briefs 
should b« received by G00314 

HILLER, h E Atomic Safety and Licensing Board Panel 80/02/21 Ip 


9003310197 Notice of appearance of MM Cherry on behalf of intervenor 
League of Women Voters of Rockford, IL Represents that util 
is willing to continue 800213 motion until 800310 
Certificate of Sve end 

CHERRY,M M Cherry. M M /Cherry, Flynn 4 Kanter 80/02/22 4pp 


K Utllitv Final Safety Analysis Report (FSAR) t< amends 


8003350452 Amend 25 to application for CPs 0L», containing FSAR Amend 
25 

NAUGHTON#U F Commonwealth Edison Co 80/03/21 2pp 


— 8003250457 Amend 25 to FSAR# provi ding responses to HRC req,uests for 
addl Info Constitutes Amend 25 to QL application 
* Commonwealth Edison Co 00/03/21 I56pp 


0 Inspection reports, IE Bulletins 4 correspondence 


8003250277 Forwards IE Insp Repts 50-454/79-15# 50-455/79-15# 
50-456/79-13 4 50*457/79-13 on 791010-11 4 notice of 
violation 

FI0R6LLI#0 Region 3. Chicago, Reactor Construction 4 Enginitring 
Support Branch 79/10/24 2pp 


— 000325028! Notice of violation from insp on 791010-11 

a Region 3, Chicago# Office of the Director 79/10/23 Ip 


— B0032502G6 IE Insp Repts 50 - 454 / 79 - 15 # 50-459/79-15# 50-456/79-13 «« 
50-457/79-13 on 791010-11 Ncncompl lance noted lack of 
procedures for control of IE bulletins circulars 
KQNKLIH.J C . SCHWEIDJN2.C R , WILLIAMS# C C Region 3, Chicago, 
Office of the Director 79/10/23 4pp 


8003190007 Forwards IE Circular 
Assembly Interference " No wr 
KEPPLER. J O Region 3. Chica 
Ip 


79-25. Supp I A# "Shock Arrestor Strut 
itten response required 
go. Office of the Director 00/01/31 


8003120140 Forwards IC Circular 00-02. "Nuclear Power Plant 
Hours '■ No written response required 

REPPLER, J 0 Region 3, Chicago, Office of the Director 

Ip 


Staff Work 
80/02/01 


S Reportable occurrences# LERs V related correspondence 


6003130401 Forwards second interim deficiency rept re failure of two 
post-tensioning field anchorheads Requests ektenslon until 
800515 for submittal of final rept 

NAUOHTON, W F Commonwealth Edison Co 00/02/29 Ip 


— 0003130416 Second interim deficiency rept re failure of two field 
anchorheads for horiiontal tendons used to post-tension 
concrete containment Addl tendons debensloned to mlnlmlje 
asymmetric loads on containment bldg 
* Commonwealth Edison Co BO/02/29 2pp 


DOCKET 50-455 BYRON BTATION, UNIT 2 

A Appllcation/construcbion stage documents t# correspondence 


8003240193 Confirms plans to meet w/utll <ngt representatives on 
800223 at Byron const site to discuss insp findings re 
const activities at facilities > ». 

KEPPLER, J G Region 3# Chicago, Office of the Director 
tp 


00/03/ n 


F Security# medical# emergency ?< fire protection plans 


8003210534 Forwards "Preliminary Evacuation Time 
Radius Emergency Planning Zone *' Rept findings 
considered preliminary 

PEOPItEB, D L Commonwealth Edison Co. 00/03/1 


atvdy of 10-Ml 
should be 

1 4pp 


le 


8003140169 Forwards IE Oollettn 80-03, "Loss of Charcoal from Std Type 
1 1, Two-Inch, Tray Adsorber Cells " Action required 

KEPPLER# J 0 Region 3. Chicago# Office of th* Director 80/02/06. 

Ip 


0003 U 0092 Forwards 
Break W/Continued 
required 

KEPPLER* J 0 Reg 

tp 


IE Bulletin 80-04. "Anelytis 
Feeduater Addition *' Written 

loti 3# Chicago, Office of the 


of PWR Main fiteam Line 

re sponst 

Director 00/02/09 


8003190316 Forwards IE Info Notice BO-05, 
Safety-Related Piping b Components " No 
required 

KEPPLER. J G Region 3# Chicago, Office 

Ip 


"Chloride Contamination of 
written response 

of the Director 80/02/08 


8003200416 Forwards IE Insp Repts 50-454/00-01 & 50-455/80-01 on 
600116-17 No noncompl tance noted 

FIORELLI.O Regions. Chicago, Reactor Construction l< Eng ineering 
Support Branch 80/02/00 2pp 


—8003200443 IE Insp Repts 5O-4S4/B0-01 A 
noncompliance noted Major areas Inspec 
re resolution of noncompliances cited 
term OA insp of 790911-20 
KlNKLIHtJ E » WILLIAMS, C C Region 3, 
Director 80/02/07 5pp 


50-455/80-01 on 800116-17 No 
ted licensee actions 
during Region 3 mid- 

Chicago, Office of the 


0003110244 Forwards corrected IE Bulletin 80-04, "Analysis of PUR Main 
Steam Line Break H/Conlinued Feedwater Addltlpn " Prsvlout 
IE bulletin should have stated for Info only No written 
response requlrsd ^ 

KEPPLER# J.G Region 3. Chicago. Office of the Director, 80/02/14 

If 
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80031^0336 Foru«^rdt IE Info Notice aO-OV. "Pomp Shaft Tetlgue 
CracSting Wo response reiti**’’**! 

KEPPLER.JG Region 3. Chicego, Office of the Director 80/02/29 

Ip 


9003260*126 ForuarcJs IE fnfo Notice 90-10. "Parti-al Los* of Non-Nuclear 
Jestrumeot Sgs Pouer Supply During Operation '* No specific 
action or response reciuired 

WEPPLER.J Q Region 3. Chicago. Office of the Director BO/03/10 
Ip 


8003260516 Forwards IE DuiJetm 80-05* "V* jm Condition Resulting in 

Damage to Chemical Vol Control Sgs <CVCS7 Holdup Tanks " 

Action ^ written response requireJ 

KEPPUER, J O Region 3. Chicago, Office of the Director 00/03/10 
tp 


9003260269 Forwards IE Bulletin fiO-06. "engineered Safetg Feature 
CESFJ Reset Controls " No written response required 
KEPPUER.JO Region 3, Chicago, Office of the Director 00/03/13 
Ip 


6003350070 Forwards lE Info Notice GO**!!, “Oeneric Problems W/ASCQ 
Valves in Nuclear Applications IncluJsrg Fire Protection 
Sgs *' Na action or written response required 

KEPPLER. J 0 Regions. Chicago, Office of the Director - 80/03/14 

Ip 


a00'32602G2 Forwards IE Circular flO-04. "Securing of Threaded Lock 
De\ricei on Saf etg-Re lated Equipment " No written response 
required 

KEPPLEflfJ 0 Region 3, Chicago, Office of the Director 80/03/14 

Ip 


S Reportable occurrences, UERs t related correspondence 


6003130401 Forwards secarid interim deficienctj rept re failure of two 
pos t-lens 1 onins field ancho-rheads Requests extension until 
600515 for submittal of final rept 

NAUOHTON,N F Cammonwra Uh Edison Co 60/02/29 ip 


—6003130415 Second interim deflciencig rept **« failure o# two field 
enchorheads for honiontal tendons used to p ost-tensi**-! 
concrete containment Addl tendons detensioned to mlnimiie 
asvmmetrlc ioads on containment bldg 
e Commonueal th Edison Co 80/02/29 3pp 


DOCKET 50-456 DRAlDWOOD STATION, UNIT i 


A App 1 1 cat i on/c on Struc 1 1 on stage documents b correspondence 


8003250DSO Requests description of QA program to prevent degradation of 
saf • t v~Tol'A^ad equipment, components it structures during 
suspension of const activities 

RUBENSTEfN,L 8 Light Water Reactors Oranch 4 60/03/03 2pp 


103240193 Confirms plans to meet u/utii & mgt represenf vei on 
800226 at Dyron const site to discuss insp findings r 
const activities at facilities 

KEPPLER.^f 0 Region 3. Chicago, Office of the Director 80/03/11 
Ip 


Securiyg, medical, emergencg 1. fire protection plant 


003210534 Forwa.di "Prel imlnarg Evacuation Tim# Study of lO-Nile 
Radius Emergency Planning Zone “ Rept findings should be 
considered preliminary 

PEOPLES, D L Commonwealth Edison Co 60/03/11 4pp 


Utility Final Safety Analysis Report (FSARI & amends 


J032S0452 Amend 25 to application for CPs tt OLs, conta ining F8AR Amend 
25 

NAUOHTOMiW F Commonwealth Edist. Co 80/03/21 2pp 


"8003250457 Ameno 25 to FSAR. provl d 1 ng responses to NRC requests for 
addl info Constitutes Amend 25 to QL application 
■* Commontuealth Edison Co 60/03/21 136pp 


Inspection reports, IE Bulletins l< corraspiOTideni; t 


003250277 Forwards IE Invp Repts 30-454/79-16, 50-455/79-1 5. 
i,0“456/79-l3 t- 50-457/79-13 on 791^10-11 it roVice of 
vIl ation 

FlOREI-l-r*0 Region 3, Chicago, React'i Construction i Engineering 
Support Branch 79/i0/24 2pp 


—80032 50261 Notice of violation from insp on 791010-11 

» Region 3, Chicago, Office of the Director 79/10/23 tp 


— B0032502B6 IE Insp Repts 90-454/79-19,50-433/79-15,50-496/79-131 
50-457/79-13 on 791010-U Noncompliance noted lack of 
procedures for control of IE bulletins i circulars 
KONKLINiJ £ , SCHWEfOINZ, E R , WILLIAMS, C C Region 3, Chicago, 
Office of the Director 79/10/23 4pp 


0003190007 Forwards IE Circular /9-25. Suppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
KEPPLER,J G Region 3, Chicago, Office of the Director BO/Ot/31 
tp 


8003120140 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 80/02/01 

Ip 


800314D169 Forwards IE Dulletin 80-03. 'Loss of Charcoal from Std Type 
1 1, Two-Inch, Tray Adsorber Colls " Action required 

KEPPL£R,J 0 Region 3, Chicago. Office of the Director 80/02/06 

Ip 


8003110092 Forwards IE Oulletin 80-04. "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
r equlred 

KEPPlER,U 0 Region 3. Chicago, Office of the Director 00/02/08 
IP 


800319D316 Foruiards IE Info Notice 00-05, "Chloride Contamlnati on of 
Safety-Rel atod Piping <, Components " No written response 
required 

KEPPLER, J G Region 3. Chicago. Office of the Director 80/08/08 
IP 


8003110244 Forwards coirocted l£ Bulletin 80-0 , "Analysis of PWR Main 
Steam Line Break U/Continued Feedwater Addit in " Previous 
IE bulletin should have stated for info only lo written 
response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/02/14 

Ip 


6003120336 Forwards It Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER, J G Region 3, Chicago. Office of the Director 00/03/29 
Ip 


0003190637 Ack receipt of 800215 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/79-19 U 
50-457/79-15 

FIDRELLliG Region 3, Chicago. Reactor Construction tt Engineering 
Support Branch 80/03/04 Ip^ 


—8003190843 Responds to NRC BOOS 10 Itr re violations noted In IE Insp 
Repts 90-456/79-15 90-497/79-15 Corrective actions steam 

generator storage problem reviewed & secondary side of 
steam generators being closed up U nierted 
PEOPLES, D L Commonwealth Edison Co 00/02/15 3pp 


B-00326042a Forwards IE Info Notice 00-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply Dui ing Operation " No specific 
action or response lequiied 

KEPPLER, J G Region 3. Chicago, Office of the Director 80/03/10 

Ip 


6003260516 Forwards IE Bulletin 60-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Conti oI Sgs iCVCS) Holdup Tanks " 
action it written response required 

KEPPLER, J 0 Fegtjn 3, Chicago, Office of the Director 80/03/10 

Ip 


0003260269 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESFi Reset Controls " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/03/13 
Ip 


8003250070 Forwards IE Info Notice 00-1 i, "Oenerie Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLERf J 0 Region 3. Chicago. Office of the Director 60/03/14 
Ip 


8003260202 Forwards IE Circular 60-04, "Securing of Threaded Locking 
Devices on Safety-Re la led Equipment *' No written -fspontt 
required 

KEPPLER, J C Region 3, Chicago, Office of the Direc or 60/03/14 

Ip 
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S R*|iort;abl8 occurrencfei, LERt K. r«Ute<} torre«poftil»ncfc 


B003850075 PNO-II-GO-OAO itation ttfill «tarfc limited contt of saftag- 
routed activllie* during uk, of e00303-0B Staff will 
slobjlg be increased to high of 700 in June 

SCHUEIt) ntZr E R I DANIEISQN^O H Region 3, Chicagoi Office of the 
Director 60/02/29 ip 


POCi^ET 50-*i57 DRAlDWOOD STATION. UNIT 2 


A Ap p 1 i c a 1 1 on/c ons t rue t i Oh stage documents ft corrtsjiondenc e 


6003290090 Requests deicilptlon of QA program to prevent degradation of 
lafetg^re Uied equi pment» components structures during 
suspension of const activities 

RUBENSTElNiL 8 Light Water Reactors Hranch 4 80/03/03 2pp 


8003240193 Confirms plant to meet u/util U mgt representatives on 
600226 at 8gi on const site to discuss insp findings re 
conit activities at facilities 

KEPPLERiJ 0 Region 3, Chxcagoi Office of the Director 80/03/11 
If 


F Security, inedicali omergeneg ft fire protection plans 


8003210934 Forwards "Prelimlndiy Evacuation Time Study of 10-Mlle 
Radius Emergenty Planning Zone “ Rept findings should be 
considered preliminai y 

PEOPLES. D L Commonwealth Ldlson Co 60/03/11 4pp 


It Utility Final Safety Analysis Repoit (FBAR » ft amends 


0OO329O49P Amend 29 to application for CPs ft OLs, containing FSAR Amend 
29 

NAUOHTQN, w F Commonwealth Edison Co 60/03/21 2pp 


’-“9003250497 Amend 29 to P8AR. provid ing responses to NftC requests for 
addl info Constitutes Amend 25 to 01 application 
e Commonwealth Edison Co BO/03/21 196pp 


Q Inspection reports. IF bulletins ft correspondence ' 


0003250277 Forwards Ifc Insp Ropts SO-454/79-1 5. 50-455/79-1 5. 
50-49A/79-13 V 50-407/79-13 on 791010-11 ft notice of 
Violation 

FIORELLJ.O Region 3. Chicago. Reactor Construction ft Engineering 
Bgpport Dranch 79/10/24 2pp 


—8003290206 IE Insp RepU 0O"454/79-l5i 50-455/79-15. 90-456/79-13 ft 
50-467/79-13 on 791010-11 Noncompliance noted lack of 
procedures for control of IE bulletins ft circulars 
KONKLiNiJ E Region 3. Chicago. Office of the Director 79/10/S3 
4pp 


— 80032902BI Notice of violation from insp on 7910iO-U 

e Region 3. Chicago. Office of the Director 79/10/23 Ip 


6003190007 Forwaids U* Circular 79-29. Suppl A. ‘'Shock Arrestor Strut 
Assembly Interfermce " No written response required 
KEPPUER.J 0 Region 3. Chicago. Office of the Director 80/01/31 

h 


8003120140 Forwards IE Ciicular 0O''O2. 'Nuclear Power Plant Staff Work 
Hours." No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/02/01 

ip 


8003140169 Forwards IE Bulletin 80-03. '’Loss of Charcoal from 8td T^pe 
III Two- Inc hi Tray Adsorber Cells *' Action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director. 00/02/06 
Ip 


8003110092 Forwards lE Bulletin 80-04. "Analysie of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written responec 
required. 

KEPPLERrJ 0. Region 3. Chicago. Office of the Director 0O/O2/Ofi 

Ip. 


8003190316 Forwards IE Info Notice 00-05. "Cliloride Contamination of 
Safety-Related Piping ft Components " No written response 
required. 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director fiO/02/OS 

Ip 


6003110244 Forwards corrected IE Bulletin 80-04. "Analysis of PWR Main 
Steam Line Dreah M/Contlnued Feedwater Addition " Previous 
IE bulletin should have stated for info only No written 
response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 60/02/14, 
ip 


6003120336 Fori^rard* lE Info Notice 60-0/, "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.J 0 Region 3. Chicago, Ofrice of the Director 00/02/29 
tp 


8003190837 Act receipt of 000215 Itr informing NRC of steps taken to 
correct violations noted in IE insp Rbpts 50-456/79-lS ft 
50-497/T9-J5 

FIORElUl. 0 Region 3. Chicago. Reactor Construction ft Engineering 
Support Branch 80/03/04 Ip 


e — 6003190643 Rasponds to NftC 8001 JB Itr re violation* noted in IE Insp 
Repts 50-456/79-15 ft 50-457/79-15 Corrective actions steam 
generator storage problem reviewed I secondary side of 
steam generators being closed up ft inerted 
peoples. D L Commonwealth Edison Co 80/02/15 3pp 


0003260426 Foriuards IF Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument Sys Puuier Supply During Operation " No specific 
action or response requiied 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/03/10 
IP 


0003260516 Forwards IE DulUtsn 80-09. "Vacuum Cond i t i on Resulting in 
Damage to Chemical Vol Control 5y« iCVCSl Holdup Tanks “ 

Action ft written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/10 

ip 


6003260269 Forwards IE Bullotiu 80-06. "Engineered Safety Feature 
lESFI Reset Controls ” No written response required 
KEPPLER.J Q Region 3. Chicago. Office of the Director BO/03/13 
Ip* 


0003290070 Forwards IF Info Notice 80-U. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
6yf " No action or written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 60/03/14 

Ip 


6003260282 Forwards t£ Circular 60-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written rctponie 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/14 
IP 


6 Reportable occurrences. LERs ft related correspondence 


0003250075 PNO-n-80-040 station will start United const of saftey- 
related activities during wk of 800303-06 Staff will 
skouly be increased to high of 700 in June 

6CHWE1BINZ.C R . DANIELSON.D M Region 3. Chicago. Office of the 
Director 80/02/29 ip 


DOCKET 90-490 RIVER BEND STATION. UNIT I 


A Ap p llcation/cons it ucti on stage documents ft correspondence 


7912050362 ’‘Econnotlc Comparison of 230 kV Lines 352 ft 354: Port Hudson 
Battle-field Crossing Alteinaiives " 
a Ot lb ert/Commoniiiealth Cos ?9/i0/29 4Bpp 


6003040383 Summary of 80020G meeting ui/util in BethesdaihD re 
reorgan i lat ion ft facility status List of meeting attendees ft 
reorganl lat Ipnal chart en< 1 

HOOD.D C Light Mater Reactors Branch 4 60/02/14 9pp 


8003190562 Revised summary of 600208 meeting w/utll in Bethesda^MD re 
changes In position of util rngt personnel ft summary of plant 
status PJa-nned fuel load for Unit 1 is Qct 1983. w/commerc lal 
operation in Spring 1984, 

HOOD, D 3 Light Water Reactors Branch 4 60/03/04 6PP 


6003170422 Farwards "Economic Comparison of 230 VV Lines 352 ft 354 
Port Hudson Battlefield Crossing Alternatives ' Map ft info 
re alternative routes ft residential growth in vicinity end 
UEIOANO.J 0 Gulf States Utilities C« 80/03/07. Itpp 
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3C0328055B Notifle« th«t univ & Sfcaf;e D^v of Archa»alo9^| ht Historic 
Proierv'atlon file* indicate th-et proposed alternatives 1 & 3 
of Line 352 in Port Kudsan Battlefield aree mould not 
endanger any cultural resource* Kap* end 
NEUMAN. P U Louisiana State Univ 60/03/10 3pp 


1003310434 Forwards mc 600123 t 0211 Itrs to OE discussing anlysls of 
bollaff rates L mods to BWR control rod drive return lino 
nonles to prevent cracking Mods should not he performed 
before issuance of NUfiEG-0i>l9 or w/o NftC guidance 
PUeENSTEIN, L G Lig^it Water Reactors Pranch 4 80/03/11 2pp 


Securitv* medical, emergencij t fire protection plans 


1003190395 Notification of B00320 meetirg u/util it Gtone tt Webster in 
flethesda.MD to discuss deviations from APCSD Tech Position 
9 5 1 re protection of cable tratjs outside cable room i< 

1 lolation/separat i on of saf et v^re lated s^s 

HOOD, D Light Water Reactors flranch A 00/03/03 3pp 


0032G00G9 Notification of G00320 rreetLng u/util ^ S&W in 
Bethesda. MD to discuss selected niatters from fire protection 
rept 

HOOD. D Light Water Reactors Branch 4 90/03/05 3pp 


Inspection reports, if nulletins correspondence 


)031S0723 Foruards IT Inftp Kept 50-45e/B0-01 on 80Cll0?''il & 14-18 No 
noncompliance noted 

SElDLEiW C Region 4, Dallas, Reactor Construction (c Engineering 
Support Branch 80/01/29 Spp 


'6003120729 IE Insp Rept 50-436/00-01 on 800109-11 U 14-18 No 
noncompUance noted Major areas inspected preparations for it 
placement of roactoi bldg base matJ licensee action on 
previous insp findings 

HAULER E Region 4, Pallas. Reactor Construction it Engineering 
Support Blanch CRQSSHAN. W A , TAPIA,,/ I Region 4, Dallas, 
Office of the Director GO/Ol/28 lOpp 


>03310230 Forwards Ib Insp Rept 50-458/79-0* on 79J 118-21 U 1204-07 U 
notice of violation 

SEIDUe,W S Region 4* Dallas, Reactoi Conitructlan 1. Engineering 
Support Branch BO/Ol/'II 2 pp 


8003310232 Notice of violaHoTv f » on insp on 791118-21 U 1204-07 
* fttgion 4, Dallas* Office of the Director 90/01/29 2 pp 


8003310237 IE Insp Rept 50-458/77-0* on 791118-21 U 1204-07 
Noncompl lance noted deletion of t failure to specify 
acceptance criteria 4> failure to identify unsa 1 1 sf actory 
test results re sa f ety^'i'^l^ted concrete 

GBERO. C R , BEACH, A Q . CRG&GKAN. W A Region 4, Dallas, Office of 
the Director 60/01/29 I4pp 


03140017 Foruat ds IF Info Notice 80-06, ‘^Notification of Significant 
Events '' No action Te<iwiied 

SEYFRITrli V Region 4, Dallas* Office of the Director 90/02/27 
Ip 


03120311 Forwards IE Info Notice 80-07. “Pump Shaft Fatigue 
Oracling “ No response required 

SEYFRIT.H V Region 4. Dallas, Office of the Director 60/02/29 

Ip 


-^aiGOOOS Forwards IE Info Notice 80-10. “Partial Loss of Non-Nuclear 
Instrument Sys Pouier Supply During Operation " No specific 
iction or response required 

SEYFRITiri V Region 4* Dallas. Clffice of the Director 60/03/07 
P 


*3190210 Forwards lE Info Notice 80-06 ''States Co Sliding Link 
lectrical Terminal Blocli “ No specific action or response 
equesteif 

lEYFRlT.K V Region 4, Dallas* Office of the Dirsetor 80/03/07 


3260115 Forwards IF Info Notice 90-09, ’’Possible Occupational Health 
aiard Associated W/Closed Cooling Sys for Operating Power 
lants “ Ho written response required 

EYFRIT.K V Region 4, Dalles, Office of the Director 00/03/07 


326034t Forwards IE Solletin 90-06, "Engineered Safety Feature 
ISF) Reset Controls '* No written response required 
YFR1T,K V Region 4, Dallas, Office of the Director 80/03/13 


8003250411 Forwards IE Info Notice 80-11. "Oefteric Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
6 yi “ No action er (untten response required 

8 EYFRIT,K V Region 4, Dallas, Office of the Director 80/03/14 
Ip 


8003260311 forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on &af etg-Re lated Equipment " No written response 
required 

SEVFRIT.K V Region 4. Dallas, Office of the Director 80/03/14 
Ip 


DDCKET 50-459 RIVER BEND bTATlOH, UNIT 2 


A AppJ icatlon/construction stage documents U corr espondence 


7912030382 “Economic Comparison of 230 kV Lines 352 84 334 Port Hudson 
Battlefield Crossing Alternatives " 

« Oi I b ert/Commonwea 1 th Cos 79/10/25 4Bpp 


8003040383 Summary of 600308 meeting w/utii in Bethesda. MD re 
reorgan 1 let ion b facility status List of meeting attendees U 
reorgan i lat ional chart and 

HOOD,D C Light Mater Reactors Branch 4 00/02/14 5pp 


8003190562 Revised summai g of 800208 meeting w/util in Bethesda. MD re 
changes in position of uU] mgt personnel t summary of plant 
status Planned fuel load for Oiiit 1 is Oct I933x u/c ommerc ial 
operation in Bpring J984 

KOOD,D 8 Light Water Reactors Branch 4 80/03/04 6 PP 


8003280558 Notifies that univ t< State Div of Archaeology &< Historic 
Preservation files indicate that proposed alternatives 1 it 2 
of Line 352 in Port Hudson Battlefield area would not 
eniianger arky cultural resources Maps end 
NEUMAN.R W Louisiana State Univ dO/03/iO Gpp 


8003310434 Forwards NRC 800128 L OPl I Itrs to OF discussing anlysis of 
bolloff rates 6 mods to BWR control rod drive return line 
noifles to prevent cracking Mods should not be performed 
before issuance of NiJRf'0-0619 or w/o NRC guidance 
RUDEN3TElNrL S Light Water Reactors Branch 4 80/03/11 2pp 


F Gecurity. medical, emergency t fire protection plans 


8003190395 Notification of 800320 meeting w/uti 1 Stone t, Webster in 
Q«thesda,ND to discuss deviations from APCSO Tech Position 
9 5 i re protection of cable trays outside cable room 
isolation/separation of safety-related sys 
HOOD, D Light Water Reactors Branch 4 80/03/05 3pp 


8003280088 Noil ff cat ion of 8003P0 meeting w/util S!tW in 
Bethesda, MD to discuss solcciei matteis trom fire protection 
rept 

HOOD. D Light Wotei Rofictors Branch 4 80/03/05 Dpp 


0 Inspection reports. It bulletins tt cui 1 espondence 


600314001/ Forwards !(■ Info Notice 80-06, ‘Notification of Significant 
Events “ No action required 

SEYFRIT.K V Region 4, Dallas. Offic« of the Director 80/02/27 

Ip 


8003120311 Forwards (F Info Notice SO'O?. “Pump Shaft Fatigue 
Cracking “ No response required 

8 EYFRIT,M V Region 4. Dallas, Office of the Director 80/02/29 

Ip 


8003180003 Forwards JK Info Notice 8 O-IO, "Paitial Lois of Non-Nuclear 
Instrumerit 8 ys Rower Supply During Operation ” No specific 
action or response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 80/03/07 

Ip 


8003190210 Forwards If info Notice 80-08 ‘’States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

SEYFRIT.K V Ragioii 4, Dallas. Orfice of the Director 00/03/07, 

Ip 


8 0032*01 15 Forwards IF Info Notice 80-09, "Possible Occupational Health 
Masard Associated W/Closrd Cooling Sys for Qperating Power 
Plants " No written response required 

8 EYFRIT 1 K V Region 4, Dallas* Office of the Director 80/03/07 

Ip 
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80D3260341 For<jard$ IE Qulletin B0~06* "Engineered Safety Feature 
<ESF> Reset Control* '* No written response required 
SeVFRIT.K V Region 4, Dallas, Office of the Director 80/03/13 
IP 


8003290411 Forwards IE Info Notice ao-ll, ’'Generic Problems W/ASCO 
V/aWe* in Nuclear Applications Including Fire Protection 
Bgs ” No action or written response required 

BEYFRIT-K V Region 4, Dallas- Office of the Director BO/03/14 
IP 


6003260311 Forwards IE Clicular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equip^nent " No written response 
required 

8GYFRIT,K V Region 4, Dallas. Office of the Director 80/03/14 

Ip 


8003140392 Forwards IF Info Notice 80-10. "Partial Loss of Non-Nuciear 
Instrument Sgs power Supply During Operation " No specific 
action or response required 

ENQELKEN.R H Region 5, San Francisco. Office of the Director 
00/03/07 2pp 


8003180119 Forwards IF Info Notice 80-OB "States Co Sliding Link 
Etectrlcal Terminal Block " No specific action or response 
reque sted 

ENGELKEN. R H Region 5, San Francisco, Office of the Director 
aO/03/07 tp 


8003260874 Forwards fE DuUetm 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys iCVCSl Holdup Tanks " 

Action tt written response required 

ENOGLKEN, R H Region 5, San Francisco. Office of the Director 
80/03/10 Ip 


docket 50-460 WPPBS NUCLEAR PROJECT, UNIT 1 


A App 1 icat ion/construc ii on stage documents correspondence 


6OD3240042 Notification of 800226-28 meeting w/util at plant sites to 
review const progress 

LYNCH, M D Light Watei Reactors Branch 4 80/03/19 4pp 


6003110588 Submits info, per NRC 600206 request re endangered B. 
threatened species present in proposed const area No 
species proposed for endangered list are within area 
MEYER. W H Interior. Dept of. Fish b Wildlife fiervice 80/02/29 
4pp 


H Oeneral correspondence 


8003260401 Forwards IE Bulletin 80-06, "Engineered Safety Feature 
lESFl Reset Control* " No written response required 
ENGELKEN. R H Region 5. San Francisco. Office of the Director 
80/03/13 ip 


B0032S0164 Forwards IE Info Notice 00-11, "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys No action or written response required 

ENOELKEN/R H Region 5. San Francisco. Office of the Director 
80/03/14 Ip 


8003260357 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Qaf ety-Re lated Equipment " No written response 
requ i red 

ENOELKEN.R H Region 9, San Fianciaco, Office of the Director 
80/03/14 Ip 


0003190849 Responds to 800122 Jtr to President Carter requesting info 
re plants w/simtlar design to TMI~2 Provides list of all 
Dt(W designed plants 

DENTON. H R Office of Nuclear Reactoi Regulation 60/02/14 Ip 


O Inspection reports. IF Bulletins B, c on espondence 


0003170139 Responds to IE Dullettn 79-23, ^'Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer ” 

Diesel generator neutral* are grounded through transformer 
& current limiting resistors 

RENDEROER. D L Washington Public Power Supply System 79/11/12 


0003110323 Forwards response to IE Dulleiin 79-02. Rev is ion 2. "Pipe 
Support Base Plate Design* Using Concrete Expansion Anchor 
Bolts " Approi SOX pipe support? do not require anchor* 6 
are attached by bolting into embedded inserts 

RGNDEROER. D L Washington Public Powei Supply System 80/01/24 
12pp 


GOO3060761 Foi wards IE Insp Repts 50-460/79-14 50-513/79-14 on 

791127-30 6 1210-13 No none omp 1 lane e noted 

SPENCER. 0 S Region 5. San Francisco. Reactor Construction 
Engineering Support Branch 80/03/05 2pp 


— B003060769 IE Insp Repts 50-460/79-14 fr 90-513/79-14 on 791127-30 
^ 1210-13 No noncompliance noted Major areas inspected const 
activities TB safety -1 elated piping instal latlom wel ding 
actlvi tl 0 *. UB Ider training, p ip 1 ng vendor U receipt records 
DODDS. R T Region 5, San Francisco, Reactor Construction 6 
Engineering Support Branch HFRNANDEZ.G , NARBUT. P P Region 5. 
San Francisco, Office of the Director 80/02/05 5pp 


8003280065 Responds to IF Bulletin 79-28. "Possible Malfunction of 
NAMCO Model EAlflO Limit Switches at Elevated Tempe " 

Contractors to be informed U requested to determine 
compliance ui/recommendal ions * 

RENBEROER.D L Washington Public Power Supply System BO/OZ/ii 

Ip 


S Reportable aecurretites. LERs t related correspondence 


8003130374 PNO-V-80-001 on 800129. field studies for WNP-2 F8AR 
identified fault in rock quairy southeast of Kennewick , WA 
Significance not determined technical evaluation will be 
provided in Mar 1980 

8IBM0P.1 W Region 3. San Francisco. Office of the Director 
80/02/15 Ip 


DOCKET 50-461 CLINTON POWER STATION. UNIT 1 


A Appl Jcation/construction stage documents 1. correspondence 


8003170126 Authoriie* ASHE Code Case N-240, "Hydrostatic Testing of 
Open Ended P i ping. Section lll.Dlv 1," for use in const of 
components identified in util 791130 Itr 
STQLZ.J F Light Water Reactors Branch I 80/02/25 Ip 


8003240131 Requests evaluation of util 800218 application far 
authority to use ABME Code Cases N-237 L N-241 to exempt 
certain piping sys for hydrostatic testing 
STQLJ.J F Light Water Reactors Branch I BO/03/ll «ip 


8003100583 Comments on NURFO-03ia. Revis ion 1. "Technical Rept on Matl 
Selection b« Processing Guidelines for DWR Coolant Pressure 
Boundary Piping " Challenges prohibition of carbon steel m 
reactor pressure boundary Cast stainless steel is resistant 
OEIER, J 0 Illinois Power Co 00/03/12 2pp 


8003200495 Requests that NRC expedite reviaw U approval of proposed 
changes to environ preoperatlonal monitoring program* as 
discussed In 800228 teUon Late Apr deadline requested 
WULLER.O E Illinois Power Co 80/03/13 2pp 


8003180524 Informs that util plans to submit petition to IL Pollution 
Control Board requesting mod of 1975 alternate thermal std 
Outlines factors mitigating need for 96 F limit Requests 
comments 

WULLER.O E Illinois Power Co 80/03/ J 4 2pp 


8003280090 Responds to IE Bulletin 79-25. "Failures of Maitinghouse BFD 
Relays In 8af ety-RoUted Sys " Relays not in use In facility 
design Review to discover If Class IE contract* contain 
Westlnghouee relay* to be completed by 800229 oft/n?>yn 

RENBEROER. 6 L Washington Public Power Supply System, 80/02/11 
Ip. 


0003120299 Forwards IH Info Notice 80-07. ‘'Pump Shaft Fatigue 
Cracking " No response required 

ENOELKEN. R H Region S, San Francisco, Office of the Director 
80/02/29 ip 


8 Inspection reports. It Bulletins 6 correspondence 


8003120252 Forwards IE Insp Rept 90-461/80-01 on 800107-10 Mo 
nancQmp 1 lane e noted 

FIORELLIxG Region 3. Chicago. Reactor Construction V Eng Ineering 
Support Branch 80/01/30 2pp 

— 8003120297 IE Insp Rept 30-461/80-01 on 800107-10 Na noneompl lance 
noted Major areas Inspected concrete curing, work 
ob lervat i on. review of quality records for mechanical 
splicing U quality records for protective coating 
HAYEStD M Begien 3. Chicago. Reactor Construction 6 Engineering 
Support Branch LIVERMORE. H H . HAWKINS. F C Region 3. Chicago. 
Office of the Director BO/Oi/25 5pp 
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8003130101 Forwarrfs IE CirctJlar 80-02; "l^^uclea^ Power* Plant Staff Work 
Hours " No urittfi-n r^sp-onie required 

KEPPLER) J 0 Region 3. Chicago. Office of the Director 80/02^01 

Ip 


6003140329 Forii/ards IE Bulletin BO-03, ‘^’Loss of Charcoal from Std Type 
n r TufO-Inch. Trag .Adsorher Cells " Action required 

KEPPLERj J 0 Region 3/ Chicago. Office of the Director 80/03/06 
IP 


8003110129 Forwards l£ Bulletin 80-04^ "Analysis of PWR Ham Steam Line 
Break W/Contlnu«d FeeduJater Addition " Written response 
required 

KEPPLERjJ 0 Region 3. Chicago. Office of the Director 80/02/08 

Ip 


8003190355 Forwards I£ Info Notice 80-05. "Chloride Contamination of 
Safatiz-Re 1 ated Piping & Camponents " No written response 
required 

KEPPLEfi.J 0 Region 3. Chicago. Office of the Director 80/02/08 

ip 


8003110165 Forwards corrected IE flullofein 80-041 ’'AnaJysis of PUR Main 
SteAin Line Break W/Continufd Feedwater Addition " No written 
reepense required 

KEPPLER.Jl 0 Region 3* Chicago. Office of the Director 6D/02/14 
JP 


8003310106 Forwards IE insp Rapt 50-461 /0O"O2 on 0OO1E9-O2OJ «« 04-05 k 
notice or v>iolation 

FIORELUliO Region 3i Chicago; Reactor Construction & Engineering 
Support Branch 60/02/26 2pp 


-^8003310110 Notice of violation f i om insp on 600129-0801 t< 04-05 
« Region 3. Chicago. Office of the Director eo/02/82 ip 


--8003310114 IE Insp Rept 50-461/80-02 on 600189-0801 & 04-09 
Nsncgmp 1 iance noted failure to provide measure! against 
inadvertent use of obsolete documents k to take prompt 
corrective action 

KNOP.R 0 1 ME3C07T.H H . LIVERMORE. H H Region 3. Chicago. Office 
of the Director BO/02/22 llpp 


8003110516 Responds to lE Info Notice 79-36 OE k Sargent k Lundg will 
investigate computer code problem i« relation to possible 
significant defects in plpidg stress anal(|sis 
WULLER.O E Illinois Power Co 60/02/29 Ip 


8003180378 Forwards IE Info Notice 80-07^ "Pump Shaft Fatigue 
Cracking " No response required 

KEPPLER.JO Regions. Chicago. Office of the Director 60/08/89 

ip 


6003260071 Forwards IE Info Notice 80-04. "OWR Fuel Exposure in Excess 
of Limits " No action or response required. 

KEPPLER.JO Region 3. Chicago. Office of the Director 80/03/10 
IP t 


S003S60S04 Forwards IE Info Notice 80-t0. "Partial Los* of Non-Nuclear 
Instrument 8 f|s Power BuppJv During (iperatLon " Np specific 
action or response reooired 

KEPPLER.JO Region 3r Chicago. Office of the Director 80/03/10 

Ip 


8003260302 Forwards IE Bulletin 60-06* "Englnaered Safety Feature 
(E 8 F} Reset Controls " No written response required 
KEPPLERiJ.O Region 3. Chicago, Office of the Director 80/03/13 
ip 


6003250109 Forwards IK Info Notice 8 O-II 1 "Oenertc Problem* W/A5CD 
Valve* in Nuclser Applications Including Fire Protection 
8 ys ^ No action or written response required 

KEPFLER.J 0 Region 3. Chicagor Office of the Director B0/O3/I4 
Ip 


60^260296 Forwards lE Circular 60-04. "Securing of Threaded Locking 
Devices on Baf etq-Rel ate rf Equipment No -written response 
required 

KEFPLER.J 0 Region 3. Chicago. Office of the Director BO/03/14 
Ip. 


8 Reportable occurrences, LERs & related correspondence 


8003230492 Interim deficiency rept re defective plug welding on 
swinging dividers of some conversion program sgs control 
raon termination cabinets Insufficient info prevents 
correc t Ive ac tion 

KOCHiL J Illinois Power Co 60/02/26 Ip 


8003270074 Ack receipt of 600226 interim deficiency rept re GE 
termination cabinet fire eeparators 

FlORELLliG Region 3> Chicago. Reactor Construction k Engineering 
Support Branch 00/03/13 Ip 


DOCKET 50-462 CLINTON PONER STATION. UNIT 2 


A App 1 icatl on/conslruc t i on stage documents k correspondence 


9003170126 Authors xes ASME Code Case N-240. "Hydrostatic Testing of 
Open Ended Pip ing. Sac t j on llI.Djv 1." for use in const of 
components identified in util 791130 1 tr 
srOLZ.J F Light Water Reac toi s Branch I 60/02/29 Ip 


8003240131 Requests evaluation of util 800210 application for 
authority to use ASME Code Cases N-237 k N~E41 to exempt 
certain piping sys for hydrostatic testing 
8T0LZ.J F Light Water Reactors Branch 1 80/03/11 Ip 


8OD310O9B3 Comments on NUREG-0313. Revi s i on 1. "Technical Rept on <1atL 
8 electlon k processing Guidelines for DWR Coolant Preteure 
Boundary Piping " Challenges prohibition of carbon steal in 
reactor pressure boundary Cast stainless steel is resistant 
GElERi J D Illinois Power Co 60/03/12 2pp 


6003200455 Requests that NRC expedite review L approval of proposed 
changes to environ preoper at i oral monitoring program. as 
dlaeufsed in 600228 teUon Late Apr deadline requested 
WULUER.O £ Illinois Power Co 60/03/ 13 2pp 


6003160524 Informs that util plans to submit petition to IL Pollution 
Control Board requesting mod of 1979 alternate thermal std 
Outlines factors miligating need for 96 F limit Requests 
eommen ts 

WULLERiO E Illinois Powei Co 60/03/14 2 pp 


Q Inspection reports. IF Bulletins k coi rospondenee 


BOOSiSOlDI Forwards IE Circular 60-02. "Nuclear Power Plant Staff Work 
Hours " No written response required 

KEPPLEH.J G Region 3. Chicago. Office of the Director 60/02/01 
Ip 


6003140229 Forwards IE Bulletin 60-03. 'loss of Charcoal from Std Typ* 
J I. Two-Inc h. Tray Adsorber Cells " Action required 
KEPFLER.J 0 Region 3. Chicago. Office of the Director 60/02/06 
Ip 


6003110129 Forwards IE Bulletin 6V-04. "Analysis of PNR Main Steam Lin* 
Brtak N/Continued Feedwater Addition " Written response 
required 

KEPPLER; J 0 Region 3. Chicago, Office of the Director 80/02/08 

ip 


8003190359 Forwards IF Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping k Components " No written response 
r equ ired 

KEPPLER.J 0 Region 3. Chicago, Office of the Director BO/Q2/OB 
IP 


6003110169 Forwards corrected IE Bulletin 60-04. "Analysis of PWR Main 
Bteam Line Break N/Contlnued Feedwater Addition " No written 
response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/02/14 

Ip 


6003110516 Responds to IF Info Notice 79-36, GF k 6 argent k Lundy wlH 
investigate computer code problem k relation to possible 
significant defeclt in piping stress analysis 
WULLER.O E Illinois Power Co 60/02/29 ip 


8003120372 Forwards IE Info Notice 60-07. "Pump Shaft Fatigue 
Cracking " Mo response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 60/02/2? 

ip 


8003260071 Forwards IE Info Notice 80-04. "BUR Fuel Exposure in Excess 
of Limit* '* No action or response required 

KEPPCER. J 0 Region 3. Chicago. Office of the Director 00/03/10 

Ip 


3003260904 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Inftrument 5ys Power Supply During Operation " No specific 
action or response required 

KEPPLER.J. G Region 3. Chicago, Office of the Director 60/03/10 

Ip 
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8003260302 Forwarils IE 
{E8F> Re«et Controls 
KEPPLER. J G Region 
Ip 


□ul letin Q0“06> "Engineered Safeig Feati 
" No written response required 
3* Giiicagoi Office of the Director QO 


8003290109 I or wards lE Info Notice 80-11, "Generic Problem U/i ' 
Valves in Nuclear Applications Including Fire Pratection 
Sgs *' No attlon oi written response required 

i^EPPLERj V 0 Region 3, Chicago, Office of the Director QO/i 

Ip 


3003260296 Forwards IE Circular BO-o»V. "Securing of Threaded Loclclng 
Devices on Saf etg-Re lated Equipment " No written response 
required 

K£PPLER» v> O Region 3, Chicago, Office of the Diiector 80/03/14 

Ip 


3 Ripartable occurrences! LFRs i related correspondence 


G Adjudkcatorg correspondence 


0003060046 Notifies cf receipt of TX PIRG answers to util fourth set of 
interrogatories Requests identification of individuals 
providing technical knowledge for specified intervenor 
con tentton 

COPELAND, J Q Qalei Botts 80/02/05 2p<> 


6003040060 Responds to OF Dohertg eleventh set of interrogatories 
Provides iiiffo le gap conductance uncertaintg where linear 
power of fuel rod is constant f* uncertainig m function of 
fuel burn up Certificate off Sve ft- CN Moon affidavit end 
MOQN/C W Light Water Reactors Branch 4 80/02/15 aipp 


6003140101 Eighth sot of interrogatories directed to applicant Includes 
questions an control roon displags far valves L other 
remotelg controlled ins tr undents, on control room design on 
itc el^^l Irier bulge Ponijer interchange table end for updating 
SCOTT, J Texas Public Interest Research Group 80/02/19 7pp 


6003250ABS Interim deficlenci; rept re defective plug welding on 
swinging dividers of some convetsian program sgs control 
room termination cabinets Insufficient info prevents 
corrective action 

KGCM.L J Illinois Power Co 60/02/26 Ip 


6003140105 Second set off interrogatories tt request for documents 
directed to NRC Requests info re estimated costs increase 
from $1 billion to *2 7 billion caused by NRC requirements $« 
names it qual i f icat i ons of NRC projected witnesses 
SCOTT, J Texas Public Interest Rtseaich Group BO/02/19 Ip 


8003270074 Ack receipt of 600226 interim deficiency rept re OE 

termination cabinet fire soparators 6003l90t&l Decision A1 AB-562 affirming A6LD 791120 order which held 

FIQRELLIiO Region 3, Chicagoi Reactoi Construction U Engineering that R Alexander aveiments were not sufficient to warrant 

Support Branch 60/03/13 Ip acceptance of late petition 

OlSHQPiC J Atomic Safety and Licensing Appeal Panel 60/02/22 
iOpp 


DOCKET 50-463 FULTON GENERATING STATION. UNIT 1 
Q Inspection reports. X? Bulletins f, c oi r espondenc e 


8003060669 Notifies that NRC intends to roui nely forward to 
appropriate state public util regulatoiy i oups it state atty 
general ofes, copies of oscalated enrorceme ^ correspondence 
tent by NRC to Licensees 

GRIER, D H Region I, Ph i ladei ph ia. Office the Director 
79/11/29 Ip 


DOCKET 50-464 FULTON GENERATING STATION, UNI 2 


Q Inspection reports, IE Bulletins e< corres). 


6003060665 Notifies that NRC intend^ to routii 
appropriate state public util regulatoi y gro 
general ofes, copies of escalated enfoicement 
sent by NRC to licei lees 

GRlERjQ H Region t, Philadelphia, Office of 
79/11/29 Ip 


erd to 
ate atty 
ondence 

1 rector 


6003040331 Response in opposition to UF Doherty B00206 motion to extend 
discovery beyond 600220 Constructive Steps ie preparation of 
affirmative cases, shou 1 d b« taken while awaiting A8LD 
prehearing conference order Certificate of Sve end 
SOMlNHIrS M Hearing Branch 3 80/02/28 4pp 


6003070339 Advises that petitions for AUAQ-574 review are deemed 
denied, oue to elapse of time foi Commission to act on 
ma ttsr 

CHtLKiS J Office of the Becietary of the Commission 60/02/29 

Ip 


B00314019S Order denying intervenor UF Doherty 80020B motion to extend 
discovery beyond tSO-day limit Notion failed to specify 
number of days for which extension is requested 

WOLFE. S J Atomic Safety and Licensing Board Panel 90/02/2? Spp 


6003L90042 Response to TX PIRG second set of interrogatories ti request 
for production of documents States name of NRC witnesses 
planning to give testimony re certain of TX PIRG 
contentions Affidavit /„ Certificate of Sve end 
HDON,C M Light Water Reactors Branch 4 6D/03/10 9pp 


DOCKET Sf '465 RINGHALS. UNIT 3 


P Operating license stage documents I correspondence 


6003130226 Gubmlts application to amend licenses adding 
Ootaveken AngteknlV AQ as addl intermediate consignee 
DAHL8TRQM, C 0 Weitinghouse Electric Corp 60/02/13 Ip 


DOCKET 50-466 ALLENB CREEK NUCLEAR STATION. UNIT I 


A App I i cation/construct ion ^tage documents A correspondence 


8003100001 Requests opportunity to discuss priority of NRC CP 
activities in post-TMl period Utils are concerned about 
availability of NRC resources in coming yr to deal 
u/related hearings NRC resources can be optlmiied 
OPREAiO W Houston Lighting L Power Cq 60/02/28 2pp 


8003310425 Forwards NRC 600123 it 0211 Itrs to FE discussing analysis of 
bolloff rates 4< mods to QNR control rod drive return line 
noizles to prevent cracking Mods should not be parfurn.ed 
befot e Issuance of NUREG-06i9 or u>/d NRC guidance 
RUDENBIEIN, L 6 Light Water Reactors Branch 4 60/03/11 2pp 


6003260641 Advises that proposed barge off-Kading facility in DrazoTia 
County Will not affect sites on Natl Reyistep of Historic 
Places, based on review of a^’Cheolng ical evaluation 
LATIMER, T , DR1GG8, A K Texas, Qiate of 80/03/19 Ip 


8003290209 Order re admissibility of parties' & petitioners' 
outstanding contentions re CP proceeding Directs applicant 
U NRC to confer w/ Ind I vidua! parties re contentions 
rewording contentions not rephrased by ASlB 

LINENBEROER.G , GHEATUH, E L , WOLFE, 8 J Atomic Safety and Licensing 
Board Panel 60/03/10 I3pp 


8003200060 Order rewording tf admitting JF Doherty 791203 Contention 45 
I admitting JF Doherty 600100 Contention 46 as is Discovery 
readmitted contentions shall be initiated immediately i be 
completed in 120 days Certificate of Sve enc 1 

WOLFE, S U , LINENDEROER, G Atomic Safety and Licensing Bu.rd P,.ncl 
60/03/13 Bpp 


H General correspondence 


8003310084 FQIA requast for documents rc safety aspects of nuclear 
power p lanf S i inc lud i ng fuel i od clad safety, pressure 
suppressio containment sy s, r ec irculation pump overspeed it 
ATW8 

DOHERTY, J F Doner ty,J F 80/01/02 3pp 


6003110090 Responds to FOIA requests for documents re plant safety 
id ntified by accession it rept number, author, desc ription it 
number of pages Foruiards documents listed in App A Documents 
5 C( 26 partially withheld iref FOIA Exemption 41 
FELTON,*/ M Division of Rules and Records 80/03/03 Bpp 
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DOCKET 50-4&7 ALLEYS NUCLEAR STATim UNIT 2 


H Otn0ral corrstpond^nc^ 


S003310D90 Reftponds to FOIA r«^u 0 «ts for docuJi^cntt rr plji^t 
bg iict>5«ian ■& r»pt numbrri autftori d ever I p tion $< 
nuiubtr pag*» Foru«rds docunicntf llstid In App A DocUAetttf 
5 & 2b partiallv i^Uhheld (rtf FOtA Eiefflption 4) 

FELTONfU M Olvliion of FuLei «tid R*cord4 60/03/03 Bpp 


DOCKET 8TN“50-470 CfcSSAR SVSTEfI 00 


A App Heation/c on«truct I on stags doturttnts & c orra ipond tnev 


0003330339 Forwards notice oP receipt of standartfliad FSAR for FR 
pub 1 Ication 

KANE^NF Standarditation Dranth 30/03/06 Ip 


-“0003200344 Notu* of receipt of Staodardii »d FSAR iCESSAR 8g* 00) 
KANE.W F Standard! tat ion Branch 60/03/06 2pp 


DOCKET 50-471 PILORIM NUCLEAR POWER STATION, UNIT S 


A App J I cation/cont tructi on stage documantii 6 correspondence 


B00310000I Requests cpportunltg to dlicuss priority of NRC CP 
activities In po»t~TMf period Mtlls are concerned about 
availability of NRC resources in coming yr to deal 
u/ritat»d bearings NftC resources can be optlmired 
OPREAiO U Houston Lighting I Pouer Co 30/02/20 Spp 


0- Adgudicatory corraspoiidence 


6003190060 ffespontf to A6LB 0OOi 16 order requesting statements re 
emergency planning Issue must include Dos ton, Provldenc e. 

Cape Cod 1 FrantUniHA metropolitan areas Urges transport 

of spent foal by barge to SC Certificate of Sve end 

CLCETOn.A R,^ CLEETONrM M Intervenors Cleeton 60/02/01 7pp 


6003090429 Statement in response to ASLO 600117 order re cnergency 
planning as proper issue in proceeding Issue must be 
litigated prior ta CP issuance F6AR & NRC safety evaluation 
must be issued prior to hearing -Certificate of 8vc end. 

WRlOHTiF S haisachuietts* State of 00/02/07 8pp 


6003060353 Corrects typographical errors L omissions in applicant 
300209 statement filed in response to A8LB request re 
emergency planning as proper issue In hearings 
LENALD, OH Ropes L Gray 60/02/14 2pp 


J Insurance 5 indemnity information 


3003030323 Forwards Endorsement 36 to MAElU Pol icy NF-9a 
FOUL SHAM, P A Boston Edison Co 00/02/29 2pp 


H Antitrust corrtspondenc e 


0003260656 Responds to- HRC request re necessity of antitrust hearing 
following MA Municipals' withdrawal of petition to 
intervene Antitrust bearing unnecessary re instant 
app 1 icati on 

LITUACK,6 f1 sJustice,Dept of. Attorney General's Off lea 00/03/17 
Spp 


0 Inspection reports* IE Bulletins 6 correspondence 


6003060651 Natifies that NRC intends to routlnaly forward to 
appropriate state public util regulatory groups 1 state atty 
general ofes, copies of escalated enforcement correspondence 
tent by NRC to licensees 

ORl£ft,B H Region 1. Ph 1 ladejpb ia. Office of the Director 
79/1 J/29 ip 


DOCKET 50-472 PILGRIM NUCLEAR POWER STATIONi UNIT 3 


' rnswrance !< inderfi-nlty inforjiia felon 


9003030323 Forwards Endorsement 38 feo MAELU Policy MF-98 
F0UL8HAM, P A Boston Edison Co 00/02/25 Spp 


M Antitrust correspondence 


6003260626 Responds to NRC request re necessity of antitrust hearing 
following MA Municipals' withdrawal of petition to 
intervene Antitrust hearing unnecessary re Instant 
appl ication 

LITVACKiB M Justice. Dept of. Attorney Oeneial't Office BO/03/L7 

2pp 


Q Inspection reports, IF Bulletins i correspondence 


8003060691 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 6 state atty 
general ofcs.coples of escaldted enforcement correspondence 
sent by NRC to licensees 

()RIER. B M Region 1, Ph i lade! ph i a< Office of the Director 
79/11/29 Ip 


DOCKET STN-50-477 ATLANTIC OENEHATINO STATION. UNIT 1 


3 Inspection reports, IF Bulletins 6 correspondence 


8003060721 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatoiy groups state atty 
general ofts, copies of escalated enforcement correspondence 
sent by NRC to licensees 

CRIER, B hf Region 1, Ph i ladelph la. Office of the Director 
79/il/g9 ip 


DOCKET STN- 30-473 ATLANTIC OeNERATiNC STATION, UNIT 2 


Q intpeefeion reports, IF Bulletins L cot respondence 


0003060721 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups it state atty 
gtneral ofes, copies of escalated enfoi cement correspondence 
sent by NRC to licensees 

0RIER,6 H Region 1, Philadelphia. Office of the Director 
79/ J 1/29 Ip 


DOCKET STN-50-4B2 WOLF CREfeK GENERATING STATION 


A Appl icati an/construc t ion stage documents L correspondence 


8003190116 Advises NRC that evalowtiori of reactor refuallng canal 
dainaga has been completed No effect on safety operations 
would have resulted if damage had gone undetected Condition 
Is not judged as reportable deficiency 
K0E8TER« G L Kansas Gas 5 Electric Co 60/01/25 Ip 


8003190139 Informs NRC that investigation f* tests have bean completed 
to determine effect of loose spherical bushings in sway 
Struts Struts will perfoim design function even w/bushlngs 
dislocated Condition is not reportable deficiency 
KOE8TER,G. L Kansas Gas ^ Electric Co 00/01/25 Ip 


8003170039 Advises NRC that broken crane rail event reported to WA 
Crossman on B00105 has been analysed Analysis shows that if 
broken rail had remained undetected S, uncorrec ted. nuc I ear 
safety would not have been affected 

KOESTER, G L Kansas Gas V Electric Co 60/01/31 ip 


8003190125 Advises NRC that onsite actions re Gulf 5 Western 
praassembly formations will begin in near future, but are not 
•rpected to be complete for all pr eassembl les until Jan 
1901 NRC personnel may inspect assemblies onsite 
KOESTER, Q L Kansas Gas it Electric Cd 60/01/31 Ip 


0003190772 Summary of 000208 meeting w/utils in QethesdadlD re OA 
program for design t const 

LICITRA4E A Light Water Reactors Branch 3 00/02/13 5pp. 


60-03060166 Application for OU 

KOESTER, G L , MCPKEE. D T , ELLIS. C W Kansas Gas it Electric Co 
60/02/19 iHpp, 


0003190602 Ack receipt of application for OL incorporating general 
InfprFSAR addendum 1( anviron rapt NRC cannot preseTitly 
perform acceptance review of application due to Impact of 
Tt1I-‘2 accident 

PARR, a D Light Water Reactors Branch 3 60/02/26 3pp 


G003170412 Interim status rapt re out-of-tolerance thread* for N568 
lateral supporb anchor bolt nuts Rasulfes of tests of 
diameter nuts being analyied Unable to conclude 
reportabil f ty of incident until nut etrength it evaluated 
KOESTEfl, 0 L Kaniae Gat it Electric Co 80/03/05 2pp 
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a003310i&9 Na(;ific«tion of 600401 meetlug^ U^uttl in Beth««<ia.HD to 
rfl«cu(f {>l«ns tor revieu af QL ap^ I ic-atf ont 

LlCITRAiE A Lijjlit W.at»r Raactnr* Branch 3 60/03/16 4pp 


C Utilltv Envirantr.pnta I Raporl <ER)« amrnds it c orra-spondenc e 


8003060174 Enviton rrpt i'or Uo 1 f Cr«G-l( Oe-neratin-g Ska^ioriiVa-t 1 
« K«n«a« Gas & Electric On 8Q/02/19 eoopp 


— 9003060163 Environ rapt for Wolf Creek Gentroting Station, Vol S 
* Kansas Oas tt Clecii le Co 60/02/19 lOOOpp 


0 Adjudicatory con eapondence 


9003200094 Order gianting eKtonslon until 800314 for Coinmlsslon to 
elect whether to revteu director's 600131 decision taken 
under 10CFR2 206 

CHII-K.fi J Office of the Secretaiy of the Commieeion 90/03/06 

Ip 


6003200131 Order granting ectensiou until B00321 for Codunas 1 1 on to 
elect whether to revleu airactor's 000131 decision denying 
relief under lOCFfi2 206 Certificate of Svc encJ 

CHlLKiS J Office of the Secretary of the Comniseion 80/03/14 
3pp 


0003270095 Order granting extension until 000326 for Commltsion to 
elect whether to review director's 800131 decision denying 
relief under iOCFR2 S06 

CHILKfS J Office of the Secretary of the Commission 60/03/20 
ip 


K Utility Final Safety Analysis Report (FSAR) h> amends 


9003060066 Forwards Wolf Creek Generating Station FSAR, Vole 1-5 
KOESTER.O L Kansas Gas & Electric Co eo/OS/t9 2pp 


— 9003060070 Wolf Creek Qeneraiing Station FBAR, Vol s 1‘'4 
* Kansas Gas t Electric Co 60/02/19 lOOOpp 


6003060079 Wolf Creek Generating Station rSAR» Chapter li 
"Introduction 

« Kansas Oai Electric Co 60/02/19 19pp 


6003060060 Wolf Creek OeneratlDg Station FbARiChapter 2, "Site 
CharacteriitUi 

a Kansas Oas V Electric Co 60/02/19 3000pp 


6003D600BB Wolf Creek Generating Station FSAR Chapter 3, "Design of 
Structures* Componen til Eciuipment U 8ys " 

* Kansas Oas U Flee trie Co 60/02/19 iopp 


6003060101 Wolf Creek Generating Station F8AR«Chapter 4i "Reactor 
a Kansas Oas U Electric Co 80/02/19 tp 


8003060109 Wolf Creek Generating Station rSAR»Chapter 6* "EJectrlc 
Power, " 

s Kansas Gas 6 Electric Co 60/02/19 30pp 


6003060119 Wolf Creek Generating Station FSAR,Chapter 9, "Auxiliary 
8ys ■' 

s Kansas Oas i< Electric Co 60/02/19 SDpp 


8003060124 Wolf Creek Generating Station FSARrChapter lO, ''Steam it. 
Power Conversion Sys " 

« Kansas Gas i Electric Co 60/02/19 tOpp 


6003060132 Wolf Creek Generating Station FSARi Chapter lii ''Radweste 
Hgt " 

a Kansas Oas t Electric Co 60/02/19 20pp 


^03060140 Wolf Creek Generating Station FSARiChapter 12« "Radiation 
Protection " 

« Kansas Gas it Electric Go. 60/02/19 28pp 


B003060I45 Wolf Creek Generating Station FSAR.Ghaptsr 13. "Conduct of 
Operations " 

a Kansas Oas S< Electric Co 60/02/19 IQOpp 


8003060192 Wo}# Creek Generating Station FSAR^Chapter 14i "Initial Test 

Program " 

* Kansas Oas U Electric Co 6D/02/i9 22pp 


8003060199 Wo J f Creek Gen-erot i rkg Station FSAR, Chapter L7, "'OA " 
« Kansas Gas ^ Electric Co 80/02/19 60pp 


6003060192 Wolf Creek Generating Station FSARjRef Documents emergency 
plan i fire plan 

* Kansas Gas t Electric Co 80/02/19 lOOpp 


Q Inspection ispoits, IF Bulletiins t correspondence 


8003130033 Responds to It Bulletin 79-02, Revision I Initial 790705 
response res-olves NRC concerns re use of concrete eipansion 
anchor bolts for pipe support base plates Util does not use 
eipansion anchors in concrete or structural steel members 
PETRICK/N A Sfcandardiied tiuclear Unit Power Plant System 
80/01/03 ip 


8003140024 Responds to IE Bulletin 79-28 Investigation re planned 
use of NAttCO EA180 switches for Sf^LiPPS facilities net 
complete Investigation results t corrective actions will be 
submitted in 3-4 uks 

PETRICKiN A Standard i i ed Nuclear Unit Power Plant System 
00/02/01 Ip 


8003280489 Forwards IE Imp Rept 50-4B2/90-02 on 900123-31 No 
none omp 1 i anc« noted 

SEIDLEiIf C Region 4, Dallas, Reactor Construction ^ Engineering 
Support Branch 80/02/14 2pp 


—8003280492 lE Insp Kept tiO-4B2/ao-02 on 000128-89 No none omp 1 1 ant e 
nated Kajoi ai eas inspected licensee action on previous 
f 1 ndl ng< al 1 egat 1 Otis re quality of work U applicable IE 
but 1 e 1 1 ns 

CROSShAN.W A , FLOVD. L . onCRO.C R Region 4. Dallas, Office of 
the Director 60/02/13 7pp 


8003140020 Forwards IE Info Notice 60-06. “Notification of Significant 
Events " No action lequired 

SEYFRlTiK V Region 4, Dallas. Office pf the Director 00/02/27 

Ip 


8003120313 Forwards IE Info Notice E-O-O?. “Pump Shaft Fatigue 
Cracking " No response required 

SEVFRIT.K V Region 4, Dallas, Office of the Director 80/02/29 

Ip 


6003160003 Forwards IE Info Notice 60-10, "Pai tiaL Loss of Non-Nuclear 
Instrument Sys Power Supply During Qpeiation “ No specific 
action or response requited 

BEYFniT,K V Region 4, Dallas. Office of the Director 80/03/07 
IP 


8003190218 Forwards JE Info Notice 60-08 “States Co Sliding Link 
Electrical Terminal Blocli *' No specific action or response 
requested 

SEVFRIT.K V Region 4, Dallas. Office of the Director 80/03/07 

Ip 


8003260120 Forwards IE info Notice 60-09. “Possible Occupational Nealth 
Haiard Associated W/Closed Cool ing Sys (or Operating Power 
Plants " No written response required 

SEYFRIT.KV Region 4. Dallas. Office of the Director 00/03/07 

ip 


8003260984 Forwards fE Dulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 8ys (CVC6> Holdup Tanks " 

Action it written response requ-iied 

SEYFRIT.KV Region 4, Dallas. Office of the Director 80/03/10 
IP 


8003260348 Forwards IE QuHetin 80-06. "Engineered Safety Feature 
(E6F> Reset Controls No written mpanie required 
8EYFRIT.1t V Region 4. Dallas. Office of the Director 80/03/13 
IP 


8003250135 Forwards IE Info Notice 80-11. ''Generic Problems W/A6CO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response i equired 

SEYFRIT.KV Region 4. Dallas, Office of the Director 80/03/14 

tp 


8003260318 Forwards IE Circular 80-04. "Securing of Threaded totting 
Devices on Safety-Related Equipment " No written response 
required 

SEVFRIT.K V Region 4. Dallas. Office of the Director 80/03/14 
IP 
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800336064*1 Informs fchat C-E 791026 amand to rept on IE Bulletin 70-121 
''Atypical Held Matl in Reactor Pressure Vessel t^eldsr'" 
should be considered part of util bulletin response 
PETRrCK. N A Standard I led Wuclear Unit Pouier Plant Evstem 
aO/03/20 Ip 


S Reportable occurrences. LERs i related correspondence 


8003250309 Act receipt of 791206 transmittal of final deficiency ropt 
re undetectable failure In engineered safety features 
actuation sys 

CARLSDNrR T Region 1, Ph > 1 ad o 1 p h i a* Reactor Construe t ion 6 
Engineering Support Branch 80/01/31 Ip 

— 0003250393 Deficiency rept on 791107. util informed NRC of undetectable 
failure in engineered safety features actuation tys 
Corrective action to detect failure by testing seiiupnce will 
b« incorporated into plant procedures ties t ing bouse Itr encl 
PETIffCK.N A Btandardned Nuclear Unit Power Plant System 
79/12/06 2pp 


B0Q319010O Forwards final deficiency rept re defective fire dampers 
PETRJCK.N A Staitdardi letf Nuclear Unit Power Plant System 
00/02/15 is> 


— 8003190109 Final de.iciency repfc re defective vertical fire dampers 
All fire damper units will be modified 6 operationally 
cycled prioi to or during in i tal lation 

♦ flethfcel Power Corp tsubs o# Bechtel Corp ) 80/02/13 Spp 


6003360638 Informs that SNUPPS utils are Investigating hardware changes 
to preclude need for tests to correct deficiency in 
engineered safety featuies actuation sys Tests will be made 
part of plant procedures if changes are not feasible 
PETRICKjN a Standardiied Nuclear Unit Power Plant System 
BO/03/20 ip 


DOCRET STN-50-493 C ALLOW AV PLANT. UNIT 1 


A App 1 i cet i on/consiruct ion stage documents 6 correspondence 


8003190773 Summary of S0030S meeting u/utlls in Bethesda. MD- re OA 
program for design, t const 

LiCITHAfE A Light Water Reactors Oratich 3 80/02/13 5pp 


0003110623 Forwards 000208 announcement re current projections of 
customer d emands. 1 ndicating that facility will provide 
adequate generating capacity through 1987 
BRYAM. J K Union Electric Co 80/02/28 3pp 


6003310169 Notification af 800401 meeting M/utll in DethesdaiMO to 
discuss plans tor review of OL applications 

LlCiTRArE A Light Water Reactc»rs Branch 3 80/03/18 4pp 


F SecurlLyi medicali emergency it fire protection plans 


8C&32105C0 Forwards State of MU 800306 Itr to util re evacuation times 
fop Individuals living near f ac i I i ties* i n response to NRC 
791226 request Time estimates include peat population 
estimates For eithet day oi night 
SCHNELL. D F t^nlen Electric Co 00/03/12 llpp 


il General correspondence 


0003240025 ForiLrards NRC 800204 I tr to Heartie U/o encl 

FROELlCH.R W Environmental Projects Branch I 80/02/11 2p p 


H Antitrust correspondence 


0OO314C216 Ack receipt of 000121 info for antitrust review of OL 
application Forwards notice for publication in FR &. listed 
newspapers i trade journals 

PARR.O D Light Water Reactors Branch 3 60/02/26 8pp 


— 8003140219 Notice of receipt of util 600121 info for antitrust 
review of Ol -‘oplication 

PARRiQ D Llgiit Water Reactors Branch 3 80/02/26 2pp 


3003240012 Notifies that util by 800121 1 br filed info for antitrust 
revieu of OL application Portion of application ntains 
antitrust Info for review pursuant to NRC Reg Qu « 9 3 
Forwards FR notice 

PARRrO 0 Light Water Reactors Branch 3 60/02/26 Ip 


0 Inspection leports. IE Hulletiits Ir correspondence 


6003130033 Responds to It Hulletin 79-02. Revis i on 1 Initial 790705 
response resolves NRC concerns le use of cnr.crete expansion 
anchor baUs for pipe support base plates Util does not use 
expansion anchors in conciete or structural steel members 
PETRICK.N A Standaidlied Nuclear Unit Power Plant Bystem 
60/01/03 Ip 


8003120192 Forwards It Circular 60-02. "Nuclear Power Plant Staff Work 
Hours ' No written response lequired 

HEPPLFR. J 0 Region 3. Chicago. Office of the Director 60/02/01 
IP 


6003140024 Responds to IF Bulletin /9-20 Investigation re planned 
use of NAI1CD fcAlBO switches for SNUPPS facilities not 
complete Inves t igation results it conective actions ui 1 be 
submitted in 3-4 wks 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
60/02/01 Ip 


8003140254 Forwards IC Bulletin aO-OG, "toss of Charcoal from Si. Type 
1 1< Two'^Inch. Tray Adsorber Cells " Action required 
KEPPLER.J 0 Region 3. Chicago. Ofnee of the Director 00/02/06 
IP 


e003il0l47 Forwards IE Bulletin 80-04. "Analysis of PWR Mam Steam Line 
Break W/Continued Feedwater Addition “ Written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/02/08 
ip 


6003190367 Forwards It Info Notice 80-05. "Chloride Contamination of 
Safety*'Re laied Piping 4* Components " NO written response 
required 

KEPPLFR. J G Region 3 Cmcago. Office of the Director 60/02/06 
IP 


6003040012 Ack leceipt or util 630129 Iti re steps taken to correct 
items of noncomp i lanc e noted in JE Insp Rept 50-463/79-lS 
FIORELLI. G Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 60/02/12 Ip 


—6003040013 Responds to NRC 600104 Hr le violations noted in IE Insp 
Rept 50-483/79-12 Coirective action addl installation 
recommendations have been obtain'd ft om cable tray 
manufac turer 

BRVAN.K Union Electiic Co 60/0l/?9 y^3pp 


6003110193 Forwaids collected IE Bulletin 60-04. "Analysis of PWR Mam 
Steam Line Break W/Contmued feedwater Addition '* No written 
response required 

KEPPLER/J 0 Region 3. Chicago. Office of t* e Director 60/02/14 
Ip 


8003120426 Forwards IE Info Notice 00-0/. ''Pump Shaft Fatigue 
Cracking " No lesponse required 

KEPPLER.J C. Region 3. Chicago. Office or the Director 80/02/99 
Ip 


6003260515 Forwards IF Info Notice 60-10. "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response I'oquiiad 

KEPPLER.J G Region 3, Chicago. Ofrice of the Director BO/03/tO 
JP 


8003^60554 Fotwards IE Bulletin 60-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control 8ys (CVCS) Holdup Tanks " 

Action L written response required 

KEPPLER.J G Region 3. Chicago, Office of the Director 00/03/10 
>P 


800326 ''^3 Forwards If- Bulletin 60 06. "Engineered Safety Feature 
(ESF) Reset Controls “ No written response required 
KEPPLER.J C Region 3, Chicago, Office of the Director 80/03/ld 

H 


0003230122 Forwards IF Info Notice 00-1 J, ’'Generic Problems W/ASCQ 
Valves in Nucleai Applications Including Ftre Protection 
6ys “ No action oi written response required 

KEPPLER.J G Region 3. Chicago, Office of the Director 80/03/14 
*P 


8003260272 Forwards IE Circular 00^04, "Securing of Threaded Lucking 
Devices oil Saf ety-Re ] ated Equipment " No written response 
required 

KEPPLER. J Q Region 3, Chicago, Office of the Director 00/03/14 

Ip 
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a003260i4^^ Inform^ that C-Ei 79’t02^> an\eitd tia r«pt on IE Dulletirt 7S-I2i 
"AtVPic^I Weld Matl in Reactor Pressure Vessel Wfcldsi " 
should be contidered pai b of util bulletin response 
PETRKKfM A Standard 4 2 ed Nuclear Unit Poujer Plant Sticten 
aO/03/20 Ip 


S Reportable occurt encesi LERs h related correspondence 


0003250389 Ac k receipt ot 791206 transmittal of final deficiency rep t 
re undetectable failure m engineered safety features 
actuation sys 

CARLSCNf N T Region 1. Pb 1 1 adel ph lai Reactor Construction t/ 
Engineering Support Hrantih SO/OI/Sl Ip 


— B003230393 DefUtpney rept on 791107. util informed NRC of undatec table 
failure in engineered safety features actuation cy$ 

Corrective action bo detect failure by testing sequence mill 
be incorporated into plant procedures Westingbouse 1 tr end 
PETRlCKiN A Standard 1 i«d Nuclear Unit Power Plant System 
79/12/06 2pp 


0003190100 Forwards final deficiency rept re defective fire dampers 
PETRICKiN A Standard 1 1 ed Nuclear UfM t Power Plant System 
80/02/15 Ip 


— 8003190109 Final deficiency i ept re derective vertical fire dampers 
All fire damper units will be nio-dificd 6 operationally 
cycled prior to oi during ins tai lattor> 

* Bechtel Power Corp (subs of Rechtol Corp > dO/02/tS 5pp 


8003260638 Informs that SNUPPS uiils are inves t Igo t Inq hardware changes 
to preclude need for tests to correct deficiency tn 
engineered safety features actuation sys Tests will be made 
part of plant proccduics if changes ate not feasible 
PETRICKiN A Standaidiied Nuclear Unit Pouei Plant System 
80/03/20 ip 


DOCKET 8TN-50-4a5 STERl ING POWER PHOuECT NUCLEAR, UNIT I 


A App 1 icaiion/coiif true 1 1 ui) stage documeTits 6 correspondence 


9003190772 Summary of 900200 meeting ij/util% in DethesdaiMD re OA 
program for design t const 

LlCITRAiE A Light Water Reaclovs llranch 3 60/02/13 5pp 


0 Adjudicatory cor i espandcnce 


8003060223 Forwards NV State Board on Electiic Generation Siting t 
Environ 600211 oplnior f nrdet vacating previously granted 
certificate Denies application tr closes pioceeding 
VOIOT. H H LeDoeuf. iamb. Leiby I MacRae BO/02/14 31pp 


8003070316 Notifies that C Kepford will represent interveno-rs in 
facility proceedings No uiitnesios ptesented in Radon~222 
proceedings On 600220 iisiervenoi s will advise ASLAG on 
intentions to lequest subpoena for TWA pilot 8vc list one! 
KEPFORO.C Affiliation Unknown 60/02/15 3pp 


9003070312 Advises of 900319 telcon u/licenseet L interveners Agraement 
reached on direct testimony c ross~c x aminati an re radon 
release Issue Bubmits order of presentation for AELAB 
approval 

BORDEN I CK. B rt Hearing Branch 4 90/02/20 ap p 


8003060462 Notifies that NRC witness Rll Wilde has revised 8001 IB 
testimony as result of BNWL draft vept re recent 
measurements of radon ie leases from underground mining 
Revised testimony enc t 

DORDENlCKiD M Hearing Branch 4 00/02/22 2pp 


— B003060476 Ravisod testimony re alleged deficiencies Involving 
reclamation of worked-out U mltiei ?V long-term radon release 
from worked-out U mines 

WILDE.R M Division of Fuel Cycle et Material Safety 80/02/22 
i7pp 


8003180243 Order directing applicants to file findings of fact 1* 
conclusions of law by 000428^ Intervenors by 600526 & NRC by 
B006l2>per partie's agreement re radon i s sue. Responses may 
be filed on 80062? Parties may address ALAB-562 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 60/03/07 

2pp 


0003170045 Forwards NUREO/CR-0627, PNL-SSaa revision re RN-222 emissions 
from underground U mine* NUREO/Cft-O62a, PNL-2a99 revision 
re prediction of net radon emission from model open pit U 
mine W/o encl 

BORDENlCKiB M Hearing Branch 4 80/03/10 Ip 


8003250357 Farwards papers appearing in Health Physics re contaminated 
pasture 6 erosional behavior of Cs-t3/iper CR Kepford 
request at evldantiary hearings re radon release issue 
BORDEN I C K. B K Hearing Branch 4 80/03/10 Ip 


O Inspection reports. IE Bulletins i correspondence 


8003060760 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups state atty 
yeneral ofes, copies of escalated enforcement correspond eti c B 
sent by NRC to licensees 

GRIER,D H Region 1. Philadelphia# Office of the Director 
79/11/29 Ip 


B003130033 Responds to IE Qulletin 79-02, RevU ion 1 Initial 790705 
response resolves NRG concerns re use of concrete eipansio-n 
anchor bolts for pipe support bast plates Util does not use 
expansion anchors in concrete or structural steel members 
PETftlCK.M A Standardiied Nuclear Unit Power Plant System 
00/01/03 ip 


8003140024 Responds to IF Bulletin 79-29 Investigation re planned 
us# of NAMCO EAieO switches for SN0PP8 facilities not 
coitipbete Investigation results t corrective actions will be 
submitted in 3-4 uks 

PETRICK#N A Standardiied Nuclear Unit Power Plant System 
80/02/01 Ip 


3003120562! Forwards IE Info Notice 80-0/, "Pump Shaft Fatigue 
Cracking No response required 

0RIER,B H Region 1, Philadelphia* Office of the Director 
80/02/29 Ip 


8003190267 Forwards IE Info Notice 00-OQ "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equested 

ORtERfB H Region k, Ph i ladelph la. Office of the Director 
60/03/07 Ip 


0003260367 Forwards IF Info Notice ao-lfr. "Partial Loss of Non-NueJear 
Inetrumerit Bys Pouei Supply During Operation " No specific 
action or response required 

GRIER, D H Region t, Philadelphia. Oft-ice of the Director 
90/03/07 ip 


0003260461 Forwards lb Guile tin 60-'09, "Vacuum Condition Resulting in 
Damage tu Chemical Vol Control Sys ICVCSl Koldup Tanks 
Action t> written response required 

DRIER, 0 H Region 1, Phi ladelph la. Office of the Director 
60/03/10 ip 


8003260172 Forwards It Bui let ir 80-06. "Eng ineel ed Safety Feature 
lESFJ Reset Controls " No written responte required 
GRIER. 9 H Region 1, Philadelphia. Office of the Director 
95/03/13 Ip 


Q0032S0367 Forwards IE Info Notice 80-11. "Generic Problems N/ASCO 
Valves in Nuclear Application* Including Fire Prokeetion 
Sg* ■' Mo action or written response required 
GRIER. D H Region 1> phi ladelph la# Office of the Director 
80/03/14 Ip 


□003260076 Forward* IF Circular 90^04. "Securing of Threaded Locking 
Devices on Safety -Related Equipnent " No written response 
requ 1 red 

GRIER# D H Region 1. Philadelphia. Office of the Director 
80/03/14 ip 


8003260644 Informs that C-E 791026 amend to rept oa IE Bulletin 70-12, 
"Atypical tleld Matl In Reactor Pressure Vessel tlelds, " 
should b* considered pel t o-f util bulletin response 
PETRICKpH a Btandardued Nuclear Unit Power Plant System 
80/03/20 ip 


S Reportable occurrences, LERs i related correspondence 


8003250309 Ack receipt of 791206 transmittal of final deficiency rift 
re undetectable failure In engineered safety features 
actuation sys 

CARLSON.R T Region 1# Philadelphia. Reactor tonstructlon U 
Engineering Support Branch 00/01/31 Ip 


— 0003250393 Defictency rept on 791107# util informed NRC of undetectable 
failure in engineered safety features actuation lys 
Corrective action to detect failure by besting sequence will 
be incorporated into plant procedures Westinghouse Itr end 
PETRtCK. N A Standardired Nuclear Unit Power Plant System 
79/12/06 2pp 
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— 800325039^7 Di«cu»«es undcle-ctable failure in eti 0 tn«<red i4f«tu fedtur** 
actuation sijf Failure permitt-ive tlrruit In both 

rxlundant protection trains could re&uli in failure of s^i 
to aufcomatica liy iiiitiate^ protective function OotalLf end 
^NIDERSOMj T rt wntinahouio Electric Corp 79/tt/07 I3pp 


90032AOi3B Inform* that SNUPPb ut i 1 ■ are investigating hardware Changes 
to preclude need for test'* to correct deficiencg in 
engineered safeti/ Featui c* actuation sijc Tests uill be mad* 
part of plant procedures if changes are not Feasible 
PETflICKfN A Standardlied Muclear Unit Potjer Plant System 
80/03/20 Ip 


r Hearing transcripts on non-ar»l » trust matters 


80030^0261 Transcript of 300P2A evidentiary hearing In Harrisburgi PA 
re radon release i«soe Pp 1-225 

ROSEWTHAU* A S Atomic Safety and Licensing Appeal Panel eo/02/26 
225PP 


8003040272 Transcript of G00227 evideniiary hearing in Harrisburg/ PA 
re radon release issue Pp 226-437 

ROSENTHAL/ A S Atomic Safety and Licensing Appeal Panel BO/02/27 
211PP 


8003040037 Transciipt of QC02PG evidentiary hearing in Harr i sburg/ PA re 
radon release issue Pp 433-329 

RGSENTHALi A S Atomic Safety and Licensing Appeal Panel 80/02/26 
-^IPP 


DDCKET STN~50-486 CALLOWAY PLANT. UNIT 2 


A Appi icat i oTi/constr uc tion stage docurients U correspondence 


8003190772 Summary of 800203 mieotlng u/utils in Oethesda.MO re QA 
program for design % const 

LICITRA.E A Light Watei Reactois Dranch 3 GO/02/13 5pp 

8003110623 Forwards 800208 announc etnent ro current projections of 
customer d amend s. ind icatirg that facilltg uill provide 
adetiuate geneiating capacity through 1987 
BRVAN J « Union Electi le Co 80/02/22 3p p 


8003310169 Not) f ic&tion of 800'40l meeting H/utll in aethesda..ND to 
discuss plans for revicu of 01 «tp pL icat t ons 

LJClTRAiE A Light Water Reactors Branch 3 00/03/16 4pp 


F Security, medical, emeigency ?. fire protection plan* 


80O3210S00 Foru/ards State oF HO 800306 Itr to util re evacuation times 
for individuals living near f ac i 1 1 t iot, i n response to NRC 
791226 request Time estimates include peal* population 
estimates for either day or night 

SChNELL/D F Un i on f I ec tr i c Co 80/03/12 | ipp 


O Adjudicatory correspondence 


80033100S1 FoTward* NRC 8DO310 interim derision under I0CFR2 206. 
deferring decision on PSC of HO request for suspension uf 
CP NRC will resume considerati on of request after PSC 
hearing deterninatidn 

DENTON, H R Office of Nuclear Reactor Regulation 80/03/10 3pp 


8003310006 Forwards NfIC SDOJtO interim decision Sunder I0CFR2 206)* 
■deferring decision on P8C on MO request for suspension of 
CP NRC will resume consideration of request after PSC 
hearing determination 

CENTONiHR Office of Nuclear Reactor Regulation 60/03/12 2pp 


— 6003310000 interim d ec 1 s i o-n under lOCFRS 206, deferring decision on 
P&C of MO request for suspension of <Pi pending outcioine of 
state proceedings on uiil generation eKpanslon program 
DENTON. H R Office of Nuclear Reactor Regulation 80/03/10 0pp 


8003310010 Notice of ls^uance £/ availability of NRC 800310 interim 
decision under 10CFR2 ^06* d ef err > ng decision on PSC of MO 
request foi suspension of CP, pending outcome of state 
program on util eipaniiori progran 

DENTON H R Office of Nuclear Reactor Regulation BO/03/iO Ip 


8003310240 Order gra-nting extension until 800407 for Commission to 
elect whether to review interim decision taken on 800310 
request for enrorcement action 

CHILKiS Office of the Sectetary of the Commission 60/03/25 

Ip 


H General correspondence 


6003240025 Forwards NRC 800204 Itr to Hearne W/o end 

FROELICH.R U Environ.nenial Projects Blanch 1 80/02/11 2pp 


M Antitrust correspondence 


8003140216 Ack receipt of Q001?l ini-o for antitrust review of OL 
application Forwards notice for publication in FR listed 
newspapers & trade jouirtals 

PARR, 6 D Light Water Reactors Branch 3 80/02/26 2pp 


— B003140219 Notice of receipt oi util Q00121 info for antitrust 
review of OL application 

PARR,0 D Light Water Peak tors Branch 3 80/02/26 2pp 


6003240012 Notifies that util by 600121 Itr filed info for antitrust 
revieu of OL application Portion of application contains 
antitrust info for review pursuant to NRC Reg Ouidr 9 3 
Forwards FR notice 

PARRtO D Light Water Reactors Branch 3 60/02/26 Ip 


0 Inspection rapoi ts, IF Bulletins i con espondence 


6003130033 Responds to IT Bulletin 79-07, Revi S i on I Initial 790705 
response resolves NRC concerns re use of concrete expansion 
anchor bolts for pipe support base plates Util does not us# 
expansion anchors in concrete or structural steel members 
PETRICK.M A Standard I led Nuclear Unit Power Plant System 
00/01/03 Ip 


8003120192 Forwards 1C Circular 80-02. "Nuclear Power Plant Staff Work 
Hours ' No wi Itten i esponse leqoired 

KEPPLER. U 0 Region 3. Chicago. Office of the Director 80/02/01 

Ip 


8003140024 Responds to IF HoUetin 79-26 Investigation re planned 
use of NAMCO FAIGO switches ro~ SNU^PS facilities not 
complete Investigation result* collective actions will be 
submitted in 3-4 uks 

PETRrCK.N A Standardwed Nuclear Unit Power Plant System 

80/02/01 ip 


G00314CS94 Forwards It Bulletin 80-03, "loss of Charcoal from 8td Type 
M, Tuo^'Inch, Tray Adsorber Cells " Action required 
KEPPLER/J O Region 3. Chicago Ofrice of the Diiector 80/02/06 
Ip 


0003110147 Forwards IL Bulletin 80-04. 'Anali/sls of PWR Mein 0team Line 
Break W/Contlnued Feedwater AddiMon ' Written response 
required 

KEPPLER. J Q Region 3. Chicago, Office of the Director 80/02/08 
Ip 


8003190367 Forwards IF Infj Notice 00-05* "Chloride Contamination of 
Saf ety^Relatod Piping ^ Components " No written response 
required 

KEPPLE6. U 0 Region 3. Chicago, Office of the Director 80/02/08 

Ip 


8003040012 Ack receipt of util 800129 Itr re steps taken to correct 
items or none omp I i ance noted in IE Insp Rept 50-483/79-12 
FI0RFLUl*O Region 3, Chicago* Reactor Construction t* Engineering 
Support Branch 80/02/12 Ip 


8003110193 Forwards corrected IE Bulletin 80-04* "Analysis of PUR Main 
Steam Line Break W/Coritinuod feedwater Addition " No written 
response required 

KEPPLERiJ C Region 3. Chicago. Office of the Director 80/02/14 
IP 


BOO312O420 Formal ds IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

K£PPLER*J C Region 3. Chicago. Office of the Director 80/02/29 
Ip 


Q003260515 Forwards JE Info Notice flO-lO* "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

KEPPLEft.U 0 Region 3* Chicago, Office of the Director 80/03/10 
IP 

0003260554 Forwards IE Bulletin 80-05* "Vacuum Condition Resulting tn 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action L written response required 

HEPPLEft.J 0 Region 3, Chicago. Office of the Director 80/03/10 
IP 
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Q0033&03S3 Foruardf IE Qulletin 60-‘0&t ^'Enginevrttd Sflfstv Fistur* 
(ESF> Itetet Control* " No WTltton r**ponfe rotiulre-d 
KEPPLERiJ 0 Region 3. Chicago# Office of the Director 60/03/13 
ip 


Q0032501S2 Forward* IE ln#o Notice QO-U* "Generic Problem* W/ASCO 
Valves in Nuclear Application* Including Fire Protection 
Sy» " No action or written retponie re<iuired 

KEPPLERjJ G Region 3, Chi-cagoi Office of the Director 80/03/14 

Ip 


0003260272 Forward* 1C Circular 80-04# * Securing of Threaded Uocicing 
Device* on Saf etg-Rel«t«d Equipment *' No written re^ponie 
requ Ired 

l^EPPLERiJ G Region 3i Chicago, Office of the Director 00/03/14 
ip 


0003260644 Inform* that C^'E 791026 amend to rept on IE Bulletin 78-12, 
'•Atypical Weld Hatl in floactor Pressure Vestel Uelds, •' 
should he considered part of util bulletin response 
PETRICKrN A Standardiied Nuclear Unit Power Plant System 
80/03/20 Ip 


S Reportable occurrences, LERs 4 related correspondence 


8003290389 Ack receipt of 791206 transmittal of final deficiency rept 
re undetectable failure in engineered safety features 
actuation sys 

CARLSQn, n T Region I, Philadelphia, Reactpr Construction t. 
Engineering Support Dranch BO/Ol/31 tp 


-“B003250393 Deficiency rept on 791107, util informed NRC of undetectable 
failure in engineered safety features ectuetion lyi 
Corrective action to detect failure by testing sequence will 
be incorporated into plant procedures Westinghouse Itr end 
PETRICKjN H Standardiied Nuclear Unit Power Plant System 
79/12/06 2pp 


8003190100 Forward* final deficiency repi re defective fire dampers 
PETRiCKrN A Standardiied Nuclear Unit Power Plant System 
80/02/19 Ip 


—600319010? Final deficiency rept re defective vertical fire damper* 
All fire damper units will be modified tt operat io'nal ly 
cycled prior to oi during ins tal lation 

« Dechtel Power Corp isubs of Bechtel Corp > 80/02/12 5pp 


8003260630 Informs that 6NUPP5 utils are investigeting hardware changes 
to preclude need for tests to correct deficiency In 
engineered safety features actuation sys Tests wilt be made 
part of plant procedures if changes arc not feasible 
PETRiCKrN A Standardiied Nuclear Unit Power Plant System 
80/03/20 ip 


DOCKET STN-50-4ea PERKINS NUCLEAR STATION, UNIT I 


A App 1 icati on/construc tion stage documents correspondence 


0003100001 Requests opportunity to discuss priority of NR€ CP 
activities in post-TNI period Utils arc concerned about 
availability of NRC resource* in coming yr to deal 
w/relatad hearings NRC resources can be optimised 
OPREA, 0 U Houston Lighting & Power Co 80/02/20 2pp 


G Adjudicatory correspondence 


8003040324 Partial initial decision ratifying 700714 «< 1027 partial 
initial decisions, LBP-7B-29 S. LPP’-70-34, re Rn-222 li other 
related Issues Concludes no site obviously superior to site 
proposed on Yadkin River 

JORDAN, W H r DE 5YLVA, D P , aOWEfiS, E 8 Atomic 8af»ty and Licensing 
Board Panel 00/02/22 46pp 


Q Inspection reports, IE Bulletins U eorreepondence 


8003170013 Forwards IE Info Notice e0“03f “Main Turbine 
Electrohydraul ic Control Sys No specific action or 
response required, 

O'RElLLV, J P Region 2, Atlanta, Office of the Director 00/01/31 

2pp 


0003190007 Forwards IE Circular 79-29, Suppl A, >'8hocj( Arrestor Stmt 
Assembly Interference " No written response required. 

O'REILLY, J P Region 2, Atlanta* Office of the Director. 00/01/31 
if> 


6003210199 Responds to IE Bulletin 79-2B No NANCD EAlGO limit switches 
frooi affected production period are used or planned for use 
DAt1^,L C Duke Power Co 00/02/09 Ip 


8003180130 Forwards IE Bulletin 80'^03, '‘Loss of Charcoal From Bt-d Type 
11 , Two- 1 nch. Tray Adsorber Ceils *• Action required 

O'REILLY, JP Hagion 2. Atlanta, Office of the Director 00/02/06 

2pp 


8003100049 Forwards IE Bulletin 90-04, '’Analysis of PMR Main Staam Line 
Break U/Continued Feedwater Addition *' Na written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/02/00 

2pp 


0003190398 Forward* l£ Info Notice 00-05, "Chloride Contamination of 
Safety-Related Piping L Components " Mo written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/02/08 
ip 


0OO316O3L8 Forwards IE Info Notice a0~O7, “Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region ?, Atlanta, Office of the Director 60/02/29 

app 


0003140409 Forwards IE Info Notice 00-10, "Partial Lot* of Non-Nuclear 
Instrument Sys Pawei Supply During Operation '* Mo specific 
action or response required 

O'RElLLVfJP Region 2, Atlanta Office of the Director 00/03/07 

2pp. 


6003180300 Forwards IE Info Notice 90-00 "States Co Gliding Link 
Electrical Terminal Block " No specific action or response 
reques ted 

O'REILLY. j P Region 2. Atlanta, Office of the Director 00/03/07 

2pp 


8003270037 Forwards IE Bulletin 00-05, '‘Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCB) Holdup Tanks " 

Action -L turltten response required 

O'REILLY. JP Region S, Atlanta, Office of the Director 00/03/10 

ip 


6003260211 Forward* IF Bulletin 00-06, “Engineered Safety Feature 
(ESF) Reset Controls " No written, response required 

0'REILLY,J P Region 2, Atlanta, Office of the Director 80/03/13 

2pp 


6003250553 Forwards IE Info Notice 80-11, "Oenerlc Problems N/ASCO 
Valves In Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'RElLLVpj P Region 2. Atlanta, Office of the Director 00/03/14 

Ip 


6003260157 Forwards IE Circular 80-04, ’‘Securing of Threaded Locking 
Devices on Safety-Related Equipment ** No written response 
required 

O'REILLY, JP Region 2. Atlanta* Office of the Director BO/03/14 

2pp 


DOCKET 8TN'50-4&? PERKINS NUCLEAR STATION, UNIT 2 


A Applicat lon/coostvoct ion stage documents & correspondence 


60Q3100001 Requests opportunity to discus* priority of NRC CP 
activities in post-TMl period Util* are concerned about 
avallablltty uf NRC resource* in coming yr to deal 
w/related hearings NRC resources can be optimized 
QFREA.O U Houston Lighting bt Power Co 00/02/28 2pp 


0 Adjudicatory corrcspondecic e 


8003040324 Partial initial decision ratifying 700714 1027 partial 

Initial decisions, LBP'7e-25 h LDP-7B-34. r« Rn-22S U other 
related issues Concludes no site obviously superior to site 
proposed on Yadkin River 

JORDAN, M H , DE SYLVA. D P . QQUERS, G S Atomic 0afety and 1.1 can sing 
Board Panel 00/02/22 46pp 


0 Inspection reports^ IE Bulletins ^ correspondence 


6003170013 Forwards IE Info Notice 00-03, "Main Turbine 
Electrohydrau 1 i c Control Sys." No specific action or 
retponsa required 

Q'REILLY, JP Region 2, Atlanta. Office of the Director. 00/01/31 

2pp 
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8003190097 Forusards IE Circular 79-25* Supp I A. '*S^ocl( Arrestor Strut 
A8S«<nbty Interference “ No u>ritten response reqtJired 
Q'REILLV, J P Region 2, Atlanta, Office of the Otrector 90/01/31 
t ? 


G0O321O159 Responds to IE Bulletin 79-2B No MAMCQ EAlSO limit switchei 
from affected production period aro used or planned for use 
DAILiL C DuKe Pouter Co 90/02/05 Ip 


0003160130 Forwards IE Dulletin aO-03» 'Lass of Charcoal From Std Tgp» 
11- Tuio^lnc h , Trag Adtorber Cells " Action required 

0 'REILLY- J P Region 2, Atlanta, Office of the Director B0/O2/OA 
Spp 


9003100049 Forwards IC Bulletin 60-04, "Analgsis qf PWfl Main Steam Line 
Breat U/Continued Feedtuater Addition " No uritten response 
requ ired 

O'REILLY* J P Region 2. Atlanta Office of th* Director 80/02/09 

2pp 


0003190390 Forwards IF Into Notice 80-05* "Chloride Contamination of 
Sa f etg-Re I ated Piping I* Components *' No uritten response 
required 

0'REILLV*J P Region 2* Atlanta* Office of the Director B0/O2/0B 

Ip 


6003190318 Forwards lE Info Notice 80-0?, "Pump Shaft Fatigue 
Cracking " No lesponse required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 80/02/29 

2pp 


0003190300 Forwards lE Info Notice 90-08 "States Co Sliding Lint 
Electrical Terminal Block ' No specific action at response 
requested 

O'REILLY, J P Region 2* Atlanta* Office of the Director 00/03/07 

2pp 


8003270037 Forward* lE Bulletin 60-05* "Vacuum Condition Resulting in 
Damage to Chemical Voi Control Sgs (CVCS) Holdup Tanks 
Action 4c uritten response required 

D'nElLLY*J P Region 2* Atlanta, Office of the Director 60/03/10 
IP 


8003260211 Forwards IE Bulletin 80-06, "Engineered Bafeti^ Feature 
lEBF) Reset Controls " No written response required 
O'REILLY* J P Region 2, Atlanta* Office of the Director 60/03/13 

2pp 


0003250553 Forward* IE Info Notice BO-U* "Generic Problems U/ASCO 
Valves ih Nuclear Applications Including Ftre Protection 
Sqs " No action or written response required 

O'REILLY, jp Region 2, Atlanta* Office of the Director 00/03/14 

Ip 


6003260157 Forward* IE Circular 60-04, "Securing of Threaded Locking 
Devices on Eaf etg~ftelated Equipment " No written response 
requ i red 

□ 'REILLY, J p Region 2, Atlanta. Office of the Director 60/03/14 

2pp 


DOCKET STN-50-490 PEEKING NUCLEAR STATION. UNIT 3 


A App 1 1 c at i on/cont t rue t ion stage documents L correspondeTice 


6003100001 Request* opportunttg to discus* prioritg of NRC CP 
activities in post-TJII period Utils are concerned about 
aval lahl 1 1 tg of NRC resources in coming gr to deal 
ui/related hearings NRC resource* can be optimiied. 

□PREA.O U Houston Lighting 4c Pouer Co 80/02/28 2pp. 


8003190087 Forwards lE Circular 79-25, Suppl A* "Shock Arrestor Strut 
Assemblg Interference " No written response required 
O'REILLY. JP Region ?. Atlanta, Office of the Director 60/01/31 
If 


0003210159 Responds to It Bulletin 79-26 No NAMCO EA160 limit switches 
from affected pioduction period are used or planned for use 
DAIL.L C Duke Power Co 80/02/05 ip 


8003160130 Forwards IC Bulletin 80-03* "loss of Charcoal From Std Tvpe 
III Tua-Inch, Trag Adsorber Cells “ Action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 60/02/06 
Spp 


6003180049 forward* IE QulJetin 80-04, "Analgsis of PWR Mam Gteam Lina 
Break U/Continued Feedwater Addition " No written response 
required 

O'REILLY* J P Region S* Atlanta* Office of the Director 60/02/08 

2pp 


0003190398 Forward* Ic Info Notice 80-05* "Chloride Contamination of 
8a fetg-Relat ed Piping 6 Components " No uritten response 
required 

O'REILLY, JP Region ?* Atlanta, Office of the Director 80/02/0B 

ip 


6003160316 Forward* IE Info Notice 00-07* "Pump Shaft Fatigue 
Cracking " No response required 

O'RElLLVi J P Region 2, Atlanta* Office of the Director 60/02/29 

2pp 


9003140409 Forwards IF Info Notice SO-lO, "Partial Loss of Non-Nuclear 
Instrument 6gs Power Supplq During Operation " No specific 
action or response required 

O'REILLY* J P Region 2, Atlanta* Office of the Director SO/OS/O-? 

2pp 


8003160300 Forwards 1C Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY* JP Region ?, Atlanta, Office of the Director 80/03/07 

2pp 


900327003/ Forwards IE Bullctift SO-05, "Vacuum Condition Resulting In 
Damage to Chemical Vol Control By* tCVCSl Holdup Tank* " 

Action 4, written response required 

O'REILLY, J p Region 2* Atlanta. Office of the Director 00/03/10 
ip 


8003260211 Forwards IE Uulletin 00-06, "Engineered Safetg Feature 
fEQF) Reset Control* '• No written response required 
O'REILLY, JP Region 2, Atlanta, Office of the Director 00/03/13 

2pp 


8003250553 Forwards It Info Notice 80-11, "Oenoric Problems H/ASCQ 
Valves in Nucleat Application* Including Fire Protection 
Sgs " No action or written respoiiie required 

O'REILLYr JP Region 2, Atlanta, Office of the Director B0/03/L4 

Ip 


8003260157 Forwards tE Ciicular 00-04* "Securing of Threaded Locking 
Devices on bafe tg-fte 1 ated Equipment " No written response 
rtqull ed 

O'REILLY. J P Region 2* Atlanta, Office of the Director 60/03/14 

2pp 

a 


DOCKET 8TN-50-491 CHEROKEE NUCLEAR STATION, UNIT I 


Q Inspection legorts, IC Bulletins 4, correspondence 


0 Adjudicator^ correspondence 


8003040324 Partial initial decision ratifying 780714 it 1027 partial 
initial dec i Sion*, LISP-78-25 4, LBP-70-3‘1* re Rn-2aa 4< other 
related issues Concludes no site obvlousiy superior to site 
proposed on Yadkin River 

JORDAN, W H . DE 6YLVA, D P , BOWERS. E 8 Atomic Safetg and Licensing 
Board Pafiel 60/02/22 46pp 


Q Inepecfclan reports, IE Bulletins i> correspondence 


6003170013 Forwards IE Info Notice 80-03, "Main Turbine 
El ec trohydrau 1 ic Control Syi » No specific action or 
response required 

O'REILLY^ J p Region S* Atlanta* Office of the Director 80/01/31 

2pP 


8003170013 Forwards IE Info Notice 80-03, "Main Turbine 
El ectrohy draul 1 c Control Sgs " No specific action or 
response required 

O'REILLY.J P Region 2, Atlanta* Office of the Director, 80/01/31 
2pp 


80031900B7 Forwards IE Circular 79-25* Buppl A* "Shock Arrestor Strut 
Assembly Interference " No written response required 
O'REILLY.UP Region 2, Atlanta. Office of th# Director 00/01/31 
ip 


8003210159 Responds to IE Bulletin 79-26 No NAMCD EA160 limit iwitcht* 
from affected productiori period are used or planned for use 
DAIL.L C Duke Power Co 80/02/05 Ip 


8003180130 Forwards IE Bulletin 00-03, "Loss of Charcoal From Std Typ* 
1 1, Two-Incht Trmy Adsorber Cells " Action required 

Q'REILLY..J P Region 2* Atlanta. Office of the Director 60/02/06 
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S0031S0049 Foru^rd^ IE Bulletin 80~04p “Anelgiis of PWR Main Stcafrt Line 
Break l4/Contlnued Feeduiatcr Addition " No written response 
required 

O'HEILLVfJ P Region 2, Atlanta^ Office of the Director 00/02/08 
2pp 


6OO3WO390 Forwards IE Info Notice 60-05# ’'Chloride Cofitam i na t i on of 
Safety-Related Piping Components " No written response 
requ ired 

Q'REILLV,J P Region 2. Atlanta# Office of the Director BO/O2/0B 

ip 


8003350026 Act receipt or 800122 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50'-491/79-20. 
50-492/79-20 ^ 50-493/79-20 

QRYANT#J C Region 2. Atlanta# Reactor Con s tri/c t i on Engineering 

Support Branch 00/03/08 Ip 


'—8003250040 Responds to NRC 791337 Itr re violations noted ifi IE Insp 
Repts 50-491/79-30. 50* 493/79-20. )k 50-493/ 79-20 Corrective 
actions samples taken, nonconforming item report written 
S< computer tickler sys implemented 
DAIU#L C Duke Power Co 80/01/23 Ip 


—8003350040 Forwards IE Insp Repts 50-491/79-20,50-492/79-20 «< 
50-493/79-30 on 791205-07 notice of violation 

MURPHY. C E Region 3. Atlanta. Reactor Construction k Engineering 
Support Branch 79/12/37 2pp 


— B003SS0065 Notice of violation from insp on 791203-07 

« Region 2# Atlanta. Office of the Director 79/12/26 Ip 


—8003230074 IC Insp Repts 50-491/79-20.50-493/79-20 & 50-493/79-20 
on 791205-07 Noncomp I lanco noted failure to obtain samples 
of concrete aggregates within sii-montb period 

CONLON. T C Region ?r Atlanta# Reactor Construction k Engineering 
Support Branch LENAi-lANi J J Region S# Atlanta# Office of the 
Director 79/12/26 Spp 


0003060187 AeV receipt of IE Insp Repts 50-491/80-01# 50-493/80-01 k 
50-493/80-01 No proprietary info 
DAIL#L C Duke Power Co 80/02/11 Ip 


--0003060217 Forwards IE Insp Repts 50-491/80-01 k 50-493/80-01 k 
50-493/00-01 on 800109-11 No none omp I lane e noted 

BRYANT# J C Region 2i Atlanta. Reactor Construction Engineering 
Support Branch 00/02/06 2pp 


—3003060225 IF Insp Repts SO- 491/00-01 V 50-492/80-01 k 50-493/SO-01 on 
000109-11 No noncompliance noted^ Major areas inspected OA 
program imp Lemeniat i on# con ta i nment t related steel 
structures k supports 

RAUSCH. J K Region 2. Atlanta. Office of the Director HUNT# M D 
Region 2. Atlanta# Reactor Construction 8. Engineering Support 
Branch 80/03/06 4pp 


0003200606 Ack receipt of 000122 k 0315 1 trs informing NRC of steps 
taken to correct violations noted in IE insp Repts 
50-491/79-20. 50-492/79-30 k 50-493/79-20 

DAILiL C Region 3# Atlanta# Reactor Construction It Engineering 
Support Branch 00/03/37 Ip 


—0003300610 Responds to NRC 791237 Itr re violations noted in IE Imp 
Repts 50-491/79-20.50-492/79-20 1. 50-493/ /9-20 Corrective 
actions concrete aggregate samples ta ken.# nonconforming 
item rept written k computeriJed Tickler sys implemented 
DAIL.U C Duke Power Co 00/01/15 Ip 


8003180318 Forwards IE Info Notice 80-07. ’’Pgmp Shaft Fatigue 
Cracking " No response required 

□ "REILUY. J P Region 2. Atlanta. Office of the Director 00/02/29 

2pp 


8003140409 Forwards IC Info Notice 00-10# ''Partial Lois of Non-Nuclear 
Instrument Sgs Power Supply During Operation " No specific 
action or response required 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 80/03/07 

2pp 


0003180300 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block *' No specific action or response 
requested 

O'REILLY# J P Region 2# Atlanta# Office of the Director 00/03/07 

3pp 

8003370037 Forwards IL Bulletin 80-05# "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys fCVCS) Holdup Tanks " 

Action It written response required 

O'REILLY# J P Region 2# Atlanta. Office of the Director 00/03/10 

ip 


8003260211 Forwards IE Bulletin 80-06. ^'Engineered Safety Feature 
<ESF) Reset Controls " No written response required 

O'REILLY. JP Region 2. Atlanta Office of the Director 80/03/13 

2pp 


8003350553 Forwards IE Info Notice 00-11 "Generic Problems W/A8CQ 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY# J P Region 2. Atlanta. Office of the Director SO/03/14 
Ip 


8003260137 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on 5a f e t y -Re la t ed Equipment " No written response 
required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/O3/H 
2pp 


DOCKET STN-SO-492 CHEROKEE NUCLEAR STATION# UNIT 2 


Q Inspection reports. lE Dulletlns I# correspondence 


□003170013 Forwards IE Info Notice 60-03# "Main Turbine 
Elec trohgdraul i c Control Sys " No specific action Dr 
response required 

O'REILLY, JP Region 2# Atlanta. Office of the Director 80/01/31 

app 


0003190087 Forwards IE Circular 79-25# Suppl A. "Shock Arrestor Strut 
Assembly Interference ' No wi Itten response required 
D'REILLV.J P Region 2. Atlanta. Office of the Director 00/01/31 
Ip 


8003210159 Responds to IF Bulletin 79-28 No NAMCO EAieo limit switches 
from affected production period are used or planned for use 
DAIL#'L C Duke Power Co 00/02/05 Ip 


8D031Q0130 Forwards IF Oulletin 80-03. "Loss of Charcoal From Std Type 
1 1# Two-Inch# Tray Adsorber Cells " Action required 

Q'REILLV.JP Region 2. Atlanta. Office of the Director 80/02/06 
2pp 


B0031G0049 Forwards IE Bulletin 00-04. "Analysis of PkJR Main Steam Line 
Break N/Continued Feedwater Addition ’ No written response 
required 

O'REILLV.J P Region 2. Atlanta# Office ok the Director 80/02/08 
2pp 


0003190398 Forwards IE Info Notice 00-05. "Chloride Contamination of 
Safety-Related Piping k Components " No written response 
requ i reij 

O'REILLY. J P Region 2# Atlanta# Office of the Director GO/DS/OB 

Ip 


8003250026 Ack receipt Of 800122 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-491/79-20. 
50-492/79-20 k 30-493/79-20 

BRYANT# C Region 2# Atlanta. Reactor Construction & Eng Ineer 1 hg 
Support Branch 80/02/08 Ip 


— 0003250040 Responds to NRC 771227 Itr re violations noted In IE Insp 
Repts 50-491/79-20. 50-492/79-20. L 50-493/79-20 Corrective 
actions samples taken. iionco<nformi.T)g item report written 
|c computer tickler sys implemented 
DAIL#L C Duke Power Co 60/01/22 Ip 


—8003250048 Forwards 1C Insp Repts 50-491/79-20, 50-492/79-20 Ic 
50-493/79-20 on 791205-07 k notice of violation 

MURPHYiC E Region 2. Atlanta# Reactor Construction l< Engineering 
Support Drench 79/12/27 2pp 


—0003250065 Hotlcs of violation from insp on 791205-07 

* Region 2# Atlanta# Office of the Director 79/12/26 ip 


—8003250074 IE Insp Repts 50-491/79-20# 90-472/79-20 k 50-493/79-20 
an 79t205-07 Noncompliance noted failure to obtain samples 
of concrete aggregates uithin six-month period 

CONLON#! E Region 2. Atlanta# Reactor Construction I# Engineering 
Support Branch LENAMAN. J J Region 2# Atlanta. Office of the 
Director 79/12/26 5pp 


6003060187 Ack receipt of IE Insp Repts 50-491/00-01# 50-492/80-01 U 
S0-493/BO-O1 No proprietary info 
DAILi L C Duke Power Co 60/02/11 Ip 


—0003060217 Forwards IE Insp Repts 50-491/90-01 k 30-492/60-01 k 
50-493/80-0! on 600109-11 No none o-mp I ia nc e noted 

□RVANTiJ C Region 2# Atlanta.- Reactor Construction k Engineering 
Support Branch 80/02/06 2pp 
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--a003060?25 le Insp Repts 50-'4‘?l /SO-Ol ii 50M9-2/ao-'01 «» 50^93/80-01 on 
600109-11 Ha non c omp 1 1 anc e r>ot«d Major areas in-Bpectffd QA 
pro^ra'T) imp 1 ementation. conlainntent h related steel 
structures h supports 

RAUSCH. J K Region Z. Atlanta, Office of the D^'^ctor HUNT. H D 
Region 2i Atlanta, Reactor Construction i Engineerinjl Support 
Branch 60/02/06 4pp 


S0032D0606 Act receipt of 600122 h 0215 Itrs informing NRC of steps 
taken to correct violations noted in IB tnsp Repts 
50-491/79-20.50-492/79-20 50-493/79-20 

DAlL.L C Region 2, Atlanta* Reactor Construction & Engineering 
Support Branch 80/02/27 Ip 


—8003200610 Responds to NRC 791227 Itr re violations noted in IE tnsp 
Ripts 50-491/79-20. 50-492/79-20 t 50-493/79-20 Corrective 
actions concrete aggregate samples taken. noncan farmi ng 
item rept written Zt c Offip uteri r ed Tickler sgs implemented 
DAII..L C Duke Rower Co 80/01/15 Ip 


0003180318 Forwards IE Info Notice 30-07. "Pump Shaft Fatigue 
Cracking " Ilo response required 

O'REILLY, u P Region 2. Atlanta. Office of the Director 80/02/29 

2pp 


9003140409 Forwards IE info Notice 80-10. "Partial Loss of Non*'Ni#c loar 
Instrument Sf/f Power Supply During Operation '* No specific 
action or response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/07 
2pp 


B0031G0300 Forwards IE Info Notice 80-09 “States Co Sliding Link 
Electrical Terminal Block ’ No specific action or response 
requested 

□ 'RElLLYf J P Region 2, Atlanta. Office of the Director 00/03/07 

2pp 


G003S70037 Fot wards IE Bulletin 80-05. "yacuum Condition Resulting In 
Damage to Chemical Vol Control Sys <CVCS> Holdup Tanks," 

Action L written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/03/10 

kp 


6003860211 Forwards IE Bulletin 80-06. "Engineered Safety Feature 
(ESFI Reset Controls *' No written i esponse required 
O'REILLY, JP Region 2. Atiantar Office of the Director 80/03/13 

2pp 


0003250553 Forwards IE Info Notice 80-11. "•Oenerlc ProhUais M/A8Ca 
Valves in Nuclear Applications Including Fire Protection 
Sgs “ No action or written response required 

O'REILLY. JP Region 2, Atlanta. Office of the Director 80/03/14 

Ip 


0003260157 Forwards IE Circular 80-04. 'Securing of Threaded Locking 
Devices on Safety-Related Equipment *’ No written response 
riquired 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/14 

2pp 


DOCKET STN-50-493 CHEROKEE NUCLEAR S TAT ION. UNIT 3 
0 Inspection reports, IE Bulletins L correspondence 


0003170013 Forwards IE Info NetiCe 80-03. "Mam Twrbitit 
Electrohydraulic Control Sys ■' No specific action or 
response required 

O'REILL/.U P Region 2. Atlanta. Office of the Director BO/QI/31 

2pp 


0003190087 Forwards IE Circular 79-25. Suppl A. "Shock Arrastor Sti'Vt' 
Assembly Interference “ Nu written response required 
O'REILLY, UP Ragjon 2, Atlanta. Office of the Director 60/01/31 
Ip 


8003210159 Responds bo IE QuHatin 79-28 No NAMCO EA180 limit switches 
from affected production period are us«d or platintd for use 
DAiL, L C Duke Power Co 00/02/CS Ip 


8003100130 Forwards IE Bulletin BO-03, "Loss of Charcoal From Std Type 
11. Twp-lnch* Tray Adsorber Calls " Action raquired 

O'REILLYiJP Region 2. Atlanta* Office of the Director 00/02/06 

2pp 


80031B0049 Forwards IE Bulletin 60-04, ’'Analysis of PHR Main ateam Line 
Break W/Continued Feedwa ter ,Aiid i tion " No written retpons* 
required 

O'REILLY. J P fiagioii S. Atlanta. Office of the Director 80/02/08 

2pp 


80D319039B Forwards IE Info Notice 80-03. "Chloride Contamination of 
Safety-Rela ted Piping it Components “ No written response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 00/02/09 
IP 


8003230026 Ac Ic receipt of 800122 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-491/79-20. 
50-492/79-20 it 50-493/79-20 

BRYANT. J C Region 2. Atlanta. Reactor Construction 8, Engineering 
Support Branch 80/02/06 Ip 


— 8003250040 Responds to NRC 791227 Ur re violations noted In IE Imp 
Repts 50-491/79-20. 50-492/79-20. 50-493/79-20 Corrective 

actions samples taken, nonconforming item report written 
(t computer tickler sys implemented 
DAIL.U C Duke Power Co 60/01/22 ip 


--8003230040 Forwards IE Imp Repts 50-491/79-20.30-492/79-20 i. 
50-493/79-20 on 791205-07 4- notice of violation 

hURPHY, C E Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch 79/12/27 2pp 


--0003290065 Notice of violation from insp on 791205-07 

a Region 2, Atlanta. Office of the Director 79/12/26 Ip 


—8003250074 IE Insp Repts 50-491/79-20,50-492/79-20 it 50-493/79-20 
on 791205-07 Moncomp 1 lance noted failure to obtain samples 
of concrete aggregates within six-month period 

CONLON. T E Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch UENAIIAN, J J Region 2. Atlanta. Office of the 
Director 79/12/26 Spp 


0003060107 Ack receipt of IE Insp Repts 50-491/00-01,90-492/60-01 & 
50-493/00-01 No proprietary info 
DAIUpL C Duke Pguer Co 80/02/11 Ip 


—8003060217 Forwards IE Insp Repts 50-491/00-01 it 90-492/00-01 U 
50-493/80-01 on 000109-11 No noncompliance noted 

BRYANT, J C Region 2, Atlanta. Reactor Construction %> Engineering 
Support Branch 00/02/06 Spp 


—0003060225 IE Insp Repts 50-491/00-01 t 50-492/80-01 it 50-493/00-01 on 
800109-11 No noncompliance noted Majoi areas inspected QA 
program imp lementat i on. containment i related steel 
structures 4. supports 

RAUSCH. J K Region 2, Atlanta Office of the Director HUNT, If D 
Region 2, Atlanta, Reactor Construction 6 Engineering Support 
Branch 60/02/06 4pp 


0003200606 Ack receipt of 600122 it 0215 Urs informing NRC of steps 
taken to correct violations noted in IF Insp Repts 
50-491/79-20. 50-492/ /9-20 % 50-493/79-20 

DAIL, L C Region 2, Atlanta, Reactor Construe tl on Engineering 
Support Branch 00/02/27 Ip 


—0003200610 Responds to NRC 791227 Ur re violations noted in IE Imp 
Repts 50-491/79-20,50-492/79-20 L 50 - 493 / 79-20 Corrective 
actions concrete aggregate samples takeni nonconforming 
Item rept written i computeilied Tickler sys implemented 
DAIL. L C Duke Power Co 80/01/15 Ip 


0003100318 Forwards 16 Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 60/02/29 

2pp 


0003140409 Forwards IE Info Notice 00-10, "Partial Loss of Non-Nuelfir 
Instrument Sys Power Supply During Operation “ No specific 
action or response required 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/07 

2pp 


0003180300 Forwards IF Info Notice 00-00 "States Co Sliding Link 
Electrical Terminal Qlock “ No specific action or response 
requested 

O'REILLY, P Region 2. Atlanta, Office of the Director 80/03/07 

2pp 


6003270037 Forwards IE Bulletin 00-05. "Vacuum Condition Resultirig i" 
Damage to Chemical Vol Centro) Sys (CVCS) Holdup Tanks " 

Action 4c written response required 

Q'REILLY, J P Region 2. Atlanta, Office of the Director 60/03/10 

ip 


8003260211 Forwards IE Bulletin 80*06f "Englnaartd Safety Feature 
(E8F) Reset Controls " No written response required, 

O'REILLY, JP Region 2. Atlanta^ Office of the Director 80/03/13 
Spp 
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&003250553 Foriuards It Info Notice BO-lt, "Generic Problemi U/ASCQ 
Velvet in Kuclear Applicetioni Including Fire Protection 
6^1 " No action or ujritten retponic required 

0''REILLV.J P Repion 2. Atlanta, Office of the Director 60/03/14 
IP 


80032^0157 Foruiards IE Circular 0O-O4i "Securing of Threaded Locking 
Devicet on Sef eti^^^Related Equipeient “ No written retpon-te 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/14 

2pp 


DOCKET STN“50*'495 SWESSAR-Pl 


9 Utility Fre 1 iffiinary Safety Analyili Report, amende 


8003140198 Forwardi Amend 42 to SUESSAR-Pl for NRC review 

KENNEDY, W J Stone i( Nebfter Engineering Corp 60/03/17 2pp 


- -0003 140201 Amend 42 to SWESSAR-Pl 

* Stone S’ Webeter Engineering Corp 80/03/17 9pp 


H General correspondence 


8003240359 Forward* affidavit attesting to distribution of Amend 42 to 
8WEBSAR**P1 

KENNEDY, M J Stone t< Webster Engineering Corp 60/03/25 2pp 


DOCKET SO-496 MQNTAOUE NUCLEAR POWER STATION, UNIT 1 
P Operating license stage documents i corres pondence 


8003110416 Submits comments on "Criteria for Util Mgt tt Technical 
Competence," ie recommendation* of pbst-Tril accident 
investigative groups NRC should define broad criteria li 
organ! lati onal structuie lo allow adequate license latitude 
COUNSIL,N Q Noi theast Utilities 60/03/01 7pp 


Q Inspection reports, IE Qulletlns ^ correspondence 


8003060&70 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups state atty 
general ofcs, copies of escalated enfotcement correspondence 
sent by NRC to licensee* 

DRIER, B H Region 1, Philadelphia, Office of the Director 
79/11/29 Ip 


G Adjudicatory correspondence 


B0030&D6&0 Motion for protective order compellirig Citiiens Concerned 
About Nuclear Power to respond t-o 800125 interrogatories 
Interrogatories were due on 800255 Certificate of Svc sncl 
BIDDLE,C T , NEWMAN, J It Houston Lighting 4, Power Co DIDDLE, C T 
Baker I, Dotts &D/02/25 4pp 


6003070012 Order denying applicants' 800225 motion to compel Citiiens 
Concerned About Nuclear Power to respond to 800125 
interrogatories Responses not required until 80025? per A 8 LB 
770803 order 

BECHHQEFER, C Atomic Safety and Licensing Board Facial 60/02/20 

ip 


6003130002 Order granting eitenston Until 800331 for Citiiens Concerned 
About Nuclear Power to answer applicants' 60-0125 
1 nterroga torles 

D ECHHOEFER I C Atomic Safety and Licensing Board Panel BO/03/05 
ip 


6003100053 Advises that NRC takes no position re Citiiens Concerned 
About Nuclear Power 800302 motion for add 1 time to respond 
to applicants' 800125 interrogatories 
MCOURREN.H J Hearing Branch 1 60/03/06 Ip 


8003260655 tismorandum b order re applicants' 8 « NRC 800129 mot i one to 
compel further answers to interrogatories Requests basis 
for protective order re Contentions 1,2 4 & to provide 

answers re Contentions 5,6,7 Motions re Contention 8 denied 
HECHHOEFERiC Atomic Safety and Licensing Board Panel 80/03/07 
I3pp 


H General correspondence 


8003190946 Expresses gratitude for N lUmel efforts in organiiihg 80’022B 
Informative meeting 

ZELINSKY, W K Power Supply t Analyls Dranch 80/03/05 Ip 


6003190950 Expresses gratitude for R Watt efforts in organiilng B00229 
meeting 

ZELINSKY, N K Power Supply Analyit Branch 80/03/05 Ip 


8003190956 Expresses gratitude for h Human efforts in organising 600226 
meeting 

ZELINSKY, U H Power Supply %< Analyis Dranch 60/03/05 Ip 


M Antitrust correspondence 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


P Operating license stage documents b correspondence 


6003110416 Submits comments on "Criteria for Util Hgt L Technical 
Competence," re recommendations of post-TMI accident 
Investigative groups NRC should define broad criteria !< 
organi rational structure to allow adequate license latitude 
CQUNSIL,W G Northeast Utilities 60/03/01 7pp 


0 Inspection reports, IE Dulletins b correspondence 


8003060670 Notifies that NRC intend* to routinely forward to 
appropriate stats public util regulatory groups 4( slate atty 
general ofcs, copies of escalated enfoicement correspondence 
sent by NRC to licensees 

QRIER.B H Region 1, Philadelphia, Office of the Director. 
79/11/29 ip 


DOCKET 8TN-50-498 SOUTH TEXA 8 PROJECT, UNIT 1 
A App 1 icatl on/eonstructi«n stage documents b correspondence 


8003130546 Requests c lari f icat ion of NRC position on deletion of 
emergency boratlon sys described in 781009 FdAR, Amend S 
TURNER, E A Houston Lighting L Power Co 68/02/20 2pp 


F Security, medical, emargency fire protection plant 


8003030404 Requests further extension for providing guard training & 
qualification plan Extension will allow ample time for NRC 
review of security plan b facilitate efforts to writs 
complete guard training qua 1 if i cation plan 
TURNER, £ A Houston Lighting 4c Powtr Co 88/02/23 Ip 


8003030146- Application for issuance of end subpoenas for testimony 
directed to ON Beams, D Newman, GC Campbell & D Wright b end 
subpoenas for documents directed to ON Beams, B Newman b GC 
Campbell Bupplements 791203 subpoenas W/Cert I f Icate of Sve 
PARMENTEft, FK Justice, Dept of 80/02/85 Z2pp 


8003190622 Confirms 800208 statement made during Gerber deposition JA 
Dr uggeman, D Chalk er , ME Fato.GH King,(4C Price b JW Turk are 
intended to be called by Central I South Nest Cos, as fact 
u/itnesses DD Jordan b TL Austin may be adverse witnesses 
STAHL, D M Is hem, Lincoln b Baale 80/02/11 2pp 


8003090179 Discovery rept for Jen i?80 Participated in Houston Lighting 
b Power deposition of G Harrison No other discovery 
activities initiated or received Certificate of 8 vc end 
MILSON.U R San Antonio. TX NILSONpU R Matthewip NowUn, 
Hacferlane b Barrett 80/02/12 4 pp 


6003030137 Application for issuance of end subpOenat for deposition b 
docufflsriits directed to JN Tvrck of Qouthwas tarn Electric 
Power CorME Fate of P 8 C of OK 4 D Chalter of Central Power b 
Light CQ,rt antitrust practices Certificate of Sve and 
GREEN, D 0. Houston Lighting t, Power Co B8/02/13 27pp 


8083040278 Response in opposition to Houston Lighting b Power request 
for production of do-cuments Urges Issuance of protective 
grder b extension until 60822? to respond to second set of 
1 nterroga tor ies Certificate of Sve end 

STAHL, D M Central Southwest Corp 6 TAKL, D H Ishem, Lincoln b 
Beale 60/02/15 7pp 


8883240540 Advises that no responst received to llRC 600208 Ur re 
deposition scheduling for J Meyer of Houston Lighting b 
Power 

CHANANIA,F 0 Office of the Executive Legal Director 60/02/15, 

Ip 


8803038081 Confirms 888227 conversation re SB Phillips 800227 
deposition 

POIRIER, h ft Splegtl b KcDlarmld 00/02/19 ip 



288 


DOCK TED ITEMS 


60 1 301 10 Confirms 600216 telcon on be-half of Public Utils Board of 

C HI of Brawnsyi I] 9 « TX. retpond ing to B Jab 1 on G00207 Ltr 
RsplU to Houston Lighitinfl ^ Pouer Interroj^a tor ie» by B0021B 
imp OSS i-b 1 e 

POIftlER.M R SpiegnJ V HcOiariiiid 60/02/19 tp 


6003030153 Appiicatiuti for is&uancr of »ncl subpoena directed to R 
Fradie of Transc Q(njn« inc re analysis 8c co-nctusions concerning 
antitrust economic evaluation & electric util practices 
Certificate of Svc encl 

AHEARNiC D Texas Utilities Generating Co AHEARM. C D Debevolsetc 
Liberman 60/02/21 1 Lpp 


60D30£0<102 Fortuards U£ Scott documents per ASLO 600214 order 8* OBJ 
800221 motion for protective order re certain of TX Util Co 
Sys documents 

DDPSOVICiDA Justice. Dept of 80/02/21 2pp 


— S00306040<5 Motion for issuance of end protective order re certain of 
TX Util Co &ys documents dealing u/budgets ft neu^ 
traninii ssion lines beiueen Dallas Poiver tt Lignt 8( TX 
Electric Svc Certificate of Svc end 
DQPSOVIC.DA Justice. Dept of 60/02/21 9pp 


G0O3l3(107fi Order granting extension until 800229 for sntral U South 
i^est Corp to respond to Houston Lighting & Podier t ind set 
of interrogatories Directs Central to produce docu n by 
800313 Fact discovery shiall he completed on BOO 14 
HILLERi H E Atomuc Safety and Licensing Board anti 0/02/21 

2pp 


6003060238 Motion bo compel NRC eipert ulbnesies to resp .nd to licensee 
(questions re consultations u/MRC -Consultations betueBn attys 
expert uiXtnesses discoverable per ASL8 790625 t 1023 
orders Supporting documenbat l on S' Certificate of Svc e cl 
OREEM.D Q Houston Lighting it Pouer Co 80/02/22 47pp 


6003060656 Objection to Public Utit Board of City of Brounsvi 1 le< fX 
second set of inter rogaton es 4 request for production of 
documents Urges issuance of protective order or relief from 
Specifications iCa) L (b> ti 4-5 If/Cerbif Uate of Svc 
STAHLi D rt Central {, Southwest Corp STAHL. D M Isham* Lincoln 8( 
BeaU B0/02/2S Gpp 


8003130056 Order denyi-ng City of Brownsville 600201 motion to compel 
RH Hardy deposition Alternate application for issuance of 
subpoena granted Precise factual I- medical Info required 
MILLERrM Z Atomic Safety and Licensing Board Panel 00/02/22 

2pp 


8003igQ963 Forwards documents re U Mayben testimony in previous 
proceediings Copying costs will be billed separately 
POIRIER. M R Spiegel i McDiarmid 60/02/22 Ip 


Q003040Z71 Third set of requests for pruduction of documents directed 
to Central Power 6 Light. re actual 4 possible 
Interconnections between Public Utils Board of City of 
Brownivi 11 B. TX t- other utils Certificate of Svc end 
CHEEH. 1> & Houston Lighting 6 Power Co 80/02/25 7pp 


0O'()32OOO3^ Advises of agreement reached between Houston Lighting h 
power DOJ re util 800212 motion to compel DQJ further 
reeponses to first set of i nterrogatori es fc requests for 
production of documents Cartiricate of Svc end 

BOUKNIOHTjJ a Uowenstein. Newman. Re I s < Axel red 4^ Tall 80/02/25 
6PI> 


6003250483 Response to Houston Lighting -Si Power 600201 first requests 
for production of documents Major' of documents already 

produced w/HRC responses to secon fourth sets of 

interrogatories Certificate of tl 

CHANANIA.F 0 t HOOGDON' A P Anti t Division 09/02/25 5pp 


G003030072 Discovery rep t for Jan-F«i 1980 Participated in Austin. 
Hulsey. Sri t ta 1 n. Spence. Jfehh 4* Oerb r depositions Responded 
to Houston Lighting L Power summar i disposition appeals & 
discovery requests Prepared direct case 

LESSV.R P . CHANANIA. F D . PLUME. M B Antitrust Division 80/02/26 

app 


9003930129 Updated response as of 800226 to TX UtlJs Generating Co 
first set of interrogatories 4< request for production of 
documents Majority of mails responsive to request available 
in previous filings irtificate of 8vc end 
CHANANIA. F D Antitrust Division 80/02/26 6pp 


8003050190 Protective order in favor of TX Utili Co Sys on confidential 
documents produced to DOJ re gas supply contract & budgets 
of I975'’79 new transms s» 1 on lines Lists eight restrictions 
Documents will be returned to util 

MILLER. M E Atomic Safety and Licensing Board Panel 80/02/26 
^lpf> 


8003050195 Order granting extension for NRC to file Instantef moti-ofj 
m-odifylng ASLR 800201 subpoena directed to keeper of records 
of Transcomm. Inc upon Houston Lighting i> Power application 
MILLER. M E Atomic Safety and liuensing Board Panel 60/02/26 Lp 


8003030095 Advises of Hoodson QOOJl i deposition at TX Public Utils 
Commi ssipOi Austin. TX 

CHANANIA. F D Antitrust Division 60/02/27 Ip 


9003040667 Requests to be notified if listing of Durham. Hast ings. 
He Iyer. Meyer. Opera. Simmons. Peterson. Phill ips. Watson.Paston 4 
Siegelin as fact witnesses is incomplete or erroneous 
CHANANIA. F I) Antitiuit Division 80/02/27 ip 


0003250326 Second set of addl responses to DOJ 701130 i n terr oga tor I fi . 
per ASLB 760621 piehearing conference directive Includes 
info re Stagg Sys 7912J7 stuly of economic evaluation of 
expansion plans re alternative generation Affidavit encl 
FRANKLIN. U J Houston Lighting * Powor Co » Baker 4c Botts # 
Lauenste f n. Newman. Rei s. Axe I rad 4 Toll 80/02/27 4pp 


— 80032S0333 Second set of addl answers to NRC 790115 initial 
interrogator! PS. per ASLB 700621 prehearing conference 
directive Includes into re Stagy Sys role in wholesale 
transactions K economic study of generation Affidavit end 
FRANKIIn.W J Houston Lighting 5 Power Co * Baker 4 Butts ■ 
Lowensteui. Newman. Reis. AxbJi ad 4 Toll 60/02/27 5pp 


•6003250339 Supplemental answers to Central Power 4« Light 760727 fir*t 
interrogator les. per A9l B 760621 prehearing conference 
directive Includes info re Public Utils Board of City of 
□ rownsvi n e. TX interest in purchasing base load W/Affidavit 
FRANKLIN. W J Houston Lighting t. Power Co ♦ Baker L Botts * 
Lowenst B in. Newman. Rei s. Axe Irad i Toll 00/02/27 4pp 


6003070332 Confiims agi eement to conduct AtV ins. 8ml th . Sprawls 4« 
Bondurant depositions on 800305 AM, 0305 PM, 0306 AM 6 0307 
AM. consecutive ly, at Gulf States headquarters 
QLUME. M Q Antitrust Division 80/02/29 lp 


8003260454 Submits Houston Lighting 4 Power comments on schedule set Ift 
NRC 4< DOJ joint motion re protection of settlement 
discussions Proposes accelerated schedule N/Certi f icate of 
Svc encl 

FRANKLIN. U J Lowensta in. Newman. Rei s. Axe 1 rad *y Toll 80/02/29 

epp 


8003070191 Protective order in fa/or of Diamond Shamrock Corp 
documents produced by Diamond or DOJ, re Gulf Coast Power 
forecasts for 19/9-90 *' Houston Lighting Power rate 
projection based on Gulf forecast 

MILLER. M E Atomic Sarety and Licensing Board Panel 60/03/03 
4pp 


6003140106 Order sotting 800307 oral argument re NRC U DOJ 800228 joint 
motion to compel production t testimony on certain documents 
S' other discovery requests Interested parties shall hand- 
deliver written responses by 600306 

MILLER. ME Atomic Safety and Licensing Board Panel 60/03/03 
3pp 


BQ03240173 Response to DOJ motion of compel TX Utils Generating Co to 
supplement answers to DOJ first set of interrogatories Urges 
dismissal of motion as moot due to prioi commitment to & 
present preparation of soppl Certificate of Svc end 
AHEARN, C D Texas Utilities Generating Co AHEARN. C D Debavoise i 
Liberman 80/03/03 5pp 


6003250203 Advises of documents' availability for insp U copying. per 
DOJ request at A Oei ber deposition Documents consist of 
Houston Lighting 4< Power transmittal 4 Houston exlhibits 
Certificate of Bve encl 

FLYNN. P O Lowenstoin. Newman. Reis, Axe Irad t Toll 60/03/03 5pp 


8003260277 Response in opposition to DQJ & NRC 600226 joint motion 
proposing acceleration of schedule re protection of 
settlement discussions Urges adherence to normal lO-day 
period or grant or oral argument Certificate of Svc end 
AHEARN. C D Texas Utilities Generating Co AHEARN. C D Debevoisf 
Liberman 80/03/03 Spp 


8003240446 Advises that info requested consists of monthly summarlfi of 
interchanges among South TX Interconnected Sys utils from 
1978 to pvooent 

ZELINSKY, H M Antitrust ^ Indemnity Group 60/03/04 Ip 


6003130030 PrptectivB order In favor of Dow Chemical per DOJ DOW 
Chemical stipulation Trade seci ets 6 confidential commercial 
info shall not be disclosed to third parties but may be subj 
to judicial review upon request 

miller. M E Atomic Safety and Licensing Board Panel 60/03/05 

6pp 
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8003200256 Kotlon to comp«t forthflr production of docuinftnt» by NRC tt 
NO Utriter of Tronscomm^ Inc Responds to NHC 800225 motion to 
modify Koutton myhtlng Pouer lubpoono Urgct av«il«bllity 
of documents by 800315 prior to Lamer deposition U/ai»rpti 
ORE^Mp D 0 Houston Lighting t/ Power Co * Baker 4 Dotti ■■ 
Louensteiiii Hsuroaiii Re is> Are Irad Toll 80/03/05 I3pp 


--8003200297 Requests production of netnorenda agreed iipon during ND 
Lerner 790719 deposition recorded at Page 96 of Lerner 
transcript 

FLYNN 1 P 0 Louienste Inp Newman- R« Isp Aielrad 4 Toll 79/12/07 Ip 


--B0032D0303 Comments on recent discuseiona u/RP Uessy in preparation for 
hearing Collection of addl dale to fltm up case needed 
LAWBEiW Antitrust U Indemnity Group 79/0A/06 5pp 


— 8003200310 Forwards Houston Lighting 4 Power 800305 motion to compel 
further production of documents by NRC 4 ND Lerner of 
Transcommi Inc Requests eipedited discovery scNeduIe outlined 
in end proposed order Certificate of 8vc end 

GREEN* D 0 Lousnste im Nflwmanp Re is* Axe Irad 4 Toll 60/03/05 Spp 


8003100062 Notion for 30-dai| extension in proceeding due to 
unavai lab i 1 1 ty of KK Hartley for medical reasons* ur i tt en 
confirmation from physician will be provided Certificate of 
Sve end 

CHANANIApF D Antitrust Division GO/03/06 Spp 


6003280634 Notice of 0 Springs of Southern Engineering Co of OA 600313 
4 14 deposition re bulk power supply* transmlss ion 4 wheeling 
sves tt competition issues CD Ahearne 600310 Jtr to U 
Burchett# 4 Certificate of Sve end 

AHEARNi C D Texas Utilities Generating Co AMEARNrC 0. Debevoise 4. 
Liberman 00/03/10 6pp 


6003190626 Response in opposition to Houston Lighting 4 Power motion to 
compel addl production by NRC 4 by N Uerner*NRC expert 
witness Maintains A6LD 790416*0507 4 1025 order# limit 
discovery to documents forming basis for witness opinion 
CHANANIAiF D * DLUME* N B Antitrust Division 00/03/11 5pp 


8003190636 Certificate of 8vc re NRC response to Houston Lighting 4 
Power motion to compel pioduction by NRC 4 expert economic 
witness 4 NRC motion to quash R Frame subpoena 
DLUHEiN Q Antitrust Division 60/03/ii 3pp 


90D3190919 Notion to quash TA Utils Generating Co 600221 subpoena 
directed to R Frame of Trans comm* Inc ■ consul tant of NRC Work 
of non^tvs t i f y ing outside consultants is not discoverable 
per ASLB 790416 4 0507 orders Proposed order end 

CHANANIA. F D . aUUHF* M B . HODGDON* A Antitrust Division 80/03/ U 
Spp 


BD0324O569 Advises that address for counsel of Central 4 South West Co 
has changed to Suit# 325*1120 Connecticut AvtnuciN W. * 

Washing ton* D C 

8TAHL*D H Isham* Lincoln 4 Dealt 60/03/12 Ip* 


8003290456 Petition for cer t if i cation of ASLB 600307 order granting DOJ 
4 NRC joint motion to compel production 4 testimony ra cost i 

feasibility of interconnections Settlement discussions must i 

be protected per Wolf Creek case W/Certl f i cate of 8vc 
STAHL* D N Central 4 Southwest Corp 6TAHL. D M Shaw* Pittman* 
Potts 4 Trowbridge 60/03/12 lipp 


6003240342 Order granting in part Houston Lighting 4 Power 600303 
motion to compel further prgduction from NRC 4 expert 
witness NRC shall make available documentation on or prior 
to 600319 Denies NRC 80D223 motion to modify subpoena 
WOLFE* 8, J Atomic Safety and Licensing Boerd Panel 60/03/13 3pp 


—8003240349 Order granting TX Utils Generating Co request to stay 
effectiveness of ASLB 000307 oral rul ing, pending further 
order disposing of petition for directed certification of 
challenged ruling Certificate of 5vc end 

BISHOP* C J Atomic Safety and Licensing Appeal Panel 60/03/13. 
7pp 


0003310194 Order extending stay of effectiveness of challenged ASLB 
800307 oral ruling re production of certain TX Utils 
Generating Co documents in response to DQJ 4 NRC joint 
motion Stay extended until certification ruled upon 
BlSHOPiC J Atomic Safety and Licensing Appeal Panel 80/03/13 
Spp 


6003S90206 Subpoena directed to GW Stagg of Btagp Syi* Inc* request ing 
deposition upon oral examination 4 production of documents 
re interconnecting 4 interconnected operations, 

LAZ0*R.M. Atomic Safety and Licensing Board Panel 80/03/14 4pp 


0003270109 Motion to compel Houston Lighting 4 Power supplemental 
responses to third set of interrogatories 4 request for 
production of documents Utxl tounsel will produce certain 
documents per end excerpts of DE Simmons deposition 
DLUME. M B Antitrust Division BO/03/14 0pp 


^'*8083270117 Advises that NRC has not received documents or proposed 
protective order re lignite deposits purchase or lease from 
Daw Chemical t negotiations for generation additions Util 
600206 Itr re nondi «c 1 osur e* does not satisfy ASLB order 
BLUNE*h D Antitrust Division 80/02/1 i 2pp 


''*'8003270128 Responds to 800211 Itr re Dow Chemical lignite deposits 
Houston Lighting 4 Power will abide by possible agreement 
between NRC 4 Daw Chemical Requested documents will be 
provided when located 

COPELAND* J G Baker V Botti 80/02/19 Ip 


— 8003270137 Forwards per morning discussions 4 under separate cover* two 
groups of documents pi oduced in response to Interrogatory 
0(d> cf NRC first set of Interrogatories Drawl attention to 
conf Iden 1 1 a 1 ity of util corporate study 
COPELAND* J 0 Balter & Botts 80/05/02 ip 


— 00032701*17 States that contrary to NRC 790502 agreement to partieily 
review Houston Lighting 4 Power 1970 corporate itudy*NRC is 
now desirous to review entire study w/dates 4 suppls 
W/draft protective order, sti pulat Ion 4 Certificati of Sve 
LE8SY. R P Antitrust Division 80/02/22 lOpp 


6003310064 Joint application for isiuance of subpoena diracted to OW 
Stagg of Stagg Sys* Inc* to be deposed 4 to produce documents 
re interconnections 4 interconnected operations 
W/draft eubpoena 4 excerpts of DE Simmons deposition 
CHANANIA.F D Antitrust Division CYPHERT*S D Justice, Dept of 
80/03/14 7pp 


8003250404 Forwards documents lit response to 800305 requiit Rtqueiti 
Gulf States protective order be sent to all persons 
inspecting Gulf Slates documents Remaining document! win bi 
sent when located W/o end 

CHANANIA,F D Antitrust Dlviilon 80/03/17 ip 


8003270913 Uiews on consolidation during evidentiary hearing phase* in 
response to ASLB sua sponte request at Pagss 681'''682 of 
60030/ transcript Consolidation ll not advised due to 
potential confusion re relevant facts W/ Certificate of 8vc 
CHAHANIA,F D . DLUhS* « E * HODODQN, A P Antitrust Division 
60/03/17 9pp 


8003250373 Forwards WJ Dunn 800311 Itr re R Hartley treatment 
JA Bouknight will be advised of developments per 800314 
d iscussl on 

CHAHANIA.FD Antibrvst Division 60/03/16 Ip 


6003270270 Response in opposition to NRC 800311 motion to quash 
subpoena directed to R Frame of Transcommi I i\c * at adverse 
witness R Frame worjiir has is of Dr Lerner testimony* 
discoverable per reasoning of ASLB 791023 order 

KNOTTS, J D Texas Utilities Generating Co KNOTTS* J 0 Dibavoitt 4 
Liberman eo/03/10 7pp 


8003310222 Order setting BO0327 argument re petitions for directed 
c tr t i f icat ion of ASLB 800307 oral ruling Partiei shall 
confer 4 shall assign lead counsel to present common 
position Other counsels may be heard when view! differ 
TOMPKINS, S A Atomic Safety and Licensing Appeal Panel 80/03/21 
3pp 


8003310032 Joint response in opposition to Houston Ligting 4 Power 
800321 (notion to quash subpoena directed tp GW Etagg.Work of 
outside consultant is not immune from discovery when work is 
crucial to defense Gupportlng d ocumentati on enc 1 
CHANANIA. F 0 Antitrust Division CYPHERT*S D Justice. Dept of 
60/03/24 7pp 


— 8003310036 Excerpts of deposition upon oral exa(nination of DE Simmons 
of Lighting 4 Power in Houston* TX Pp 10'-16 

<1 SIMMONS, D E Houston Lighting 4 Power Co. 80/02/07 llpp 


— 80033i0042 Excerpts of deposition upon oral examination of 
RM McCuistlon of Houston Lighting 4 Power* in Houston* TX 
Pp 153-155 4 L61-'I63 Certificate of Sve end 
a Atomic Safety and Licensing Board Panel MCCUlflTlQNr fi M 
Houston Lighting 4 Power Co 80/01/29 |3pp 


N, Antitrust hearing transcripts 


0003130587 Transcript of 800307 hearing in Be thesda* tIO. Pp 472-'69l 
N1LLER,H. E Cornell 1 1 ion. 80/03/07 2S0pp. 
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d Inflection reports. IF Sulletins 1 correspondence 


BQ030S0210 Responds to IE Oulletin 79«*14 Due to current const status/ 
insp required bg bulletin is unnecesserv because safety- 
related piping has not yet been installed 
TUftMERj E A Houston Lighting L Pouer Co 79/10/30 3pp 


8003280644 Responds to IE Bulletin 79-02/ Revision 2, "Pipe Support Ba*« 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Expahslon anchor bolts in concrete u/allt 6 structural steel 
shapai in lieu of base plates not used at facilities 
TURNER/E A Houston Lighting tc PoK,er Co QO/Ol/03 Ip 


B003040220 Ack receipt of B00109 Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Repti 50-498/79-20 i 
50-499/79-20 

SEIOUE'M C Region 4. Dallas/ Reactor Construction & Engineering 
Support Branch 80/02/20 tp 


— 8003040228 Responds to MRC 791212 Itr re violations noted in IE InsP 
Repts 50-498/79-20 tf 50-499/79-20 Corrective actions 
possibility of concrete segregation discounted by insp of 
placement form removal 

TURNER/E A Houston Lighting li Pouer Co 80/01/09 3pp 


8003260583 Foriuardf IE Bulletin 80-05/ "Vacuum Condition 
Damage to Chemical Vol Control Sye CCVCS) Hol^^up Tanks 
Action written response required 

SEYFRIT/K V Region 4, Dallas. Oftjee of the Director 

Ip 


Resu I ting in 


00/03/10 


8003260345 Foriuards IE Bulletin 80-06. "Engineered Safety 
(ESF) Reset Controls ■' No uiritten response re<liiired 
SEYFRIT.K V Region 4. Dallas, Orfic® of the Director 
Ip 


Feature 
00/0 l/l.l 


3003290414 Foruards IE Info Notice ao—tl* "Oener i c Problems y/AbCll 
Valves in Nuclear Applications incioefing Fire Protection 
Gys " No action ai written response required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 30/03/14 

Ip 


8003260316 Forwards IE Circular 80-04< ''Securing of Threaded locking 
Devices on Sarety -Releked Equipment '' Nr> writton response 
required 

SEVFRIT.H V Region 4. Dallas, Office of the Director C10/0:r/l4 

Ip 


S Reportable occurr eric et>, LERs A related correspondence 


8003130602 Ack receipt of 800307 Itr informing NRC of steps taken to 
correct violations to be noted in IE Insp Repts 90-498/79-19 
50-499/79-19 

SETDLE'W C Region 4. Dallas# Reactor Construction U Engineering 
Support Branch 80/02/25 ip 


■8003130688 Responds to NRC 800124 eiit interview re violations noted in 
le Insp Repts 50-498/79-19 U 50-499/79-19 Corrective 
actions trend analysis program for FREA6 nonconformance 
repts being developed 

OPREAi 0 U Houston Lighting t. Power Co 80/02/07 12pp 


—8003130692 Provides status rept on nine action (terns identified in 
util 791228 Itr por 791228 meeting on QA program Seminar 
held on 600104 to review w/consb 6 QC personnel fundamental 
philosophies ( stds of QA program 

OPREA, 0 W Houston Lighting i Power Co 80/01/29 5pp 


—8003130695 Identifies nine action items per 791228 meeting re QA 
program Heeting will be held 800104 to review philosophy 
stds of OA program w/const t QC personnel Procedural 
changes will be made to clarify use of nonconformance repts 
OPREA, 0 H Hudson Light i. Power Dept 79/12/20 2pp 


8003140014 Forwards IE Info Notice 80-06# "Notification of Significant 
Events " No action required 

SEYFRIT#K V Region 4# Dallas# Office of the Director BO/02/27 


8003190053 Forwards final deficiency rept re inadDq.uate vendor QA 
program 

TURNER# E A Houston lighting l# Power Co 80/01/04 2pp 


60Q3I90063 final deficiency rept re inadequate Crown !># Root QA prugra<s 
1 nvest igat ions have commenced, w/as s } s lance provided to 
supplier in review % leconst of welder certification 
records 

a Houston Lighting f Powei Co 80/01/04 2pp 


3003140267 Forwards intai im deficiency rept re Installatton of 
deficient anchor bolts 

TURNER, E A Houston Lighting K power Co 80/01/28 2pp 


-3003140273 Interim deficiency rept te Installation of doflcieni artchav 
bolts Bolts were made of lesser gra=de mat! than required by 
design drawings Hat) for Type V anchor bolts replaced by 
higher strength mat! 

* Houston lighting f Powei Co 80/01/38 2pp 


3003060211 Forwards final deficiency rept 

QPREA#C 14 Houston Lighting 1 Power Co 80/03/ 1 Q 3pp 


—3003060221 Pinal deficiency rept re concrete voids behind liner plili 
in Lift 8 of reactor bldg e»tei lor wall Const insp 
procedures t engineering design documents levitod 
• Houston Lighting t Power Co 80/02/10 dp p 


□003270445 PNO-IV-eo-OU v,n 000305, I i cans ee will release info to press 
re 300228 nonconformance rept Records Of 37,030 Cadweld 
Installations during 760413-790411 survey indicated 2.056 
documented deficiencies 


8003120309 Forwards IE Info Notice 80-07 
Cracking " No response required 
SEYFRIT.K V Region 4# Dallas. Office of the Director 
Ip 


"Pomp Shaft Fatigue 

80/02/29 


8003270215 Ack receipt of 800115 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-498/79-16 6 
50-499/79-16 

SEIDLE.W C Region 4# Dallas, Reactor Construction & Engineering 
Support Branch 80/03/03 2pp ^ 

—8003270218 Responds to NRC 791212 Itr r# vioiation noted in IE Insp 
Repts 50-498/79-16 6 50-499/79-16 corrective action, concrete 
const spec 6 quality const procedure are being revised 6 
reissued 

TURNER, £ A Houston Lighting «, Power Co 00/01/15 2pp 

B003180004 Forwards IE Info Notice 80-10, "Partial Loss of Non-Nuclear 
instrument Sys Power Supply During Operation " No specific 
action or response required 

SEYFRlTiX V Region 4. Dallas, Qffue of the Director BO/03/07 

Ip 


uutKw.i# n # wtimbrw u Hegiort 1. Philadelphia, Office of th( 
Director 00/03/06 Ip 

8003280479 Second interim deficiency rept r» safety injection is 
containment emergency sump piping design Redesign of piping 
sys in progi ess Final ropt submitted by 800530 if 
alternative re anchoitng process pipe- found acceptable 
TURNER, E A Houston Lighting U Power Co 80/03/19 Jpp 


DOCKET STN-SO 499 SOUTH TEXAS PROJECT, UNIT 2 
A App 1 icat lori/consti uc ti on stage documents correspondence 

6003130548 Requests clarification of NRC position on deletion of 
emergency boiation sys described in 7Q1009 FBAR, Amend 2 
TURNER, £ A Houston Lighting > Power Co 80/02/20 2pp 


6003190215 Forwards IE info Notic 
Electrical Terminal Block '* No 
requested 

SEYFRir,« V Region 4. Dallas, 

Ip 


e 80-08 "States Co Sliding Link 
specific action or response 

Office of the Director 80/03/Q7 


8003260118 Forwards IE In#o Notice 80-09, 
Haiard Associated W/Closed Cooling Sys 
Plants " No written response required 
SEYFRiTfK V. Region 4, Dallas, Office 


"Possible Occupational Health 
fop Operating Power 

of the Director 80/03/07 


F Security, medical, emergency ti fire protection plans 


8003030404 Requests further eitenslon for providing fluard training U 
qualification plan Fitension will allow ample tlna for NRC 
review of security plan U facilitate efforts to write 
complete guard training qualification plan 
Tf/RNER, E A Houston Lighting i. Power Co 80/02/25 Ip 
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2S1 


<j Adjutficatqrg con e»pondence 


8003130076 □I'der granting oirtenvion until 800227 for Ctntrol It South 
Ueit Corp to respond to Houston Lighting it Power second set 
of interrogatories Directs Central to produce documentt tg 
300313 Fact discoveig shall bo completed on 800314. 

^ILLER«M £ Atoii^ic Bafotg and Licensing Qoard Panel 80/03/21 

2pp 


8003060660 Motion for protective order compelling Citiiens Concerned 
About Nuclear Power to respond to 000125 interrogatories 
I nterrogator 1 es were due on B0022S Certificate of Svc end 
BIDDLE.C T , NEWMAN, J R Houston Lighting tc Power Co BIDDLE^C T 
Baker i Dotts 80/02/25 4pp 


8003070012 Order denying applicants' 800225 motion to compel Citiiens 
Concerned About Nuclear Power to respond to 800125 
Interrogatories Responses not re<it/ired until 000229 par A8LD 
790803 order 

BECHKOEFER, C Atomic 8afotg and Licensing Board Panel 80/02/28 

Ip 


8003130002 Order granting extension until 800331 for Citiiens Concerned 
About Nuclear Power to answer applicants' 600125 
i nter rogatories 

DECHHOEFER.C Atomic Satetg and Licensing Board Panel. 80/03/05 
ip 


0003100053 Advises that NflC tales no position re Citiiens Concerned 
About Nuclear Power 800302 motion for addi time to respond 
to applicants' 000125 interrogatories 
MCGURREN. H j Hearing Branch t 80/03/06 ip 


6003200655 Memol andum 4 order re applicants' it NRC 800129 motions to 
compel further answers to interrogatories Requests besls 
for protective order re Contentions 1,2 t< 4 & to provide 
answers re Contentions 5,6,7 Motions re Contention 6 denied 
BECHHDEFERrC Atomic Safetg and Licensing Board Panel. 80/03/07 
I3pp 


H Oeneral c or i espondence 


8003190946 Expresses gratitude for N Hlmel efforts in .organ i t ing 800228 
Informativo meeting 

ZELINSKV, W M Power Supply & Analyis Branch 00/03/03 tp 


0003190950 Expresses gratitude for R Hatt efforts in organlilng 800229 
meeting 

ZELINSKY, H M Power Supply V Analyis Branch. 80/03/05 ip 

8003190958 Expresses gratitude for M Human efforts in organizing 800226 
meeting 

ZELINSKY, N h Power Supply 4' Analyis Branch 00/03/03 Ip 

rt Antitrust correspondence 


0003030146 Application for issuance of encl subpoenas for testimony 
directed to GU Beams, Q Newman, OC Campbell it D (fright l< end 
subpoenas for documents directed to CU Beams, B Neuman it GC 
Campbell Supplements 791203 subpoenas N/Certif icate of Svc 
PARMENTERiF H Justice, Dept of 80/02/03 22pp 


G003190622 Confirms 800208 statement made during Oerber deposition JA 
Bruggeman, D Chalker,ME fate, OK King, VIC Price if JM Turk are 
intended to be called by Central t South West Cosras fact 
witnesses DD Jordan V Ti Austin may be adverse uithesses 
STAHL, 0 M Isham, Lincoln & Beele 00/02/11 2pp 


0003050179 Discovery rept for Jan 1980 Participated In Houston Lighttiifl 
ic Power deposition of C Harrison No other discovery 
activities Initiated or received Certificate of Svc end 
HILSON, N R San Antonio. TX WILSON, W R Mettheuii. Noulini 
Macfarlane 4 Barrett. 80/02/12 4pp 


8003030137 Application for Issuance of end lubpotnaa for dapoeltion << 
documents directed to JW Turck of Southwestern Electric 
Power Co, ME Fate of P5C of OK «< D Chalker of Central Power (c 
Light Co, re antitrust practices Certiflcete of Svc end 
GREEN, D 0 Houston Lighting i. Power Co 80/02/13 27pp. 


8003040278 Response in opposition to Houston Lighting & Power request 
for production of documents Urges Issuance of protective 
order extension until 800229 to respond to second sat of 
interrogatories Certificate of 8vc end 
STAHL, D M Central it Southwest Carp 80/02/19 7pp. 


8003240540 Advises that no response received to NRC BO'020B Itr re 
deposition seheduLins For J Meyer of Houston Lighting 
Power 

CHANANIA^F 0 Office of the Executive Legal Director 60/02/15 
Ip 

8003030091 Confirms 80022/ conve nation re SB Phil lips 800227 
depofi 1 tion 

POIRIER, H R Spiegel McDiarmid 80/02/19 Ip 

8003030110 Confirms H0021B tclcon on behalf of Public Utils Board of 
City of Brownsvi 1 I e, TX, re spend 1 ng to 8 Jablon 800207 Itr 
Reply to Houston Lighting if Power interrogator 1 es by DOO210 
impossible 

POIRIER, M R Spiegel i- McDiarmid 00/02/19 Ip 


6003030153 Application for issuance of encl subpoena directed to R 
Frame of Transcomm, Inc re analysis 1 conclusions concerning 
antitrust economic evaluation t electric util practices 
Certificate of Svc encl 

AHEARN. C D Toias Utilities Generating Co 80/02/si llpp 


8003060402 Forwards HE Scott docu(horts per ABLE 000214 order «< Dt>J 
600221 motion fov protective order re certain of TX Util Co 
Sgs documents 

DOPSOVIC.D a Justice, Dept of 80/02/21 2pp 


— 8003060406 Motion foi issuance of and protective order re certain o-P 
TX Util Co Sys documents dealing u/budgets for new 
transmission lines between Dallas Power !, Light TX 
Electric Svc Ccrtificata of Svc encl 
DQPSOVlC.DA Justice, Dept of 80/02/21 9pp 


8003060238 Motion to compel NRC expert witnesses to respond to licensee 
questions rc consultations w/NRC C onsul tai 1 ant between ettys 
ti expert witnesses discoverable per A6LD 790629 & 1023 
orders Supporting documentat 1 on 4 Certificate of 3ve end 
GREEN. D G Houston Lighting it Power Co 80/02/22 47pp 


8003060636 Objection to Public Util Board of City of Dr ownsvi U e, t X 
second set of interrogatories & request for production of 
documents Urges issuance of piotective order or relief from 
Specifications Ka J it (bl 5 4-5 U/Cer 1 1 f ica te of 8vc 
STAHL, 0 M Central it Southuest Corp BO/02/22 Qpp 


0003130056 Order denying City of Qrownsvilla 000201 motion to compel 
RM Ksrdy deposition Alternate application for issuance of 
subpoena granted Precise factual i- medical info required 
MILLER, M E Mooiic Safety and Licensing Board Panel 80/02/22 

2pp 


8003190963 Forwards documents re U Mayben testimioiny in previous 
proceedings Copying costs will be billed separately 
POIRIER, M R Spiegel 4 McDlarmirf 90/02/22 Ip 


6003040271 Third set of requests for production of documents directed 
to Central Power tc Light,>r« actual i possible 
interconnections between Public Utils Board of City of 
Srouinsvi I le, TX it other utils Certificate of Svc end 
GREEN, D Q Houston Lighting Ia Power Co 00/02/23 7pp 


0003200034 Advises of agreement reached between Houston Lighting it 
Power i DOJ re util 000212 motion to compel DOJ further 
responses to first set of interrogatories U requests for 
production of documents Certificate of Svc encl 

BOUKNIGHT^J A Loueni te in, Newm«n, Re i s. Ax el rad U Toll 80/02/25 

6pp 


0003250483 Response to Houston Lighting & Power 600201 first requests 
for production of documents Majority of documents already 
produced u/NflC responses to second ^ fourth sets of 
interrogatories Certificate of 3vc encl 
CHANANlArF b Antitrust Division 80/02/25 9pp. 


0003030072 Discovery rept for Jan-Feb 1900 Participated in Austin, 
HuL eey, Dr i t tain. Spent e, Hebb & Gerber depositions Responded 
to Houston Lighting 4< Power summary disposition appeals U 
discovery requests Prepared direct case 

LESSY.R P , HODGDON.AP Antitrust Division 80/02/26 2pp 


0003030129 Updated response as of 800226 to TX Utils Generating Co 
first set of interrogatories i request for production of 
documents Majority of metis responsive to request available 
in previous filings Certificate of Svc enej 
CHANANIA, P D Antitrust Division 00/02/26 0pp 
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8003050190 Protective order m favor of TX Ufellf Co 81^1 D»i confidential 
document* produced to DOJ re gas supply contract & budgets 
of 1975“?'9 new tranimiii 1 on 1 inai Liet* eight reitrlction* 

Documenti ui 1 1 be rKturned to ubil 

MlLLERirt E Atomic Safett^ and Licensing Board Panel 00/^02/26 
5pp 


8003050195 Order granting ex.ten»ion for NR-C to file Inetanter motion 
modifi^ing ASLB 800201 subpoena directed to keeper of records 
of Transcommi Inc upon Houston Lighting ^ Poikier application 
KILLER. K E Atomic Safft<i and Licensing Board Panel B0/02/2A Ip 


8003030095 Advises of Hoodson 000311 deposition at TX PcibUc Utils 
Commissi on» Austin* TX 

CHANANIA. P D Antitrust Division 90/02/27 Ip 


8003040667 Requests to be notified if listing of Durham. Hast ings* 
Helyer.Mever. Opera. Blmmani. Peterson. Phill Ip s. Watson* Poston 
Siegelin as fact witnesses is Incomplete or erroneous 
CHANANIA.F D Antitrust Division 00/02/27 Ip 


8003250328 Becond set of add I responses tp OOJ 781130 Interrogatories, 
per ASLB 780621 prehearing conference directive Includes 
info re Stagg Sgs 791217 study of economic evaluation of 
eipantion plans re alternative generation Affidavit end 
FRANKLIN. H J Houston Lighting 6 Pouier Co 80/02/27 4pp 


-^8003250333 Second set of add! ansuert to NRC 790115 Initial 
interrogator iesi per ASLfi 780621 prehearing conference 
directive Includes info re Stagg 8 ys role inuiholciale 
transactions 4. economic study of gefieatlon Affidavit end 
FRAI^KLIN.W J Houston Lighting & Potuer Co 80/02/27 9pp 


— 0003230339 Supplemental ansuers to Central Power & Light 700727 first 
Interrogator ieii per ASLB 7806S1 prehearing conference 
directive Includes info re Public Utils Doafd of City of 
Orownivi Ilf . TX interest in purchasing base load U/Affidavit 
FRANKLIN. W J Houston Lighting U Power Co BO/02/27 4pp 


'—8003250346 Supplemental answers to Ceritral Power Ik Light 790223 second 
interrogator ie*. per ASLB 7B0621 prehearing conference 
directive Includes listing of noneipert witnesses who will 
testify at hearing Affidavit 4. Certificate of 8 vc end 
FRANKLIN. W J Houston Lighting b Power Co « Daker b Botti 
60/02/27 7pp 


6003070332 Confiims agreement to conduct Atk 1 ns* 8 ml th. Sprawl s L 
Dondurant depositions on 000305 AM, 0305 PH* 0306 AH b 0307 
AM. comsec utive ly* at Ouif States headquarters 
DLUME. K Q Antitrust Division 00/02/29 Ip 


8003260454 Submits Houston Lighting 5 Power comments on tcheduU set In 
NRC b DOJ joint motion re protection of settlement 
discussions Proposes accelerated schedule H/Certl f i cate of 
Sve end 

FRANKLIN. H J Lowens te m* Me wman. Reis. Ai aJrad b To 11 80/02/2? 

Bpp 


6003070191 protective order in favor of Diamond Shamrock Corp 
documents produced by Diamond or DOJ, re Oulf Coast Power 
forecasts for 1979-90 4* Hoostun Lighting ^ Power rate 
projection based on Oulf forecast 

MILLERi/1 E Atomic Safety and Licensing Board Panel 80/03/03. 
4pp 


8003140106 Order setting 800307 oral argument rt NHC t. DOJ 800228 jclnt 
motion to compel production 4 testimony on certain documents 
t other discovery requests Interested parties shall hand- 
deliver written responses by 000306 

HILLER. ME Atomic Safety and Licensing Board Panel 00/03/03 
3pp 


8003240173 Response to DOJ motion pf compel TX Utils Generating Co to 
supplement answers to DflJ first set of Interrogatories Urges 
dismissal of motion as moot due to prior commitment to & 
present preparation of suppl Certificate of 9vc end 
AHEARNi C 0 Teias Utilities Generating Co 00/03/03 5pp 


8003250203 Advises of documents availability for imp & copytngfper DOJ 
request at A Oerber deposition Document* consist of Houston 
Lighting U Power transmittal 4. Houston exhibits Certificate 
0 f 8 ve enc 1 

FLYNN. P 0 Lowensteln. Neuman* Reis* Axe irad 1* Toll 00/03/03 5pp, 


8003260277 Response in opposition to DGJ U NRC 800228 4 olnt motion 
proposing accsleratioh of schedule r« protection of 
settlement discussions Urges adherence to normal lO-dey 
period or grant of oral argument Certificate of 8 v< enci 
AHEARNi C D Texas Utilities Generating Co, 80/03/03 Bpp 


0003240448 Advises that info lequested consists of monthly summaries of 
interchanges among South TX In t ere otmoc t ed Sys utils from 
1978 to present 

ZELINSKY, U K Autitiuit 6 Indemni ty Oi oup 80/03/04 ip 


8003130030 Protective order in favor of Dow Chemical per DOJ 44 DON 
Chemical stipulation Trade secrets 4 confidential commercial 
info shall not be disclosed to third paittes but may be subj 
to judicial review upon request 

MILLER* M E Atomic Safety and Licensing Hoard Panel 00/03/05 

6pp 


8003200256 Motion to compel fui ther production of documents by NRC L 
ND Leiner of Transcomm, Inc Responds to NRC 000225 motion to 
modify Houston Lighting U Power subpoena Urges availability 
of documents by 600315 prior to I erner deposition W/exerpts 
GREEN* D 0 Houston lighting 4c Power Co 00/03/05 l3pp 


‘G003200297 Requests production of memoranda agreed upon during ND 
Lerner 790719 deposition recorded at Page 98 of Lerner 
transcript 

FLYNN, P G Lotuens teiri* Newman* Re 1 Si Ace h ad 4 Toll 79/12/07 ip 


—8003200303 Comments on rei^ent discussions w/RP Less? in preparation for 
hearing Collection of add l data to firm up, case needed 
LAH0£*U Antitrust t- Indemnity Group 79/04/06 5pp 


—6003200310 Forwards Houston Lighting t Power 600305 motion to compel 
further production of documents by NRC !* ND Lerner of 
Transcomm. Inc Requests expedited discovery schedule outlined 
in end proposed ordei Ceitificate of 8vc enc 1 

GREEN, 0 G Loweriste I p. Newman, Re is, Axe Irad 4' Toll 60/03/05 8pp 


8003100062 Motion foi 30-day extension in proceeding due to 
unavailability of HH Hartley for medical reasons* wri tten 
confirmation from physician will be provided Certificate of 
8vc end 

CHANANIA.F D Antitrust Division 80/03/06 Spp 


8003260634 Notice of 0 springs of Southern Fngineering Co of OA 800313 
4. 14 deposition re bulk powei supp ly* transmi ss i on & wheeling 
sves 4' competition issups CD Ahearne 800310 Itr to H 
Burchettc 4. Certificate of Sve end 

AKEARN. C D Texas Ubllttics Generating Co 80/03/10 6pp 


600319062B Response in opposition to Houston Lighting 4( Power motion td 
compel add] pioduction by f^RC !« by N Lerner* NRC expert 
witness Maintains AbLB 790416*0507 4< 1025 orders limiting 
•discovery to documents forming basis foi witness opinion 
CHANANIA.F D Antitrust Division 80/03/11 Spp 


6003190638 Certificate of 8vc «e NRC response to Houston Lighting & 
Power motion to compel production by NRC 4, expert economic 
witness 4( NRC motion to quash R Frame subpoena 
BLUMEiM 0 Antitrust Division 80/03/i 1 3pp 


8003190919 Motion to quash TX Utils Generating Co 800221 subpoena 
directed: to R Frane of Ti anscomm. Inc . consul tant of NRC Wark 
of non^tes t i fy ing outside consultents is not discoverable 
per ASLB 79D416 4* 0507 orders Proposed order end 
CHANANIA.F D Antitruifc Division 80/03/11 Spp 


8003240569 Advises that address fot counsel of Central 4< South Nest Co 
has changed to 6uite 325,1120 Connecticut Avenui*N W 1 
Hashingion, D C 

STAHL, D M Isham* Lincoln V Beale 80/03/12 Ip 


8003250456 Petition foi certi f i cat i on of A8LB 800307 order granting DOJ 
4^ NRC joint motion to compel production 4( testimony re cost 
feasibility of interconnections Settlement discusson* must 
be prpte-cted per Molf Creek case N/Cert 1 f i cate of Svc 
8TAKL* D ti Central 4' Southwest Corp 80/03/12 itpp 


8003240342 Order granting in part Houston Lighting !< Power 800305 
motion to Compel further production from NRC 4. expert 
witness, NRC shall make available documentation on or prior 
to 800319 Denies NRC 600225 motion to modify subpoena 
WOLFE* S J Atomic Safety and Licensing Board Panel 60/03/13 Spp 


— 6003240349 Order granting TX Util* Generating Co request to stay 
effectiveness of ASLB 600307 oral rul ing* pending further 
order disposing of petition for directed certification of 
challenged ruling Certificate of Svc end 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/03/13 
7pp 
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Q003310194 Ordtr sktvnding «taij of effectiveness of ch^HsnQed ASLD 
B00307 oral ruling re production, of certain TX Utils 
Generating Co documents in respanie to DOJ «c NFIC joint 
dto-tion 6 ta<^ extended until certification ruled upon 
BlSKOPfC J Atomic Safety and Licencing Appeal Panel 80/03/13 
3pp 


SOOSSSOSOB Subpoena dii acted to Olf Sta^jg of Stagg 8 \|Si Iiic» rei^uesting 
deposition upon oral eiamination & production of documents 
re Interconnecting U interconnected operations 

LAZQj R M Atomic Safety and Licensing Board Panel 00/03/14 4pp 

0003270109 Motion to compel Mouston Llghtins t: Pouer supplemental 
responses to third set of interroga tries L request for 
production of documents util counsel will produce certain 
documents per end excerpts of DE Simmons deposition 
QLUMEi li Q Antitrust Division 00/03/14 8 pp 


— 8003270117 Advises that MRC has not received documents or proposed 
protective order re lignite deposits purchase or lease from 
Douf Chemical U negotiations for geneiotion additions Util 
000206 Itr re nondi sc losurei docs not satisfy ASLQ order 
BLUMErM B Antitrust Division 00/03/11 2pp 


— 0003370129 Responds to BOOJ^ll Itr re Dow Chemical lipnite deposits 
Mouston Lighting It Pouer will abide possible agreement 
between NRC Dow Chemical Re<iu<sted documents uilli be 
provided when located 

COPELAND, J G Baker t Botts 8U/03/19 Ip 


—00032/0137 Forwards per morning discussions Si under separate coveri two 
groups of documents produced in response to Interrogatory 
8 (d| of NRC first set of interrogatories Draws attention to 
confidentiality of util corporate study 
COPELAND. J 0 Baker ti Qotts 80/05/02 Ip 


— 0003270147 States that contrary to NRC 790502 agreement to partially 
review Houston Lighting Power 1976 corporate studg.NRC is 
now desirous to review entire study u/dates It supple 
U/draft protective order. st i pu 1 ation & Certificate of Bvc. 

LESSVrR P Antitrust Division 60/02/22 lOpp 


8003310064 Joint application for Issuance of subpoena directed to CM 
Btagg of Stagg 6 ysj Inc. to be deposed b to produce documents 
te interconnections interconnected operations 
U/dteft subpoena 6 excerpts of DE Simmosn deposition 
CHANANIA. F D Antitrust Division 80/03/14 7pp 


6003250404 Forwards documents in response to 800305 request Requests 
Gulf States protective order be sent bo aU persons 
Inspecting Oulf States documents Remaining documents uikl 
be sent when located W/o end 

CHANANIA. F D Antitrust Division 90/03/17 Ip 


9003270S13 Views on consolidation during evidentiary hearing phase, in 
response to aSLB sua spontt request at Pages 661-662 of 
600307 transcript Consolidation is not advised due to 
potential confusion re relevant facts W/ Certificate of Bvc 
CHAHANlAiF D Antitrust Division 00/03/17 9pp 


9003250373 Forwards WJ Dunn 000311 Ur re R Hartley treatment 
JA Bouknight will be advised of developments per 000314 
di scussion 

CHAHANIArF D Antitrust Division 00/03/16 Ip 


6003270270 Response in opposition to NRC 600311 motion to quash 
subpoena directed to R Frame of Transcomn, Inc as adverse 
witness R Frame work, basis of Dr Lerner testimony, 
discoverable per reasoning of A0CD 791023 order 
KNOTTSrJ B Texas Utilities Generating Co, 00/03/16 7pp 

6003310222 Order setting SOOSbI' argument re petitions for directed 
certification of ASLB 000307 oral ruling Parties shall 
confer shall assign lead counsel to present common 
position Other counsels may be heard when views differ 
TOMPKINSiB A Atomic Safety and Licensing Appeal Panel 60/03/21 
3pp. 


0003310032 Joint response in opposition to Houston Ligting k Fewer 
B00321 motion to quash subpoena directed to OH 6 tagg (fork of 
outside consultant is not Immune from discovery when work Is 
crucial to defense Supporting documentation tncl. 

CHANANIA. F D Antitrust Division 80/03/26 7pp 


— 6003310036 Excerpts of deposition upon oral eyamlnation of DE Simmons 
of Houston Lighting i< Power in Houston. TX Pp 10-16. 

*t SlMMONBiD E Houston Lighting k Power Co. 60/02/07 11 pp 


—80-03310042 Excerpts of deposition upon oral examination of 
AH McCuistion of Houston Lighting S, Power, in Houston. TX 
F'p 153-155 L 161-163 Certificate of 5vc end 
» Atomic Safety and Licensing Soard Panel 80/01/2? I2pp 


N Antitrust hearing transcripts 


0OO312O5B7 Transcript of 000307 hearing in Bethasda,MD Pp 472-691 
MILLER. M E Commission, 80/03/07 220pp 


a Inspection reports. IE Bulletins 6 correspondence 


0003090210 Responds to IE Bulletin 79-14 Due to current const status, 
insp required by bwlletiii is unnecessary because safety- 
related piping has not yet been installed 
TURNER. £ A Houston Lighting k Power Co 79/10/30 3pp 


0003280644 Responds to IE Bulletin 79-02. Re vi sicn 2. "Pipe Support Base 
Plata Designs Using Concrete Expansion Anchor Dolts " 

Expansion anchor bolts in concrete wa I Is t structural steel 
shapes In lieu of base pl««tes not used at facilities 
TURNER. £ A Houston Lighting Powar Co 00/01/03 Ip 


8003040220 Ack receipt of 800109 Itr informing NRC of steps taken to 
correct violations noted in IE IriSp Repts 50-496/79-20 6 
SO-499/79-20 

8 EtDLE. W C Region 4, Dallas, Reactor Construction k Enginiaring 
Support Branch 00/02/20 Ip 


—6003040220 Responds to NRC 791212 Itr re vkolatlooi noted in IE Insp 
Rapts 50-498/79-20 U 50-499/79-20 Corrective actions 
possibility of concrete segt egation discounted by insp of 
placement form removal 

TURNER. E A Houston Lighting 6 Power Co 60/01/09 3pp 


6003130682 Acit receipt of 800207 Itr Informing NRC of steps taken to 
correct violations to be noted in IE Insp Rapts 50-498/79-19 
k 50-499/79-19 

SEtOLE.H C Region 4, Dallas, Reactox Construction k Engineering 
Support Branch 00/02/25 Ip 


—0003130666 Responds to NRC 600124 exit Interview re violations noted in 
IE Insp Repts 50-496/79-19 50-499/79-19 Corrective 

actions ti end analysis program tor FREA0 4. nonconf ormei>ce 
repts being developed 

OPREA.O U Houston Lighting k Power Co 60/02/07 iSpp 


— 8003130692 Provides status rapt on nine action items ider^tlfied in 
util 791226 Itr per 791226 meeting on OA program Seminar 
held on 600104 to review w/const k OC personnel fundamental 
philosophies k stds of OA program 

DPREA.O W Houston Lighting k Power^o 00/01/25 9pp 


0003140014 Forwards |C Info Notice 00-06. "Notification of Significant 
Events " No action required 

8 EYFHIT 4 K V Region 4. Dallas. Office of the Director 60/02/27 

ip 


0003120309 Forwards IE Info Natkce 80-07. "Pump Shaft Fatigue 
Cracking '* No response required 

SEYFRlTrK V Region 4. Dallas. Office of the Director 00/02/29 

ip 


8003270215 Ack receipt of 800U5 Itr informing NRC df steps taken to 
correct violation noted in IE Insp Repts 50-496/79-16 k 
50-499/79- J 6 , 

BEIDLErH C Region 4, Dallas. Reactor Construction k Engineering 
Support Branch 00/03/03 2pp 


—0003270210 Responds to NRC 791212 Itr re violation noted in IE Insp 
Repts 50-498/79-16 k 50-499/79-16 corrective action concrete 
const spec k quality const procedure are being revised k. 
reissued , 

TURNER. E A Houston Lighting k Power Co 80/01/15 Qpp 


9003160004 Forwards IE Info Notice 00-10, "Partial Loss of Hon-Nuel#ar 
Instrument Sys Power Supply During Operation." No specific 
action or response required 

8 EYFRIT.K Y Region 4, Dallas. Office of the Director 90/03/07 

ip 


8003190215 Forwards IE Info Notice 80-00 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

BEYFRITiK V Region 4, Dallas, Office of the Director 00/03/07 

ip 
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ao0326ona Foruar^J* fE InFo Notice 80-09, ’'PoaiibU Occupational Health 
Hazard A««ociat;ed M/Closed Cooling Sy« For Cperatlnf Pci^iier 
Pianta *' No ujritfcen responia required 

SEVFfilTrK V Region 4, Dallas, Office of the Director 80/03/07 
IP 


0003260503 Forward* IE bulletin 00-05, "Vacuum Condition Resulting in 
Damage to Chemical VoJ Control Siji CCVC5> Holdup Tanki 
Action i< bfritten response required 

8EVFRIT, K V Region 4. Dallas. Office df the Director 80/03/10 
IP 


8003260345 Forwards IE Bulletin 30-06, "En fl i noerad Safety Feature 
(ESP) Reset Controls " Ne uritten respotise required 
BEVFRIT,lt V Region 4, Dallas, Office of the Director 00/03/13 
Ip 


a0032904iq Forwards IE Info Notice 80-li. "Generic Protlems U/ABCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

SEyFRIT.K V Region 4, Dallas, Office o# the Director 80/03/14 
IP 


8003260316 Forwards IE Circular e0-04< "Securing of Threaded -Locking 
Devices on Safety “•Re 1 a ted Equipment " No uritten response 
required 

seVFRIT.K V Region 4, Dallas, Office of the Director 80/03/14 
If 


8 Reportable occurrences, LER* related corr espondence 


8003190053 Forwards rinal deficiency rept re Inadequate vendor OA 
prdgram 

TURNER, E A Houston Lighting Power Co 00/01/04 2pp 


—0003190063 Final deficioncy rept re Inadequate Broun It Root QA program 
InveetigatLons have c ommenc ed, w/assistAhce provided to 
supplier in review 4, reconst of welder certification 
records 

a Hsuston Lighting V Power Co 60/01/04 2pp 


8003140267 F-orwards Intel im deficiency rept re installation of 
deficient anchor bolts 

TURNER, E A Houston Lighting L power Co 00/01/26 2pp. 


*"-8003140273 Interim deficiency rept ie installation of deficient anchor 
bolts Bolts were made of lesser grade ntatl than required by 
design drawings ffatj for Type V anchor bolts replaced by 
higher ftrengtb matl 

a Hfluston Lighting & power Co 80/01/29 2pp 


8003130388 PNO-IV'-6D-OD7 section of leactor containment bldg steel 
liner liras Inadyer tantly bulged during volumetric 
deternl nation using water undet pressure Cause not stated 
HUBACEK.hl 0 < CROSEMANrU A Region 4, Dallas, Off ice Of tha 
Director 80/D2/J3 Ip 


6003060211 Forwards final deficiency rept 

OPREA.C M Houston Lighting I Power Co 00/02/18 3pp 


— 8003060321 Final de-ficiency re eoncrele voids behind liner plat# 

in Lift a of reactor bldg erterior wall Const & insp 
procedures ^ englneei Ing design documents revised 
e Houston Lighting L Power Co 60/02/10 8pp 


8003SB0479 Second interim deficiency rept re safety injection sys 
containment emergency sump piping design Redesign of piping 
tys In progress Pina] repi submitted by 800530 if 
alttrnitive re anchoi ing process pipe found acceptable 
TURNER, E A Houston Lighting L Power Co G0/D3/19 3pp 


DOCKET 50-500 OAVJ6-DE60E NUCLEAR POi^ER STATIONr UNIT 2 


H Oensral correspondence 


60D3S90076 Responds to 790924 request for info re plans foi^^power 
plants in OH, disposal of radwaste & risks to public health 4c 
safety Provides Info re plants in OH Forward’s eicerpt from 
NRC 1978 annual rept re radwasti disposal. 

DENTON, HR Office of Nuclear Reactor Regulation 00/02/1^ 13pp 


li Antitrust correspondence 


7611130230 ON applicants’’ comments on OH statute rsquiring 
car tlf ica t i on of exclusive sve territories for elec light 
companies Initial decision should be reversed L amended 
House Bill 577 be enacted , 

REYNOLDS,!/ B Toledo Edison Co 76/11/03 13pp 


0003070329 Advises that petitions for ALAD-560 review are deemed denied 
due to elapse of time for Commission to act on matter 
CHiLKrS J Office of the Secretary of the Commission 00/03/04 

Ip 


DOCKET 50-501 DAVIS-BESBE NUCLEAR POWER STATION, UNIT 3 


H (General correspondence 


6003250076 Responds to 790924 i equeSt for info re plans for power 
plants in OH, disposal of radwaste L risks to public health & 
safety Provides info re plants in OH Forwards eicerpt from 
NRC 1976 annual rept re radwaste disposal 

DENTON, H R Office of Nuclear Roactoi Regulation 80/02/19 iSpo 


M Antitrust correspondence 


7811130230 OH applicants^ comments on OH statute requiring 
certification of exclusive sve terrltoiies for elec light 
companies Initial decision should be leversed t amended 
House Dill 577 be enacted 

REYN0LD9.U1} To 1 edo Fd 1 son Co 76/11/03 lOpp 


0003070329 Advises that petitions foi ALA0-56O review are deemed denied 
due to elapse of time for <'ommission to act on matter 
CHiLKiS J Office of the Secretary of the Commission 80/03/04 
I# 


DOCKET aTN-50-506 WPP60 NUCLEAR PROJECT, UNIT 3 


A App Hcati on/consti uc tioh stage documerits L correspondence 


0003110568 Submits info, per NRC B00206 request re endangered S< 
thi*eatened species present in pi oposed const area No 
species ptopesed fot endangei ed list are within ai ea 
MEYER, W H Inter i or, Dep I of, Fish U Ulldlife Service BO/02/29 
4pp 


8003310244 Informs uti] of refund re Mar 1974 CP application Fees paid 
exceed costs Incui red in processing L issuance of permits 
MILLER, U 0 License Fee Management Blanch 00/03/03 ip 


6003250344 Forwards Ebasco 8vcs, Inc lept, '’Groundwater Draining Sys 
Analysis of Sys Perforinanco " Design parameters used in 
development of sys have resulted In piovision of adequate 
conservative protection to plant 

RENB£RGER,D L Washington Public Power Supply System 80/03/14 
3l>P 


-6003250347 "Groundwater Drainage Sys Analysis of Sys Performance " 
Oversize drawings end 

a Ebasco Services. Inc (subs of Lnseich Corp ) 0O/Ol/3i 
44pp 


Q Inspection reports, lE Bulletins t correspondence 


6003100059 Responds to If Bulletin 79-14 r* seismic analysis for 
saf ety-re lated piping sys Piping installation at facilities 
has not progressed to point whete meaningful insps can be 
made Appropriate response Is not possible 

REf/BEROER, D L Washington Public Powei Supply System 79/11/05 
IP 


8003100084 Responds to IF Bulletin 79-23, "Potential Failure of 
Emergency Diesel Oeiierator Field Exciter Transformer " 

Dtvtcl generators ai e not connected in manner described in 
bulletin Testing will occur before fuel loading 

RENBEROER, D L Washington Public Power Supply System 79/1 1 /OB 
Ip- 


8003110329 Raspondf to IF Bulletin /9-'02, Kevl si on 2, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts No 
plans for utitiiing concreCo expansion bolts 

RENBERGER, D L Washington Public Powei Supply System 79/12/13 

Ip. 


80032704S3 Responds to IF Bulletin 79’’^% "Failures of Westingheose DFD 
Ralays in Safety-Related Sys " Westlnghouse DFD relays not 
in use at facilities 

RENDER OER j D L Washington Public Powei Supply System 60/01/20 

Ip 


8003060451 Forwards It: Insp Repts 5O-9O0/0O"Ol U 50-509/00-01 on 
600108-11 Ko fioncomp Hance noted 

SPENCER,© S Region 3, San Francisco, Reactor Construction I' 
Engineering Support Branch 80/02/06 2pp 
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0 OOaO&O*IA(l IE In»p Rept* 30-50B/90-01 K 50-&0?/ao-01 on 805106-11 Wo 
noncompliance noted Major aieat Inspected const activities 
including licensee action on deficiency itemSi previous Insp 
f ind ings, uold ing procedure revieu record revteu 
DDDD 8 < R T Region 5< San Fraticiscor Reactor Construction tc 
Engineering Support Branch HERNANDEZ< 0 ■ BISHOPjT W Region 5t 
San Franciscor Office of the Director 60/02/05 I2pp 


yy032BOOfi9 Responds to IF Dulletih 79-2e« ‘^Possible Malfunction of 
Model EAlSO Limit Switches at Elevated Temps “ 

(;ontractors to be informed U requested to identify affected 
switches Switches identified to be replaced 

flENBEROERiD L Uashington Public Power Supply System 00/02/07 
iP 


^^03120299 Forwards IE Info Notice BO-07, "Pump Shaft Fatigue 
* Cracking ” No response required 

^NOELKEN* R H Region 5, Sen Franctscoj Office of the Director 
00/02/29 Ip 


.^03270441 Responds to IE Rulletih 80-03i "Loss of Charcoal From 8 ttf 
Type IhTwo Inch Tray Adsotber Cells " Facility charcoal 
adsorber units are of all welded const supplied by CTI 
Nuclear IE Bulletin 80<03 subj does not apply 

flENDEROERi D L Washington Public Power Supply System 80/03/03 
If 


40302 Forwards IF Info Notice BO-IO* “Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation '* No specific 
action or lesponse required 

EHOELKENjR H Region 5, Ban FrancUcoi Office of the Director 
SO/03/07 2pp 


3003180119 Forwards IF Info Notice 60-08 “States Co Sliding Link 
Electrical Terminal Block “ No specific action or responee 
requested 

ENOELKENrR H Region 5, San Francisco. Office of the Director 
eO/03/07 ip 


SD03260574 Forwards IE Bulletin 80-05. “Vacuum Condition Resulting in 
Damage to Chemical Vol Control 6 ys iCVC 8 > Holdup Tanks “ 

Action i. written response required 

ENOELKENi R H Region 5 j San Francisco* Office of the Director 
60/03/10 Ip 


8003310244 Informs util of refund re Mar 1974 CF application Fees paid 
exceed casts incurred in processing It issuance of permits 
MILLER. W a License Fee lianagement Oratich BO/03/03 ip 


6003250344 Forwards Etasco Svcs. tnc ropti “Groundwater Draining 8 ys 
Analysis of Sy« Performance " Design parameters used in 
development of sys have resulted in provision of adequate L 
conservative protection to plant 

RENDEROER. D L Uashlngion Public Power Supply System 80/03/14 
3pp 


— 60032&0347 "Groundwater Drainage Sys Analysislof Sys Performance 
Oversiie drawings end 

a Ebasco Services. Inc isubs of Enserch Corp ) 60/01/31 

44pp 


0 Inspection reports. !F Uulletins L correspondence 


6003100057 Responds to IE Bulletin 79-14 re seismic analysis for 
safety-related piping sys Piping installation at facilities 
has not progressed to point wherr meaningful insps can be 
made Appropriate response is not possible 

RENBEROERiD L Washington Public Power Supply System 79/11/05 

ip 


6003100084 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Otesel Generator Field Exciter Transformer " 

Diesel generators are not connectsd in manner dcscribsd in 

bulletin Testing ui 1 1 occur before fuel loading 

RENBERGER. D L Washington Public Power Supply System 79/11/08 

IP 


6003110327 Responds to IE Bulletin 79-02. Revi s i on 2. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchar Dolts " No 
plant for utilising concrete expansion bolti 

RENBERQER. D L Washington Public Power Bupply System 79/12/13 
IP 


6003270453 Responds to IE Bulletin 77-25. “Failures of Westinghouse BFD 
Relays in Safety-Related Sys '' Nestinghoute DFD relays not 
in use at facilities 

RENBEROER. D L Washington Public Pouei Supply System 60/01/28 
Ip 


5003260401 Forwards IE Bulletin GO-06. “Engineered Safety Feature 
<E 6 F) Reset Controls " No written response required 
EMOELKEN. R H Region 5. San Ftancisco. Office of the Director 
60/03/13 Ip 


8003060451 Forwards lE Insp Repts OO-SOB/BO-Ol I 50-509/60-01 on 
600108- il No noncomp 1 1 atice noted 

SPENCER, 0 S Regiort 5. 8 an Franc itco, Reactor Canetructlon R 
Engineering Support Branch 80/02/06 2pp 


eO03250164 forwards IF Info Notice 80-11. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sye '* No action or written response required 
EMOELKEN.R H Region 5. San Francisco. Office of the Director 
90/03/14 Ip 


B003260357 Forwards IE Circular 80 - 04 , "Securing of Threaded Locking 
Devices on 8 af cty^Re I nted Equipment " No written response 
required 

ENOELKENjR H Region D. San Francisco, Office of the Director 
00/03/14 Ip 


Reportable occurrences. LERs related correspondence 


—8003060460 IE Insp Repts 50-500/80-01 6 90-509/60-01 on BOOIOB-J 1 No 
noncompliance noted Major areas Inspecttdf const activities 
including licensee action on deficiency i terns, previoui imp 
find ings. weld ing procedure review b record review 
DODDB. R T Region 5. San Francisco. Reactor Construction U 
Engineering Support Dranch HERNANDEZ. G . BISKQP.T W Region 5. 
dan Franc iscot Office of the Director 80/02/05 i2pp 


8003260069 Responds to IE Bulletin 79-28. “Possible Malfunction of 
NAMCO Model EA16D Limit Switches at Elevated Temps " 

Contractors to te informed requested to identify affected 
switches Switches identified to be replaced 

RENBERGER. D L Washington Public Power Supply System BO/02/07 
ip 


^003140245 Aek receipt of 900131 Itr transmitting find deficiency rept 
re omission of vertical reinforcing steel in fuel handling 
bldg wall Corrective ections to be examined in next insp 
ENOELKEN.S H Region 5, San Francisco. Office of the Director 
00 / 02 / i I Ip 


8003120799 Forwards IE Info NotUe 80-07, "Pomp Shaft Fatigue 
Cracking “ No response requtrad 

ENGELHEN.R H Region 5. San Francisco. Office of the Director 
60/02/29 Ip 


'-"8003140257 Forwards final deficiency rept re omission of vertical 
reinforcing steel in fuel handling bldg wall Corrective 
action to be Implemented prior to 600215 

STRAND.N 0 Washington Public Power Supply System 80/01/31 Ip 


6003270441 Responds to IE Dufcletui 60-03, "Loss of Charcoal From 3td 
Type ItiTwo Inch Tray Adsorber Cells “ Facility charcoal 
adsorber units are of all welded const supplied by CTI 
Nuclear IE Bulletin 80-03 subj does not apply 

RENBERGER. D L Washington Public Power Supply System SO/03/03 

ip 


""8003140262 Deficiency rept re omiiaiqn of vertical rainforcing ttael in 
fuel handling bldg wall Holes drilled for grouting of addl 
dowels. 

a Washington Public Power Supply System 90/01/31 3pp 


Rocket 8TN-50-509 wppsb nuclear project, unit 5 

^ App 1 Ication/construction stage documents S< correspondence 


^003110960 Submits info, per NRC 600206 request re endangered ^ 
threatened species present in proposed const area No 
species proposed for endangered list are within area 
MEYER.WH Interior. Dept of. Fish It Wildlife Servic* 80/02/29 
4pp. 


8003140382 Forwards IE Info Notice 60-10, “Partial Lois of Non-Nuclear 
Instrument Sys Powti Supply During Operation “ No spicific 
action or response required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
00/03/07 Sp p 


6003100119 Forwards IE Info Notice 60-08 “States Co Sliding Link 
Electrical Terminal Block No specific acblon or response 
requested 

ENGELKEN.R H. Region 5? San Francisco. Office of the Director 
80/03/07 Ip 
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80032&OS74 Forwards lE 80-05, •■Vacuum Condition Reiultinfl in 

Daffiogr to Chenlcai Vot Conitroi Sys (CVCSI Holdup Tonis " 

Action tc written response required 

ENSELKEWi R H Region 5. San Francisco. OfMce of tfte Director 
BO/03/ID Ip 


8003260401 Forwards IE QulUtin a0“06, ''Engineered Safety FeAture 
(£8F) Reset Controls " Wo written response required 
ENOELKEN. R H Region 5. San Francisco. Office of the Director 
60/03/13 fp 


0003250164 Forwards lE Info Notice 80-Jl. 'Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
SyS ” No action or written response required 

ENDELKEN-R H Region 5. San Francisco, Office of the Director 
80/03/14 Ip 


8003260-337 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
riqu i red 

ENOELilEN. R K Region 5, San Franc iico» Office of the Director 
90/03/14 IP 


DOCKET 50-510 BLUE HlLLfa STATION, UrilT 1 


A App 1 1 ce t i on/c onstr uc 1 1 on stage documents ic correspondence 


S003130503 Provides info to establish that area is growing residential 
communlt-y Includes statistics for single family dwellings 
located in area from 1975-1779 4 population figures for 
2actiary t Raker, UA 

caOK.J Gulf States Lftillties Co 80/03/07 Ip 


DOCKET 50-511 PLUE HILLS STATION UNIT 2 


A App I i catlon/cons true t i on stage documenti 4 correspondence 


8003130503 Provides info to establish that area is growing residential 
community includes statistics for single family dwellings 
located in area from 1975-1979 U population figures for 
Zachary ii Dak er ■ LA 

COQK^V Gulf States Utilities Co B0/D3/O7 Ip 


DOCKET 50-513 NPPSS NUCLEAR PROJECT, UNIT 4 


A App 1 i cat i on/ c ans tr u c ti on stage docum-ents it correspondence 


80-03240042 Notification of 800326-26 meeting w/utll at plant sites to 
review const progress 

LYNCH^M 0 Light Water Reactors Rranch 4 00/02/19 4pp 


6003110588 Submits info, per NRC 800206 request re endangered U 
threatened species present in proposed const area No 
species proposed for endangered list are within area 
MEYER/W K Interior, Dept of. Fish L Wildlife Service 80/02/29 
4pp 


H General carrespo-ndence 


9003190849 Responds to 800123 tir to Presidant Carter requesting Info 
re plants u/similar design to Tf1I-2 Provides list of all 
BbW des igned p lants 

DENTON, H R. Office of Nuclear Reactor Regulation 00/02/14 Ip 


Q Inspection reports, IF Dultetiais & c orresp-ondenc e 


8003170139 Responds to IE DuHetin 79-23. "Potential Failure of 
Eflergency Diesel Generator Field Exciter Transformer ” 

Dlesil generator neutrals are grounded through transformer 
& current limiting resistors 

REN8ERGER, D L Washington Public Power Supply System 79/11/12 

Ip 


8003110323 Forwards response to IE Dulletin 79-02, Revision 2, "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts " Approx BO'/ pipe supports do not require anchors ft 
are attached by bolting into smb-edded inserts 

RENDERGERiD L Washington Fubtic Power Supply System 60/01/24 
I2pp 


8003060761 Foruartfs IE Insp Repts 50-460/79-14 ft 5D-513/79-H on 
79t 127-30 ft 12(0-]3.No noncompliance noted 

SPENCERfO 3 Region 5, San Francisco. Reactor Construction ft 
Eng i nearing Support Dranch 80/02/05 2pp 


— 8003060769 IE Insp Repts 50-460/79-14 ft 50-513/79-14 on 791127-30 
ft 1210-13 No noncompliance noted Hajoi areas inspected const 
activities le safety 're latod piping i ns la 1 lat ion. wel d ing 
ac tivit ( es p welder tra i ning, p iping vendor ft receipt records 
DDDD8, R T Region 5, San Francisco, Reactor Construction ft 
Engineering Support Branch HERNANDEZ, 0 , NARBUT, P P Region S. 
San Francisco, Office of the Director 80/02/05 5pp 


8003280065 Responds to IE Bulletin 79-20. "Possible Malfunction of 
NAMCO Model EAlBO Limit Switches at Elevated Temps " 

Contractors to be informed ft requested to determine 
compliance w/recommendal ions 

RENDER GER • D L Washington Public Power Supply System 80/02/11 
if 


8003280090 Responds to IE Bulletin 79-25, "failures of Nestinghouse SFD 
Relays in Saf ety-Related Sys " Relays not in use in facility 
design Review lo discover if Class IE contracts contain 
Westlnghouse relays to be completed by 000229 

REMBEROER, D L Washington Public Power Supply System 80/02/11 
IP 


8003120299 Forwards IE Info Notice 80-0/, "Pump Shaft Fatigue 
Cracking " No response required 

ENOELKENiR H Region 5, San Francisco. Office of the Director 
90/02/29 Ip 


6003140362 Forwards IF Info Notice SO-lO, "Partial Less of Non-Nuclear 
Instrument Sys Powei Supply During Operation " No specific 
action or lesponse required 

ENOELKEN. R H Region 5, San Francisco, Office of the Director 
BO/03/07 2pp 


8003160119 Forwards IE Info Notice 00-09 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ENDELKENiR H Region 5, San Francisco, Office of the Director 
80/03/07 Ip 


8003260574 Forwardi IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Vot Control &ys <CVCS) Holdup Tanks " 

Action ft written response required 

ENOELKEN.R H Region 5. San Ffanciscoi Office of the Director 
80/03/10 IP 


8003260401 Foi wards IE Bulletin BO-06. "Engineered Safety Feature 
(ESF) Reset Controls " No written response required 
ENOELKEN, R H Region 5. San Francisco, Office of the Director 
90/03/13 ip 


0OO'325O164 Forwards IE Info Notice 80-11. "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

ENGELK£W,R H Region 5. San Francisco, Office of the Director 
80/03/14 Ip 


B0032603S7 Forwards IE Circular a0“04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
r squired 

EN06LKEH, B H Region 5, San Francisco. Office of the Director 
80/03/14 tp 


8 Reportable occurrences, LERs % related correspondence 


B00313037q PNO-V-BO-OOl :on 600129, field studies for WNP-2 FSAR 
identified fault in rock quarry southeast of KennewickiWA 
Significance not determined Technical evaluation uiM be 
provi ded in Mar 1980 

BISHOP,! W Region 5, Ban Francisco, Office of the Director 
00/02/15 Ip 


DOCKET 50-514 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


A App 1 icati on/constructi on stage documents ft correspondence 


8003D40577 Notifies that util has no comments on U60A Itrs to NRC re 
alternative plant sites Agrees w/Advlsory Council on 
Historic Preservation ft OR Dept of Land Conservation ft 
Development comments to NRC Response to DDl 800116 1 tr end 
LINDBLAD, W J Portland Genaral Electric Co 80/02/25 4pp 


8003100001 Requests opportunity to discuss priority of NRC CP 
activities in post-TMI period Utils are concerned about 
availability of NRC resources in coming yr to deal 
w/related hearings NRC resources can be optimised. 

OPREA, 0 W Houston Lighting ft Power Co 80/02/SB 2pp 
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0 Adjudicatory correspondence 


8003040657 Notice of uithdiaoiai from proceeding Certificate Of 8vc 
enc 1 

PATONiUO Hearing Branch 4 80/02/29 3pp 


6003190326 Notifies that NRC supports util req,ir«tt for partial Initial 
decision on site suitability matters intervenors should have 
30 days from date of Issuance of final suppl to FEB to 
indicate uhether they uill contest conclusions 
DORDENICK^ B H Hearing Branch 4 BO/03/10 2pp 


G003190926 Forwards "Rad lolog i ca 1 Assessment of Nyhl Nuclear Power 
PiantiNftC Translation 520 1 " per 000229 telcon request NftC 
response to forwarded rept will be provided when available 
Also forwards Rogovin repti Vol 1 U/o end 
BQROENICKiB h Hearing Branch 4 00/03/10 Ip 


DOCKET 50-515 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 2 


A App 1 icaiion/construct ion stage documents t corrt spondence 


8003040577 Notifies that util has no comments on UQDA Itrs to NRC re 
alternative plant sites Agrees u/Advisoi>y Council on 
Historic Preservation OR Dept of Land Conservation 1. 

Development comments to NRC Response to DOT 800116 Itr end 
LINDBLAD. N J Portland General Electric Co 60/02/25 App 


6003100001 Requests opportunity to discuss priority of NRC CP 
activities in posi-THI period Utils ai e concerned about 
availability of NRC resources in coming yr to deal 
w/related hearings NRC resources can be optimised 
OPREA/ G H Houston Lighting Power Co 00/02/26 2pp 


G Adjudicatory correspondence 


8003040657 Notice of withdrawal from proceeding Certificate of 5vc 
enc 1 

PATON, W D Hearing Branch 4 60/02/29 3pp 


8003190326 Notifies that NRC suppoi ts util request fpr partial initial 
decision on site suitability matters Intervenors should have 
30 days from date of issuance of final suppl to FEB to 
indicate whether they will contest conclusions 
BORDENJCK. 0M Hearing Branch 4 80/03/10 2pp. 


8003190926 Forwaids "Had iol og ical Assessment of Wyh 1 Nuclear Power 
Plant. NRC Translation 520." per 600229 ielcon request NRC 
response to forwarded rept will be provided when available 
Also forwards Rogovin rept.Vol 1 U/o end 
flORDENICK.B M Hearing Branch 4 80/03/10 Ip 


DOCKET STN-SO-516 JAMESPQRT NUCLEAR GTATIQN. UNIT I 


0 Adjudicatoiy correspondence 


8003190637 Ninth status rept per ASLAB 790607 grant for indefinite 
extension of time. for NRC to respond to Suffolk County 
motion to file supplemental bi ief NRC task action plan being 
prepared Certificate of 8vc end, 

BQRDENTCK. B H Hearing Branch 4 80/03/11 App. 


Q Inspection reports. IE Bulletins ^ correspondence 


B003060662 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups St state atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER. D H Region 1. Philadelphia. Office of the Director 
79/U/29. Ip 


8003120742 Responds to IF. Bulletin 79-26. "Possible Malfunction of 
NAMCO Model EA160 Limit Switches at Elevated Temps “ 

No switches purchased yet If purchased. sul tabl e controls 
will be instituted. 

PLASKONiR E Long Island Lighting Co SO/02/07 Ip. 


B0031204S6 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking " No response required 

ORIER.B H Region 1. Ph 1 lade 1 phia. Office of the Director 
eO/02/29 i p 


B003190254 Forwards IE Info Notice 60-08 ^’States Co Sliding Link 
Electrical Terminal Block " No eptcific action or response 
requested 

ORlERrB H Region li Ph 1 lade] phia. Office of the Director 
80/03/07 Ip. 


00032^0291 Forwards IE Info Notice BO-IO. "Partial Lott of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

GRIER. fi K Region 1. Philadelphia. Office of the Director 
80/03/07 ip 


0003260396 Forwards IE Bulletin BO-OS. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action Sc written response required 

GRIER. Q H Region 1. Philadelphia. Office of the Director 
00/03/10 Ip 


6003260132 Forwards lE Bulletin 60-06. "Engineered Safety Feature 
(ESF) Reset Controls '* No written response required 
GRIER. D H Region 1. Philadelphia, Office of the Director 
80/03/13 ip 


6003250322 Forwards IE Info Notice 80-11. “Generic Problems W/ASCO 
Valves in Nuclear App 1 tea 1 1 ons Including Fira ProtBcllon 
Bys " No action oi written response required 
GRIER. 8 H Region 1. Philadelphia. Office of the Director 
80/03/14 Ip 


800326D036 Forwards IE Citcular 60-04. "Securing of Threaded Locking 
Devices on Safety-Re latcd Equipment “ No written response 
required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
60/03/14 ip 


DOCKET 8TN-SO-517 JAMESPORT NUCLEAR STATION, UNIT 2 


0 Adjudicatory correspondence 


0003190637 Ninth status rept por ASLAD 790607 grant for indefinite 
extemion of time, for NRC to respond to Suffolk County 
motion to file supplemental brief NRC task action plan being 
prepared Certificate of Sve end 
BORDENtCK^ D H Hearing Branch 4 80/03/11 4pp 


Q Inspection reports* IE Bulletins I. correspondence 


0003060662 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups U state atty 
general ofes. copies of escalated enforcement correspondence 
tent by NRC to licensees 

ORIER.B H Region 1. Phi 1 adelph la. Office of the Director 
79/11/29 tp 


8003120742 Responds to IE flullatin 79-28. “Possible Malfunction of 
NAMCO Model EA160 Limit Switches at Elevated Temps “ 

No switches purchased yet If purchased, suitab le controls 
will be Instituted 

PLASKONr R E Long Island Lighting Co 80/02/07 Ip 


0003120456 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking No response required 

GRTER. D H Region f. Ph i ladelphla. Office of the Director 
80/02/29 I p 


8003190254 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block “ No specific action or response 
requested, 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
80/03/07 1 p 


8003260291 Forwards IE Info Notice 80-10. "Partial Lots of Non-Nuclear 
Instrument Sys Power Supply During Operation No specific 
action or response required 

GRIER, B H Region 1. Ph I Ud elph ia. Office of the Director 
80/03/07 I p 


0003260396 Forwards IE Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vo) Control Sys (CVCS) Holdup Tanks " 

Action & written response required 

ORIER.B H Region 1. Phi ladelph ia. Office of the Director 
80/03/10 Ip 


8003260132 Forwards IE Bulletin BD-06. "Engineered Safety Fsaturs 
<E8F) Reset Controls " No written response required 
ORIER.B H Region I. Ph i1 adelphia. Office of the Director 
80/03/13 Ip 


0003250322 Forwards IE Info Notice 00-1 i, "Generic Frobleme H/ASCO 
Valves in Nuclear Appticatione Including Fire Protection 
Sys “ No action or written responee required 
oniER.Bi. H Region 1* Philadelphia. Office of the Director 
60/03/(4 Ip 
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S003260036 Forward* l£ Circular 80-04# "S^curtHfl of Threaded LocHn-g 
Oavlct* on Eaf lated Eiiul(>m»nt *’ No writtan raipoma 
required 

CftlERi B M Region li Philadelphia. Office of tha piractor 
80^03/14 Ip 


DOCKET srN-50“5l8 HARTSVILlE NUCLEAR PLANT. UNIT 1 


A App I ication/construc ilon *tage document* & Correspond one e 


8003270200 Forwards NRC 80012B i 02lt I trs to CE re control rod drive 
sgs mods U anali^ses of boil-off rates U control rod drive 
return line norile Further info & {guidance will be 
issued in NUREG-061? 

DAERiR L Liflht ^ater Reactors Branch 2 80/03/13 3pp 


H Oeneral correspondence 


8003030448 Forwards affidavit of sve foi Amend 30 to PSAR 
MILLS. L M Tennessee Uallei^ Authorltv 80/02/13 2pp 


0 Inspection report*. IE Bulletins i correspondence 


3003060400 Forward* IE Insp Rept* 30-518/79-27.90-519/79-27. 
30-S20/79-27 t» 50-S21/79-27 on 790924-1124 No HoncompUance 
noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction It EnOineering 
Support Branch ap/Ol/04 2ppp 


900306^406 IE Imp Repts 50-618/79-27.50-519/79-27.90-520/79-27 tt 
50-521/79-27 on 790924-1 124 No noncompUance noted Major 
areas inspected structural concraie.A-l reactor pressure 
vessel receipt ti outstanding Items 

CANTRELL. F, 3 Region 2. Atlantai Reactor Construction U 
Engineering Support Branch SNAN. W R ■ HERDT.A R Region 2. 
Atlanta. Office of the Director 00/01/02 lOpp 


8003030291 Forwards IE Insp Rept* 50-518/00-02.50-519/80-02, 
50-520/80-02 i» 90-521/80-02 on 800108-11 No npncompl lance 
noted 

BftYANTj J C Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 00/01/24 2pp 


—6003030297 IE Insp Repts 30-310/80-02. 50-519/30-02. 90-520/80-02 U 
50-321/00-02 on 000108-11 No no-nco/np I ( anc« noted Major area* 
inspected orgenl latlonal /func t i anal a 1 ignment. audi tt< c^ua I itv 
r equirejnents 6 work (c quality insp procedure* 

CONLONjT E Region 2. Atlanta. Reactor Construction ^ Engineering 
Support Branch BRQRNLEE.V L Region 2, Atlanta. Office of the 
Director 80/01/24 Spp 


8003140365 Ack receipt of 000116 lupplefflental Itr informing NRC of 
steps teker. to correct violation* noted in IE Jtssp Repts 
50-510/79-24.50-519/79-24.50-520/79-24 50-921/79-24 

BRYANT. J C Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 80/01/31 2pp 


— 8003140368 Responds to NRC 80010/ Itr re violation* noted in IE Insp 
Repts 90-518/79-24.50-519/79-24,50-520/79-24 <« 50-921/79-24 
Corrective actions alternative OC method ulll be used to 
Insure highest std of electrode* 

MILLS. U H Tennessee Valley Authority 80/01/18 Spp 


6003170062 Forwards l£ Info Notice 80-03. ^’Main Turbine 
Eiectrohydraul ic Control 0gs " No specific action or 
response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 60/01/31, 
3pp 


6003190124 Forward* IE Circular 79-2S.8uppk A, “Shock Arrestor Strut 
Assembly Interference " No written respatise required 
O'REILLY.JP Region 2. Atlanta. Office of the Diractor 80/01/31 
Ip- 


0003190340 Forwards IE Insp R«ptt 50-510/77-00.50-517/79-30. 
50-920/77-30 1. 30-52J/79-30 on 79I126-J221 No noncomp I ianc e 
noted 

BRYANTiU C Region 2. Atlanta. Reactor CcTnstruc tion l< Engineering 
Support Branch 80/02/04 2pp 


— 0003190356 IE Insp Repts 50-518/79-30. 50-519/79-30, 50-520/79-30 It 
30-521/79-30 on 791126-1221 No noncompliance noted Major 
areas inspected structural concrete.A 1 reactlr pressure 
vessel Installation ^ handling 

CANTRELL. F 8 Region 2. Atlanta. Reactor Gonetruction li 
Engineering Support Branch SMAN«M B Region Atlanta. Office 
of the Director 80/02/01, 6pp 


8003190738 Forwards IE Insp Rept* 50-518/00-01,50-519/80-01, 
50-520/00-01 t 50-521/00-01 on 800114-17 No noncompliance 
noted 

BRYANT. J C Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 00/02/04 2pp 


—3003190749 IE Jnsp Repts 50-510/80-01,50-519/80-01,50-520/00-01 & 
50-521/60-01 on 800114-17 No noncomp 1 lance noted Major areas 
inspected welding of steel structures ti supports (< welding 
of safety-related piping 

HERDT.A R Region 2. Atlanta, Reactor Construction 8« Engineering 
Support Branch CRONLEV. D R Region 2> Atlanta, Office of the 
Director 80/01/31 /pp 


0003260019 Foruaids IE Info Notice BO-04. "DUR Fuel Exposure in Ekcpsi 
of Limits “ No action or response required 

D'OEILLY. J P Region 2, Allanla, Office of the Director 80/02/04 
Ip 


8003210176 Forwards response to IE Bulletin 79-20 Util located 22 NAHCQ 
Model EA10O stem mounted switches that are code dated 
between Feb ^ Aug 1979 at Sequoyah Unit 1 Investigation 
continuing for Sequoyah Unit 2 

MILLS. L M Tennessee Valley Authority 00/02/06 2pp 


8003160082 Forwards IE Bullotln 80-04. “Analysis of PWR Main Steam Lin* 
Break N/Contlnued Feedwater Addition “ No written response 
required 

a'nElLLV. J P Region 2. Atlanta, Office of the Director 00/02/08 

2pp 


0003190441 Forward* IE Info Notice SO-05, “Chloride Contamination of 
0af ety-Re lated Piping t Components “ No written response 
required 

O'REILLY. U P Region ?, Atlanta. Office of the Director aO/02/OQ 
Ip 


0003190756 Ack receipt of 800219 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Rept* 50-310/79-28. 
50-519/79-SG. 50-520/79-28 fy 50-521/79*28 

BRYANT.J C Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 00/02/28 2pp 


— 8003190768 Responds to NRC 800129 Itr re violations noted in IE Insp 
Repts 50-518/79-28, 30-519/79-23, 50-520/79-28 fc< 50-521/79-20 
Corrective actions insp f* craft personnel leminded of 
preheat requirements 

MILLS. L M Tennessee Valley Authority 00/02/19 2pp 


—00031907/7 Forwards IL Insp Repts 50-510/79-20,50-519/79-20. 
50-520/79-28 t. 50-521 /79-P8 on 791211-14 t notice of 
violation 

BRYANT.J C Region 2, Atlanta. Reactor Construction f,< Engineering 
Support Branch 80/01/2? 2pp 


-“0003190705 Notice of violation from insp on 791211-14 

« Region 2, Atlanta. Office of the Diroctor 80/01/22 ip 


—8003190798 IE Insp Repts 30-510/79-28. 50-519/79-20. 30-S20/79-2B 6 
50-521/79-28 on 7912il-14 Noncomp 1 lane o noted weld ticket 
for seam DV600035 (repair) signed off before welder was 
ready to- Start uolding 

HERDT.A R Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch ECONCIMQS. N Region 2. Atlanta. Office of the 
Director 60/01/22 4pp 


0003190097 Ack receipt of 800219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-510/79-29, 
50-519/79-29,50-520/79-29 ti 50-521/79-29 

BRYANT.J C Region 2, Atlanta, Reactoi Construction t< Engineering 
Support Branch S0/02/2B 2pp 


— 8003190065 Responds to NRC 800130 Ur le violations noted in IE Insp 
Repts 50-518/79-29.50-519/79-29.50-520/79-29 8. 30-521/79-29 
Corrective actions review of slump U strength test of 
individual samples was aiode on pour tt found acceptable 
MILLS. L M Tennessee Valley Authority 00/02/19 3pp 


—6003190671 Forward* IF Jnsp Repts 50-510/79-29. 50-319/79-29. 
50-520/79-29 1 50-521/79-29 on 791217-19 tt notice of 
violation 

BRYANT.J C Region 2. Atlanta, Reactor Construction t« Engineering 
Support Branch 80/01/30 2pp 


—9003190877 Notice of violation from insp on 791217-19 

e Region 2. Atlanta. Dffn-e of the Director 00/01/10 Ip 
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— e003l90B98 IE In»p Reptt SO-Sl 6/79-29, SO-5 19/79-29, 50-520/79-29 & 
50—921/79—29 on 79121/-19 fJovtcornp 1 iflnco ntitfid unidtl torij 
batch plant control 

HARRIS, J R Rpgton 2, Atlanta. Office of the Director CDLQN, T E 
Region 2, Atlanta, Reactor Construction & Engineering Support 
tlranch 60/01/30 3pp 


0003190039 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Craetlng " No response required 

O'REILLY, J P Region V, Atlanta. Office of the Director HO/02/29 

2pp 


6003140367 Forwards IE Info Notice 80-10. "Partial Loss of Non-Nuclear 
Instrument 8ys Power Supply During Operation '' No specific 
action or response required 

O'REILLV, vT P Region 2, Atlanta, Office of the Director 80/03/07 

2pp 


6003190003 Forwards IF Info Notice 60-09 "9tates Co Sliding Link 
Electrical Terminal iJlock “ No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/07 

3pp 


8003260239 Forwards IF Sulletln 80-06, '‘Engineered Safety Feature 
<ESF) Reset Controls “ No written response required 
□'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/13 
3pp 


8003890372 Forwards IF Info Notice 80-11, "Generic Problems W/ASCO 
Valves ill Nucleai Applications Including Fire Protection 
Sys “ No action or written response required 

□'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/19 

Ip 


6003260181 Forwards IK Circulai 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY. JP Region 2, Atlanta, Orflce of the Director 60/03/14 
3pp 


S Reportable occurrences, iKRs t related correspondence 


6003120499 Forwards first Lntei im deficiency i ept re wiring 
d iscr opanc les on high piossuro core spray components 
Pinal rept will be forwarded by 8QO029 
KILLS. L M Tennessee Valley Authority 80/03/07 Ip 


— 6003180498 First interim deficiency rept re wiring discrepancies on 
high pressure core spray components 6E S, dorr i son-Knudson 
sent task force to coirect discrepancies In switchgear •& atr 
compressor skids 

# Tennessee Valley Authority 80/03/0/ Ip 


6003180372 Forwards Interim deficiency lept re weld deficiencies in 
reactor pressure vessel shield wall 

KILLS, L K Tennessee Valley Authority 80/03/13 Ip 


—8003180377 Interim deficiency rept re weld deficiencies in reactor 
pressure vessel shield wall Ot 29 welds inspected,!? were 
found to be of unacceptable quality Racking bar will be 
stripped from first two shells of wall 
» Tennessee Valley Authority 80/03/13 Ip 


6003210374 Forwards final deficiency rept re Incorrect concrete mil in 
shield bldg wall 

MILLS, L H Tennessee Valley Authority 80/03/14 Ip 


—8003210376 Final deficiency rept re use of incorrect concrete mil in 
shield bldg wall Kotls ongineei failed to consult drawing 
for determination of correct concrete mix Compressive 
strength tests performed indicated acceptability foi’ u»* 

* Tennessee Valley Authority 80/03/14 2pp 


8003210407 Forwards suppl to 800110 final deficiency rapt re inadaquate 
matl traceability on Bergeh-Paterson component support 
attachments 

MILLS, L M Tennessee Valley Authority 80/03/14 Ip 


—8003210410 Suppl to final deficiency rept ro inadequate matl 
traceability on Dergen-Paterson component support 
attachments Util obtained resolution on remaining 
certification of attachments for 18 pipe hangers 
* Tennessee Valley Authority 60/03/14 2pp 


B003260646 Forwards third interim deficiency rept re deficient welds 
between containment anchor bolt chair i. both containment 
shell U. base plate 

MILLS, L,M Tennessee Valley Authority 00/03/19 Ip 


— 8003260648 Third interim deficiency rept re deficient welds between 
containment anchor bolt chair & both c onta Inmen t shell h 
base plate Cause unstated Nork halted on containment anchor 
bolt chair for Units 1 U 2 All welders to attend training 
« Tennessee Valley Authority 80/03/19 Ip 


DOCkiET STN-50-5t9 HARTSVILLE NUCLEAR PLANT. UNIT 2 


A App i ication/c ons truct 1 on stage documents b correspondsne t 


6003270200 Forwards NRC 80O12B V 0211 Itrs to GE re control rod drive 
sys mods t analyses of boil-off rates t, control rod drive 
sys return line noixle Furthei info b guidance will be 
Issued in NUREG-0619 

BAER.R L Light Water Reactors Branch 2 80/03/13 3pp 


H Oenerai correspondence 


6003050448 Forwards affidavit of sve for Amend 30 to PBAR 
HILLS. UM Tennessee Valley Authority 80/02/13 2pp 
6 

Q Inspection repoi ts, IE Dulletins t< correspondence 


8003060480 Forwards IF Insp Repts 50-518/79-27,50-519/79-27. 
50-920/79-27 S 90-521/79-27 on 790984- 1 124. No none omp liance 
noted 

HURPHV, C E Hegion 2. Atlanta* Reactor Construction & Engineering 
Support Branch 80/01/04 2ppp 


—8003060496 Ifc Insp Repts 50-518/79-27,50-919/79-27,50-520/79-27 t 
50-521/79-27 on 790924-1124 No noneompl lance noted Major 
areas inspected structurak concrete, A-1 reactor pressure 
vessel receipt & outstanding items 

CANTRELL, F 8 Region 2, Atlantai Reactor Construction St 
Engineering Support Branch SWAN, M B , HERDT.A R Region 8* 
Atlanta* Office ef the Director 80/01/02 iOpp. 


8003050291 Forwartfs IE Insp Repts 50-518/80-02*50-519/80-02, 
80-920/80-02 Sc 90“5ai/80-0p on 800108-11 No none omp 1 lance 
noted 

BRYANT, J 0 Region 2, Atlanta, Reactor Construction i> Ensineerlng 
Support Branch 60/01/24 2pp 


—8003050297 IE Insp Repts 80-513/80-02.50-519/80-02* 50-520/80-02 k 
50-521/00-03 on 800108-11 No none omp 1 1 ance noted Major areas 
Inspected or gani xa tlona l/f unctional a 1 1 gnment. aud i ts, qua 1 ity 
requirements b worlr k quality insp procedures 

CONLQN, T F Region 2. Atlanta, Reactor Construction & Engineering 
Support Drahcli BROWNLEE* V L Region 2, Atlanta, Office of the 
Director 80/01/24 9pp 


6003140365 Ack receipt of 800113 sup pLentental Itr informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-518/79-24,50-519/79-24,50-520/79-24 U 50-521/79-24 
DRYANTtJ C Region S* Atlanta, Reactor Construction I. Engineering 
Support Branch 80/01/31 2pp 


—8003140366 Responds to NRC 600107 Ur re violation! noted in IE tnsp 
Repts 50-518/79-24. 50-519/ /9-24, 50-920/79-24 6 50-521/79-24 
Corrective actions alternative QC method will be used to 
Insure highest std of electrodes 

MtLLS.L M Tennessae Valley AuthorUy 60/01/18 3pp 


8003170050 Forwards lE Info Notice 30-03, “Main Turbine 
E.lectr ohydraul ic Control Sys '♦ No specific action or 
response required 

O'REILLY, JP Region 2* Atlanta, Office of the Director BO/Ol/31 
3pp 


8003190124 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assinbly Interf sr tnce " No written response required 
0'RE1LLY*J P Region 2* Atlanta, Office of the Director 80/01/31 
Ip 


8003190340 Forwards IE Insp Repts 50-518/79-30, 50-519/79-30, 
50-500/79-30 I, 50-521/79-30 on 791126-1221 No nuncompl ianc e 
noted 

BRYANT. J. C Region 2, Atlanta. Reactor Oonstruction k Engineering 
Support Branch 80/02/04 2pp 


—8003190356 IE Insp Repts 50-513/79-30,50-519/79-30* 50-520/79-30 U 
50-521/79-30 on 791106-1221 Mo noncomp I i ance noted Major 
areas inspected structural concrete.A I reactir pressure 
vessel insta 1 Lat Ion handling 

CANTRELL.F S Region 2, Atlanta, Reactor Construction tc 
Engineering Support Branch SWAN, W B Region 2* Atlanta. Office 
of the Director 80/02/01. 6pp 
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9003190738 Forwards IE Insp R«pfc» 5O-&ia/0O-Olr SO-519/SO-Oi . 
50-520/eO-Oi H 50-521/80-01 ott 800114-17 No- no»ic ©flip M •nee 
rotMd 

C Region 2i Abl^ntaj Aeai:toi Construction U Engineering 
Support flranc^i 80/02/04 2pp 


—9003190749 IE Irisp fiepts 50-519/80-01 . 50~5 19/90-01- 50-520/60-05 t> 
50-521/00-01 on 800114-17 No nonjcoffip I lane* noted Major areas 
InspBc^'ed ueldtng of ste^i structures & supports ti welding 
of safety-related piping 

HEHDT. A R Region ?- Atlanta- Reactor Construction Sf Engineering 
Support Branch CROWLEV- B R Region 2r Atlanta- Office of the 
Director 80/01/31 Vpp 


8003260019 Forwards TE Jnfo riotice 80-04, "BWR Fuel Exposure in Excess 
of Limits " No action or response required 

O'REILLY- J F Region 2. Atlanta. Office of tho Director BO/OS/04 

Ip 


8003210176 Forwards response to Ig DujUtin 79-29 Util located 22 NAMCO 
Hodel EA160 stem rnounted switches that are code dated 
between Feb Aug 19/9 at Sequoyah Unit 1 Investigation > 

continuing for Sequoyah Unit 2 “ 

KiLLSrL H Tennessee Valley Authority 80/02/D6 Spp 


G003190082 Forwards IE Bulletin e0'04# "Analysis of PWR Wain Stoadi Line 
Dreafc W/Confcinu»d Feedwater Addition No written response 
requ i red 

Q'REILLY. J P Region 2. Atlanta. Office of the Director 60/02/08 

2pp 


0003190441 Forwards IF Info Notice 80-05- "Chloride Contamination of 
Saf e ty '“Related Piping f Components " No written response 
required 

0*RElLLYrJ P Region 2. Atlanta- Office of the Director 90/02/03 
IP 


B003I90756 Ac y receipt of 800219 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-510/79-29, 
50-519/79-29-50-520/79-28 b 50-521/79-26 

BRYANT- V C Region 2, Atlanta- Reactor Construe 1 1 on b Engineering 
Support Sranch 90/02/26 2pp 


—8003190769 Responds to NSC 80012? lir re violations noted In IE Insp 
Repts 50-510/79-28. 50'519.'79“2g. 50-920/79-28 It 50-521/79-28 
Corrective actions Insp b craft personnel rejninded of 
preheat requirements 

WILLS, L W Tennessee Valley Authority 80/02/19 2pp 


■6003190777 Forwards IE Insp Repts 50-S 10/ /9-2e. 50-519/79-29, 
50-S20/79-2B b 30-521/79-20 on 791211-14 t notice of 
violation 

BRYANT, J C Region 2. Atlanta, Reactor Construction I* Engineering 
Support Branch 80/01/29 2pp 


--9003190795 No-tlce of violation rrem insp on 791211-14 

* Fegion 2. Atlanta, Office of the Director 80/01/22 Ip 


— 8003i9&79a IE Insp Bepfcs 50-5l8/79-29i 50-51 9/79-28, 50-520/79-29 b 
50-581/79-20 on 791211-14 Noncomp 1 lance noted weld ticket 
for seam DVS00035 Irepair) signed off before welder was 
ready to start wel-djng 

HERDT.A rt Region 2, Atlanta. Reactor Construction & Engineering 
0uppOTt Branch ECON0M08,N Region 2, Atlanta, Office of the 
Director 60/01/22 4pp 


1003190057 Ack receipt of 000219 1 tr inforniing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-510/79-29, 
50-519/79-29,50-520/79-29 8, 50-521/79-29 

BRYANT, J C Region 2, Atlanta. Reactor Construction U Engineering 
Support Dranch 80/02/20 2pp 


— 8003190865 Responds to NRC 800130 Itr re vialations noted in IE insp 
Rapti SO-5 18/79-29, 50-519/79-29. 50-520/79-29 <« 50-521/79-29 
Corrective actions review of slump ^ strength test of 
individual samplei was made on pour U found acceptable 
MILLS, L M Tennessee Valley Authority 00/02/19 3pp 


-6003190671 Forwards JE Insp Repts 50-513/79-29.50-519/79-29, 
50-52C/79-29 V 50-521/79-29 on 791817-19 b notice of 
vl olatl on 

BRYANT, J C Region 2. Atlanta, Reactor Construction 4 Engineer ing 
Support Branch /nf\ - 


—8003190888 IE Insp Repts 50-516/79-29. 50-519/79-29. 30-520/79-29 i 
50-521/79-29 on 791217-19 Noiu omp 1 lanc e noted unsatisfactory 
batch plant water coniiol 

HARRIS. J R Region 2, Atlanta, Dtfjto of the Director COLON, T E 
Region 2, Atlanta, Reactor Cons ti uc i i on b Engineering Support 
Branch 00/01/30 Jpp 


8003190039 Forwaids Jt Info Notice 00-0'. 'Pump Shaft Fatigue 
Cracking " No t espouse lequlred 

O'REILLV, J P Region J- Atlanta. Otrice oe the Director 80/02/29 

2pp 


6003140307 Forwards It Into Notice 80-lu. "Partial Loss of Non-Nuclaar 
Instrument Sys Power Supply During Operation *' No specific 
action or response required 

O'PEILLV, JP Region ?. Atlanta, Office or the Director 60/03/07 

2pp 


8003)90003 Forwards IF Info Notice 80~08 '‘States Co Sliding Link 
Electrical Tetmlna) ntoik “ No specific action or response 
requested 

O'PEILLY. VP Region 2, Atlanta Office of the Director 80/03/07 
3pp 


6003260239 Forwards It Bulletin 00 06. "Engineered Safety Feature 
<ESF) Reset Controls No written response lequlred 
O'REILLY, JP Region 2, Atlanta. Office of the Director 80/03/13 
3pp 


0003250572 Forwards IE Info Notice 6u-n, "Geneiic Problems U/ASCO 
Valves In Nucleai Applications Including Fire Protection 
Syi " No action or written respunse tequired 

O'REILLY. J P Region 2. Atlanta, Office of the Director 60/03/14 

Ip 


6003260161 Forwaids IL Circular DU-O'I, "beturing of Threaded Locking 
Devices on 6a fo ty 'Re latod Equip, hcnt " No written response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 60/03/14 
3pp 


8 Reportable occ ui rences. LERs 6 related correspondence 


6003120475 Forwards fust intei im deficiericy ropt re wiring 
discrepancies on high pirisure core sptay components 
Final rapt will be forwarded by 600829 
tllLLS.L M Tennessee Valley Authority 80/03/07 Ip 


— 6003120496 First interim deficiency rept re wiling d i scr epanc i es on 
high pleasure core spray components OF 6 Morr i son-Knudson 
sent task foice to correct discrepancies in switchgear 6 air 
compressor skids 

* Tennessee Valley Authority 60/03/07 Ip 


6003210407 Forwards supp] to 600116 final deficiency rept re inadequate 
matl traceability on Oergen-Pa ter son component support 
attachments 

HILLEi L M Tennessee Valley Authority 60/03/(4 Ip 


— 8003210410 6uppl to final deficiency rept re Inadequate matl 
truceab 1 1 1 ty on Oergen-Paterson component support 
attachments Util obtained resolution on remaining 
certification of attachments for 18 pipe hangers 
a Tennessee Valley Authority 60/03/14 2pp 


8003360646 Forwards third intet Im deficiency rept re deficient welds 
between containment anchor bolt chair 6 both containment 
ahtll 4c base plate 

MILLS.L H Tennessee Valley Authority 60/03/1? Ip 


—0003260646 Third interim deficiency rept re deficient weld* between 
containment anchor bolt chair b both containment shell 6 
bate plate Cause unstated Work halted on containment anchor 
bolt chair for Units 1 4, 2 All welders to attend training 
» Tennessee Valley Authority 80/03/19 Ip 


DOCKET 0TN-5O-52O HARTSVILLE NUCLEAR PLANT, UNIT 3 
A App 1 )cat i on/construetton stage documents b correspondence 


8003270200 Forwards NFtC 60012B b 0211 Itrs to OE re control rod drive 
sys mods b analyses of boll-off rates & control rod drive 
sgs return line noizle Further Info b guidance will be 
Issued in NUREO-Ohl? 

BAER,R L Light Water Reactors Branch 2 80/03/13 3pp 
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K Qeneral correspondence 


S00309044B Foruards affidavit of svc for Amend 30 to PSAt^ 
MILLS) L M Tennessee Vallei| AgthorUg 80/02/13 Spp 


<k Inspection reports# IE Uulletlns correspondence 


8003060480 Foruards IE Insp Repfcs 50-518/79-27,50-519/79-27, 
50-520/79-27 50-521/79-27 on 790924-1124 Mo noncompliance 

noted 

MURPHY, C E Region 2, Atlanta# Reactor Construction 8t Engineering 
Support Branch 80/01/04 2ppp 


— 0OO3O6O4B6 IE Insp Repts 90-510/79-27. 50-519/79-27# 50-'520/79“27 ti 
50-521/79-27 on 790924-1124 No noncomp 1 lance noted Major 
areas inspected structural concrete, A-1 reactor pressure 
vessel receipt outstanding 1 tens 

CANTRELL, r G Region 2, Atlanta# Reactor Construction tt 
Engineering Support Branch SIMM# H Q • HEROTrA R Region 2# 
Atlanta, Office of the Director 80/01/02 iOpp 


0003050291 Fortuards IE Insp Rcpis SO -51 8/80-02# 50-51 9/ BO-02. 
50-520/80-0? 4 50-521/00-0? on flOOi08-H No noncompUance 
noted 

DRVANT# J C Region 2# Atlanta, Reactoi Construction h Engineering 
Support Branch QO/Ot/24 2pp 


— B0030S0297 IE Insp Hepts 50-518/80-02# 50-519/60-02, 90-520/80-02 h 
50-921/80-02 on 800108-11 No noncomp 1 i ance noted Major areas 
inspected or gan i lationa 1 / f unc t lonal al i gnment# aud its# qua I i ty 
requirements t uioi k ^ quality insp procedures 

CONLCIN.T E Region 2 , Atlanta, Reactor Construction Engineering 
Support Branch DRnNNLCEiV L Region 2# Atlanta# Office of the 
Oiretlor 80'Ol/24 5pp 


0003140365 Ack lULeipt or 800110 supplemental Itr Informing NRC of 
steps taken to correct violaiioris noted in IE tnsp Repts 
50-518/79-?4. 50-519/79-24, 50-520/79-24 tv 50-521/79-24 
BRYANT# J C Region 2, Atlanta, Reactoi Construction i Engineering 
Support Branch flO/Ol/31 2pp 


-*6003140366 Responds to NRo 800107 1 ir t e violations noted In t£ Insp 
Repts 50-518/79-24,50-519/79-24,50-320/79-24 t 50-521/79-24 
Corrective actions alternative QC method uill be used to 
insure highest std of electrodes 

MILLS# L M Tennessee 9>^lley Authority 90/01/10 3pp 


000317005? Foi wards U Info Notice 80-03# "Main Turbine 
Elec tx oh ydraul ic Contt ol Sys Ho specific action or 
response required 

O'REILLY# J P Region 2# Atlanta. Office of the Director 30/01/31 
3pp 


8003190124 F 01 wards IE Circular /9-?5#Suppl A# '‘Shock Arrestor Strut 
Assembly I ntei f e i enc e " Nu written response required 
0'REILLY#J P Region ?. Atlanta. Office of the Director 60/01/31 
IP 


0003190340 Forwai ds 11 Insp Rop^s 50“9lQ/79-a0# 50-9l9/77-30» 
50-520/79-30 t# 50-G?l//9-JO oh 791126-1221 No noncump 1 tance 
noted 

BRYANT, J C Region 2# Atlanta. Reactor Construction tt Engineering 
Support Branch 80/02/04 2pp 


—8003190356 IE Insp Repts 50-518/79-30, 50-519/79-30, 50-520/79-30 
50-521/79 30 on 791|?6-l22t No none omp 1 i anc e noted Major 
areas inspected structural concrote.A I reactlr pressure 
vessel installation i handling 

CANTRELL, r 8 Region 2. Atlanta, Reactor Construction t. 
Engineering Support Branch SWAN# U B Region S, Atlanta, Office 
of the Director 80/02/01 6pp 


BOO3I9O730 Forwards IF Insp Ropts 50-518/00-01,30-519/60-01, 
S0-92O/GO-01 t 90-521/00-01 on 000114-17 No nancompl lance 
noted 

BRYANT# J C Region 2. Atlanta, Reactoi Construction Sc Engineering 
Support Branch 80/02/04 ?pp 


— 0003190749 IE Insp Ropts 50-918/80-01,50-519/80-01,50-920/80-01 
50-521/80-01 on 800114*17 No noncompliance noted Major areas 
inspected welding of steel structures supports it welding 
of safety-related piping 

HERDT# A R Region 2. Atlanta, Reactor Construction t. Engineering 
Support Branch CROWLEY. B R Region 2# Atlanta# Office of the 
Director 00/01/31 7pp 


B003260019 Forwards IE Info -Notice 00-04# '*BWR Fuel Exposure in Eicess 
of Limits '* No action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/02/04 
IP 


8003210176 Forwards response to IC Bullctvn 79-28 Util located 22 NAMCQ 
Model EAlBO stem mounted switches that are code dated 
between Feb t# Aug 1979 at Sequoyah Unit 1 1 nvee 1 1 g at ion 
continuing for Sequoyah Unit 2 

HILLS, L K Tennessee Valley Authority 00/02/06 2p p 


S0031B0082 Forwards lE Bullet in 80-04. "Analysis of PWR Main Steam Line 
Break W/Contmued Feedwater Addition " Mo urltten respanie 
required 

O'REILLY. J P Region 2 Atlanta, Office of the Director 60/02/00 
2PP 


8003190441 Forwards IE Info Notice 90-05# “Chloride Contamination of 
Saf e ty-Rel a ted Piping L Components ■" No written response 
requ ired 

O'REILLY, J P Region 2# Atlanta, Office of the Director 00/02/06 
Ip 


80D3190756 At k receipt of 600219 Itr informing NRC of steps taken to 
correct violations noted m IE Insp Repts 30-518/79-28, 
50-519/79-28, 50-520/ /9-2e t# 50-5?l/79-Pa 

DRVANT, J C Region 2# Atlanta# Reactor Construction it Engineering 
Support Branch 80/02/26 2pp 


— B003190768 Responds to NRC 800129 Itr re violations noted in IE Insp 
Repts 50*910/79-28,50-519/79-28,50-520/79-28 U 50-521/79-20 
Corrective actions iitsp tt ciaft personnel reminded of 
preheat requirements 

lilLLSirL M Tennessee Valley Authority 60/02/19 2pp 


—6003190777 Forwards IE Insp Repts 50-518/79-20,90-519/79-28# 

50 520/79-20 t 50-5St/79-2G on 791211-14 4 nolle* of 
violation 

BRYANT, J C Region 2. Atlanta# Reactor Construction L Engineering 
Support Uranch 80/01/29 2pp 


— 6003190785 Notice of violation from insp on 791211-14 

« Region 2# Atlanta, afflce of the Director 80/01/22 Ip 


8003190657 Ack ipceipt of 800219 Itr informing NBC of steps taken to 
correct violations rioted m lE Insp Repts 50-516/79-29, 
50-519/79-29,50-520/79-29 i# 50-521/79-29 

ORYANT, J C Region ?# Atlanta# Reactoi Construction Enslneoring 
Support Branch 80/02/26 app 


— 6003190865 Responds to NRC 900130 Itr re violations noted in IE Insp 
Ropts 50 519/79-29, 90-519/79-29, 50-9P0/79 -29 i 50-621/79-29 
Corrective ectioris review of 1 1 ump tc strength test of 
individual samples was made on pour & found acceptable 
M1LU6,L M Tennessee Valley Authority 00/02/19 3pp 


—6003190071 Forwards IE Insp Repts 50-916/ /9-29# 50-5I9/79-29, 
SO-520/79-29 i 50-921/79-29 on 791217-19 t notice of 
violation 

8RYAt4T,J C Region 2# Atlanta, Reactor Construction & Enfliheerlng 
Support Branch 00/01/30 2pp 


—8003190677 Notice of violation from insp un 791217-19 

» Region 2, Atlanta, Office of the Director 80/01/10 Ip 


—8003190888 IE Insp Repts 50-916/79-29.50-919/79-29.50-520/79-29 i. 
50-821/79-29 on 791217*19 ftoncomp 1 ianc e noted unsatisfactory 
batch plant water control 

HARRIS# J R Region 2, Atlanta, Office of the Director COLON# T E 
Region 2, Atlanta, Reactor Construction & Engineering Support 
Branch ao/01/30 3pp 


8003190039 Forwards IF Into Notice 60-07, "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 60/02/29 

2pp 


8003140387 Forwards lE Info NuUcb BO-IO, “Partial Loss of Non-Nuclear 
Instrument 6ys Powet Supply During Operation " No specific 
action or response required 

O'REILLY# J P Region 2. Atlanta, Office of the Director 80/03/07 

2pp 


8003190003 Forwards IE Info Notice 00-08 “States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equet ted 

O'REILLY, J P Region 2, Atlanta# Qffice of the Dlrsctor 80/03/07 
3pp 


6003260239 Forwards IE Bulletin 80-06# “Engineered Safety Feature 
{ E8F I Reset Controls '* No written response required 

O'REILLY, J P Region, 2. Atlanta# Office of the Director, 00/03/13 
3pp 
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6003230^72 Fcrwardt I£ Info Notice BO-il* "Generic Problems W/ASCD 
Velvet in Nuclear Applications tncludin 9 Fire Protection 
Sijt " No action or written response rec^uired 

O'RElLtYiJ P Region 2. Atlanta. Office of the Director 80/03/14 

Ip 


6003260161 Forwards IE Circular 60-'04. "Securing of Threaded Locking 
Devices on Saf rtg-Re lated Equipment " No written response 
required 

O'REILLY. J P Region 2 Atlanta Office of the Director BO/03/14 
3pp 


S Reportable occurrences. LERs 4 related correspondence 


8003120495 Forwards first Interim deficiency rept re wiring 
discr epanc les on high pressure core spray components 
Final rept will be forwarded by 800629 
MILLS. L « Tennessee YaUey Authority 80/03/07 Ip 


-“3003120450 First interim deficiency rept re wiring discrepancies on 
high pressure core spray components GE Morri son-Knudson 
sent task foice to correct discrepancies in switchgear (« air 
compreffor skids 

» Tennessee Valley Authority 60/03/07 Ip 


9003210407 Forwards suppl to SC01I8 final deficiency rept re inadequate 
fliatl traceability on Bergen^Paterson component support 
a ttaeh.nents 

HILLS. L H Tennessee Valley Authority flO/03/14 Ip 


— 8003050277 IE Insp Repts 50-510/60-02. 50-519/80-02, 5O-32O/0O“O2 t 
50-521/00-02 on SOOiOQ-H fio none omp I i anc e noted Major areas 
inspected ot ganl lat i ona I /f unc ti ona 1 a 1 ignment. aud 1 ti. qua 1 1 ty 
requirements work f quality insp procedures 

CONUON. T fc Region 2. Atlanta. Reactor Construction i Engineering 
Support Branch BO/01/24 5pp 


6003140365 Ack receipt of 800116 supplemental Itr informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-518/77-24. 50-5 l9/77-?4i 50-520/79-24 8^ 50-521/79-24 
BRYANT. J C Regictn 2. Atlanta. Reactor Construction tc engineering 
Support Branch 80/01/31 2pp 


8003140368 Responds to NRC 800107 Itr re violations noted in IE Insp 
Repts SO-310/77-24. 50-519/79-34, SO -520/ /9-24 & 50-521/79-24 
Corrective actions alternative GC method will be used to 
insure highest ntd of electrodes 

HILL8.L M Tennessee Valley Authority 80/01/18 3pp 


B003170052 Forwards IE Info Notice 00-03, "Main Turbine 
Electrohydraul Ic Control Sys " No specific action or 
response required 

O'REILLY. J R Region P. Atlanta.. Office of the Director 80/01/31 


0003190124 Forwards IE Circular 79-25. 9upp I A, "Shock Arrestor Strut 
Assembly Interrer c^nce " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/01/31 


—8003210418 Suppl to final deficiency rept re inadequate matl 
traceability on Bergen-Paterson component support 
attachments Util obtained resolution on remaining 
certification of attachments for 19 pipe hangers 
♦ Tennessee Valley Authority 80/03/14 2pp 


8003190340 Forwards IE Insp Repts SO •518/79-30. 50-519/79-30. 
50-520/79-30 V 50-521/79-30 on /9l 126-1221 No noncomp liancf 


BRYANT, J C Region 2. Atlanta. 
Support Branch 80/02/04 2pp 


Reactor Construction it Engineering 


6003260646 Forwards third interim deficiency rept re deficient welds 
between containment anchor bolt chair U both containment 
shell 4’ base plate 

M1LL5.L M Tennessee Valley Authority 80/03/19 Ip 


8003190736 Forwards IF Insp Repts 50 51Q/80-01 . 50-519/80-01 , 
50-520/80-01 ^ S0'52l /tlO-Ol on 000114-1/ No noncompliance 
noted 

BRYANT. JC Region 2, Atlanta. Reactor Construction U Engineerlno 
Support Branch 80/02/04 2pp «;ny»neerinv 


—9003260648 Third intei »m deficiency rept re deficient welds between 
containment anchor bolt chair 4 both containment shell l< 
bast plate Cause unstated Work halted on containment anchor 
bolt chair for Units 1 L 2 All welders to attend training 
* Tennessee Valley Authority 80/03/19 Ip 


“8003190749 IE Insp Repts 30-510/00-01.50-519/00-01.50-520/80-01 & 
50-521/80-01 on 800114-17 No noncomp 1 i anc e noted Majer areas 
inspected welding of steel structures 4< supports %> welding 
of safety-relaied piping ^ 

HERDT.A R Region 2, Atlanta. Reactor Construction & Engfineering 
Support Branch flO/0J/3| 7pp 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 
A Application/construction stage documents correspondence 


8003270200 Forwards NRC 600126 02U Itrs to OE re control rod drive 

igs mods b analyses of boil-off rates 4t control rod drive 
sys return line noiile Further info A guidance will be 
issued in NUREC-'0619 

BAER.R L Light Uater Reactors Branch 2 60/03/13 3pp 


H General correspondence 


6003260019 Forwards IT Info Notice 
of Limits " No action or response 
O'REILLY, J P Region P, Atlanta, 
ip 


00-04, "OWR Fuel Exposure 
required 

Office of the Director 


in Excess 
80/02/04 


Model EAiao stem mounted switches that are code dated 

Sequoyah Unit 1 Investigation 
continuing ror Sequoyah Unit 2 

MILLS.L M Tennessee Valley Authority 00/02/06. 2pp 


B00305044S Forward* affidavit of sve foi Amend 30 to P8AR 
MILLSiL « Tennessee Valley Authority 80/02/13 2pp 


reports. IE Bulletins L correspondence 


50-518/79-27.50-519/79-27. 

50-520/79-27 L 50-521/79-27 on 790924-1124 No noncoipiilnie 


No written response 


Break W/Continu«d Feedwater Addition 
required 

□^REILLY. J P Region P. Atlanta. Offico of the Director 80/02/08 


6003190441 Forwards IE 
Safety-Related Piping 
required 

O’REILLY, J P Region 

Ip 


Info Notice BO-05. "Chloride Contaminati on of 
A Components " No written response 

?. Atlanta. Office of the Director 80/02/06 


—8003060486 IE Insp Repts 50-518/79-27, 50-5 19/79-27, go-a 3 Q/ 7 Q^o 7 
TC-52,/7,.27 7,092^-1,24 N. 

areas inspected structural concrete. A -1 reactor pressure 
vessel receipt 4, outstanding items pressure 

EnoIn*»ri^ '^***"^*’ ft*4<tor Construction U 

Engineering Guppoi t Branch 80/01/02 lOpp 


000305029 I Forwards IE Insp Repts 
50-520/00-02 U 50-521/80-02 on 
noted 

BRYANT. JC Region 2, Atlanta. 
Support Branch 80/01/24 2pp 


50-518/60-02. 50-519/80-02. 
600l08~n No noncompliance 

Reactor Construction It Engineering 






30^519/79^ noU<J in IF In$p RtpU 30-510/79-20* 

^ 50 - 521 / 79-20 

sSI^fort iran<h*“TO7O2/a0"’''2;p t. En,in.,rii„ 


HILLS, L M Tennessee Valley Authority 80/02/19 2pp 
—8003190777 Forwards IE Insp Repts 50-518/79-28, 90 *,si 9 / 70 ,>sr 

« 79r2u-(ivs;;?..’‘:r’ 



DOCKETED ITEMS 


30 


-*''80031 907Q9 Notice of violation #rom Insp on 791211-14 

« Revlon 2, Afclantai Office of the Director &O/0i/2S Ip 


—8003190798 IC Insp Rep.fc$ SO-51 8/79-28/ SO- 5 19/79-20. 90-320/79-20 li 
50-521/79-28 on 791211-14 Nancomp 1 lance noted ueld ticket 
for seam DVS00035 (repair) ilgned off before uielder uiat 
readt^ to start uoldlng 

HERDT/ A R Region 2/ Atlanta. Reactor Construction tc Engineering 
Support Branch ECONOKOS. N Region 2. Atlanta. Office of the 
Director QO/OI/22 4pp 


8003190857 Ack receipt of 600219 Itr informing NRC of Steps taken to 
correct violations noted in IE Jnsp Repts 90-518/79-29. 
90-519/79-29,50-920/79-29 ?/ 50-521/79-29 

DRVANT. J C Region 2, Atlanta. Reactor Construction St Engineering 
Support Branch 00/02/26 2pp 


--8003190865 Responds to NRC 8OO130 Itr re violations noted in IE Imp 
Repts 50-518/79-29.50-519/79-29,50-520/79-29 L 50-521/79-29 
Corrective actions revlaw of slump 4- strength test of 
individual samples <jas made on pour ^ found acceptable 
MILLS. U M Tennessee Valleg Authoritg 60/02/19 3pp 


—0003190871 Foriuards IE Insp Repts 50-5 18/79-29. 50-519/79-29. 
90-520/79-29 4 50-921//9-29 on 791217-19 t. notice of 
violation 

BRYANT. J C Region P. Atlanta, Reactor Construction & Engineering 
Support Branch 80/01/30 2pp 


— 8003190877 Notice of violation from insp on 7912l7-i9 

* Region 2, Atlanta* Office of the Director 80/01/10 tp 


— 8003190888 IE In«P Repts 50* 510/79-29, 50-519/79-29. 30-520/79-29 
90-521/79-29 on 791217-19 Noncompliance noted unsatlsfac tori/ 
batch plant uiater control 

HARRIS. J R Region 2. Atlanta. Office of the Director 80/01/30 
3pp 


8003190039 Foruard# IE InfO Notice 00-07. -'Pump Shaft Fatigue 
Cracking Ng response ret^uired 

O^RElLLY. JP Region 2. Atlanta. Office of the Director BO/02/29 
2PP 


B003140387 Forwards IF. Info Notice 00-10. "Partial Loss of Non-Nuclaar 
Instrument Sys Power Supply Turing Operation " No specific 
action or response re<iuired 

O'REILLY. J P Region ?. Atlanta, Office of the Director 00/03/07 
2PP 


8003190003 Forwards IE Info Notice 00-08 “States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/03/07 
3pp 


0003260239 Forwards IE Oullettn 00 '06, “Engineered 0afety Feature 
(ESF) Reset Controls “ No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 00/03/13 
3pp 


800329057? Forwards IF Info Notlep 00-11, "Oeneric Problems U/A8CO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required. 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/14 

ip 


8003260181 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Saf e ty^'R* lated Equipment " No written response 
required 

O'REILLY. J P Region 2. Atlante, Office of the Director 00/03/14 
3pp 


8 Reportable occurrences* LERs rtlated correspondence 


8003120495 Forwards first Interim deficiency rept re wiring 
d iscrepanc let on high pressure core spray components. 
Final rept will be forwarded by 000029 
MILLS. L M. Tennessee Valley Authority 00/03/07. Ip. 


— 8003120490 First interim deficiency rept re wiring discrepancies on 
high pressure core spray components OE Morrlson-Knudson 
sent taik force to correct discrepancies In switchgear l< air 
compreitor skids 

a Tennessee Valley Authority 00/03/07 ip 


6003210407 Forwai ds supp I to 000118 final deficiency rapt re Inadequate 
mat! traceability on Bergen-Paterson component support 
a ttachments 

MILLS. L. Mr Tennessee Valley Authority 00/03/14 Ip 


— 8003210416 Suppl to final deficiency rept re inadequate matl 
traceability on Berg en-Pa t or son component support 
attachments Util obtained resolution on ra/naining 
certification of attachments for 10 plpp hangers 
e Tennessee Valley Authority 80/03/14 2pp 


8003260646 Forwards third interim deficiency rept re deficient welds 
between containment anchor bolt chair L bath containment 
shell 4 base plate 

HtUUS. L M Tennessee Valley Authority 80/03/19 Ip 


— 8(303260640 Third interim deficiency rept re deficient welds between 
containment anchor bolt chair (, both containment shell It 
base plate Cause unstated Work halted on containment anchor 
bolt chair for Units 1 V 2 All welders to attend training 
* Tennessee Valley Authority 80/03/19 ip 


DOCKET STN-50-S22 SKAOIT NUCLEAR PQtiER PROJECT. UNIT 1 


A App 1 i catl on/construct ion stage documents U correspondence 


0OO31OODO1 Requests opportunity to discuss priority of NRC CP 
activities in post-TMT period Utils are concerned about 
aval lab 1 1 i tt| of NRC resources in coming yr to deal 
u/related hearings NRC resources can be opblmiied 
CPREA, 0 W Houston Lighting i- Power Co 00/02/28 2pp 


8003260001 Approves util request to withhold 790914 offshore seismic 
surveys In northern San Juan Islands fi am public disclosure 
under 10CFR2 790 Data of samo type (< persuasion as that 
approved for withholding on 760112 

STOLZ, J F Light Water Reactors Branch I 80/03/10 2pp 


0 Adjudicatory correspondence 


8003060219 Forwards two Beattie Times 600212 articles to be considered 
in NRC reappraisal of military aviation risk analysis at 
offered by NRC In licensing healing 790717 session Requests 
in ves b igat ion pf Orumman A-6 accidents W/Cer tif icate of Sve 
LEED.R M Leed.R M QO/02/15 9pp 


8003140259 Forwai ds corrected Page 0 6 notifies of significant errors 
on Pages 14 4- 22 of Tribes' brief on review 
BUSCH* R N Eve? green Legal Services 00/02/21 2pp 


—8003140264 Corrected Page 8 of Tribes' brief on reviaw Certificate of 
Sve end 

TREOV.S A . GUAN80N. D T Hearing Branch 1 00/02/21 3pp 


0003040693 Response in opposition to DQI 800219 motion for extension 
until 800414 to file brief amicus curiae Motion filed at 
last day of permitted pei iod Certificate of Sve end 
« Puget Sound Fowrer ^ Light Co * l.ouensteln. Ntwjran. Rei i, Aselrad & 
Toll 80/02/22 5pp 


8003060768 Response stating no objection to Secretary of DOI 800215 
request for 60 day eitenston to file brief amicus curiae re 
admission of Indian Tribes in proceeding Certificate of Sve 
snc 1 

TREBY. 8. A Hearing Branch 1 80/03/05 3pp 


8003140161 Response stating no objection to DOI 800215 request for 60- 
day eitenslon to file brief amicus curiae r« Indian Tribes' 
admission as interveners tn proceeding Certificate of Bve 
enc 1 

TREBY, 8 A Hearing Branch 1 80/03/09 3pp 


8003130675 Background . purpos e i results of 000222 conf'erence between 
parties in SeattletWA. re position change on geological 6 
sel smolog lea] issues as principal focus Applicants 
determined to proceed w/CP appl’lcation 

DEALE. V. B Atomic Safety and Licensing Board PaneL 00/03/06 9pp. 


GOO320O291 Order granting extension until 800415 for 001 to file views 
amicus curiae r« Indian Tribes late intervention in CP 
proceeding Commission will give preliminary consideration to 
parties' brief in order to mitigate effects of delay 
CHfLKi B J, Office of the Secretary of the Commission 00/03/10 
2pp 


H General correspondence 


0003070304 Requests deletion of T Carr from emergency preparedness 
board notification list 

RYAN*K M Washington. Stat* of flO/02/26 Ip 



304 


DOCKETED ITEMS 


DOCKET 8TM-50-5Z3 SKAGIT NUCLEAR POUER PROJECT. UNIT 2 


A App i icaticin/conttructiofi stage documents, t corrv-ipondencB 


8003100DD1 Rtfqueitt opportunitv to discuss priorltg of NRC CP 
activities in ppst-TMI period Utlis aro concerned about 
aval iabi 1 i ty of NRC resources in coming gr to deal 
w/relabed hearings NRC resources can be optimized 
OPREAiO W Houston Lighting ti Power Co at>/02/a8 Spp 


S0032600B1 Approve* util request touiith/ioJd 790914 offshore seismic 
surveg* in northern 8an Juan Islands from public disclosure 
under lOCFftZ 790 Data oP same type fn persuasion as that 
approved for withliolding on 760112 

8T0LZ. J r Light Water Reactors firanch 1 GO/03/10 2pp 


0 Adjudicator^ correspondence 


6003060219 Poruardi tino Seattle Times GD02I2 articles to be considered 
in NRC reappraisal of military aviation rist analysis as 
offered hy NRC in licensing hearing 790717 session Requests 
investigation of Grumman A-6 accidents ti/Cer i i f icate of 8vc 
LEED. R H LeediR M 80/02/15 Spp 


8003140259 roruards corrected Page 8 i< notifies of significant errors 
on Pages 14 22 of Tribe*' brief on review 

SUSCHi R U Evergreen Legal Services 60/02721 2p p 


—8003140264 Corrected Page 6 of Tribes' brief on review Certificate of 
Sve end 

TREEV.S A . SNANBON. D T Hearing Branch 1 80/02/21 3pp 


600304069B Response in opposition to DO! 80021S motion for extansion 
until 800414 to file brief amicus curiae Motion filed at 
last day of permitted period Certificate of Sve end 

* Puget Sound Power V Light Co e Lewens te 1 n« Newman» R»1 s» Acelrad (c 
Toll 80/02/22 Spp 


80D3060768 Response stating no objection to Secretary of DOI 600215 
request ror 60 day extension to file brief amituf curiae ro 
admission of Indian Tribes in proceeding Certificate of Sve 
end 

TREBYrS A Hearing Branch I 80/03/05 3pp 


8003140161 Response stating no objection to DOI 800215 request for 60~ 
day extension to file brief a.-n)<us curiae re Indian Tribes' 
admission as Interveners in proceeding Certificate of Sve 
enc 1 

TREBY.S A Hearing Branch 1 80/03/05 3pp 


6003130675 Oac kgroundr purpose i results of 800222 conference betiueen 
parties in Seattle. WA» re position change on geological U 
stismological issues as principal focus Applicant* 
determined to proceed w/CP application 

DEALE. U B Atomic Safety and Licensing Board Panel 80/03/06 9pp 


8003280291 Order granting extension until 800415 for DOI to file view* 
anlcui curiae re Indian Tribes late intervention in CP 
proceeding Commission will give preliminary cons ideratlon to 
parties^ brief in order to mitigate effects of delay 
CHILKi 8 J Office of the Secretary of the Cammlsdion 80/03/10 

2pp 


H Deneral corrtspandanc e 


8003070304 Requests deletion of T Carr from emergency pr 
board notification list 

RVAN. K K Washington. State of 80/02/26 ip 


DOCKET STN-50-52a PALO VERDE NUCLEAR STATION. UNIT 1 
A Appllcatlon/constructioh stage documents V correspondence 


8003190404 Notification of 800311 meeting w/util in EethesdafMD to 
discuss plans re revi eu of facility OL application 
LICITRA. E A Light Water Reactors Branch 3 G-O/03/C3 Spp 


8003290534 Poruards exhibits re util caseload furecaat |< proposed 
review schedule, di scussed at 800228 meeting (j/8«chtel C~E I* 

NRC NRC was briefed at meeting re current status nf util 

const 6 measures to expedite review schedule 

VAN BRUNT, E E Arizona Public Service Co 80/03/06 3pp 


C Adjudicabory correspondence 


3003110661 Forwards response bo petition of Friends of the Earth for 
NRC to prepare supplemental EiS re impact of Class 9 
accidents at facilities 

VAN BRUNT. E E Arizona Public Service Co 80/02/27 2pp 


— 8D03I10665 Responds to Friends of the Earth petition for NRC to prepare 
supplemental EIS re impact of Class 9 accidents at 
facilities Petition should be denied due to low environ 
risk small probability of Class 9 accident 
a Arizona Public Service Co 80/02/27 7pp 


a Inspection reports. 1£ Oulletihs V correspondence 


8003110297 Forwards 770706 Itr in response to IE Bulletin 79-02, 
Revision 2 Info previously piovided not changed by Revision 
2 of bulletin 

VAN BRUNT.E E Arizona Public Service Co 79/11/16 Ip 


0003100037 Responds to IE Bulletin 79-25 re failures of Uestinghousc 
BFD relays in saf ety-rel ated sys Westinghouse BFD relays 
are not used at facilities 

VAN BRUNT. E E Arizona Public Service Co 80/01/04 Ip 


8003280037 Responds to IE Rulletin 79-20. "Possible Malfunction of 
NAMCO Model EAIBO Limit Switches at Elevated Temps " 
Anchor-Darling ^ Kerotest using subj switches will ensure 
that switches are installed w/soitable gasket matl 
VAN ORUNT.E E Ailiona Public Service Co 80/02/08 Ip 


8003190658 Forwards IE Ihsp Repts 50-528/79-11.50-929/79-11 6 
50-530/79-07 No noncomp 1 iatice noted 

SPENCER. 0 9 Region 5. San Ftanclsco. Reactor Construction ik 
Engineering Support Branch 80/02/lS 2pp 


— 8003190867 i£ Insp Repts 50-528/79-11.50-529/79-11 «< 50-530/79-07 on 
791201-18 No noncemp 1 lanco noted Major areas inspected 
const activities including Unit 1 cooling towers V steam 
genaraiar* ^ Unit 2 reactor vessel transport 
HAYNEB, R C Region 5. San Francisco, Reactor Construction it 
Engineering Support Branch VORDERBRUEOOEN Region 5. San 
Francisco. Office of the Director 80/02/13 Spp 


8003030187 Ack receipt of 790803.800111 A 31 Itrs informing NRC of 
steps taken to correct violation noted in IE insp on 
790319-23 

SPENCER. O’ 8 Region 4, Dallas. Reactor Construction it Engineering 
Support Branch G0/02/I9 Ip 


—8003050193 Submits addl info in response to violation noted in IE in«p 
on 790319-23 Correc t ive actions diesel generator openings 
properly scaled 

VAN BRUNT. E E Arizona Public Service Co 80/01/31 Ip 


— 0OO3OSO196 Provides supplementary Info re violations noted in IE insp 
on 790319-23 Corrective actions diesel generator supplier 
will make appropriate changes to packaging i shipping 
VAN BRUNT. E E Arizona Public Service Co 80/01/11 Spp 


— 8003050200 Responds to NRC 79(p62| Itr re violation noted in IE insp on 
790SJ9-23 Corrective actions InifcaUed diesel generator 
space heaters i performed megger test of generator winding 
VAN BRUNT, E E Arizona Public Service Co 79/08/03 9pp 


6D03140L57 Ac k receipt of 600219 Itr informing NRC of steps taken to 
correct violation noted In IC Insp Repts 50-520/79-07. 

50-329/79-07 <. 30-530/79-03 

SPENCERrO 8 Region 5. Sa-n Francisco. Reactor Construction tc 
Engineering Support Branch 60/02/26 Ip 


— 6003140168 Responds to NRC 800116 Itr re violations noted in IE Insp 
Repts 30-528/79-07, 30-529/79-07 S' 50-530/79-03 Corrective 
actions on 791025 NRC C-A-1592 was initiated to document 
results of QC insp on pump support assemblies 
VANBRUNT^E E Arizona Public Service Co 60/02/19 3pp 


“-0003140173 Forwards IE Insp Repts 50-528/79-07,50-529/79-07 U 
50-530/79-03 on 791022-26 4. notice of violation 
SPENCER. 0 8 Region 3. San Francisco. Reactor Canstructlon 
Engineering Support Branch 80/01/16 2pp 


—8003140176 Notice of violation from imp on 79i022-26 

F Region 5, San Fiancisco, Office of the Director 80/01/11 Ip 



DOCKETED ITEMS 
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—8003140179 IE ln»p Rep frs SO*'5?e/7‘?-07. 90-529/79-07 tt 50-530/79-03 on 
79102S-2& Noncoirp I iar>c e noted urder»ije4 uiqlde in support 

asscfflb lies 

ECKHARDT. J H . NARQUT, P P Region 5. San Francisco. OfPlc* of the 
Director DODDS. R T Region 5j Son Francisco. Reactor 
Construction Engineering Support firanch 80/01/11 Bpp 


8003120270 Foruards IE Info Notice 00-07^ "Pump Shaft Fatigue 
Cracking " No response required 

ENOELKEN. R H Region 5. San Franctsco. Office of the Director 
00/02/29 Ip 


8003140373 Forwards IF Info Notice BO-10. “Partial Loss of Non-Nuclear 
Instrument 8v* Pouer Supply During Operation " No specific 
action or response required 

ENOELKEN. R K Region 5. San Francisco. Office of the Director 
00/03/07 2pp 


8003180100 Forwards IE Info Notice GO-OQ “Etate* Co Sliding Link 
Electrical Terminal Block “ No specific action or response 
requested 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
00/03/07 ip 


8003260562 Fqrwards IE Bulletin 80-05. “Vacuum Condition Resulting In 
Damage to Chemical Vol Control 8gt (CVC&) Holdup Tanks “ 

Action it written response required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
00/03/10 Ip 


8003260368 Forwards IE Bulletin 80-06. “Engineered Safety Feature 
(E8F1 Reset Controls “ No written response required 
ENOELKEN. R H Region 5. San Francisco. Office of the Director 
80/03/13 Ip 


8003350153 Forwards IE Info Notice 80-11. “Oeneric Problems N/A8C0 
Valves in Nuclear Applications Including Fire Protection 
Sys “ No action or written response required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
00/03/14 ip 


8003860342 Forwards IE Circular 80-04. “Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
required 

ENOELKEN. R H Region 9. San Francisco. Office of the Director 
00/03/14 ip 


8 Reportable occurrences. LERs & related correspondence 


8003240069 Confirms 800207 teUon re failure of valves Forwards Part 21 
rept 

WHEATON, W R florg-Warner Corp 80/02/12 2pp 


—8003240078 Part 2] rept on 8001 16. motor operated gate valve installed 
in test loop failed to close completely when actuated under 
operating conditions Caused by inadequate guiding of valve 
gate Gate guides were modified It retested 
WHEATON. W R norg-Werner Carp 00/03/12 2pp 


6003120435 Forwards final deficiency rept re s af ety-relat ed pipe 
support assemblies installed in facility 
VAN BRUNT. E E Arizona Public Service Co 80/03/06 Ip 


— 8003120430 Final defiency rept re welds on safety-related pipe support 
assemblies installed in f aci 1 ity. Caus ed by vitual acceptance 
of weld lengths 6 fillet site. rather that dimensional ln«P 
u/insp tools i lack of insp before installation 
# Ariiona Public Service Co 80/03/06. 3pp 


DOCKET 8TN-90-529 PALO VERDE NUCLEAR STATION. UNIT 2 
A App 1 ication/construc tion stage documents %k correspondence 


8003190404 Notification of 000311 meeting w/util in DethesderHD to 
discuss plans re review of facility QL application. 

LICITRA, E A, Light Water Reactors Branch 3. 00/03/03 Opp 


0 Adjudicatory correspondence 


B003110661 Forwards response to petition of Friends of the Earth for 
NRC to prepare supplemental EI8 re impact of Class 9 
accidents at facilities 

VAN BRUNT. E E Arizona Public Service Co 00/02/27 2pp 


— 8003110665 Responds to Friends of the Earth petition for NRC to prepare 
supplemental EI6 re impact of Class 9 accidents at 
facilities Petition should be denied due to low environ 
risk if small probability of Class 9 accident 
* Ariiona Public Service Co 60/02/27 7pp 


0 Inspection reports. If Bulletins tc correspondence 


0003110297 Forwards 790706 Itr in response to IE Bulletin 79-02. 
Revision 2 Info prsvlousty provided not changed by Revision 
2 of bulletin 

VAN BRUNT. E E Arliona Public Service Co 79/11/16 Ip 


aOO'3100027 Responds to IE Bulletin 79-25 re failures of Uoitlnghause 
BFD relays In safety-related sys Westinghouse DFD relays 
are not used at facilities 

VAN BRUNT. E E Ariiona Public Service Co 80/01/04 Ip 


8003280037 Responds to IE Bulletin 79-28, “Possible Malfunction of 
NAKCO Model EA160 Limit Switches at Elevated Temps " 
Anchor-Darling if Kerotest using subj switches It will ensure 
that switches ere installed w/suitable gasket matl 
VAN BRUNT. E E Ar 1 i ona Pub Uc Service Co 80/02/08 ip 


8003190058 Forwards IE Imp Repts 50-538/79-11.50-529/79-11 It 
50-530/79-07 No noncompl lance noted 

SPENCER. G S Region 5. San Francisco. Reactor Construction It 
Engineering Support Branch 00/02/15 2pp 


—8003190067 IE Insp Repts S0-52B/79-1 1. 50-529/79-1 1 t 50-530/79-07 on 
79120L-16 No noncomp 1 iance noted Kajar areas inspected 
const activities Includtng Unit 1 cooling towers & iteem 
generators U Unit 2 reactor vessel transport 
HAYNES. R C Region 5. San Francisco. Reactor Construction I. 
Engineering Support Branch VORDERORUECOEN Region 5. San 
Francisco. Office of the Director 80/02/13 5pp 


8003050107 Ack receipt of 790803.600111 ti 31 Itrs informing NRC of 
steps taken to correct violation noted in IE imp on 
790319-23 

SPENCER. 0 8 Region 4. Dallas. Reactor Construe t ion fc Engineering 
Support Branch 60/02/19 Ip 


—8003050193 Submits addl info in response to violation noted in IE insp 
on 790319-23 Correct ive actions dle*el generator openings 
properly sealed 

VAN BRUNT. E E Arizona Public Service Co 00/01/31 Ip 


— 0003050196 Provides supplementary info re violations noted In IE insp 
on 790319-23 Corrective actions diesel generator supplier 
will make appropriate changes to packaging Sc shipping. 

VAN BRUNT. E E Arizona Public Service Co 80/01 /I I 3pp 


— 8003050200 Responds to NRC 790621 Ur re violation noted in IE insp an 
790319-23 Corrective actions imtalled dliiel generator 
space heaters it performed megger test of generator winding 
VAN BRUNT. E E Arizona Public Service Co 79/08/03. 9pp. 


8003140157 Ack receipt of 000219 Itr informing NRC of steps takin to 
correct violation noted in IE Insp Repts 50-528/79-07. 

90-529/79-07 6 90-530/79-03 

SPENCERfO 8 Region 5. San Francisco. Reactor Construction i 
Engineering Support Branch 80/02/26 Ip 


— 8003l40t6& Responds to NRC 8001 16 Itr re violations noted in IE Insp 
Repts 50 - 528/79-07.50-529/79-07 it 50-930/79-03 Corrective 
action* on 791025 NRC C-A-1592 was Initiated to document 
results of QC Insp on pump support assemblies 
VANDRUNT.E E Arizona Public Service Co 80/02/19 Opp 


—8003140173 Forwards IE Insp Repts 50-520/79-07. 50-929/79-07 i 

8003250534 Forwards exhibits re util caseload forecast & proposed 90-930/79-03 on 791022-26 i notice of violation, 

review schedule^ dl scussed at 800220 meeting w/Bechtel C-E SPENCERj 0 8 Region 5. San Francisco. Reactor Construction ^ 

NRC, NRC was briefed at meeting re current status of util Engineering Bu-pport Branch 80/01/16 2pp, 

const it measures to expedite review schedule 

VAN BRUNT, E E Arizona Public 0ervice Co 80/03/06. 3pp, 

— 8003140176 Notice of violation from insp on 791022-26 

e Rsgion 5, 8an Francisco. Offlct of the Director GO/Ol/il Ip 
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—8003140179 IE Insp Repts 50^528/79-07.90-529/79-07 U 50-530/79-03 on 
791022-26 Noncompl iance not»d unrfrrsiivd weld* in lupport 
4 « 1 e Ti.b 1 1 e s 

ECKHARDT. J H . NARQOT, P P Region 5. San Francisco, Office of the 
Director OODQSi R T Region 5, San Francisco, Reactor 
Construction «« Engineering Support Branch BO/OJ/il Dpp 


0003120270 Forwards IE Info Notice 80-07. "Pump Shaft Fatigge 
CracUng " No response required 

ENOELKEN, R H Region 5. San Francisco. Office df the Director 
eO/02/29 ip 


3003140373 Forwards IE Info Not ice 80-10. "Partial Loss of Mon-Nuclear 
Instrument Sgs Power Rupplg During Operation No specific 
action or response required 

ENGELKENift H Region 5, San Francisco. Office of the Director 
eO/03/07 2pp 


0003180100 Forwards IE Info Notice 80-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
60/03/07 Ip 


0003260562 Foruards l£ Bulletin 80-05, "Vacuum Cundltion Resulting in 
Damage to Chemical Vol Control Sgs (CVCSi Holdup Tanks " 

Action written response required 

ENOELKEMr R H Region 5. San Francisco, Office of the Director 
80/03/10 Ip 


8003280037 Responds to IE Dulletin 79-20, ‘’Foasible Malfunction of 
NAHCO Model EAISD ilniit Switches at Elevated Temps " 

Anchor-Darl ing Kerotest using subj switches it uill ensure 

that switches are Installed w/suitable gaskat matl 

VAN DRUfJF. E E Aritona Public Service Co 0O/O3/OB Ip 


0003190098 Forwards IE Insp Repts 50-528/79-11,50-529/79-11 it 
50-930/79-07 No noncomp 1 lartc e noted 

SPENCER, 0 S Region 5, San Francisco. Reactor Construction fr 
Engineering Support Branch 80/02/15 2pp 


—8003190867 IE Insp Repts 90-528/79-11,50-529/79-11 t, 50-530/79-07 on 
79l201''i8 No noncomp I lance noted Majoi areas inspected 
const activities including Unit 1 cooling towers & steam 
genarators i Unit 2 reactor vassel transport 

HAVNE8, R C Region 5, San Francisco, Reactor Construction i* 
Engineering Support Branch VDRDCRBRUEGOEN Region 5, San 
Francisco, Office of the Director 80/02/13 5pp 


0003050107 Ack receipt of 790003,000111 31 Itre informing NRC of 

steps taken to correct violation noted in IE insp on 
790319-23 

SPENCER, 0 3 Region 4, Dallas Reactor ConstriKtion Englneerlnj 
Support Branch 80/02/19 Ip 


—8003050193 Submits addl info in response to violation noted in IE Inip 
on 790319-23 Corrective actions diesel generator openings 
properlv sealed 

VAN BRUNT, £ E Ariiona Public Service Co 80/01/31 Jp 


0003260368 Forwards IE Bulletin 80-06, “Engineerid Safetg Feature 
(ESF) Reset Controls “ No written response required 
ENGELKEN’R H Region S, San Francisco, Office of the Director 
80/03/13 Ip 


6003290153 Forwards IE Info Notice 00-11, "Generic Probleme U/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sgi " No action or written response required 

ENGELKEN'R H Region 5, San Francisco, Office of the Director 
00/03/14 Ip 


8003260342 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safetq-Relatetf Equipment " No written response 
required 

ENOELHEN, R H Region 5. San Francisco, Office of the Director 
80/03/14 Ip 


— 60D30S0200 Responds to NRC 790621 Hr re vtoLation noted in IE insp on 
790319-23 Corrective actions Installed diesel generator 
space heaters i performed megger test of generator winding 
VAN BRUNT, E E Ar Ilona Public Service Co 79/08/03 9p p 


8003140157 Ack receipt of 000219 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-520/79-07, 

90-529/79-07 4- SO-930/79-03 

SPENCER, 0 S Region 5, San Francisco, Reactor Construction 
Engineering Support Branch 60/02/26 Ip 


—8003140168 Responds to NRC 800116 Itr re violations noted in IE In*P 
Repts 50-920/79-0/, 90-929/79-07 1 50-530/79-03 Corrective 
actions on 791025 NRC C*A-1992 was initiated to document 
results of QC insp on pump support assemblias 
VANBRUNTiE C Ariiona Public Service Co 80/02/19 3pp 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 
A App 1 Ication/construction stage documents I, correspondence 


— 0003140173 Forwards IE Insp Repts 50-320/79-07,90-929/79-07 tc 
90-930/77-03 on 791022-26 4 notice of violation 
SPENCER, 0 8 Region 5. San Francisco, Reactoi' Conitruc tion U 
Engineering Support Dranch 80/01/16 2pp 


8003190404 Notification of 00031 J meeting w/util in BethesdaiMO to 
discuss plans re review of faciixtg OL application, 

LICITRA, e A Light Water Reactors Branch 3 80/03/03 3pp* 


0003250534 Forwards exhibits re util caseload forecast 4, proposed 
review schedule, discussed at 800220 meeting w/B#chtel C-E 4< 

NRC NRC was briefed at meeting re current status of util 

const |i measures to expedite review schedule 

VAN BRUNT, E E Ariiona Public Service Co 80/03/06 3pp 


—8003140176 Notice of violation from insp on 791022 -26 

* Region 9, 8an Francisco, Office of the Director BO/Ol/li ip 


-0003140179 IF Insp Repts 90-928/79-07,50-529/79-07 V 50-530/79-03 on 
791022-26 Nonrompl lance noted undertiied welds in support 
assemblies 

ECKHARDTivf H , NARDUT,P P Region 5, San Francisco, Office of the 
Director DCIDDS,R T Region 5, Ban Francisco, Reactor 
Construction 4 Fngineeilng Support Branch QO/Ol/il 8pp 


(? Adjudicator^ correspondence 


Forwards response to petition of Friends of the Earth for 
NRC to prepare supplemental EIS re impact of Class 9 
accidents at facilities 

VAN BRUNT, E E Ariiona Public Service Co 80/02/27. 2pp 


8003110665 Responds to Friends of the Earth petition for NRC to preear* 
supplemental EIB re impact of Class 9 accidents at 
facilities Petition should be denied due to low environ 
risk 4( small probability of Class 9 accident 
S Ariiona Public Service Co 80/02/27 7pp 


Bulletins 4c correspondence 


8003110297 Forwards 790706 Itr in response to lE Bulletin 79-0 
Kevision Z Info previously provided not changed by Revition 
corbulletin ’ 

VAN BRUNT, E E Arizona Public Service Co 79/11/16 Ip 


ao03l000p Responds to IE Bulletin 79-25 r# failures of Westlntfhouse 
BFD ralays In safgtg-related sys Wastinghouie EFD relays 
are not used at facilities '' 

VAN BRUNT, E E Arizona Public Service Co 80/01/04 Ip 


8003120270 Forwards IE Info Notice 00-07, "Pump Shaft Fatigue 
Cracking " No response required 

ENGELKEN,R H Region 9, San Francisco, Office of the Director 
80/02/29 ip 


8003140373 Forwards lE info Notice 00-10, '•Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation '♦ No specific 
action or response required 

ENOELKENfR H Region 5, San Francisco, Office of the Director 

aO/ 03 / 07 . 2pp 


8003180100 Forwards IE Info Notice 00-08 "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requested 

ENGELKEN, R H Region 9, San Francisco, Office of the Director 
00/03/07 tp 


8003860562 Forwards IE Bulletin 80-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCSI Holdup Tanks " 

Action 4< written response required 

ENGELKEN, R H Region 5, 8an Francisco, Office of the Director 
80/03/10 Ip 


6003260366 Forwards IE Bulletin 00-06, "Engineered Safety Feature 
(ESF) Reset Controls “ No written response required, 

ENOELKEN.R H Region 9, San Francisco, Office of the Director 
00/03/13 Ip 
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80O3S9O153 Poruards IE InfQ Notice 80-11. "Oenaric Prot>lerp<s H/ASCO 
Valv«s in Nuebear Applications Including Fire Protection 
Stfs '* No action or written response required 

EfJGELKEN^ft H Region 5. San Francisco. Office of the Dirveior 
eo/08/H Ip 


0003260342 Forwards IE Circular BO-04, "Securing of Threaded Locking 
Devices on Sa f et g~R 6 J ate d Et^olpment " No written response 
T equ i red 

ENOEUKENi R H Regaen 5. Sati Francisco. Office of the Director 
80-^03^14 Ip 


DOCKET STM-90- &31 GESSAR-251 


A App 1 1 ca t i an/construc t ion stage documents & correspondence 


80D311O611 Forwards addl info for NRC revleiu of OE responses to 
prslimfnar(| design approval extension items Info supplements 
Amends 46 U 47 of Nuclear Island OESSAR re N3S9 U addresses 
regulatorg guidance issued between 79i013 8c 800303 
SHERWOOD. 0 0 Genera) Electric Co BO/03/03 ISpp 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A App 1 i cat i on/con 5 true ti on stage documents 8t correspondence 


8003180331 Forwards WARB-D-OSIO. -'Predicted Steady State Thermal- 
Hydraulic Per f ormanc e of Fuel 8( Blanket Assemblies in Plant 
Heterogeneous Core." Revision 1 

COPELAND. R L Energy. Dept of. Clinch River Breeder Reactor Plant 
80/03/11 Ip 


—B0031G0333 "Predicted Steady State Thermal-Hydraulic Perf ormance of 
Fuel t DianVet Assemblies In Plant Heterogeneous Core." 

Revision 1 

CORELLI. M O . OACH. C U Ueskinghovse Electric Corp WARD-D-OSIO 
Rt 79/01/31 2lSpp 


8003310161 Forwards CRSRP-D. "Hypothetical Core Disruptive Accident 
Cons Id era 1 1 one. Vo ) 2 Assessment of Thermal Margin 
Beyond Design Base " Reactor containment Integrity 
maintained for at least 24-h following event 

COPELAND. R L Energy. Dept of. Clinch River Breeder Reactor Plant 
00/03/25 2pp 


'8003310164 "Hypothetical Core Disruptive Accident Consldera 1 1 ons. Vol 2 
Assessment of Thermal Margin Beyond Design Base " 

* Energy. Dept of. Clinch River Breeder Reector Plant CRBRP-3 V2 
00/03/31 60Qpp 


P Operating license stage documents it correspondence 


8003130220 Submits application to emend licenses adding 
Outaveken Angteknik AB as add I intermediate consignee 
DAHLSTRQMrC 0 We s ii rvgh o us e Electric Corp 00/02/13 Ip 


DOCKET 50-538 MEMPHIS STATE UN IV RESEARCH REACTOR 


■0 Adjudicatory correspondence 


0003280033 Notice of appearance in proceeding Certificate of Sve end 
BRQDKEY. D 0 Kentucky. State of 00/03/05 2pp 


O Inspection reports. IE Bulletins L c orre spandtnee 


8003110484 Forwards IE Circular 80-02. "Nuclear Pouer Plant Staff tferk 
Hours '■ Mo written response required 

O^REILLV.J P Region 2. Atlanta. Office of the Director 80/02/01 


DOCKET STN-50'546 MARBLe HILL NUCLEAR STATION, UNIT I 


A App I i cat lon/cons true t Ion stage -documenit & correspondence 


8003110254 Confirms 60D220 meeting in Glenn Ellyn. !L re corrective 
actions related to const activities- 

KEPPLER. J O Region 3. Chicago. Office of the Director 80/02/20, 
Ip. 


8003110376 Requests expedition of application re eligibility of 
ArchaaoLog i ca 1 Site S2Ue4. McNeil Stone Fort, for Natl 
Register Ltr of concurrence from IN State Historic 
Preservation Officer end 

SHIELDS.BM Public Service Co of Indiana. Inc, 80/02/27 2pp 


G0032B0536 Foruards "Description of Licensee Activities Adressing Ordai 
Confirming Suspension of Const." m response to 770815 
ord er 

SHIELDS. S N Public Service Co of Indiane. 2nc G0/02/S8 3pp 


— 0003280537 "Description of Licensee Activities Adressing Order 
Confirming Suspension of Const '* 

* Public Service Co of [ndiarba, I tve eo/02/2S 86pp 


80030703G6 Submits info re cbenges in content L or g an i la t i ona 1 element' 
of GA program 

SHIELDS. S W Public Service Co of Indiana. Inc 00/03/06 t7pp 


8003240177 Confirms pLani to .meet w/utll an 800385 in Madison. IN to 
discuss response to 770015. Older Confirming Suspension 
of Const 

KEPPLER.3 0 Region 3, Chicago. Office of the Director 9D/03/1S 
3pp 


0 Adjudicatory correspondence 


8003050074 Opposes const of facility Liabilities outweigh any future 
assets Evacuation plont would have to include residential 
segment, inmates of pr i son. a 1 c oho 1 1 c ti eatnent ctr L facility 
for retarded 

MA8DN. J Affiliation Unknown 0O/O2/U2 Ip 


--0003050070 Supports local comiiunity having voice in decision re const 
of facility 

E'fARKER. L H Affiliation Unknown (10/01/31 Ip 


6003130073 Opposes const of plant on grounds of poor workmanship, 
inadequacy of evacuation plan & exposure to radiation 
RIPPERDON.D Af f i i lation Dnicnown 60/02/2) 2pp 


— 8003130082 Urges C omm 1 1 . sion support of proposal requiring areas 
surrounding nuclear power plants tc file evacuation plan 
before issuance of OL Raquoits stronger regulotions t. closer 
insps re const quality 

DAVIS. R K Aff I liat ion Unknown 00/02/)! 2pp 


--G0031300S7 Urges pruviiions for local participation in developing 
evacuation plans 

LUCAS. R Affiliation Unknown 00/02/07 Ip 


6003240073 Responds to 79)227 ltr transmitting Saluda Touoshlp 
resolution re emergency preparedness NRC has no authority to 
provide special funding piogram to Saluda Township Emergency 
preparedness concerns should be discussed w/local officials 
DENTON, li R Office of Nuclear Reactor Regulation 00/03/06 tp 


— 8003240079 Forwards baluda Township 791220 resolution requesting dire 
dialogue w/federal govt, fund iitg to develop emergency plant L 
direct access to health ^ safety menitoring pragrems 
ORAV.R Saluda Township. IN 79/12/27 2pp 


6003200135 Memorandum |< order denying Sassafras Audubon Sacleti| & Knob 
Valley Audubon Society requests for hearing r« IE order 
confirming const suspension IF s'^all review requests prior 
to const 14/P Bradford dissenting views L Certificate of Sve 
CHTLK. 6 J Office of the Secretary of the Commission 80/03/13 
I6pp 


H General correspondence 


6002260371 Requests placement on mailing list for activities of utils 
BENNETT. C L Affiliation Unknown 60/03/20 Ip 


6003240625 Responds to request for placement on sve lists for 
facilities Lists are limited to parties who bake part in €F 
or DL proceedings Sve list info is routinely available In 
LPDRspWhlch are located near nuclear facilities 
RUBENSTEIN.L S Light Water Reactors Branch 4 80/03/10 5pp 


I Fmanclal jnfortnation 


8003210510 Forwards "Annual Financial Rept 1979" >b "Financial 
Statements as of 791231 V for 1778" for Uabash Valley Power 
Assoc 

SHIELDS. SN Public Service Co of Indiana. Inc 00/03/14 Ip 


— 8003210514 "Annua) Financial Rept 1779 " Supporting documentation eni 
s Public Service Co of Indiana. Inc 80/01/25 94pp 
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Q Jnipection reports* IE Dcflletins h- corretpond vnca 


0003050093 Forward* JE ln»p Rapti S0-94i/79-25 A 50-547/79-25 on 
791114-U A flO A notUa of vlol^ttOTi 

FIQRELLIpO Region 3, Chicago. Rea-ctar Conttructlon A Efi9inearing 
Support Sranch 80/01/15 Spp 


•'-0003030097 Wotice of violation from tn*p on 791114-lfi A 20 

* Region 3. Chicago. Office of tha Direcfcor 00/01/14 2pp 


—0003050106 IE Insp Repts 50-346/79-25 A 50-547/79-23 on 791114-16 A 20 
None omp 1 1 arc e noted failure to provide proper tfcorage A 
mainb of matl 

HARRISON. J J . UILLIAKS.C C Region 3. Chicago. Office of the 
Director 80/01/14 6pp 


0003050635 Forward* IE Intp Rept* 50-546/80-01 A 50-547/B0-01 on 
800102-04 No noncoft)p 1 lance noted 

FtORELLI.O Region 3. Chicago. Reactor Conetruc tlon A Engineering 
Support Branch 60/01/23 2pp 


— 80030S0640 IE In*p Rept* 50-546/00-01 A 50-547/00-01 «n 800102-04 No 
none Qdipl iance noted Hajer area* inspected activities of 
progress re order confirming suipention of const of safety- 
related areas 

MILLIAKS.C C . GCHliElUlNZ.E R Region 3. Chicage. Office of the 
Director 60/01/22 Spp 


—0003050647 Respond* to NRC info request re util 770616 memo Prlmarg 
concern was to get pm cha *4 orders from util to Niwberg A 
from Newberg to subr ontraclors for uork already underway. No 
safety-related work occurred during this period 
SHIELDS. S U Public Service Co of Indiana. Inc 80/01/07 2pp 


B00312018B Forward* IE Circular 60-02. ''Nuclear Power Plant Staff Work 
Hour* " No written response required 

KEPPLER.^0 Region 3. Chicago. Office of the Director BO/02/01 

Ip 


0003140550 Forwards IE Bulletin 00-03. "Lost of Charcoal from Std Type 
1 1 . Two- Inch. Tray Adsorber Cellf " Action ret^uired 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/02/06 
Ip 


00031 1014 1 Forwards IE DulJetin 00-04. "Analysis of PWR Haln Steam Lina 
Break tf/Continued Feedwater Addition " Uritben response 
required 

KEPPLERjJO Region 3. Chicago. Office of the Director 60/02/06 

Ip 


8003170362 Forward* If Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping Components " No written response 
re4Ulretf 

KEPPLERivI 0 Region 3. Chicago. Office of the Director 00/02/00. 

Ip 


0003250039 Forwards IE Insp Rept* 50-546/79-27 U 50-547/79-27 on 
79J203-ai No noncompi (ante noted 

FIORELLI.O Region 3. Chicago. Reactor Construction A Engineering 
Support Drench 60/02/00 2pp 


■8003250043 IE In*p Kept* 50-346/79-27 A 50-547/79-27 on 791203-21, No 
noncomp I linct noted Major area* inspfcted auxiliary bldg< 
fuel handling bldg. Units 1 A 2 containments A miscellaneous 
areas to verify compliance u/79O0O7 stop wort order 
NlLLlAMSrC C . HARRISON. J.U Region 3. Chicago. Off ice of the 
Director 00/02/07 3pp 


1003110172 Forwards corrected IE Bulletin 60-04. "Analysis of PNR Main 
Steam Lint Sreak W/Continued Feedwater Addition ” No urttter 
response required 

KEPPLERi J 0 Region 3. Chicago. Office of the Director BO/02/14 

4 


B003S00267 Responds to I£ Bulletin 79-25 re failure of Wattinghouse 
BFD Relays. Ralayi not used or planned for use in safety- 
related sys 

8Hl£LDS,e N Public Service Co of Indiana. InC 80/02/28, Ip. 


»003l20372 Forwards IE Info Notice 80-07. "Pump Shaft Fatigue 
Cracking," No response rtAUired 

KEPPLER. J <3 Region 3, Chicago. Office of the Director SO/02/29. 

4- 


80032D0533 Acb receipt of 000218 Itr informing NRC of steps taken to 
correct violations noted in IE Into Repts 30-54^/79-25 A 
30-547/79-23 

FIORELLS. 0, Region 3. Chicago. Reactor Construction A Engineering 
Support Branch 00/03/05 ip 


— 0003200541 Responds to NRC 800115 Itr re violations noted In IE Insp 
Repts 50-546/79-25 it 50-547/79-25 Corrective actions entire 
Cherne-tJestinghouse warehouse rearranged A items properly 
stacked during lata Nov A Dec 1979 

SHIELDS. S U Public Service Go of Indiana. Inc 80/02/15 4pp 


0003260310 Forwards IE Info Notice 80-10. "Partial Lots of Non-Nucleer 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/03/10 
ip 


9003260548 Forwards IE Dullettn 90-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tanks " 

Action t written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 60/03/10 

Ip 


8003260319 Forward* IE Bulletin 80-06. "Engineered Safety Feature 
<ESF) Reset Control* " No written response required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/03/13 
Ip 


6003250120 Forwards IE Info Notice 80-11. "Oaneric Problems U/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/03/14 

Ip 


8003260263 Forwards IE Circular 60-04. "Securing of Threaded Locking 
Devices on 8afcty-Re le ted Equipment " No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/03/14 
IP 


8 Reportable occurrences. LERs t related correspondence 


8003110360 PNO-ni-BO-034 on 000220. Industrie 1 accident occurred et 
const site Mobile crene got stuck in mud Operator raised 
load to try io free crane A it tipped over A killed him 
8CHWE1DINZ.6 R . WILLIAMS. C C . FIORELLI.O Region 3. Chicago. 
Dfflcfl af the Director 80/02/21 ip 


6003070015 Ack receipt Of 600207 final deficiency rept re possible 
nonconservative rod drop analyses Matter will be reviewed at 
future insp 

FIORELLliO Region 3. Chicago. Reactor Construction A Engineering 
Support Branch 00/02/25 Ip 


8003190666 Ack receipt of 000206 final deficiency rept re potential 
for erroneous steam gerierator level indications during high 
energy line breaks inside containment 

FIQRELLt.O Region 3. Chicago. Reactor Construction A Engineering 
Support Branch 00/03/05 tp 


8003230575 Ack receipt of 800207 final deficiency rept re existence 
of undetectable failure in engineered safety features 
actuation sys 

FlORELLliO Region 3. Chicago. Reactor Construction A Engineering 
Support Branch 00/03/05 Ip 


8003180569 Final deficiency rept re protective functions performed by 
safety grade equipment as identified by Westinghouse One 
scenario not applicable to facility No further action is 
necessary for design of other three sys 

SHIELDS. 0 M Public Service Co of Indiana. Inc 80/03/10 7pp 


il Congressional/Executive Gorrespondenc e 


0003060374 Respond* to 791220 Hr supporting Subcommittee on Environ. 
Energy A Natorel Resources recommendation r* Commission 
involvement in decision to permit restart of facility const 
Commission requested related briefing by end 000123 memo, 

BtCKWIT.L Office of the Qeneral Counsel 80/02/04 Ip 


—8003060363 Expresses view that Commission should be involved in 
decision to permit resumption of facility const. Requests 
related briefing by NRC \ 

CHILKtS Office of the Secretary of the Commission 60/01/23 

Ip 


— 0003060391 Discusses suspension of facility const Commission should be 
involved w/declsian to permit const resumption since issue 
involves policy cons 1 derations NRC should brief Commission 
when situation improve* 

AHEARNE.jp Commission, 00/01/21 Ip 
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6003060400 Responds to Subcommittee on Cnvl rorij Energy & Natural 
Resources 791206 I ir requesting that Commission be involved 
in decision to permit resumption of facility const 
□rCKMiT, L Office of the OeneraJ Counsel 80/02/04 Ip 


B003060404 Discusses Commission role in docisions involving policy 
considerations Commissioners must maKo tc be- held accountable 
for major decisions Requests that Commission be involved In 
decision to permit resumption of facility const 

MDFFETT< T House of Rep . Government Operations 79/13/06 4pp 


DOCKET SrN~90-347 MARBLE HILL NUCLEAR STATION. UNIT 2 


A App li cat lon/construc 1 1 on stage documents & c orr espondence 


B003110254 Confirms 000220 meeting in Glenn Ellyn* IL re corrective 
actlorrs related to const activities 

KEPPLER.J G Region 3. Chicago. Office of the Director B0/O2/20 

Ip 


8003110396 Requests eipedition of application re eligibility of 
Arc haeo log 1 ca 1 Site I SJe4< (icNe 1 1 Stone Fort* for Natl 
Register Ltr of concun en«^e rrom IN State Historic 
Preservation Officer end 

SHIELDS. 6 W Public Service Co of Indiana. Inc 00/02/27 2pp 


a0O328G536 Forwards "Description of Licensee Activities Adresslng Order 
Confirming Suspension of Const." in response to 790815 
order 

SHIELDS. S U Public Service Co of Indiana. Inc 80/02/20 3pp 


**-■8003200539 "Description of Licensee Activities Adresslng Order 
Confirming Suspension of Const '* 

* Public Service Co of Indiana, t nc 80/02/28 86pp 

000-3070366 Submits info ie changes in context L organi la t lonal elements 
of OA program 

SHIELD8.S N Public Service Co of Indiana. Inc 80/03/06 19pp 


000324019/ Contirtns plans to meet u/util on 800325 in Madison. IN to 
discuss response to 790Q15. Order Confirming Suspension 
of Const 

KCPPLCR.J 0 Region 3. Chicago. Office of the Director 80/03/11 

8pp 


0 Adjudicatory cor? esp ondence 


800305-0094 Opposes const of facility Liabilities outweigh any future 
assets Evacuation plans would have to include residential 
segment, inmates of pr i son. al c oho 1 1 c treatment ctr t* facility 
for retarded 

MASON* J Affiliation Unknown 80/02/02 Ip 


—0003090090 Gupports local community having voice in decision re const 
of f ac i 1 1 ty * 

HARKERiL H Affiliation Unknown 00/01/31 Ip 


800313-0073 Opposes const of plant on grounds of poor workmanship. 
Inadequacy of evacuation plan t exposure to radiation 
RIPPERDON. D Affiliation Unknown 80/02/21 2pp 


— 0OO313OOS2 Urges Comtoission support o>f proposal requiring areas 
surrounding nuclear power plants to file evacuation plan 
before issuance of OL Requests stronger regulations & closer 
Insps re Const quality 

DAVrSrR K Affiliation Unknown 00/02/11 2pp 


0003130007 Urges provisions for local participation in developing 
evacuation plans 

LUCAS* R Affiliation Unknown 60/02/07 ip 


0003240093 Responds to 791227 i tr transmitting Saluda Touinship 
resolution re emergency preparedness NRC has no authority to 
provide special funding program to Saluda Township Emergency 
preparedness concerns should be discussed w/local officials 
DENTON* H R Office of Nuclear Reactor Regulation 80/03/06 Ip 


—8003240099 Forwards Saluda Township 791220 resolution requesting direct 
dialogue w/federal govt, funding to develop emergency plans 
direct access to health safety monitoring programs 
QRAVrR Saluda Township. IN 79/12/27 2pp 


0003200135 Memorandum order denying Sassafras Audubon Society 6 Knob 
^ Ualley Audubon Society requests for hearing re !E order 
confirming const suspension IE shall review requests prior 
to const W/P Bradford dissenting views ti Certificate of Syc 
CHILK. 0 J Office of the Secretary of tho Commission 80/03/13 
t6pp 


H General coi < espond enc« 


0002280391 Requests placoms-nl on mailing list tor activities of utils 
BENNETT, C L Af f i I i at i otv UnVnown 00/02/20 Ip 


0003240625 Responds to request for placement on sve lists for 
facilities Lists are limited to parties who take part in CP 
or OL proceedings Sve list info Is routinely available in 
LPDRs.which are located near nuclear facilities 
RUBENSTE It-!. L S Light Water Reactors Branch 4 00/03/10 5pp 


I Financial information 


0003210510 Forwards 'Annua) rinancial Rept 1979" 6 "Financial 
Statotnents as of 791231 \ toi 1979’' for Wabash Valley Power 
Assoc 

SHIELDS’S U Public Service Co of Indiana* Inc 00/03/14 ip 


— 6003210514 "Annual Financial Rept 1979 " Supporting d oc umentat i on end 
Public Service Co ot Ir.diana. Inc 60/01/25 54pp 


Q Inspection reports. IE bulletins L correspondence 


8003050093 Forwards IE Insp Repts 50-546/79-25 I 50-5-17/79-25 on 
791114-16 4* 20 t notice of -'lolation 

rtORELLI.G Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 60/01/15 2pp 


— 0003050097 Notice of violation from insp on 79111-1-16 t> 20 

* Region 0, Chicago* Office of the Director 90/01/14 2pp 


— 0003050106 IE Insp Repcs 50-546/79-25 50-547/79-25 on 791114-16 6 20 

Noncomp 1 I ance noteef failure to provide proper storage 6 
maint of mstl 

HARRISON. J J . wn LIAMS. C C Region 3. Chicago. Office of the 
Ditector 60/01/14 6pp 


0003050635 Forwards It Imp Repts 50-546/00-01 L 50-547/60-01 on 
000102 04 No noncompliance noted 

FIORELLI*G Region 3. Chicago. Raactor Construction it Engineering 
Suppoi t Branch QO/Oi/21 2pp 


-*-8003050640 IF Insp firpts 50 5-16/00-01 t 50-547/00-01 on 600102-04 No 
noncompliance noted Major areas inspected activities of 
progress re order confirming suspension of const of safety- 
related areas 

WILLIAMS* C C . SCMNElDiNZ.r R Region 3. Chicago, Office of the 
DsTOctor 0O/Ol/?2 Opp 


— 8003050647 Responds to NRC info request re util 770616 memo Primary 
concern uias to get purchase orders from util to Newberg %r 
from Newberg to subcontractors ror work already underway No 
safety-rotated work occurred during this period 

SHIELDS. S N Public Service ho of Indiana. Inc 80/01/07 2pp 


8003120106 Forwards IE Circulai QO-02, "Nuclear Power Plant Staff Work 
Hours " No written response i equired 

KEPPLER.J O Region 3. Chicago. Ofrlce of the Director e0/02/0i 

Ip 


8003140250 Forwards IE Bulletin e0'*03i "Loss of Charcoal from Std Type 
! 1. Two-Inch * Tray Adsorber Cells ' Action required 

KEPPLER.J O Region 3* Chicago. Dfrice of the Director 00/02/06 

ip 


8003110141 Fot wards IE Bulletin 60 04. "Analysis of PWR Main Steam Line 
Break W/Conbinued Feedwater Addition “ Uritten response 
required 

KEPPLEB*J 0 Region 3* Chicago. Office of the Director 0O/OS/O9 

ip 


8003190362 Forwards TE Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping & Components " No written response 
required 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 60/02/08 
ip 


8003250039 Forwards IE Insp Repts 50-546/79-27 U 50-547/79-27 on 
79ia03-21 Mo noncomp 1 lane e noted 

FIORELLI«0 Region 3. Chicago. Reactor Construction Engineering 
Support Dranch 80/0P/08 2pp 


—0003290043 IE Insp Repts SO-846/79-27 ic SO-547/79-27 on 791203-21 No 
noncompliance noted Major at eas inspected auxiliary bldg, 
fuel handling bldg. Units 1 it 2 containments 6 mi seel laneoue 
areas to verify co/npliance w/790607 stop work order 
WILLIAMS. C C . HARRISQN.J.J Region 3. Chicago. Office of the 
Director 80/02/07 3pp 
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DOCKETED ITEMS 


a&03U0l92 Fcjrwardi corrected IE Oylletin a0'04. “Analvii* of PWR Main 
Sttam Lin* Break W/Continu*d re*dwak*r Addition *’ No wrltttn 
rttpant* raquirad 

KEPPLER.J G Ragion 3, Chicago. QffiC* of th# DlP#ctor 00/02/14 
ip 


0003200297 ft.»pond* to IE HuUffciti 79*25 *• failur* o# W*tt >r>flhoott 
BFD Rtlayi R#layi not uttd or plannad for u«» in *af*tv“ 
ralatad )iyi 

SHIELDSES W PubJic Servic* Co of Indian*/ Inc 80/02/23 Ip 


8003120392 Forward* IE Info Notice 00-07. "Pudip Shaft Fatiflua 
Cracking " No raipon** required 

KEPPLER.^i Q Region 3 Chicago. Office of the Director 00/02/29 
IP 


8003200333 Ack receipt of 600215 Itr informing NRC of »t#p* taken to 
correct violation* noted in IE ln*p Rept* 50-546/79-25 4« 
50-547/79-25 

FIORELLIrO Region 3. Chicago. Reactor Can«truction (< Engineering 
Support Branch 00/03/05 Ip 


— 6003200541 Respond* to NRC 600115 Ur re violation* noted in IE Intp 
Rept* 50-546/79-25 i< 50-547/79-25 Corrective action* entire 
Cherne-Westlng house u/arehou*e rearranged & Item* properly 
ftacked during late Nov it Dec 1979 

SHIELDS. S W Public Service Co of Indian*. Inc 00/02/15 4pp 


8003260510 Forward* IE Info Notice 60-10. '’Partial Lo** of Non-Nuclear 
Instrument Sy* Pouei Supply During Operation " No specific 
action or response required 

KEPPLER../ 0 Region 3. Chicago, Office of the Director 00/03/iO. 

Ip 


U Congress lonal /Eiecut ive Correspondence 


6003060374 Responds to 791020 Itr supporting Subcommittee on Environ. 
Energy 4i Natural Reiources recommendation r« Commission 
involvement in decision to permit restart of facility conit 
Commission requested rolotetf briefing by encl 000123 memo 
BICRNIT.L Office of the General Counsel 80/02/04 Ip 


‘'-8003060383 Expresses view that Commission should be involved In 
decision to permit resumption of facility const Requests 
related briefing by NRC 

CHILK.S J Office of the Secretary of the Comtnission BO/Ol/23 
>P 


—9003060391 Discusses euspension of facility const Commission should b* 
involved u/decision to permit const resumption since issue 
involves policy considerations NRC should brief Commission 
uhan situation improves 
AHEARNE. J F Commission 80/01/21 Ip 


8003060400 Responds to Subcommittee on Environ, Energy Natural 
Resources 791206 Iti requesting that Commission be involved 
in decision to permit lesumption of facility const 
DICKMIT, L Office of the General Counsel BO/02/04 Ip 


—6003060404 Oiscu«ses Commission role in decisions involving policy 
considerations Commissioners must mah* be held accountable 
for maior decisions Requests that Commission be involved in 
decision to permit lesumption of facility const- 

MOFFETT, T House of Rep , Government Operations 79/12/06 4pp 


DOCKET 50-549 GREENE COUNTY NUCLEAR POWER PLANT 


6003260549 Forwards IE Bulletin 80-05. "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Syi (CVCS) Holdup Tanks " 

Action 4. written response required 

KEPPLER.UG Region 3. Chicago. Office of the Director 00/03/10 

ip 


0003260319 Forwards JE Bulletin 00-06, 'Engineered Safety Feature 
<E8F> Reset Conti ols " No written response requirad 
KEPPLER. J G Region 3. Chicago. Office of the Director 60/03/13 
Ip 


6003250120 Forwards IE Info Notice 00-11, "Generic Problems N/A8CCI 
Valves in Nuclear Applications Including Fire Protection 
Syi " No action or writtan reiponie required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/14 

ip. 


6003260263 Forwards IE Circular 80-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
raciulred 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/03/14 

ip 


3 Reportable occurrences. LERs U related correspondence 


0 Inspection raporis. IE Dullellns ^ correspondence 


6003060661 Notifies that NRC intends to loutlnely forward to 
appropriate state public util regulatory groups stato atty 
general ofcsrcopies of escalated enforcement correspondence 
sent by NRC to licensees 

GRIER, B H Region 1. ph i Ud e I p h 1 a . Office of the Director 
79/11/29 Ip 


DOCKET 3TN~S0-550 0C8SAR-239-DOP INTERFACE 


A App I ication/construc i 1 on stage documents 5 correspondence 


8003110611 Forwards addl info for NRC review of GE responses to 
preliminary design approval eiteneion items Info supplements 
Amends 46 4 47 of Nuclear Island 0E88AR re N888 U addresses 
regulatory guidance issued between 701013 tf 800303 
SHERWOOD. G 0 General Electric Co 80/03/03 12pp 


DOCKET BTN-50-353 PHIPPS DCND NUCLEAR PLANT. UNIT I 


0 Utility pVelimlnary Safety Analysis Report, amends 


8003110360 PND-l 1 i-EO-034 on 000220. Industrial accident occurred at 
const site Mobile crane got stuck in mud Operator raised 
load to try to free crane V it tipped over U killed him 
SCHUElBINliE R . WILLIAMS. C C , FIORELLI.O. Region 3, Chicago. 
Office of the Director 60/02/21 ip 


8003070015 Ack receipt qf 600207 final deficiency rept re possible 
noncdnservative rod drop analyses Matter will be reviewed at 
future inip 

FtORELLIiG Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 60/02/25 Ip 


9003190666 Ac k receipt of 000206 final deficiency rept re potential 
for erroneous steam generator level Indications during high 
enargy line breaks inside containment 

FIQRELLl.G Region 3, Chicago. Reactor Construction it Engineering 
Support Branch 90/03/0S Ip 


8003250575 Act receipt of 800207 final deficiency rept re eeistence 
of undetectable failure in engineered safety features 
actuation tys 

FlORELLtiG Region 3, Chicago. Reactor Construction U Engineering 
Bupport Branch 60/03/05 Ip 


8003170336 Forwards Amend 17 to P8AR. Changing mateor olog ical program, 
raqulrements for fly ash contont. essential water sys, 
ultimata heat sink 4 mlnoi miscenaneous itema 
MILLS.LM Tennessee Valley Authority 80/03/13 Ip 


— 6003170340 Amend 17 to P5AR Thirteen overslie drawing* encl 
a Tennessee Valley Authority 60/02/29, I36pp 


H General correspondence 


8003240407 Forward* affidavit certifying that Amend 17 to PBAR tua* 
served on individuals identified in affidavit on 600312 
MILLS. L M Tennessee Valley Authority 60/03/12 3pp, 


0 Inspection reports. IF Bulletins L correspondence 


6003170052 Forwards IE Info Notice 80-03. "Main Turbina 
Elec trohydrau 1 Ic Control Sys " No specific action^or 
response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director SO/Ol/Dl, 
3pp 


8003180969 Finel deficiency rept re protective functions performed by 
safety grade equipment as identified by Nastinghouie One 
scenario not applicable to facility, No further action is 
necessary fpr design of other three lys, 

SHIELDS, S N Public Service Cp of Indiana, Inc 00/03/10, 7pp, 


B0031901S4 Forwards IE Circular 79-25, 8uppl A. "Shock Arraetor Strut 
Assembly Interference " No wiitten response required 
O'REILLY. V P Region 2. Atlanta, Off let of the Director 80/01/31. 
If 



DOCKETED ITEMS 


It 


8003260019 Fojw^rrfs IE Inro Notice 80-04* “DWR Fuel Eipoiur* In Excess 
of Limits ” No JCtion oi response req,uired 

O'REILLY, J P Region 2* Atlanta, Office of ths Director BO/08/04 

Ip 


8003310176 Forwards response to IE SuHetin 79-28 util located 22 NAHCq 
M odel £A160 stem mounted switches that are code dated 
tatufren Feb & Aug 1979 at Sequogah Unit 1 Investigation 
continuing for Sequoyah Unit 2 

MILLS, L h Tennessee Valley Authority SO/02/06 2pp 


8003100082 Forwards IE DulUtin 80-04, "Analysis of PWR Main Steam Line 
Braai U/Contmued Feedwater Addition ” Mo written response 
r equ i red 

□ 'REILLV.UP Region 2, Atlanta. Office of the Director 60/02/00 

2pp 


0003190441 Forwards IE Info Notice 80-05, '‘Chloride Contamination of 
Saf « ty-Related Piping V Components ' Mo written response 
r equ 1 red 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 60/02/08 
Ip 


8003190591 Ack receipt of S00201 Itr informing NRC of steps taken to 
correct violations noted m IE tnsp fiepts 50-553/79-17 
50-534/79-16 

aSYANTj J C Region 2i Atlanta, Reactoi Construction It Engineering 
Support Branch 80/02/14 2pp 


— 8003190596 Responds to fJRC 8001 10 Itr re violations noted in IE Insp 
Ripts 50-553/79-17 U 50-554/79-16 Corrective actions all 
welding performed w/required max weave width work package 
revised to close excessive root gap 

MILLS, L h Tennessee Valley Authority 80/02/01 4pp 


— 8003190601 Forwaids lE Insp Repis 50-553/79-17 90-554/79-16 on 

791211-14 i, notice of viglation 

DRVaMT, J C Region ?• Atlanta, Reactor Construction ii Engineering 
Support Branch QO/Ol/10 2pp 


B003190003 Forwards It Info Notice 80-09 "States Co Sliding Link 
Electrical Tertninal Block ■" No specific action or response 
requested 

O'REILLY, J P Region 3, Atlanta, Office of the Director 00/03/07 

3pp 


6003260239 Forwards IE Bulletin 80-06, 'Engineered Safety Feature 
(E8F) Reset Controls •' Mo written response required 

O'REILLY. J P Region 2, Atlanta Office of the Director e0/03/i3 
3pp 


8003210506 Forwards revised response to Moncompliance Item 553/79-17-01 
re containment shell welds identified in NRC 800110 Itr 
MILLS.L K Tennessee Valley Authority 80/03/14 3pp 


0003250572 Forwards IE Info Nokica BO-11, "Generic Problems U/ASCQ 
Valves in Nuclear App 1 i cat i ons Including Fire Protectien 
Siys * No action or writteit response required 

O'REILLY, J P Region «l, Atlanta, Office of the Director 60/03/14 
1p^ 


6003260161 Forwards IE Circular BO-04, “Securing of Threaded Locking 
Devices on Safety-Related Equipment “ No written response 
ra quir ed 

O'REILLY, J P Region 2, Aikanta, Office of the Director 60/03/14 
3pp 


6 Reportable occurrences, LERs t related correspondence 


B003030365 Forwards third inteitm deficiency rept re HPCS diesel 
ganarator switchgear wiring discrepancies 
HILLS, L M Tennessee Valley Authority 80/02/29 Ip 


— 8003030370 Interim Deftciisncy Rept 3 ie wiring discrepancies in hPCS 
diesel generator control switchgear GE determined that 
vendor did not check all wiling Meeting scheduled on 800225 
between 0£ ^ Morri son-Koudson to resolve problems 
e Tennessee Valley Authority 80/02/25 Ip 


--8003190604 Notice of violation from insp on 791211-14 

* Region 2, Atlanta, Office of the Director 60/01/10 Ip 


— 0003190608 IE Insp Repts 50-553/79-17 t 50-554/79-16 on 7912it-l4 
Noncomp 1 lance noted failure to follow welding weave 
requirements b fallute to follow procedure for documenting 
fltup insp results 

HERDT,A R , CROi^LEY. B R Region 2. Atlanta, Office of the 
Director 80/01/10 7pp 


6003190110 Ack receipt of 800207 Itr Informing NRc of steps teken to 
correct violation noted In IE Insp Repts 50-553/79-18 4, 
50-554/79-17 

BRYANT, J C Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 60/02/21 Ip 


8003210407 Forwards suppl to 800118 final deficiency rept re inadequate 
matl trac eabl 1 1 ty on Dor gen-Paterson component support 
a t tachments 

MILLS, L H Tennessee Valloy Authority 80/03/14 ip 


—0003210416 Suppl to final deficiency lept Je inadequate ctiatl 
traceability on Ber g en-Fater son component support 
attachments UtlB obtainod tesolution on remaining 
cert i f 1 ration of attachments for 18 pipe hangers 
a Tennessee Valley Authority 80/03/14 Spp 


DOCKET 6TN-SO-954 FHIPP6 BEND NUCLEAR PLANT, UNIT 2 


D Utility Frelimiriary Safety A^^alytis Report, amends 


—0003190121 Responds to NRC 800116 Itr re violations noted in IE Insp 
Repts 50-553/79-18 4 50-554/79-17 Corrective actions on 
791213 QC Investigation Ropt 20085 was written re voids on 
cadweld Instructions given to cadweld inspectors 
MILLS, L M Tennessee Valley Authority 60/02/07 3pp 


—8003190127 Forwards IE Insp Repts 90-553/79-10 U 90-554/79-17 on 
791211-14 «, notice of violation 

BRYANT, J C Region 2, Atlarita, Reactor Construction S' Engineering 
Support Branch GO/Ol/16 2pp 


6003170336 Forwards Amend 1? to P3AR, chang i ng meteorological program, 
requirements for fly a&h c ont r nt, essent i a 1 water sys, 
ultimate heat sink 4, minor miscellaneous items 
MILLS, L (i Tennessee Valley Authority 80/03/13 Ip 


— 8003170340 Amend 17 to PSAR Thirteen oversiie drawings encl 
a Tennessee Valley Authority 80/02/29 I36pp 


H Oeneral coi resp ond ence 


— 60-03190131 Notice of violation from insp on 791211-14 

* Region 2, Atlonta, Office of the Director 80/01/16 ip 


— SQ03190137 IE Insp Repts 50-593/79-lB U 50-554/79-17 on 791211-14 
Noncompl iancB noted one cadweld splice out of 406, exceeding 
void limit of 3 O square inches, had bean accepted by QC 
NRIOHT.R N Region 2, Atlanta, Office of the Director 
CANTRELL, F S Region 2, Atlanta, Reactor Construction 
Engineering Support Branch 60/01/16 6pp 


B003190039 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/02/29 

2pp 


6003140367 Forwards IE Info Notice 80-10, "Partial Lost of Non-Nuclear 
Instrument 8ys Powei Supply During Operation No specific 
action or response required 

O'RElLLYrJ P Region 2, Atlanta, Office of the Director 00/03/07* 

2pp, 


800324040/ Forwards affidavit certifying that Amend 17 to PSAR was 
served on individuals identiried in affidavit on 800312 
MILLS, L M Tennessee Valley Authority 80/03/12 2pp 


Q Inspection reports, IF Bulletins t coi r espond ence 


SOO-liyOOSS Forwards IK Info Nplue 80-03, '’Mam Turbine 
Elec trohy draul i c Control Sys *' No specific action or 
response required 

O'REILLY..^ P Region i'- Atlaiita, Office of the Director 60/01/31 
3pp 


8003190184 Forward* IE Ctrculai 79-85, Bupp I A, '’Shock Arrestor Strut 
Assembly Interference ' Mo uiitten response required 
□'REILLYj J P Region Atlanta, Office of the Director 60/01/31 
Jp 


8003860019 Forwards IC Info Notice 80-04, “DNR Fuel Exposui e in Excess 
of Llmlis ” Na action oi response lequiied 

O'REILL'l^i J P Region 2, Atlanta, Office of the Director 80/08/04 

tp 
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a0O331OJ76 Forward! response to IE [iulletin 79-20 Util located! 22 MAHCO 
Modal EAlBO stem mounted suillches that are code dated 
between Feb $i Aug 1979 at Bei^uagah Unit 1 Investigation 
continuing For Gequogah Unit 2 

MILUS, L M Tennessee Valley Authority 00/02/06 2pp 


8003190092 Forwards IE flulletin 80-04, '“Analysis of PWR Main Steam Line 
Break U/Contiriued Feedwater Addition " Wo written response 
required 

□ ^REILLY, J P Region 2, Atlanta, Qrtice of the director 00/02/08 

2pp 


8003190441 Forwards IE Info Notice BO-05, "Chloride Contamination of 
Safety-Related Piping * Components " No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the director 0O/O2/OB 
Ip 


B003190591 Acl^ receipt of 900201 Itr informing NRC of steps taken to 
correct violations noted in IE Jnsp Repts 50-553/79-17 tc 
30-554/79-16 

QRVANT, / C Region 2, Atlanta, Reactoi Construction ^ Engineering 
Support Branch 60/02/14 2pp 


-'-0003190596 Responds to WRC 8001 iO Itr re violations noted in IE Insp 
Repts 50-553/79-1/ h 50-SS4/79-16 Coirective actions all 
u/elding performed w/rcquired mai weave tuidih tt work package 
revised to close eicessive root gap 

MILLS, I M Tennessee Valley Authority 00/03/01 4pp 


—8003190601 Forwards IE Insp Repts 50-353/79-17 tH 50-564/79-J6 on 
791211-14 t( notice of violation 

BRYANT, J C Region 2, Atlanta, Reactor Construction t/ Engineering 
Support Branch 00/01/10 2pp 


—8003190604 Notice of violation from insp on 791211-14 

» Region 2, Atlanta, Office of the Director BO/01/10 Ip 


—8003190608 IE Insp Repts 50-5^3/79-17 I 50-554/79-16 on 791211-14 
Noncompl lance noted failure to rollow welding weave 
requirements I, failute to follow procedure for documenting 
fitup insp results 

HERDT, A R . CRQl>]LEY. D R Region 2, Atlanta, Orfice of the 
Dliector 80/01/10 7pp 


B003190S10 Ac k receipt or S0O2y7 Itr informing NRC of ste^s taken to 
correct violation noted in IE Insp Repts 50-553/79-10 
50-554/79-17 

BRYANT, J C Region 2, Atlanta, Reactor Construction tt Engineering 
Support Branch 00/02/21 Ip 


—8003190121 Responds to NRC 000116 Ur re violations noted in IE Insp 
Repts SO-553/79-lf* U 30-554/79-17 Corrective actions on 
791213 QC Investigation Rept 20005 was written re voids on 
cadweld instiuctions given to cadueid inspectors 
MILLS, L M Tennessee Valley Authority BO/02/07 3pp 


—8003190127 Forwards IE Insp Repts 50-553//9-IB «< ao-S34//9-l7 on 
791211-14 4 notice or >tolation 

BRYANT, vl C Region 7, Atlanta, Reet-ior Construction Si Engineering 
Support Branch 80/01/16 2pp 


— 8003190131 Notice of violation from insp on 791211-14 

* Region 2, Atlanta, Office of the Director 80/01/16 Ip 


—8003190137 IE Insp Repts 50-553/79-10 50-554/79-17 on 791211-14 

Nqncomp I lance noted one cadueld splice out of 406, eiceed Ing 
void limit of 3 Q square inches, had been accepted by QC 
NRIOHTjR W Region 2, Atlanta, Office of the plrector 
CANTRELL,? S Region 2, Atlanta, Reactor Construction 4, 
Engineering Support Branch 80 / 01/16 6pp 


8003190039 Forwards IE Info Notice 80-07, "Pump Shaft Fatigue 
Cracking " No response required 

O'REILLY, J P Region 2. Atlanta, Office of the pirector 00/02/29 
2pp 


8003140387 Forwards IF Info Notice QO-lO, "Partial Loss of Non-Nuclear 
InstTument Sys Power Supply During Operation “ No specific 
action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/07 
2PP 


0003190003 Forwards It Info Notice 80-00 "GUtei Cu Sliding Lin^ 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLY, dp Region 2, Atlanta, Office of the Director 80/03/07 

3pp 


8003260239 Forwards 1£ Bulletin 00-06, "Engineered Safety Feature 
(ESF) Reset Controls " No wiitfcen response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/03/13 
3pp 


8003210506 Forwards revised response to Noncompliance Item 553/79-17-01 
re containment shell welds identified in NRC 000110 Itr 
MILLS, L M Tennessee Valley Authority 80/03/14 3pp 


0003250572 Forwards IE Info Notice BO-il, "Oenenc Problems W/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY, JR Region 2, Atlanta. Office of the Director 80/03/14 

ip 

8003260101 Forwards IE Circular 00-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
requi red 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/14 
3pp 

S Reportable occurrences, LERs t> related correspondence 


0003030365 Forwards third intei im deficiency rept re HPCS diesel 
generator switchgear wiling discrepancies 
«ILLS,LH Tennessee Valley Authority 80/02/25 Ip 


—8003030370 Interim Deficiency Rept 3 re wiring discrepancies in HPCS 
diesel generator control switchgear OE determined that 
vendor did not check all wiring Meeting scheduled on 000225 
between OE i Morr ison-Knudson to resolve problems 
a Tennessee Valley Authoiity 80/02/25 Ip 


8003210407 Forwards swppl to 800116 final deficiency rept Te Inadequate 
matl traceability on Dargen-Pa terson component support 
a ttachments 

MILLS, L M Tennessee Valley Authority 60/03/14 ip 


— 8003210416 Buppl to final deficiency rept re inadequate matl 
traceability on Dergen-Pa terson component support 
attachments lit 1 1 obtained resolution on remaining 
cert i f icatlan of attachments for 18 pipe hangers 
« Tennessee Valley Authority 00/03/14 2pp 


DOCKET STN-50-556 BLACK FOX STATION, UNIT I 


A App I icatl oii/construc t i on stage documents ( con espondence 


8003100001 Requests opportunity to discuss priority of NRC CP 
activities in post-TMt pet lod Utils ai e concerned about 
availability of NRG resources in coming yr to deal 
w/related heatings NRC i esources can be optimiitd 
OPREA, 0 M Houston Lighting Power Co 80/02/28 2pp 


0003310447 Forwards NRC 800120 ^ 0211 Itrs to QE discussing analysis of 
boiloff rates t, mods to BWR control rod drive return line 
noiileo to prevent cracking hods should not be performed 
before issuance of NURFO-0619 or w/o NRC guidance 
STOLZ.JF Light Nater Reactors Qranch 1 00/03/07 2pp 


O Adjudicatory correspondence 


GD03240586 Opposes const of facilities due to problems u/dlspoial of 
radwaste !< possibility of damage by tornado 
PRICKETT, a Affiliation Unknown 60/02/00 Ip 


G002250057 Forwarde applicants' motion to strike AttV Oeneral response 
to ALAB-573, app 1 icants ' motion to dismiss Clasi 9 accident 
inquiry applicants' tesppnse to A8LAP inquiry re need to 
consider Class 9 issue in proceeding 
GALLO, >1 Isham, Lincoln ^ Beale 80/02/11 Ip 


8003140137 Requests reopening of environ ^ site suitability hearings to 
discuss meltdown Issue 

PLANTtD Affl nation Unknown 80/02/14 2pp 


— 8003140139 Requests meetings be held in Tulsa, OK re proposed increase 
In emergency evacuation tone around nuclear power plants 
BUSHYKEAD, D Y Affiliation Unknown 00/02/10 Ip. 


6003120369 Requests environ & site suitability hearings be reopened to 
address potential meltdown at proposed facility 
FOSTER, 8 Affiliation Unknown 60/02/15 Ip 


•6003120300 Requests environ site suitability hearings be reopened to 
address potential meltdown at proposed facility, 

ATUATCR,T Affiliation Unknown 80/02/21 Ip 
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B00303002B Response to State ot Qk B002(t7 T»que&i for relief Reopening 
recor-d re Clats 9 environ consequences reservation o# 
judgement until rulemaking complrtiar% should be denied Addl 
time for discoverij maij be granted Certificate of Svt end 
DAVlSi L D Hearing Branch 4 80>/02/'?6 tOpp 


8003050157 Porufards JP Stolr 600911 Itr re NRC financial revieui in 
respoTise to RE Oigant concerns as Central 4t Southuiest Corp 
stockholder U/o end 

DAV1S>L 0 Hearing branch 4 60/02/26 Ip 


6003160157 Response in opposition to applicant's 600211 pleadings to 
strike State of OK response to ALAH-SVO Urges Commission to 
reject applicants late i esponses le need to consider Class 9 
accident consequences 

FAffRIS. J R Farris. J R Bt»/02/26 3pp 


'**'6003180159 Motion io stiike applicant's 800211 aiotitn to dismiss Class 
9 accident t nquir tj < app 1 icants ' 600211 motion to delete state » 
of OK response to ALAI)-573 t* applicants 600211 response to 
ASUAB inquiry re need to consider Class 9 consequsncet 
FARRIS- J R Farris, J R 60/02/26 3pp 


— B0031B016S Response in opposition in applicants 80021] oiotion to Strike 
State of QK t espcnse to ALAQ'*573 Although not participating 
party. State of OK may givo advice to Commission u/o taking 
position on issues per lOCFRg 7l5(q) 

R09ERS.C 6 - WILSDN'-ZALKO. U Oklahoma. State of 60/02/26 lOpp 


--60031601&9 Response in opposition to applicant's 600211 motion to 
dismiss Class 9 inquiry Sa f e ty-r e 1 ated Class 9 Issues differ 
from question of timely Class 9 environ Impact analysis 
ROGERS. C S . VfJLSQM-ZALKO, U Oklahoma. State of 60/02/26 9pp 


60O3240'191 Discusses ALAR'573 directing NRC to file position statement 
ie consideration of Class 9 events in proceeding 6 ivhich 
allowed other parties to submit views within 30 days of NRC 
filing Util 600211 response was not untimely 
OALLO. J Isharn, Linroln t Qcalp 60/02/26 app 


6003050393 Response in oppasicion to applicants' 600211 notion t-o 
dismiss Class 9 accident inquiry re environ effects Urges 
Comm-i ss 1 Oh to decide issue w/o awaiting ASLAB decision on 
intervenors' safety contention Certificate of Sve enc 1 
DAVIS, L D Hearing Branch 4 60/03/03 lOpp 

6003050400 Response in opposition to applicants' G00311 motion to 
strike State of OK 600207 response to NRC position ra Class 
9 accidents Language of 10CFR2 7J5tc> permits State of OK to 
advise Comnisslon on all issues -Certificata of Bve end 
DAVIS, L D Hearing Branch 4 60/03/03 7pp, 

6D030S0482 Notice of withdrawal from pieceeding Certificate of Sve 
enc 1 

PATON. W n Haarinj Branch 4 80/03/03 3pp 

6003180272 Response in opposition to Citiien's Action for Safe Energy, L 
Burrell ^ I Voungheim 600226 motion to strike applicants' 

Class 9 accident pleadings alleging lateness Five addl days 
granted by rules uheii eve is by mail (f/Certi f 1 cate of Sve 
GALLO. J . GIBBS, M fc Public Service Co of Oklahoma GALLO, J 
tsham. Lincoln L Beale 60/03/04 6pp 


B003310450 Fot wards list of documents lubmibted as informal discovery 
In response to 900124 t< 0215 Itrs.re Class 9 accidents 
DAV15. L D Hearing Branch 4 6^/03/18 6pp 


hi General c on e spondenco 


8003040200 Discusses cpncern re evacuation plan far area around 
facility NRC should provide public w/defeailtd emergency 
Instruct i ens 

DURR IS, C C Affl Hatton Unknown 60/01/30 Ip 


B00324G549 Requests reopening of environ ^ site suitability hearings 
for facilities to eiplnre issue of meltdown 
UOHNSaN.E Affl I iati on Unknown 6D/02/13 Ip 


8003130597 Coniments on proposed increase In emergency evacuation ion* 
Ten-'mlle radius is inad equate, c one i dcr 1 ng strong variable 
CK winds t possible contamination of major body of water 
Requests formal hearings w/cltlien input 

FARRELL. D , FARREt L, 8 Af f i Ua tion Unknown 60/02/14. Ip 


— 60031306-00 Requests that NRC hold meetings In Tulsa. DK op increase in 
emergency evacuation lone, Plans are not effective enough In 
event of meltdown 

SMART. ri Affiliation Unknown 60/02/14 Ip 


— 8003130605 Comments oti emergeney evacuation lotie Ten-'mtle radius is 
inadequate Requests that NRC hold hsai mgs in Tulsa, OK on 
emergency plans 

HAMEB.D Aff » I latioii Uneno«.ri 60/02/18 Ip 


-**-*■0003130611 Comments that emeigeiuy ev^ruation radius is inadequate 
Requests that NRC hold public meeting« to discuss ^ give 
further consideration to plan 
HODRE. r Affl I latlon Unknown 8O/02/J4 Ip 


— 6003130610 Requests that NRC hold meetings in Tulsa. OK or proposed 
i-ncrease evacuation jone Plaris are inadequate protection, in 
event of me I idown 

MARTIN. 6 J Affiliation Unknown G0/O2/L4 Ip 


— 6003130622 Requests that NRC hold meetings in Tulsa. OK on proposed 
increase 1 1 > emei gene y e/acuatli-n ifrhe Plan is inadequate in 
• vent off meltdown E-ipreiset fear for health of family <, 
financial buiden of maint or nuclear plants 
MEILLIER.U Affiliation Unknown 60/02/04 Ip 


-**8003130630 Comments that proposed Increase of emergency evacuation are 
around plant is inadequate Requests that NRC hold public 
meetings in TulsajOK 

OIBDS.C F Affl 1 lation Unknown 80/02/16 Ip 


— 6003130633 Requests that NRC hold meetings in Tulsa, OK on proposed 
increase in emergency evacuation i one 
TERRILL. D Affiliation Unknown 60/02/15 Ip 


--6003130636 Requests that NRC hold meetings in Tulsa, GK on proposed 
increase in emergency evacuation tone Plan is inadequate in 
event of meltdown I 

GAROERA. p L Affiliation UnVnoun 60/02/07 Ip 


0003240273 Requests that NRC hold meetings in Tulsa. OK or proposed 
expansion of emergency evticuatian lone around nuclear power 
plants Current plans Ineffective foT protection in event of 
me 1 td own 

DELL.H Affiliation Unknown B0/02/S4 Ip 


— 60G32‘10299 Requests tha-t NRC hold >neetlngs in Tulsa, OK on proposed 
expansion of emergency evacuation lone around nuclear power 
plants Current plans ineffeiti/e for protection in event of 
me I tdown 

NICHOLL.l Affiliation Unknown 6G/02/14 ip 


— 6003240304 Requests that NRC hold meetings in Tulsa, OK on proposed 
expansion of emergency evacuation lone around nuclear power 
plants Current plans ineffe<tl,/e for protection in event of 
meltdown or other nuclear incidents 
MAXer.H J Affl nation Unknown 80/02/13 ip 


— 0003240306 Requests that NRC hold meetings in Tulsa. OK on proposed 
expansion of emergency evacuation lone around nuclear power 
plants Current plans not affective enough in event of 
me 1 tdown 

RUSKOSKI.E Affl nation Unknown 80/02/12 ip 


600324-0576 Urges meetings i« proposed iticiease In radius of emergency 
evacuation area around facilities Present plans are 
ineffective 

JOHNaON, G Affiliation Unknown 60/02/14 Ip 


8003240561 Ui grs meetings rs emeigtiicy evacuation tone around 
facilities Existing plans are inadequate 
TEBBETTS.L Affiliation Unknown 00/02/17 Ip 


0003200534 Requests tiiat NRC convene in Tulsa. OK for meetings on 
prupoicd Increase in emergency evacuation tone around 
nuclear power plants 

ABHE.P O I UOHNSONi S . uIBBETTS.L Affiliation Unknown So/02/19 
lOpp 


0003250065 Urges hearing in TuksaiCK re emergency evacuation plans 
around facility NRC should develop an effective plan In case 
of maltdoun 

BALDRIDGE, M Affiliation Unknown 80/02/19 tp 


0003270046 Urges meeting re proposed Increase of emergency evacuation 
sotie around facilities Tei,-mll« radius is not adequate 
pro taction 

ABHE.P a Affiliation Unknown 60/02/17 ip 


8003240523 Requests that gruup be allowed to address issue of mtltdown 
at CP hearings 

WILLHITE, 8 Citiieni Action For Safe Energy 60/02/21 tp 
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0003240493 Heqwe$t» raopeninj of envit'Oii |« kite hearino-* 

for facillklOi to orploro issue of nettdoun 
DUKHEAD^S J Affiliation Unknown 00/02/29 fp 


8003230086 Urges (rtestings tn Tulsa. OK re emergency evacuation area 
around fatiUtv Current plans ere inadequate, 

PEBREAULT. N Affiliation Unknown 80/02/29 Ip 


0003240434 Expresses gratitude for K llarchbanks ‘ efforts In organlilng 
600229 meeting 

ZBLIWSKY. 14 H Power Supply 3, Analyte (tranch B0/O3/OA Ip 


8003280594 Discusses ASLB hearings on application for CP 790724 
initial decision on environ in site tu£ (ab i 1 Ity . authori i ing 
issuance of UUA< in response to 780113 lequatt for info on 
unresolved safety issues 

EMCELHARDT. T F Deputy Executive Legal Director 80/03/12 3pp 


0 Inspection reports* IE Bulletins correspondence 


6003100110 Fo-rwaids IF Insp Repts 50~536/a0-01 5O*-SS7/0O-Ol on 

a00l08"l] 4< notice of tfeviaiion 

SElDLEit^ C Region 4. Dallas* Reactor Construction Sc Engineering 
Support Branch 80/01/22 2pp 


-"•8003)30122 Notice of deviation from irisp on 800lOB~tl 

• Region 4. Dallas. Office of the Director 80/01/22 Ip 


— 80031 30t27 IE Imp Rept* 50-336/80-01 4 50-557/80-01 on fiOOlOB-ll. 
Noncojiipl iarice noted failure to attach maint records to 3 
RHR heat exchangers 

CROSSMAN*WA * HUBACEK.WO Region 4. Dallas, Office of the 
Director 80/01 /Pa 5pp 


8DD31907O5 Act receipt of 800207 itr informing NRC of steps taken to 
correct deviation noted ir> IE Insp Repts 50-556/80-01 
30-557/80-01 

SElDLCtW C Region 4* Daliai, Reactor Construction If Engineering 
Support Branch 00/02/25 ip 


—8003190710 Responds to NRC 600122 Itr le deviation noted In IE Insp 
Repts 50-536/80-01 If 50-557/80-01 Corrective actions 
training session on FFPM procedures will be presented to 
employees involved u/.mat] control activities ' 

PEREZ, JD Public Service Co cf Oklahartia 60/02/07 2pp 


DOCKET SrN-50-557 BLACK FOX STATION* WIT 2 


A Application/construction, stage documents & c orrtspendencr 


8003100001 Requests opportunity to discuss priority of NRC CP 
activities in post-TIII period Uills are concerned about 
availability of NRC resources in cpnbng yr to deal 
u/related hearings NRC lesources can be optlmited 
OPREA.O If Houston Lighting << Power Co 80/02/28. 3pp. 


0003310447 Forwards NRC 800128 & 0211 I trs to Ot discussing analysis of 
boiloff rates If- /nods to 8i4R control rod drive return line 
noMles to prevent clacking Mods should not be performed 
before issuance of NU'RFC-D619 or w/o NRC guidance 
5TOLZ*J F Light Hater Reactors Branch i 00/03/07 2pp 


0 Adjudicatory correspondence 


8003240506 Opposes const of fact li ties due to problems w/disposaL of 
radwaste 6 possibility of damage by tornado 
PRICKETT*R Affiliation Untnoun 80/02/08 Ip 


8003140137 Requests reopening of environ |( site suitability hearings to 
discuss meltdocun issue 

PLANT. D Affiliation Unknown BD/02/14 2pp 


— 8003140139 Requests meetings be -held in Tulsa«QK re prnppsrd increase 
fn emergency evacuation ione around nuclear pouer plants 
0M9KYHEAD. 0 Y Af fj 1 lati on Unknown 80/02/10 Ip 


80D?t20369 Requests environ ^ site suitability hearings be reopened to 
address potential meltdoun* at proposed facility* 

FOBTFR.a Affiliation ITnknoun 80/02/15 ip 


— 6000120380 Requests environ site syitability hearings bd reopened to 
address potential meltdown at proposed facility. 

ATNATER,T Affiliation Unknowi] 00/02/21 Ip 


8003030028 Response to State of DK 800207 request for relief Reopening 
record re Clast 9 environ consequonces t< roservation of 
judgement until rulemaking completion should bo denied Add) 
time for discovery may be granted Certificate of Sve end 
DAVIS, L n Hearing Blanch 4 80/02/26 lOpp 


6003050157 Forwards OF Stolr 000211 Ur re NRC financial review In 
response to RE Bryant concerns as Cential & Southwest Corp 
stockholder W/o enc 1 

DAVIS, L 0 Hearing Branch 4 00/02/26 Ip 


8003180157 Response in opposition to applicant's 600211 pleadings to 
strike State of OK response to ALAB-5/3 Urges Commission to 
reject applicants late responses re need to consider Glass 9 
accident consequences 

FARRIS, U R Fame* J R 80/02/26 Gpp 


— 8003160157 Motion to strike applicant's 800211 motion to dismiss Class 
9 accident inquiry • app 1 icants ' 800211 motion to delete state 
of OK response to ALAD-573 & applicants 800211 response to 
A8LAB inquiry re need to consider Class 9 consequences 
FARRIS, JR Farris, JR 80/02/26 3pp 


— BOO3i0Ol65 Response in opposition in applicants 800211 motion to strike 
State of OK response to ALAB-S73 Although not participating 
party, State of OK may give advice to Commission u/o taking 
position on issues per 10CFR2 715(c) 

ROGERS* C 8 / g)L80N-ZALK0. 1 Oklahoma* State of 80/02/26 EOpp 


—8003180166 Response in opposition to applicant's 800211 motion to 
dismiss Class 9 iriquliy Safety-re laied Class 9 issues differ 
from question of timely Class 9 environ Impact analysis 
ROGEHSiC 8 . UU SON-ZALKO. i Oklahoma* State of 00/02/26 9pp 


8003240491 Discusses ALAQ-573 directing NRC to file position stateinent 
re consider at ion of Class 9 events in proceeding U which 
allowed other parties to submit views within 30 days of NRC 
filing Util 600211 response was not untimely 
OALLa*J I sham. Lincoln t, Reale 00/02/26 2pp 


800-3050393 Response in opposition to applicants' 800211 motion to 
dismiss Class 9 accident inquiry re environ effects Urges 
Commission to decide issue w/o awaiting ASLAB decision on 
i atervonors ' safety contention Certificate of 8vt end 
DAVIS* L D Hearing Urarreh 4 80/03/03 lOpp 


8003050400 Response in opposition to applicants' 800211 motion bo 
strike State of UK 000207 response to NRC position re Class 
9 accidents Language of 10CFR2 7l5(c} permits State of QK to 
advise Commissi on on all issues Certificate of five end 
DAVIS, L D Hearing Branch 4 80/03/03 7pp 


8003050422 Notice of withdrawal t-rom proceeding Certificate of Sve 
end 

PAT0N*W D Hearing Branch 4 00/03/03 3pp 


8003100272 Response in opposition to Citiicn's Action for Safe Energy. L 
Durrell (. I Youngheim 800226 motion to strike applicants' 

Class 9 accident pleadings alleging lateness Five addi days 
granted by rules when ssc is by mall N/Certi f icate of 6vc 
GALLO* J t OIDBB.M E Public Bervlce Co of Oklahoma GALLO* J 
Ilham* Lincoln %n Deale 80/03/04 app 


6003310450 Forwards list of documents submitted as informal discovery 
in response to 8-00124 t 0215 ltrs*re Class 9 accidents 
DAVIS. L 0 Hearing Branch 4 80/03/18 6pp 


H General correspondence 


6-003040200 Dlscuisos concern re evacuation plan for area around 
facility MRC shqutd provide public u/detailed emergency 
1 nstructl oris 

DURRI8*C C Affiliation Unknown 80/01/30 Ip 


6003240549 -Requests reopening of environ site suitability hiaringi 
for facilities bo cxploie issue of meltdown 
JOHNSONiS Affiliation Unknown 80/02/13 Ip 

8003130^97 Comments on proposed increase in emergency evacuation lone 
Ten-milt radius is inadequate* cons Idering strong in variable 
QK winds ^ possible contamination qf major body of water 
Requests forma] hearings w/dtlien input 

FARRELL*D * FARRELL. 6 Aff 11 iation Unknown 80/02/14 tp 


-'-8003130600 Requests that NRC hold meetings In Tulsa* DK on increase In 
emirgency evacuation tone Plans are not effective enough In 
•vent of meltifoun 

SMART* N Affiliation Unknown 80/02/14 ip 
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— 6003130&05 Comments an emergenici^ evacuation tone Ten-mile radius it 
inadet^uate Requests that NRC hold hearings in Tulsa<OK on 
emergency plans 

HAWES, D Affiliation UnVnoun 0O/oa/'l8 tp 


— 0003130^11 Comments that emergencij evacuation radius ia inadequate 
Requests that NRC hold public meetings to discuss it give 
further consideration to plan 
MOORE. T Affiliation Unknown 80/02/14 Ip 


--8003130610 Requests that WRC hold meetings in Tulsa, OK on proposed 
Increase evacuation tone Plans are inadequate protection in 
event of meltdoun 

MARTIfhS J Affiliation Unknown ftO/02/14 Ip 


— 8003130622 Requests that NRC hold meetings in Tulsa«OK on groposed 
Increase in emergency evacuation lont Plan is inadequate in 
•vent of meltdown Expresses fear fot health of family & 
financial burden of maint of nuclear plants 
MEILLIER.J Affiliation Unknown 60/05/04 Ip 


— 8003130630 Comments that proposed tnciease of emergency evacuation area 
•round plant is inadequate Requests that NRC hold public 
meetings in Tulsa, QK 

OIBDS.C F AfPiUatioii Unknown 00/02/10 Ip 


■6003130633 Requests that nKC hold meetings in TulsatOK on proposed 
increase in emesgency s/acuation lone 
TERRlULiO Affiliation Unknown 80/02/15 Ip 


-0003130636 Requests that NRC hold meetings in TulsaiQR on proposed 
Increase in Emergency evacuation lone Plan is inadequate in 
•vent of meltdoun 

DARDERA/ P L Affiliation Unknown 60/02/07 Ip 


8003240293 Requests that NNIC hold meetings in Tulsa, OK on proposed 
expansion of emergency evacuation tone atound nuclear power 
plants Current plans ineffective for piotection in •\«n1; of 
meltdown 

DEULi K Affiliation Unknown 80/02/14 Ip 


— 8003240299 Requests that NRC hold meetings in Tulsa«0K on proposed 
expansion of emergency evacuation tone around nuclear power 
plants Current plans ineffective for protection In event of 
Che I tdown 

INICMQLLa Affiliation Unknouin BO/OS/14 Ip 


--8003240304 Requests that NRC hold meetings in Tulsa, OK on proposed 
expansion of emergency evacuation lone around nuclear power 
plants Current plans ineffective foi protection in event of 
meltdown or other nuclear incidents 
HAXEYrH J Affiliation Unknown 80/02/13 ip 


■’-’8003240306 Requests that NRC hold meetings In Tulsa, QK on proposed 
expansion of emorgency evacuation tone around nuclear power 
plants Current plans not effective enough In event of 
mel tdown 

RUSKOSl^I.E Affiliation Unknown 80/02/lS Ip 


8003540576 Urges meebingv re proposed increase in radius of emergency 
evacuation area around facilitiet Present plans are 
Inef f ec ti vo 

JQi-tNSON. S Affiliation Unknoun 60/02/14 Ip 


8003240SB1 Urges meetings re emergency evacuation lone around 
facilities Existing plans arc inadequate 
TiDDETTSiL Affiliation Unknoun 80/02/17 ip 


8003200534 Requests that NRC convene in Tulsa, OK for meetings on 
proposed increase In eirergency evacuation lonc around 
nuclear power plants 

A8HE.P Q t JQMNBQN, 8 . LIBQETTS.L Affiliation Unknown 00/02/19 

lOpp 


B003250095 Urges hearing in Tulsa, OK le emergency evacuation plane 
around facility NRC should develop an effective plan in case 
of meltdown 

BALDRIDGE. K Affiliation Unknoun 80/02/19. Ip 


800327004B Urges meeting re proposed Increase of emergency evacuation 
ian« around facilities Ten-mile radius Is not adequate 
protactlon 

A9HE.P.0 Affiliation Unknown 0O/OP/19 Ip 


8-003240525 Requests that group be allowed to addrete Issue uf meltdown 
at CP hearings 

MlLLHlTE.a CitUins Action For Safe Energy, 80/02/21 Ip 


8003240499 Requests reoposiing of environ h site suitability hearings 
for facilities to explore issue of meltdown 
OUKHEAD.S J Affi nation Uniinown BO/02/29 ip 


B003290'0a6 Urges meetings in TulsarOK re emergency evacuation area 
around facility Current plans are inadequate 
PERREAULT, N Affiliation Unknown 90/02/29 Ip 


6003240434 Expresses giatitude foi M liai c h bank s ' efforts in orgamixng 
800229 meeting 

ZELINSKY, M h Power Supply 4 Atialyis Branch 80/03/06 Ip 


8003280594 Discusses A&L6 hearings ar> application for CP K 790754 
initial deofion on eiiviion 6- site sui lab i lity, author i x ing 
iss-uance of LkfA, in i espouse to 7B01I5 request for info on 
unresolved safety ttsuet 

EUDELHAnDT,T F Deputy Executive Legal Director 80/03/12 3pp 


0 Inspection repoi ts, It Rulletins it correspondence 


6003130110 Forwards IF. Insp Repts 50-536/80-01 it 50-357/80-01 on 
600108-11 i notlcp of du/iatson 

SEIDLEitl C Region 4, Dallas. Reactor Constiuction it Engineering 
Support Dranch 80/01/22 2pp 


— 8003130'1?2 Notice of deviation from msp on 800108-11 

e Region 4, Dallas, Qffice of the Director BO/01/22 Ip 


—8003130127 IE Insp Repts 50-556/80-01 t, 50-557/80-01 on 800108-11 
None o-mp 1 lance noted failure to attach maint records to 3 
RHR heat exchangei s 

CROSSMAM. W A , HUBACEK. W G Region 4, Dallas. Office of the 
Director GO/OS/22 5pp 


8003190705 Ac k receipt of 000207 1 tr informing NRC of steps taken to 
correct deviation noted in IF Irisp Repts 30-956/00-01 i 
50-557 /ao-Dl 

SEIOLE.W C Region 4. Dallas, Reactoi Construe ♦'ion V Engineering 
Support Branch 00/02/25- tp 


—8003190710 Responds to NRC 000122 Hr re devlatioti noted in IE Insp 
Repts 5-0-556/BO-0J i SO-’557/80’'0 1 Corrective actions 
training session on rPFH piocedures gilll be presented to 
employees involved- w/matl control activities 
PEREZiO D Public Sei vice Co of Oklahoma 60/02/07 3pp 


DOCKET STN-SO-566 YELLOW CREEK NUCLEAR RIANT. UNIT I 


a Inspection repoits, IF Qulletsns it correspondence 


8-003170052 Forwards IF Info Notice 80-03, “Main Turbine 
Clec tr ohydrau I k c Control Sys No specific action or 
response required 

O'REILLY, J P Region Atlanta, Office ok the Dliector 80/01/31 
3PP 


BQ03190124 Forwards tE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference " No uiltten response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 8D/01/31 

If 


Q003190612 Forwards IF Insp Repts 50-566/60-01 U 50-367/80-01 on 
800122-24 No nunc amp 1 1 ance noted 

□RYANTi J C Region 2, Atlanta, Reactor Construction Engineering 
Support Dranch 00/02/04 2pp 


—8003190618 le Insp Repts 50-5fr6/80-01 «, S0-567/BO-OI on B00122-24 No 
noncomp 1 i ance noted Major areas inspected Jakes, dam 1 canal 
work ec 1 1 vt ty , struc tufa 1 concrete quality records, level D 
storage areas it soils L concre-te iah 

CONLONii T E Jtegion 2. Atlanta, Reactor Construction L Engineering 
Support Branch L E MAHAN, J J Region 2, Atlanta, Office of the 

Director 00/02/01 5pp 


6003210176 Forwards response to IE Bulletin 79-28 Util located 22 NAHCQ 
Model EAlGO stem mounted switches that are code dated 
between Feb it Aug 1979 at Sequoyah Unit 1 Inveitlgatton 
continuing for Sequoyah Unit ? 

MILLS, LM Tennessee Valley Authority 80/02/06, 2pp 


6003180062 Forward* IE Bulletin 80-04, 'Analysis of PNR Main Steam Line 
Break W/Continved Feedwater Addillon “ No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/02/08 

2pp- 
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dOQ3|9044t Forwards IE Inpa Natic« ao-OSi "Chloride Cantjimindt: 1 oti of 
Saf et^^fteloted Piping &> Camponcnts " 1^0 revpanie 

required 

O'RElLUViJP Region 2. Atlani!*4 Office of the Director &0/02/OB 
Ip 


0003190039 ForwardK IE Info Notice a0-0/» «*Pump Shaft r«ti 9 ue 
Cracking " No retpon»e requiied 

Q'REILLV.J P Region 2. Atlanta. Office of the Director eO/02/29 

app 


9003140337 Forwards It Info Notice BO'IOi ''Partial Lois of Non-Nuclear 
Instrument Sgs Pouei Supply During Operation *' No specific 
action or response requited 

O'REILLY, JP Region 2. Atlanta* Office of the Director B(y/03/O7 

2pp 


3003190003 Foruardi IE Info Notice 60-03 "States Co Sliding Lint 
Electrical Terminal Block " No specific action or response 
requested 

O'REILLYrv/ P Region 2, Atlanta* Office of the Director 60703/07 
3pp 


B003270040 Forwards IE Bulletin 60-05* "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys (CVCS) Holdup Tankii '‘ 

Action U written lesponse requited 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/03/10, 
Ip 


6003260239 Foi wards IE Bulletin 60-06* "Enginiered Safety Feature 
(E6F1 Reset Controls '' No uriiten response required 

O'RElLLYi J P Region 2. Atlanta. Office of the Director. 80/03/J3 
3pp 


6003250972 Forwards IE Info Notice BO~U* ''Qenerlc Problems W/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY* JP Region 2* Atlanta. Office of the Director 00/03/14 

Ip 


8003260131 Forwards IE Circular 80-04* ''Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 00/03/14 

3pp 


8003310396 Forwards response to infraction noted in NRC 000228 Itr re 
IE Insp Repts 50-566/80-03 t 50-567/60-03 Radiographs 
w/unacceptab le shim placement will be reshet Film 
interpreters radiographers instructed in shim placement 
MILLS. L N Tennessee Valley Authority BO/03/24 8pp 


DOCKET STN-50-967 VEl LOW CREEK NVCLEAR PLANT* UNIT 2 


O Inspection reports* IF Julletins 4 correspond encs 


8003170052 Forwards IE Info Notice 60-03* "Main Turbine 
Electrohgdraul ic Control 8ys “ No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/01/31 
3pp 


6003190124 forwards IE Circular 79-25, Suppi A* “Shock Arrestor Strut 
Assembly Interference '' No written rtsppnss required 
Q'REILLYr-J P Region 2* Atlanta, Office of the Director 80/01/31 
tp 


8003190612 forwards 16 Insp Repts 50-566/80-01 4 90-967 / 80-01 on 
800122-24 No noncomp liance noted 

BRYANT*J c Region 2* Atlanta* Reactor Construction k Engineering 
Support Branch 80/02/04 2pp 


--8003190618 IE Insp Repts 90-566/80-01 4 SO-967/30-01 on 000122-24 No 
noncompl lance noted t1a|or areas inspected lakSf,dam k canal 
work actlvi tV' struc tural concrete quellty records, level 0 
storage areas 4 soils k concrete lab 

CONLQN, T E Region 2, Atlanta, Reactor Convtructiori k Engineering 
Bupport Branch UENAHANrJ.J Region 2i Atlanta/ Qfllce o# the 
Director Q0/O2/01 5pp 


8003210176 Forwards response to IE bulletin 79-28 Util located 22 NAMCQ 
Model EA180 stem mounted switches that art code dated 
between Feb 4 Aug 1979 at Sequoyah Unit 2 tfivestlgatlor 
continuing for Sequoyah Unit 2 

MILL5.LH Tennessee Valley Authority 00/02/06 2pp 


6003160002 Forwards It Bulloiln 60-04. "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition “ No written response 
required 

□ "REILLY, J P Region 2* Atlanta. Office of the Director BO/02/OB 

2pp 


B003190441 Forwards 1£ Info Notice 80-05* "Chloride Contamination of 
Safety-Related Piping 4 Components " No written response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/02/CB 
Ip 


8003190D39 Forwards IE Into Notice BO-0/. "Pump Shaft Fatigue 
Cracking '' No response required 

O'REILLY, vl P Region 2, Atlanta, Office of the Director 30/02/29 

2pp. 


6003140387 Forwards IE Info Notice 00-10, "Partial Loss of Non-Nuclear 
Instrument Sys Power Supply During Operation " No specific 
action or response required 

O'REILLY, JP Region S, Atlanta, Office of the Director 60/03/07 
zpp 


8003190003 Forwards IE Info Notice 60-08 "Stated Co Sliding Link 
Electrical Terminal Block " No specific action or response 
requts ted 

O'REILLY, J P Region P. Atlanta. Office of the Director 80/03/07 

3pp 


6003S70040 Forwards IE Bulletin 60-05, "Vacuum Condition Resulting in 
Damage to Chemical Vol Control Sys <CVC8} Holdup Tanks " 

ActidM 6 uritten raspohse required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/10 

Ip 


S00326023? Forwards IE Bulletin 60-06, "Engineered Safety Feature 
(ESFl Reset Controls " No written response required 
O'REILLY.JP Region S. Atlenta. Office of the Director 80/03/13 
3pp 


6003290972 Forwaidt IF Info Notice SO-ll. "Generic Problems W/A8C0 
Valves in Nuclear Applications Including Fire Protection 
8gs " No action or written response required 

O'REILLY, J P Region P, Atlanta, Office of the Director 00/03/14 

Ip 


8003260161 Forwards IE Ciicular 00-04. "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY.J P Region 2* Atlanta. Office of the Director 80/03/14 
3pp 


6003310356 Forwards response to infraction noted in NRC BOO220 Itr re 
IE Insp Repts 50-966/60-03 k 90-567/60-03 Radiographs 
u/unacc eptab 1 e shim placement will be reshot Film 
interpreters 4, radiographers instructed in shim placement 
HILLS, L M Tennessee Valley Authority 60/03/24 2pp 


DOCKET 3TN-50-S6e NEP NUClEAR, UNIT 1 


U Congre sslona 1/Ekecutl ve Correspondence 


6003060514 Responds to 600108 Itr re constituent concern about plant 
const cancellation A8LB granted util motion to withdraw 
application on 791226* due to 08A decision to transfer owned I 

site to DOliEPA %t Town of Charlestown. R I for optional use \ 

DIRCKS.W J Office of the Executive Director for Operations 

60/02/06 2pp 


— 6003060515 Forwards constituent Itr of concern about plans to cancel 
facility const 

CLEN, J, Senate. OovernmentaJ Affairs 00/01/09 2pp 


DOCKET 8TN- 90-569 NEP NUCLEAR* UNIT 2 


U Congressional /Executive Correspondence 


6003060514 Responds to 600108 Itr rt constituent concern about plant 
const cancellation A8LB granted util motion to withdraw 
application on 791226* due to 08A decision to transfer owned 
site to DOIiEPA k Town of Charlestown. RI for optional use 
DlRCIt8,W J Office of the Executive Director for Operations 

80/02/06 2pp 


— 8003060515 Forwards constituent Itr of concern about plans 
facility const 

OLENi J Senate* Oovernmental Affairs 80/01/08 2pp, 


to cancel 
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DOCKET BTN-50-574 BAONAC ^4UCLEAK POWER PROJECT 


A Ap p 1 1 ca 1 1 on/c on« triic 1 1 on docutnerit-s ^ correspondence 


8003180100 Coinments on proposed expoit to Philippines by Nest inghouse 
Urges NRC to make health t saretg of nearby residents prime 
consideration NRC should tecommend refusal to license vendor 
for const at Bataan 

MUtR.C 0 Affiliation Unknoun 80/01^/20 Ip 


8003070078 Forwards revieiji of C Newhall “Review of S^olcanlc Discussions 
in PSAR t' Related Documents '' Re<iulslte detailed geologic 
mapping ^ s trat igraph i c correlations of erupti\e products 
w/ttmo i space not performed 

DEVfNEi J F Inter! or< Dep t of' Geological Bur/ey 60/02/22 5pp 


8003200138 Forwards Ebasco 8 vc t Inc analysis of C Neuhall review of 
vo 1 canolog 1 ca 1 aspects of reactor site Ebasco requests that 
analysis be made part of recoi d or proceeding 
HANRAHAN.E J Of f 1 c e of Po L i c y Evaluations 60/02/29 Ip 


--8003200143 Forwards analysis of C tiewhall volcanolog teal review 
Analysis is based on seveia] eiioneous preconceptions 
Assumes that Mount Natib was active volcano during Holocene 
era Volcano is relatively old * deeply weathered 
HAZAKj J T Ebasco 8 er/ices« Inc (subs of Enserch Corp ) 
80/03/13 26pp 


0003240645 Provides addi comments on effect of propused reactor export 
on hea 1 th( safety U environ effects t relationship of effects 
to defense ^ security of US NRC cons I d erat i on of safety & 
environ effects is authotiied It in interests of US 
KNIQHTiC F Council on Environmental Quality 00/02/29 4pp 


■Q Adjudicatory c or r es po iid enr e 


B003130634 Submits petitions signed by sarious citiiens urging MRC bo 
deny all Westnighouse app i 1 cat i uris re nuclear reactor export 
to Philippines Supporting docunentat ion enc I 

HOOVER. P . 8JMP60N/C , MANZANARES.C Affiliation Unknown 80/02/20 
17pp 


0003050136 Comments in response to Commission 791019 & 800208 orders re 
reactor export to Philippines Steps taken by Philippine 
govt assure no adverse health it environ effects on US global 
commons Ceitiflcate of Sve enc I 
ITCHON'O Y Philippines 80/02/26 8 pp 


8003140412 Comments i argument in lesponse to Commission 800206 order 
inviting further views re nuclear reactor export to 
Philippines Adopts HI. Cummings 60012? end affidavit re 
heal thj safety it environ effects on global commons or US land 
DREWfJ E Friends of the Filipino People 80/02/27 tp 


— 6083140415 Forwards it adopts HL Cummings 000129 affidavit re nuclear 
reactor export to Philippines 

SCKIRMERiO B Friends of the Filipino People 80/02/27 Ip 


— 8003140416 Affidavit urging denial of nuclear reactor export to 
Philippines Export threaten Philippine sover tlgni ty« 
jeopardizes global commons t affects US natl security 
Certificate of 6 vc encl 

CUMMIKO 61 H L Affiliation Unknown BO/Oi/29 15pp 


8003050130 Forwards Philippine National Power Corp comments in response 
td Commission 600206 order re reactor export to Philippines 
RDMUALDEZ<E Z Philippines 60/02/28 Ip 


8003050201 Comments in response to Commission 600206 order re reactor 
export to Philippines License should be Issued immediately 
NRC already adequately addressed health safety t environ 
a f f *c ts 

SCARQUAfJ A Ebasco Sei vices* Inc (subs of Enserch Corp ) 
60/02/28 9pp. 


B003270046 Statement opposing proposed export of reactor it matls to 
Philippines by Hestinghouse NRC should not approve export of 
reactor it matls for power plant to be constructed on slope 
of volcano 

CHASE. B H * COWAP.C . LINDLEV. M Interfaith Center on Corporate 
Responsibility 80/02/28 Spp 


0003060719 Response to Commission 600208 order requesting further views 
on proposed reactor export to Philippines Apr 1976 FES on 
US nuclear power export ac tlvi ti es/ ERDA-iS42f shou Id be 
applied Effects on global commons not related to U 8 defense 
BETTAUER.R J State. Dept of 60/02/29 6 pp 


8003060749 Comments Iri 1 i^sponse to Cofkmission 600206 order requesting 
further views on propoaed reactor export to Philippines 
Impact on Clark Air Fo<ce Base Subic bay Naval Station 
sufficient to pose threat W/Certi f icate of Svt 

ASHER, T R , BOelN. H li Center for Development Policy ASHER. T R 
Movement foi a Free Philippirtcs 60/02/29 lOpp 


6003060755 Comments iii response to Commission 800206 order requesting 
further vieus on proposed reactor export to Philippines 
Effects pn global common^ subminimal per Apr 1976 FES on US 
nuclear power export p 1 pc ess. FRLA-i 542 N/Cei 1 1 f i c a te of 6 vc 
» Uestinghuuse Electric Corp ♦ Eckert, Seamans. Charm t MeElott 
BO/02/29 I Spp 


8003100196 Statement of .lews ir< 1 esponse to Commission 60020B order 
requesting furthei submittals re nuclear reactor export to 
Philippines Ui ges pieparation or ElS updating ERDA-IS42 U 
addressing possible en v 1 1 on ir.pacts on US 6 global commons 
PARNES.J N Center for Law K Social Policy IJEISS. E Union of 
Concerned Scientists SCHERR. S J Natural Resources Defense 
Council 00/02/29 lupp 


8003200109 Submittal in lesponse Commission 800203 order inviting 
further comments on nucleai reactoi export to Philippines 
Hea 1 th, safety 6 envii on matters have insignificant impact on 
global conmcins 6 on US common defense W/Certi r ica t e of Bve 
DORIAN. T F Regulations Division 80/02/29 9pp 


B003130008 Ac k leceipt of encl 600227 petition signed by 156 citizens 
Entire document placed in NRC PD^. Nash l ngton. DC 
a Dockei-xng it 8 ervte.«i Branch 60/03/05 Ip 


H General cor i espondenc e 


8003270052 Comments ot» proposed reactor export to Philippines NRC 
legatty entitled by Noriiiucleai Pt ol 1 rei at ion Act of 1978 to 
consider effects on Philippine population i Americans 
cunnected to Subic Uay No-rdl Base ^ Clark Air Force Base 
PARSONS. R Friends of the Earth 80/02/29 Spp 


P Operating license stage Jocumenls 6 correspondence 


3003240016 Forwatds U^.GS icvieu ot C Kewhall paper. "Review of Volcanic 
DiscuBSlons in PSAR Jb Related Documents.*' in response to 
600205 memo 

SHEA. J R Office of I ntet nat j oral Progiams 80/02/26 Ip 


U Congi ess i oria 1 /Exc cut 1 C01 i espondence 


6003120710 Forwaids Fund for Secure Energy 791120 1 tr re NRC study of 
environ, hea I th A safety cnicerns of nuclear reactors 
BRADLEY. 0 Senate Su/01 /23 3pp 


DOCKET SrN-50-58a ERIE NUCLEAR PtAlT, UMH I 


H General correspondence 


8003250076 Responds to /9u9?4 requeifc for info re plans for power 
plants in GH. disposal of radwaste 6 risks to public health i 
safety Provides info ie plants in OH Forwards excerpt from 
NRC 1978 annual rept re raduoste disposal 

DENTON. H R Office cf h^ucleai Reactoi Regulation BO/02/1? I3pp 


DOCKET GTN-50-5SI ERIE NtfCLCAR PLANT, UNIT 2 
H General correspondence 


6003250076 Responds to 790924 request for info re plans far power 
plants in GH* d i sposa 1 of radwaste t risks to public health U 
safety Provides info re plants in OH Forwards excerpt from 
NRC 1978 annual rept re radwaste disposal 

DENTQN.H n Office of Nuclear Reactor Regulation 80/02/19 13pp 


DOCKET 50-566 PERRYMAN. UNIT I 


Q Inspection reports. IF Bulletins V con espondenc e 


6003060654 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups U state atty 
ganeral ofes, copies of escalated enfoicement correspondence 
sent by NRC bo licensees 

(7RIER.D H Region 1. Phi I adelphia. Qffice of the Director 
79/M/29 Ip 
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DOCKET 50-599 ASCD FESCA I NUCLEAR POWER STATION 


0 Innpection repoi IE Du!letin« ^ corresponileoce 


B003140409 Poruardi IE Info NoticL> QC-10. ‘'Partial Lovt of Non-I^uc lear 
Imtrufpent Sv$ Pouei Suppli^ During Operation " No fpeciFic 
action or r«Spon^e req,uire(i 

D^REILLY, JP Region 2, Atlantir Office of the Director B0/O3/07 
2?P 


DOCKET 50-599 CARROLL FACILITY I 


A Appi ication/construction stage documents & correspondence 


8003H06t'l Forwards application tor CP earlg »ite revieui site 
su i tab i 1 1 tg/s 1 te safetg rept environ rept per S00117 
renuest W/o ends 

NAUGHTONrW F Commonwealth Edison Co 90/02/27 Ip 


DOCKET 50-600 CARROLL FACILITY II 


A AppI leation/coTisiruc tioii stage documents S. corretpandence 


6003110664 Forwards application for CP ^ earlg ilte reviewisitt 
sultabi 1 1 tg/s 1 te safetg rept A environ rept per 600117 
rei^uest W/o ends 

NAUOHTONrW F Commonwealth Hdifon Co 60/02/27 Ip 


DOMESTIC LiCENSINQ OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-OOOQ BATTFLLE COLUMDUS LA&DRATtiR I EQ 


8003310426 Confirms 800123 belcon re issuance of permit for crossing 
three bridges w/gross weight of 72j 300 lb Dridges have been 
(heeled I' approved to handle weight KC Dept of 
Transportabi on wi 11 have no objection to application 
HACWOOD.W C Noi th Cat d ina. State of 80/01/24 Ip 


6003070IS4 Forwards increment of NRC analgsis of effects of natural 
phenomena re Pu operations Analgsis is review of features 
within facilitg that mag have significant effect upon 
releases from plant dui mg natural phenomena events 
RQUSE»L C Advanced Fuel U Epent Fuel Licensing Branch 80/02/22 
Ip 


—8003070172 Forwards "NRC Analgsis of Natural phenomena Upon Eilitlng 
Pu Plants " Recommends endorsement as staff potition as 
basis for succeeding anaigses of effects of natural 
phenomena upon Pu fabiication facilities 

AYER* J E * DUBKHAROTrW Advanced Fuel tt Spent Fuel Licensing 
Branch 00/02/22 9pp 


8003240303 Forwards “Review of Severe Weather Meteorology at BMI 
Recommends acceptance of review as basil for succeeding 
increments of analgsis of effects of natorel phenomena upon 
existing Pu fabrication facilities ll/o end 

AYERiU E j QURKHARDT»W Advanced Fuel Spent Fuel Licensing Branch 

80/02/22 ip 


■8003240313 Forwards “Review of fievere Uether Meteorologg at BMI *' 
Represents first inclement of analgsis of effects of natural 
phenomena on Pu facilitg NRC has adapted review for 
application in succeeding analgses 

ROUSEi L C Advanced fuel & Spent Fuel Licensing Branch 80/02/22 
ip 


— 6003240315 '^Review of Severe Weather Meteorology at BMI " 
FUJITAi T T Argonne National Laboratory 31-109-38-3731, 
77/09/30 31pp 


6003260384 Forwards first increment or analysis of effects of natural 
phenomena re Pu opeiations at facility Analvsif entitled* 

"Review of Severe Weather Meteorology at BMir Columbus* OH '♦ 

ROUSE* L C Advanced Fuel Spent Fuel Licensing Branch 80/02/22 
Ip 


6003260369 "Review of Severe Weather Meteorology at fiMt*ColumbutrOK* " 
FUJITArT T. Chicago* Univ of 77/09/30 31pp 


6003250059 Forwards IE Info Notice 80-1 ti “Oentric Problems H/ABCO 
Valves In Nuclear Applications Including Fire Protection 
8ys " No action or written reiponse required 

KEPPLERrJ, 0 Region 3* Chicago* Office of the Director 80/03/14 

Ip 


DOCKET 70-0025 ROCKWELL INTERNATlOriAl COHP 


B003140006 Discusses impending R^D effort at Energy 8ys Group to be 
conducted in hot lab* i nvo Ivmg development & checkout of 
process for ramoval of Tirconium cladding (< possible U- 
Zlrconium intermetal 1 Ic compound 

REMLEV.ME Rockwell Intarnatl cna I Corp 79/06/21 3pp 


8003040690 Forwards working paper* “Identification of Features Within 
Pu Fabrication Facilities Whose Failuie Mag Have Significant 
Effect on Source Term " 

RQUSE* L C Advanced Fuel t Spent Fuel Licensing Branch 80/02/06 
IP 


— 6003040696 "Identification of Features Within Pu Fabrication Facilities 
Whose Failure Mag Have Significant Effect on Source Term " 
a Advanced Fuel <t Spent Fuel Licensing Branch 60/02/06 i3pp 


6003070126 Recommends eiidorsemertt of "NRC Analgsis of the Effect of 
Natural Phenomena Upon Existing Pu Plants" as NRC position 
b basis for succeeding Increments of analgsis 

AYER* -J E t OURKHARDTrW Advanced Fuel b Spent Fuel Licensing Branch 
80/02/ 06 Ip 


B003120754 Forwards IE Insp Repts 70-0025/80-02 b 90-379/80-01 on 
600202-15 No noncomp 1 iatice noted Insp Repts withheld 
fref 10CFR2 790) 

NOROERHAUOrL R Region 5* San Franciscoi Safeguards Branch 

60/02/26 2pp 


8003250151 Forwards If Info Notice BO-lli "Oeneric Problems W/A8C0 
Valves in Nuclear Appi icatioiis Including Fire Protection 
8gs " No Iiction or written response required 

ENOELKEN/R H Region 5« San Francisco* Office of the Director 
60/03/ H ip 


DOCKET 70-0027 BABCOCK % NILCOX CQ 


6003040678 Amends Section 9 O of m^tl U plant protection amend MPP-l tp 
allow maint of guard station within defined isolation loni 
Notifies that 791029 Itr withheld <rrf 10CFR2 790) License 
amend end 

MCCORKLE* 0 W Physical Security Licensing Branch 79/12/26 2pp 


8003310221 Application for amend to License QNM-42 to provide for 
storage of complete power unit assemblies in bldg addition 
to north end of Bag 4A Diagrams b fee end 
CORDANItR A Babcock 6 Wilcox Co * Naval Nuclear Fuel Dlv. 
80/01/30 4pp 


8003310260 Forwards IF Insp Rept 70-0027/80-02 on 800111. No 
noncompliance noted 

KENNA* W B Region 2* Atlanta* Safeguards Branch 80/02/05 Ip 


—6003310263 IE fnsp Rept 70-0027/60-02 on 6001 U No noncomp 1 lance noted 
Major areas inspected licensee LEID model Details withheld 
(ref 10CFR2 790) 

OILLESPIEtf P Region 2** Atlanta* Safeguards Branch JONES* D W 

Region 2* Atlanta* Office of the Director 60/02/05 Ip 


8003310339 Forwards methodologg for determination of limit of error 
fo-r Inventory di f ferences * revi ted per NRC 791226 Itr 
comments t agreements from meeting held at BbW u/NRG on 
6001 11 

CQRDANIrR A Babcock b Wilcox Co 60/02/15 21pp 


8003260164 Responds to 800128 Ur b drawing updating phgslcal lecurlby 
plan to conform w/changes resulting from const project 
Revision 4 of Drawing LP-3260-E approved Drawing withheld 
(ref 10CFR2 790) 

MCCORKiEfO W Phgslcal Security Licensing Branch 80/03/05 Ip 


8003250512 Forwards IE Info Notice 80-il. "Oeneric Problems W/A8C0 
Valves in Nuclear Applications Including Fire Protection 
8gs " Ifo action or written response required 

O'REILLYiJ P Region 2.* Atlanta. Office of the Director 60/03/14. 

Ip 


DOCKET 70-0033 TEXAS INSTRUMENTS* INC 


8003040708 Amends License 8NM-23 r? fabrlcetion of box-tgpe test 
reactor fuel elamentsi surface contamination action levels b 
action level changes based on urinalgsls* 

CROW.H.T, Uranium Fuel Licensing Branch 80/01/08, Ip 


( 
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Saf 9 tg evaluation re 791010 application for licenie amend to 
hoi type te»i reactor fuel element* made u/U 
®'*^T'iclied between 10'/ 4 ?3 3'/, (/-233 Licence amend thould be 
2 « nt ed 

'^'^XZLACHjN Uranium fuel Licensing Branch BO/Ol/OS 4pp 


^03030300 Ack receipt of 791214 Itr informing NRC of step* taken to 
Co^T-^ct violation* noted in IE Imp Rept 70~0033/79-l2 
^■‘artipang 791214 Itr withheld (ref 10CFF(2 790> 

0 Region !« Ph 1 1 ad e i p h 1 ai Safeguard! Branch BO/01/17 

1 P . 


-9003050305 Forward! IE Insp Rept 70-0033/79-12 on 791017-19 e» notice of 
Violation Notice of violation It portion* of tnsp rept 
ijiaithheld <ref 10CFR2 790) 

f^ARTUI/N 0 Region 1; Ph 1 1 ad e I p h i a< Safeguard* Dranch 79/12/10 

Spp 


-9003050312 IE Imp Rept 79-0033/79-12 on 791217-19 NoncompHanco noted 
licensee failed to *ubmit measured discards 1 matt 
unaccounted for May 19/9 rept Info uilthheld 
i ref lflCFR2 790) 

ODYNERiJ H Region 1. Philadelphia. Safeguards Branch DELLA 
R/^TTA.A . SUMMERS. R Region 1. Philadelphia. Office of the 
Director 79/12/10 Ip 


303S-<10237 Notifies that manpower expenditure* for review of Amend 
S' •3 License 8NM-23. I ssued on 80-01 0B< was las* than amend 

^ e- ee^ NRC will i ef und oveichaige U/o encl 10CFni70 
MIULER.WO Office of Admi n i « tra t ion BO/03/07 Ip 


^03350223 Foi wards IE Info Notice 80-11, ■♦Generic Problem* W/A8C0 
Valves In Nuclear Applications Including Fire Protection 
■' No action or written response required 
ORxeR.Q H Region 1, Philadelphia, Office of the Director 
aOy'Otl/M Ip 


DCK^T 70-0036 COMBUSTION ENClNEERINO, INC 


303040310 Advises of decision by t4ater Pollution Control Program staff 
t: h d t NPDE8 permit thould be issued to C-E State of MO Clean 
I^A:i;aV Commission will not consider water quality comments in 
s-ae-view unless Issuance appealed 
R/VMKIN,R F Missouri, btate of 79/09/14 Ip 


003310207 Forward* DOE Oak Ridge Operations 791207 Itr of agreement 
f csr* rad iol (jg ica 1 assistance for inclusion in emergency plan. 

Ap p- A 

inOE. H E C-F Powei System* BD/02/0S 3pp 


003S370519 Forwards "l-ffluent Monitoilng Rept for Jul-Dec 1979 ♦' 
E:5KRID0E,H E C-E power Systems 80/02/12 Ip 


-3003270520 "Effluent Monitoring Rept foi Jul-Oec 1979 " 
■e* C-E Power Byitems 79/12/31 Ip 


DO32S0052 Forwards It- Info Notice BO-tl. ■'Oenerlc Problem* W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Sigi«. " No action or written response required 

H-ePJPLER.J G Region 3. Chicago, Office of the Director 80/03/14 

I P 


OCKET 70-0i35 DADcaCK ^ WILCOX CO 


OO3OS0101 Futwards "Detei minal ion of Gross Alpha Isotopic U In 
Composite Filter Samp 1 es, 790125, 0502 it 0703 " 

g^l^STIN, K A DabcoeV WiUoi Co , Nuclear Material Dlv 79/00/01 

1 P ' 


-9003060102 "Determination of Oross Alpha A Isotopic U in Composite 
F" titer Samples. 790125, 0502 t 0703 " 

ORTIZ, M A Eberline Instrument Corp 79/01/29 6pp 


003040090 Request* revision to Spec l-hPage I Q I 0 of Licenses 
SNM-145 «< eNM-414 Revisions specify possession limits by 
i -ftotope it reflect activities previously authorlied by 
Ijuproduct matls licenses Check will be forwarded 

AUSTIN. M A Babcock Hf Milcm Co , Nuclear Material Div 79/00/17 

1 P 


@0^3040094 Application to amend License* 8NM-145 U gNM-AM, 

Incorporating possession limits for 6N(i as sealed sources or 
other calibr or ref sources 

as Babcock ?< Wilcox Co , Nuclear Material Dlv 79/09/17, 2pp 


8003050044 Forwar-ds revised Page* I D 1 0 5 I D 1 I to License 5NM-145 
reflecting coordination of SNM possession iinits 

AUSTIN, M A Babcock i- Wilcox Co . Nuclear Material Oiv 79/09/07 

ip 

— B003050050 Revised Pages I U I 0 L 1 H I 1 to License SNM-145 
reflecting coordination of SNM possession limits 
*■ Babcock 4 Wilcox Co - Nuclear Material Olv 79/09/07 2pp 


0003050318 Forwaid* revised pages of License SNM-145 reflecting change* 
in organi lat I on Pages consist of revision of Spec 1-4 it 
revisions of Tablet 50451 ot Spec 1-5 

AUSTIN, M A Babcock 4 Wilcox Cch . Nuclear Material Dlv 79/09/07 

ip 

— .9003050320 Revised page* to License SNM-145 reflecting changes In- 
organiiation Consists of fapec 1-4 4 revisions of Tables 3 O 
f* 5 I of Spec 1-5 

« Babcock 4 Wilcox Co , Nuclear Material Dlv 79/09/07 31pp 


8003030283 Authorites 79071? 4 13 page changes to physical security 
plans re safeguards c out i (igertcy piocedures Corrects error 
in NRC 790813 Itr re effective date of secutity tsalning 4 
qua 1 1 f I cation plan 

MCCORKLEtOW Physical Socusity Licensing Branch 79/09/17 2pp 


0003040112 Forwaid* revision* to License SNI1-S45 made since renewal in 
Oct 1978 Pagas h diawlngs revise Section II license books U 
heal th. safety 4 industrial ms ti uc 1 1 ons 
AUSTIN, M A Babcock 4 Wi Icoi Co 79/11/02 44pp 


—8003040120 "Calciner Area licensing " 

e DatcoeV 4 Utlcox Co 79/10/25 Ip 


— 9003040134 'Urangl Nitrate 4 U Oxide Storage Licensing " 
* Humec 79/11/01 Ip 


— E003040J35 "First 5 Second Floor Arrangement 
a Babcock \ Wilcor Co 79/1 1 vOl Ip 


—0003040137 -CP -I ft CRP-l Licensing " 

a Dabcock 4 WlUoc Co 79/11/01 ip 


—0003040140 "CP-k Licensing ‘ 

* Babcock 4 Wilcox Co 79/lJ/Ol Ip 


9003060233 Approves revised Pages ?7 4 of Apollo physical laeurity 
plan i revised Pages 30 4 3i of Parks Tawnship site physical 
security plan Pages are classified as natl security info t 
withheld from public disclosure 

MCCQRKLEiOW Physical Seetiiity Licensing Branch 79/11/19 kp 


0003040686 Deteimines that shotguns currently in use by guard force at 
facilities are suitable substitutes for guns tpociPlad In 
App D to 10CFR73 

MCCORKLE,GW Physical Becui’ity licensing Branch BO/Ol/07 Ip 


0003140053 Forwards Sour..e Mat I License feNM-lkS.Page I D I 0 for 
substitution of page su-bmicted in 790907 Itr 
AUSTIN. M A Babcock 4 WtUoi Co B0//it/16 Ip 


— 8003140060 Soul c« Mail i.icense ‘JNM-145 for facility aothoriilng U» 
enriched in U-235. Pu in any form i U heita f luor 1 tfe for use in 
processing areas, labs . van 1 1 **) ow level radwaste storage 
areas . outs ide stoiage ai eas 4 dec nntamina tl on facility 
* Babcock L Uilco* Co aO/Ol/il Ip 


0003 n 0106 Forwar d s Amend 5 to- license * 1 45, author i I ing possesiion. 
limits, SNM used for calibi 4 iiu orporating condition for 
Pu alpha sources 

PAGE, R O Division of Fuel Cycle 4 Material Safety 80/02/01 2pp 


— 8003110111 Mati/Dypi oduci l,i cense BNM-lAS for DLW Is amended in its 
entirety per 790907 application Amend 5, authorites 
pQSBasslon limits, 5Nh used for calibr 4 incorporates 
conditions fur Pu alpha sources 

PAGE.R 0 Division of Fuel Cycle 4 Material Safety 80/02/01 
lOpp 


8003200219 Forwards IE I nsp Rept /O-Ol 35/60-01 it 70-0364/00-01 on 
800107-11 No nOTice.-npJ lance noted Rept details withheld 
(ref 10CFR2 790) 

MARTIN, N 0 Reglbri 1, Ph i lade I ph la, bafeguat'ds Branch, 80/02/04 

2pp 
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— eC032802fla le imp Rfrpcs 70-0135/80-01 & 70~03A4/B0-0» on 800107-11 
No none omp 1 1 anc « not^d Major ai oas inspected measurement £t 
controls h xnventoiy verification Details uitMiold (ref 
10CFR2 7901 

martin* W 0 , SHAUD E T , ZIQUlSK/. H Region I, Philadelphia, 
Office of the Director 00/01/30 ip 


9003200161 Fot wards It Insp Repts /O 0135/ /9-10 L 70-0364/79-26 on 
V^JlOOl-llOS No noncomp I lance noted Sections of rept withheld 
(ref lOCFR? 790) 

MARTiNiW 0 Region 1. Ph i lade Iph la. Safeguards Qranch BO/02/09 

2 pp 


— 3003250166 IE Irisp flepts 79-0135/79-18 U 79-0J64/79-26 on 791001- 
1102 No noncomp 1 lan c e noted Major ateas inspected matl 
control 6 accounting, phgs ical secur i tg, heal th t industrial 
lafetg Sections withheld Irer lOCFft2 7901 

JOYNER, JH . KVJSHNER.W 1 . Region 1. Ph i ladelph la, Office of the 
Director 50/02/01 9pp 


8003050387 PRO- 1 ~80-0t!3 on BOOr 08, rac 1 1 1 Ig was evacuated when fire 
hroke out in i esidue di ging hood, scrap retoverg area of high 
enriched U facilitg Cause suspected ho be heating element 
dropping into filter media 6 igniting exhaust prefilter 
RQTH.J . CROCKER, H « . SMITH, U H Region 1, Ph i ladelph la. Office of 
the Director 80/02/00 2 pp 


8003270006 Ack receipt or 7?l2u6 Itr inrorming HRC of steps taken to 
correct violations noted in Insp Ropts 70-0135/79-20 8 t 
70-0364/79-27 Util Ur to be withheld (ref 10CFfi2 790) 

HARTlNiH C Region I, Phi ladel ph la, Safeguaids Branch B0/02/i3 

Ip 


— 8003270019 Forwards IE Insp Repts 70-0135/79-20 70-0364/79-27 on 

791009-12 i> notice or violation Notice of violation 
withheld (ref 10CFR2 /90) 

MARTIN.WG Region i, Ph i Judel ph la. Safeguards Branch 79 / 11/00 

2 pp 


—8003270032 IE Insp Repts 70-0135/79-20 70-0364/79-27 on 791009-12 

Noncompliance noted assag measurement sgs used for SNM 
acc ouritab 1 1 1 tg tiol calibr over laiige of accountab 1 1 1 tg 
measurenerits Details withheld (ref 10CFH2 790) 

HQLODY, D J . SMITH & C , JQrNER. J H Region I, Ph l ladelph ia. 
Office of the Director 79/IJ/06 ip 


8003040170 Summer g of BOOUD 5 l 6 meetings w/DtW t Nestinghouse 
in Apollo, PA t Cheswick,PA respectivelg le vendor problems 
In disposing of low level radwaste 

BURKHARDT, W Advanced Fuel <• Spent Fuel Licensing Branch 60/02/14 
3pp 


0003190369 Atk i eceipt of SDOllO Itr informing NRC of steps taken to 
correct violations noted in IE Insp ftept /0-0I35/79-21 
Otil Itr will be withheld (ref 1CCFR2 790) 

MARTIN, UG Region 1 , Ph j ladel phia, Safeguards Branch 60/02/20 


— 8003190737 IE Insp Rept 70-0135/79-23 on 791213 Noncompliance noted 
failure of unfiUered ventilation sgs to au toma t i c a 11 g 
shutdown when ladioactive mat! action level exceeded in duct 
war k 

CROCKERiH N Region 1 , Ph i lade Iph la. Fuel Faci 1 1 tg & Materials 
Safetg Branch 00/01/22 6pp 


B003270004 Bafo^g evaluation re 790916 license amend application for 
revision of Licenses SNM-414 /< SNM-145 Revised B?<W 
organiiation *j oi gan j i at i ona 1 controls provide adequate 
coverage Approval of amends recommended 

BURKHARDT, W < ROUSE, L Advanced Fuel Spent Fuel Licensing Branch 
NIXON, N Uranium Fuel Licensing Branch 00/02/22 2pp 


6003190787 Ack receipt of 800204 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Ropts 70-0135/79-11 
70-0364/79-15 Util Itr withheld (ref 10CFR3 790) 

HARTINiW 0 Region 1 , Ph i ladel ph la, Safeguards Branch flO/02/25 

Ip 


—6003190792 Forwards IE Insp Repts 70-0133/79-11 U 70-0364/79-15 on 
790430-0601 f/ notices of violation, Apps A B App A withhold 
(ref 10CFR2 790) 

MARTIN.N 0 Region I, Philadelphia, Safeguards Branch 80/01/11 

2pp 


•6003190793 Notice of vl o lat ion, App D, from insp on 790430-0601 

* Region 1 , Ph 1 lade Iph ia, Office of the Director 60/01/04 ip 


—6003190803 lE Insp Repts 70-0135/79-11 U 70-0364/79-15 on 790430-0601 
No n c omp 1 lance noted two five-gallon palls containing 
enriched U found in counting room of high enriched U matl 
access area w/o approval Portions withheld (ref 10CFR2 790) 

JOYNER, J H Region I, Philadelphia, Safeguards Branch 
KUSHNER.WL Region I, Philadelphia, Office of the Director 
80/01/04 llpp 


6003270323 Ack receipt of 800U7 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0135/79-22 S< 
70-0364/79-20 Util Itr to be withheld (ref 10CFR2 790) 

MARTIN, W 0 Region 1, Ph i ladel p h ia, Safeguards Branch 80/OS/29 

Ip 


— 8003270330 Forwards IE Insp Repts 70-0133/79-22 It 70-0364/79-28 on 
791105-09 notice of violation Notice of violation 
withhold (ref lOCFRa 790) 

MARTIN, WO Region 1 , Phi lade Iph la, Safeguards Branch 00/01/02 
Ip 


—8003970336 IE Insp Repts 70-013S/79-22 U 70-0364/79-28 on 791 lOS-09 
Noncompl lance noted licensee failed to identify all staled 
sources during conduct of physical Inventory of Pu facility 
Details withheld (rePlOCFR2 790) 

SUMMERS, R Region 1, Philadelphia. Office of the Director 
JAYHER, JH Region 1 , Philadelphia, Safeguards Branch 79/12/14 
Ip 


8003190375 Forwards IF Insp Rept 70*0135/79-21 on 791030-1102 

MARTIN, W 0 Region 1 , Philadelphia, Safeguards Branch 79/12/13 


8003190382 IE Insp Rept 70-0135/79-21 on 791030-1102 Noncomp I iance 
noted failure to calibr flow meters associated w/lnc inerator 
discharge sgs Details withheld (ref 10CFR2 790) 

COHENM , flISSET,P Region 1. Phi ladelphia. Office of the 
79/12/07 H Region 1 , Ph i ladelph ia. Safeguards Branch 


6003230213 Forwards IE Info Notice 00-U, “Oerserlc Problems W/ASCQ 
Valves in Nuclear Applications Including Fire Protection 
6 gs " No action or written response required 
ORlER.B H Region i, Ph i ladel ph la, Office of the Director 
80/03/14 ip 


6003250163 “ 
Process Ing 
ALTMAN. W 
HOCKET, J , 
NUREO-0627 


Safeguards Case Study of Nuclear Matls & Equipment Core U 
Plant, Apol 1 0 . PA, “ mam rept 

Office of Nuclear Material Safetg & Safeguards 
OUlNN.t Physical Security Development Branch 
60/03/31 ?«»pp Available at NTI 8 


B003190714 Ack receipt of 600214 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0135/79-2B 
80 / 02 / 22 ” I' Philadelphia, Office of the Director 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC 


"Ot.d (n 16 In 

Rept 70-0135/79-26 Corrective actions work 1 equest Issued to 
relocate detector closer to Pitot tube sampling port to 
radionuclide contamination in exhaust an 
AUSTIN, M A Babcock 6 Wilcox Co , Nuclear Material Dlv 80/02/: 


0003050310 FOIA request toi transciipts of J, matls prepared for NRC 
791214 briefing concerning facility 

COCHRAN, T 0 Natural Resources Defense Council 79/12/17, tp 

6003210033 Forwards IE Insp Rept 70-0143/79-40 on 791212-13 No 
noncompliance noted 

XENNA, W B Region 2, Atlanta, Safeguards Branch 60/01/04 2 pp 


Forwards It Insp Rept 70-0135/79-28 on 791213 I. notlci 

VI p 1 4 c I on 

Mat— »u 


8003190724 Notice of violation from insp on 791213 

^ Region I, Phi ladel ph la. Office of the Director 80/01/22 Ip 


—8003210040 IE Insp Hop t 70-0143/79-40 on 791212-13 No noncomp I iance 
noted Major ai eas inspected packaging U transp 0 rta 1 1 on of 
radwaste 

OILUESPIC, r P Region 2, Atlanta, Safeguards Branch KA0LE, J B 

Region 2, Atlanta, Office of the Director 79/12/26 3pp- 


8003050315 FOIA request 
f ac i 1 i tg, transcrip t s o 
Deutch Itr to Chairman 


for documents re NRC consideration of llonslng 
f Commission 800116 closed meeting «< J 
Ahaarne 


COCHRAN, T B Natural Resources Defense Council 60/01/17 
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Q003310S06 Toruards cnatl tov^ring inventpr-y period 790514-120^ 

for lou enriched U Enc J withheld (rer lOCFRS 790) 

HENfiLCY^ K 0 Nuclear Fuel 3ervicei* Inc (sub* -of Getty Oil Co ) 
00/01/22 Ip 


8003060230 Requests reyistration as usei of shipping container Model 
UNC-1404 

MICHEL I C J Nuclear Fuel Servicesi Inc (subs of Oetty Dll Co > 
BO/01/23 ip 


6003250607 Forwards revi-ion to 760029 request for amend to License 
5NM-I24i ) owei mg mm initial sample rates for air particle 
monitors 1 low vol samplers Amend arlgmally requested on 
780029 

MrCHEL*C J Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
80/01/24 Ip 


— 8003250616 f?o/iSJon to /8O029 request tor amend to License BHM-i24i 
lowering mm initial air sample rates for air particle 
monitors ^ low vol samplers Revised license Page 139 end 
MICHEL. C J Affiliation Unimouin 7B/08/29 2pp 


6003120151 Forwardi s^ni fixed torsions of NRDC t equest for hearing 8« 
acc ompany i ng arftdavits 

HHlPPjR F Information Security Branch 60/02/13 Ip 


““0003120156 Forwards request foi hearing 6 accompanying affidavits Copy 
of documents also sent to L Robertson for classification 
rsvieui Copies also encl foi NRC attys I NF8 following 
c lass if I cat ion le/iew Certificate of Sve enc 1 

FLEI6CHAKE:Ri D Natutal HeSouices Defense Council 00/02/06 3pp 


— 0003120163 Request foi hearing on proposed amend to Llcanse 8NH“124 
NRC decision to author ito continued operatiO'n of facility 
Due to large inventoiy d 1 f » ei enc es, fac i 1 1 ty should be 
shut down 6 License SNM’'124 revoked 

FLElBCKAhER. D > SChERRiG J Natural Resources Defense Council 

FLEISCHAViCH. D fieitchaVer. D Q 80/02/06 I6pp 


-“90031201/0 Affidavit ie NFS facility in Erwin/ TN Possible to construct 
nuclear weapon w/amounl of U misting from facility 
inventory In view of possible dangers/ fac i 1 i ty operated in 
unsafe condition 

COCHRAN. T D Natuial Resources Defense Council 80/02/06 20pp 


—8003120170 Affidavit re NFti facility in Erwin. TN Reasons why NRDC 
should be granted standi ng-i i> procedure given Members Hue 
within geographical limits ft would be affected by plant 
mi shap 

ADAMS/ >) H Natural Resources Defense Council 80/01/31 6pp 


6003130672 Ac k receipt of unclassified version of Natural Resources 
Defense Council 000206 request for hearing (( accompanying 
affidavits Licensee reserves right to participate including 
commenting on sufficierrcy of petitioner standing 
NEWMANrN J Nuclear Fuel Services^ Inc (lubs of Getty 01 1 Co 1 
80/02/21 Ip 


8003190040 Requests participation in study w/New Brunswick Labs by 
supplying 30 5 g ltd Results will determine acceptability of 
KAPL ltd 

PARTLQUi J 0 Material Control licensing Branch 60/02/26 Ip 


6003190423 Revises License SNM 124, Amend MPP-H Cond i t Ion 2 9 re 
recovery of scrap mails over several matl balance periods 
PARTLOW/J G Material Control Licensing Branch 80/02/27 tp 


0003200042 Responds to 600126 1 tr requesting rept/ foi lowing each 
inventory, on percentage of plant throughput for highly 
enriched U Info may be provided on classified basis 
Investigation finding* on inventory difference Inconc luti Ivv 
AHEARNE. J F Commission 00/02/27 2pp 

— B003200051 Requests r op t. foi lowing each inventory, on percentage of 
plant throughput 

QlilLLENiv/ H House of Rep 00/01/20 Jp 

6003050319 Provides further response to FOIA requests for documents re 
NRC consideration of licensing facility t' transcripts 
concerning closed Commission meetings. Transcripts partially 
withheld (ref FOIA Eiemption 1) 

FELTON. J (1 Division of Rule* and Records 60/02/20. Ip 


8003250918 Forward* IT Info Notice 80-11/ '^Generic Problems W/A8C0 
Valves in Nuclear Application* Including Fire Protection 
Sys, No action or written response required 

O'REIULY/J P Region 2, Atlanta. Office of the Director. 00/03/14. 

Ip 


DOCKET 70-0 S 52 PURDUE UNI/ 


Q0032504I2 Forwards i e.. i sed set-vrity plan Plan withheld 
fref lOCFR? 790) 

STANSDERRN.E ft Purdue Univ GO/ 03/ 19 Ip 


DOCKET 70-0223 CAL I FORM 1*,. UNIV OF 


9003170026 Forwards It Insp Rept* 50-142/00-01 b 70-0223/80-01 on 
600211 i 12 N.a noncomp ) i anc e noted Insp rept withheld 
{ref 10LFR2 790) 

NDRDCRHAUG. L R Regio-ti D Franc itco. Safeguards Branch 

60/02/26 2pp 


DOCKET 70-0270 fllbSOURl. UlllV CF 


8003060630 Ac )c receipt of 600121 Ur informing NRC of steps taken to 
correct .iol-stion* footed in IE insp repti for Licenses 8-79 
8, 8NM-247 

HlNOi J A Fegion 3. Chicago. j»reguards branch 80/02/07 Ip 


— 6003060630 Responds to NRC SCOlll Ur re violations noted in IE insp 
repts foi License* R-79 4- 6t'M-247 Corrective actions 
withheld (ref 10Cr’R2 /90) 

PLANJC/T J Missouri. Uiu v U Roll a 80/01/21 tp 


0003060643 Act receipt uf NRC 600111 Ur t IE insp repts noting 
violations of activities under Licenses R“79 & 8NI1-247 
Advises that pei sons responsible foi license activity will 
respond no later than 600201 

PLANJE, T J Missouri. Un i v of. Bolla 00/01/14 ip 


DOCKET 70-0314 LEDHUX f CO 


6003060436 At k receipt Of 79123J I tr informing NRC of steps taken to 
correct violations noted m It Insp Repts 70-0314/79-01. 
40-8168/79-01 f 30-09260/ /9-Oi 

KCCLINTOCK. R 0 Region I. Pn } 1 ad a 1 pn i a. Office sf the Director 
60/01/24 Ip 


“-6003Q60443 Responds to KRC 7G1206 Hr re violations noted in lE Insp 
Repts 70-03t4/7V-0l. 40-0160/79-0 J A 30-05260/79-01 
Corrective a,.ttofis biukar. .metei repan ed. two supplemental 
instruments ordrr »d as backup 
KALLMANN. S Led our * Co . Inc 79/12/31 Ip 


— 6003060447 Discuses imp of Licenses 40-0108. /0-0314 e< 29-01442-01 on 
79S109 ft foiwaidi nc^tice of violation 

MCCLINTCJCK. R Q Region J Fh i iadelph la. Office of th# Director 
79/12/06 Ip 


>6003060452 Notice of viOlats&n non insp on 791109 

* Region. 1. PhiladelpMa. CI*^f»C9 of the Director 79/12/06 Ip 


DOCKET 70-0364 PARKS Tfl-MNSHIP QITE, BABCOCK 1 WILCOX CO 


8003200286 Forward* revi»j*i'» to d emons i ra 1 1 out of License SNM-414 for 
yr since Feh 1979, rovei mg health ^ safety manual U 
optrational health 6 safety procedures 

a Babcock ft Hilcox Co . Nuclear Material Dlv 80/01/30 49pp 


— 8003200273 OA policy S' piorsdMre* manua I , flevis I on B.Part I 

e Babcock fttUilcoi Co . Nuclear Material Div 79/04/16 90pp 


— 6003200299 OA policy procedures imanua 1 , Revis i on B.Part 11 

* Babcock \ Wilcox Co . Nuclear Material Div 79/04/16 93pp 


— 8003200304 'Areas for Drum Storage " 

» Babcock 8< Wilcox Co . Nuclear Material Div 79/08/01 Ip 

—8003200309 '‘Mixed Oxide Fuel Facility Fabrication I Area (Planl 
Layout " 

* Babcock ft Wilcox Co . Nuclear Material Dlv 79/10/24 tp 


6003050056 Application for amend to License 5NM-414 authorlxing 
exemption to allow establishment of archive for documents in 
Fab 8 area of Pu facility Lists administrative ft physical 
controls to be applied 

AUSTIN, M A Babcock ft Wilcox Co , Nuclear Material Div 79/07/11 
2pp 
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— B003050059 Requesti paynetit of administrative fee for 79071 1 request 
for amend to License SNli‘*4l4 

UElSSiD License Fee Managerent Branch 79/07/19 tp 


--6003050067 forujaros ad<nn istrati ve fee re 790711 application for amend 
to License SNK-4t4 requesting eiemptian to aUou 
establishment of archi/e for docunenis in Fab 6 area of Pu 
f flc i I itq 

AUSrif^<[1 A nabCQcii I Wilcoi Co . Nuclear Material Div 79/07/25 

4 


9003040044 Requests ameni to License SNri-414 to ailau storage Of source 
matl in 12 designated ai ea^, Drauiings h proposed revisions 
to specs safety demon*. trati on anci 
AUSTIN, A Sab cock V tlllcoc Co 79/08/03 Spp 


--8003040047 "Parks Touinship Site Areas ror Drum Storage " 
♦ Batcock t Uilcoi Co 79/OB/Ot ip 


8003060102 Forwards Amend 5 to License SNM-414 to increase possession 
Unit of souice natl to do stored in areas designated on 
790731 Orauing I l-C 623 Revision 1 Safety evaluation end 
ROUSE, L C Advanced Fuel «« Spent furl Licensing Qrancb 79/00/23 
2PP 


—8003060109 Aioend 5 to License SNH-4]4i increasing possession limit of U 
by S. 000, 000 kg to be scored In designated areas at Parks 
Townsh ip< PA SI te 

ROUSE, L C Advanced Fuel h Spent Fuel Licensing Branch 79/00/20 
4pp 


‘8003060114 Safety esaluafcion supportig Amend 5 to License 6NM-414* 
increasing possession limit or U by 2,000i000 kg U mill be 
stored in designated aiaas at Parks TounshipiPA site 
ROUSE. L C Advanced Fuel t Spent Fuel Licensing Branch 79/08/20 

2pp 


800305029S License condition to Amend KPP-l o-f License SNM-414 adding 
24 h to verity receipt or Po dioilde 

PARTLOW, J 0 Material Control Licensing Branch 79/09/07 Ip 


3003060113 Requests s/cs of Pittsburgh District in analysis of risk 
from seismically inducea tailure of Concmaugh Loyalhanna 
Dams Forwards lept, ’Seismic Risk Analysis for Facility “ 

W/o ercl 

CUNNINOMAM, R C Division Of Fuel Cycle 4 Material Safety 79/09/21 

2pp 


6003040342 Foruards levised pages of Appollo site physical t«cwrlti| 
p Ian, Revi s ion 1 t> Parks Touiiship site physical security 
p Ian, Revi s ion 1 foi inclusion in NRC copies of plans Ends 
withheld (ref lOCFfi2 /90> 

AUSTIN, 11 A Babcock t Wilcoi Co . Nuclear Material Div 79/10/24 

4 


6003040247 Forwards Diauiitig I I-D-34Q, Rcvif ion 8 for inclusion in site 
safeguards contingency plan Revision necessitated by recent 
establishment or document archive area in Fab 0 of Pu 
facility Enel withheld (raf 1CCFR2 790) 

AUSTIN.11A Babcock 6 Nilco* Co . Nuclear Material Div 79/10/30 

4 


6003060222 Appi aves Drawing 1 1 -8-349, Revi si on 15 for inclusion in 
780SI7 physical security plan Drawing ts classified as 
confidential natl security info i withheld from public 
disclosure 

MCCORKLE.O W Physical decurity Licensing Branch 79/11/16 Ip 


8003060226 Approves Drawing 1 1 -Q-346/ Revi s ion 8, for inclusion in 700900 
safeguards contingency plan Di awing is classified as 
confidential natl secuiity info 6 withheld from public 
disc losure 

MCC(3RRLEtO W Physical Security Licensing Branch 79/11/19 Ip 


8003060233 Approves revised Pages 27 1. ZB of Apollo physical sacurlty 
plan ^ revised Pages 30 5- 31 of Parks Township site physical 
security plan Pages are classified as natl security Info U 
withheld from public disclosure 

MCCORKLE, 0 VI Physical Security Licensing Branch 79/11/19 4 


8003140062 Submits monthly status repfc re Pu ventilation upgrading 
Major portion of equipment installation completed Hoods U 
ventilation ducts removed for burial Chart end indicating 
various project phases 

ARTMANrK L Babcock «< Wilcox Co 60/01/15 4pp 


8003060352 Forwards replacement page for Drawing 2 re Fab 1 eastern 
section to be appended to IE Insp Rept 70-0364/79-30 
SMITH, 0 H Region 1, Philadelphia, Fuel Facility t Materials Safety 
Branch 00/01/24 2pp 


0003280219 Forwards IE Insp Rept 70-0133/00-01 8< 70-0364/80-01 on 
000107-11 No noncomp 1 lane e noted Rept details withheld 
(ref 10CFR2 790) 

MARTIN, 14 (J Region 1, Fh 1 1 sd e I ph i a, Safeguards Branch 00/02/04 

2pp 


— 6003280248 It Insp Repts 70-0 1 39/00-01 70-0364/80-01 on 800107-11 

No noncompliance noted flajOT areas inspected measurement <t 
controls f* inventory verification Details withheld (ref 
10CFR2 79<JJ 

MARTIN.WO, SHAOB.ri ZlSULSKV.H Region 1. Philadelphia, 
Office or the Directoi 80/01/30 Ip 


8003280161 Forwards lb Insp Ropfcs 70-0135/79-16 70-0364/79-26 on 

791001-1102 No none omp t lance noted Sections of rept withheld 
(ref 10CFR2 790J 

MARTIN, W 0 Region i, Philadelphia, Safeguards Branch 80/02/09 

2pp 


-’0003360166 iE InSp Repts 79-0)35/79-18 79-0364/79-26 on 791001“ 

1102 Nil nancompUance noted Major ai eas inspected mail 
control ^ account ing, phys ical secur i ty, heal th t industrial 
safety Sections withheld (ref 10CFR2 790) 

JOYNER. J H . KUSHNER.W L Region I, Ph 1 1 ad e 1 ph i a. Office of the 
Director 80/02/01 9pp 


6003230417 Forwards revised Page 5 to site physical security plan. 
Revision 1 Revision necessitated by issuance of Copy 10 of 
plan to NRC resident inspector Enel withheld 
(ref 10CFR2 790) 

AUSTIN, M A Dabcock Nilco* Co , Nuclear Material Div 60/02/05 

ip I 


8003270006 Ack leceipt or f7l206 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 70-0135/79-20 
70-0364/79-27 Util Iti to be withheld (ref 10CFn2 790) 

HARTIN.U <9 Region 1. Ph 1 1 ade Iph i a , Safeguards Branch 80/02/13 
Ip 


—6003270019 Forwards IE Insp Repts 70-0135/79-20 & 70-0364/79-27 on 
791009-12 notice of violation Notice of violation 
withheld (ref lOCFR? 790) 

MARTIN,UO Region 1, Ph i ladelph la. Safeguards Branch 79/11/08 

2pp 


—6003270032 IE Insp Repts 70-0133/79-20 t 70-0364/79-27 on 791009-12 
Noncomp 1 lance noted assay measurement sys used for SNM 
accountability not calibr over range of accountab'i 1 ity 
measurements Details withheld (rqf 10CFR2 790) 

HOLQDY, D J. , BMITH.O C . JOYNER, J H Region 1. Philadelphia, 
Office of the Director 79/11/06 tp 


0003040170 Summary of 800115 t 16 meetings w/BS,N tt Uestinghouse 
in Apollo, PA Cheswick.PA respectively re vendor problems 
in disposing of low level radwaste 

BURKHARDT, N Advanced Fuel t Spent Fuel Licensing Branch 80/02/14 
3pp 


0003180130 Responds to 000211 Itr re facility intrusion detection sy i 
Amend to 8NM-414 will be required 

MEISS# 0 License Fee Management Branch 80/02/22 Ip 


8003200092 Forwards Amend 8 to Mails License 8NM-414 incorporating 
revised organ! lat ion, or gon i zai lonal responsibility 
description 4> personnel qualifications Includes replacement 
pages for application license conditions t revised Annex A 
ROUSE, L C Advanced Fuel ti Spent Fuel Licensing Branch 00/02/22 
IP 


— 0003200100 Amend 0 to Mat l/Dyproduct License SNM-414 incorporating 
revised organl lation, organi lati ona 1 responsibilities 
personnel qua 1 1 f i cat 1 ons 

ROUSE, L C Advanced Fuel i Spent Fuel Licensing Branch 00/02/22 
34 pp 


8003270054 Safety evaluation re 790016 license amend application for 
revision of Licenses BNM-414 SNM-145 Revised DI«W 

organization 4. organizational controls provide adequate 
coverage Approval of amends recommended 

BURKHARDT.U . ROUSE, L Advanced Fuel k Spent Fuel Licensing Branch 
NIXON, U Uranium Fuel Licensing Branch 80/02/22 2pp 


B003090295 Ack receipt of 791130 Ur informing NRC of steps taken to 8003190787 Ack receipt of 000204 Itr Informing NRC of steps taken to 

correct violation noted in IE Imp Rept 70-0364/79-23 Util correct violations noted in lE Insp Repts 70-0135/79-11 U 

791130 Itr withheld (ref 10CFR2 790) 70-0364/79-15 Util Itr withheld (ref 10CFR2 790) 

MARTIN, W 0 Region li Philadelphia, Safeguards Branch 00/01/10 MARTINrW 0 Region 1. Ph i lade Iph la. Safeguards Branch 00/02/25 

If Ip 
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--8003190792 Foruiards IE ln»p Rept* 70'-Ol33/79-t 1 U 70-0364/79-15 on 
790430-0601 tc notices of violet lonr App« A B App A uithheld 
<ref 10CFR2 790) 

MARTIK'.W 0 Region 1, Ph Had el phioi Safeguards Branch 80/^01/11 

2pp 


--8003190775 Notice of v i o 1 at 1 on* App Bi from inip on 790430-0601 

* Region 1* Ph i lade 1 ph la* Office of the Olrecfcor 80/01/04 Ip 


— 8003190803 IE Insp Repts 70-0135/79-11 70-0364/79-15 on 790430-0601 

Noncomp I lanc e noted tuo five-gallon palls containing 
enriched U found in counting room of high enriched U matl 
access area u/o approval Portiotie withheld Irtf 10CFR2 790) 

JGYNERrJ H Region 1* Philadelphia* Safeguard! Branch 
KUSHNER* U L Region 1. Philadelphia* Office of the Director 
80/01/04 llpp 


8003270323 Ack receipt of 000117 Itr informing NRC of ftepf taken to 
correct violations noted In IE tnsp Repts 70-0133/79-22 
70-0364/79-20 Util Itr to be ulthhald (ref lOCFRa 790) 

MARTIN* W 0 Region It Philadelphia, Safeguards Branch 80/02/25 

Ip 


— B003270330 Forwards IE Insp Repts 70-0135/79-22 70-0364/79-28 on 

791105-09 << notice of violation Notice of violation 
withheld (ref 10CFR2 790) 

MARTIN* W 0 Region I, Philadelphia, Safeguards Branch 80/01/02 
ip 


— 8003270336 IE Insp Repts 70-0135/79-22 4- 70-0364/79-28 on 791105-09. 
Nontomp 1 lance noted licensee failed to identify sealed 
sources during conduct of physical inventory of Pu facllitg 
Details withheld (reflOCFR2 790) 

SUMMERS. R Region I* Philadelphia* Office of the Director 
JAYNER. J N Region 1. Philadelphia. Safeguard* Branch. 79/12/14 
IP 


8003240585 Discusses safetg review of 000212 license amend application 
for author 1 xat Ion to store packaged low level waste in 
specified areas B)l'U program includes adequate commitments 
for safe storage Recommends approval 

DURKHARDT.U . ROUSE. L C Advanced Fuel it Spent Fuel ticensing 
Branch QO/02/27 2pp 


0003250453 Forwards Amend 9 to License BNf1-4i4 

ROUSE* L C Advanced Fuel it Spent Fuel Licensing Branch 60/02/27 

Spp 


— 0003250465 Amend 9 to License SN«-414, auth orl t ing storage of low level 
SNIi contaminated waste in designated areas it under 
conditions described in vendor Q00212 fc 26 Itrs 

ROUSE. L C Advanced Fuel U Spent Fuel Licensing Branch. 60/02/27 
I4pp 


0003240041 Ack receipt of check in pagment for 000212 amend request 
Will notlfg NRC controller to refund initial fee 
NEISS. D License Fee Management Branch 80/03/05 ip 


8003260213 Forwards IF info Notice 80-11* "Oenerlc Problems H/A0CD 
Valves in Nuclear Applications Including Fire Protection 
Sgs " No action or written response required 
GRlERiB H Region 1* Philadelphia* Office of the Dlrectop 
00/03/14 Ip 


8003280605 Requests payment of minor safeguards amend fee for 000212 
minor safety t environ amend to License 8NM-414 re storage 
of U i Po waste 

WEIS3* J D License Fee Management Branch 00/03/17 Ip. 


DOCKET 70-0371 UNITED NUCLEAR CQRP 


6003190002 Requests vendor participate in study w/Neui Brunswick Lab by 
supplying 38 5 g of std Results will determine acceptability 
of KAPL std 

PARTLOW*J 0 Material Control Licensing Branch. 80/02/26 ip 


8003050262 Forwards IE Insp Rapt 70-0371/79-21 on 791029-1102 Ho 
noncompliance noted Portions withheld (ref 10CFH2 790) 

MARTIN. U' G Region I* Philadelphia* Safeyuards Branch. 79/12/28 

Ip 

—8003050269 IE Insp Rept 70-0371/79-21 on 791029-1102 No noncompl lane a 
noted Major areas inspected measurement cotitrol program, 
physical inventory records L repts Portions withheld 
(ref 10CFR2 790) . .... 

JOYNER, J H , ZlQULSKYiM * WOLTNER* E Region I* Philadelphia, 
Safeguards Branch 79/12/14 tp 


B00303003B Ack receipt ot- 000102 L tr informing NRC of steps taken to 
correct violations noted in IF Insp Rept 70-0371/79-20 
8HITH*0 H Region 1. Philadelphia, Fuel Facility fc Matariali Safety 
Branch 60/01/18 Ip 


— 0003030041 Responds to NRC 79)212 Itr ie violations noted in IE Insp 
Rept 70-0371/79-20 Corrective actions Drawings E-20354-3 
revised it blocks of oak or equivalent wood will be used 
as space fillers in inner container 

OANLEY. D E United Nuclear Corp .Naval Product* Div 00/01/02 
3pp 


— 0003030045 Forwards IE insp Repi 70-0371/79-20 on 79l0i5~l9 4* notice of 
via latl on 

SMITH.O H Region 1. Philadelphia* Fuel Facility U Materials 
Safety Branch 79/12/12 2pp 


— 0003030047 Notice of violation from 
a Region 1, Philadelphia, Office 


insp on 791015-19 

of the Director 79/12/lt 


3pp 


—0003030062 IE Insp Rept 
shipping containers we 
drawings 6 failure to 
con tainers 

KINNEY. W N Region 1, 
CROCKER, H N Region 1 
Safety Branch 79/12/ 


70-0371/79-20 on 791015-19 None omp 1 i anc e noted 
re not In accord w/appropriate 
use lute on threads in shipping 

Ph 1 ladelphia* Office of the Director 
* Philadelphia. Fuel Facility tc Materials 
II 9pp 


8003110223 Forwards lE Insp Regt 70-0371/79-23 on 791210-13 No 
none omp 1 1 ance noted 

MARTIN, W 0 Region 1, Philadelphia* Safeguards Branch 80/01/28 

Ip 


—0003110227 IF Insp Rept 70-03/1/79-23 on 791210-13 No noncompl lane* 
noted fkajor areas inspected physical inventory 
fee one i 1 lat ion* record s V repts Details withheld 
(ref 10CFR2 790) 

JQYNeR, J H * DELLA RATTA, A * WOLTNEn*E Region I* Philadelphia* 
Safeguards Branch 80/01/23 Ip 


6003260089 Subatits commitment to provide fund, when needed for 
decontami nat 1 on it d ecommi s ioni ng of Nood River Junction 
site in response to NRC lequest 

M1LLIAM8, R C United Nuclear Carp 80/01/28 Ip 


6003310127 Forwards "CPfluent Monitoring Rept.Juk-Dec 1979 ” Data not 
adjusted by dilution factors which would be applied to 
calculate releases to uiuestricted areas 

KIRK, W F United HwcJ«u.i Corp , Naval Products Div 0O/O2/2i Ip 


— 0003310129 “Effluent Monitoiing Rept.Jul'Dec 1979 •' 

e United Nuclear Corp * Naval Products Div 80/02/21 Ip 


0003200510 Requests payment of fee re 800221 request to amend License 
3NM-368 for extension to comply w/safeguards License 
Cond 1 tlon 6 3 

WEISS, D License Fee Management Branch BO/03/03 Ip 


9003250227 Forwards IE Info Notice 80-11. "Generic Problems N/A6C0 
Valves in Nuclear Applications including Fire Protection 
Sys “ No action or written response required 
ORIER.D H Region ). Philadelphia. Office of the Dlractor 
00/03/14 Ip 


DOCKET 70-0374 8T JOSEPH COLLEGE 


0003040686 Determine* that shotguns cunenfcjy In use by guard force at 
facilities are suitable substitutes for guns specified in 
App 8 to tOCFR73 

MCCORKLE, 0 W Physical Security Licensing Branch SO/Ol/07 Ip 


DOCKET 70-0572 MONSANTO RESEARCH CORP 


8003200296 Informs NRC thwt 79)129 
has been forwarded to WA Crowder 
Carrier Safety Qfc WA Crowder is 
administration of haiardous metl 
hCANDREU* A ft Transportation, De 
Administration 60/02/21 Ip 


map rept 
, Direc tor, 
responslb 
s regulati 
pt of. Fed 


of Monsanto 
Regional Mot 
le for 

ons over reg 
eral Highway 


Research Corp 
or 

1 on 


DOCKET 70-06^7 UNION CARBIDE CORP 


6003040003 Ack receipt of 0ODIO9 Itr informing NRC of steps takon bo 
correct violations noted in IE Insp Rept 70-0687/79-05 
6hlTH,0 H Region 1* Philadelphia* Fuel Facility it Materials Safety 
Branch 80/02/12 Ip 
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— B003040010 B»»ponds to HRC 791214 I tr r* viol«fcioni notod In IE Intjr 
fi*pt 70-0687/79'0S Corrective Actions tneehaiilcal stop hat 
beon pot on plating lab hood t- n*\« flit tstahlithid 
tmergencg drill recopdi 

VOTHi M H Union Carbide Corp BO/Oi/O? 4pp 


8003290192 Foruardt increment 
phenomena re Pu -fabrication 
■■Calculation of Particulate 
Tarnadtc Storm " 

ROUSE* L C Advanced Fuel 
IP 


to analgtli of effect* of natural 
operation* Ropt entitled 
Oitpertion in De* ign-Da* 1* 

Spent Fuel Hceniing Branch 00/02/21 


— B00304001& Forwardt IE luip Rept 70-0697/79^05 notice of violation 
SMITHjO H Region 1* Phi Udelph iai Fuel Facilltg & Material* 
Safetv Branch 79/12/14 2pp 


— B003040020 Mo tic e of violation from intp on 791029-31 

* Region 1* Philadelphia. Office of the Director 79/11/28 


2pp 


—8003040026 IE In»p Rept 70-0607/79-05 on 791029-31 Noncompliance noUd 
failure to maintain contaminated hood face velocitg 
requirement* it po*l *afetg sign* in drum stofage area* 

CROCKER. H W Region 1. Philadelphia. Fuel FaeilitV Material* 
aefetg Branch KIUNEY.WU . ROTH J Region 1. Ph i ladelphla. 

Office of the Director 79/11/23 I2pp 


8003260013 Deni a* 791129 requeit for approval of route for traniport 
of »pent reactor fuel Approve* end alternate route for 
spent fuel routing Etie I withheld (ref 10CFB2 790) 

MCCQRKLE. 0 W Phv*l«al Security Licen*ing Branch 00/03/03 2pp 


DOCKET 70-0734 CEMERAL ATOMIC CO 


— 8003250197 "Calculation of Particulate Oiiperilon in Des i gn*>Da « 1 * 
Tnrnadic Storm " 

PEPPER. D W . CRAWFOnr). T V E I du Pont de Nemour* 8 < Co . Inc 
DP- 1543 79/11/30 26pp 


8003200133 "Effect of Natural Phenomena on Edtting Pu Fabrication 
Fac 1 1 i t ie*. "Ucl 1, prepared bg In»t for Diaeter Refearch 
MEHTA. K C . GMITH. D A . MCDONALD, J R Toxa* Tech Unlv 80/01/31 
63pp 


8003240263 Notifle* of fee refund re 790413 roc^uoit to reviio pagi* to 
phgsical i-ecurltg plan No licensing action taken on 
reviewing reAueet 

UEiaS. D Llcente Fee Management Branch 00/03/03, ip 


6003250149 Forward* IE Info Notice 00-11. "Oenerlc Problem# U/ABCO 
Valve* in Nuclear Application* Including Fire Protection 
8 g* " No action or written retponte required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
80/03/14 Ip 


8003060065 Forward# Condition 9 4 19 to Amend MPP-l to Llcenee fiNM~696 
authoriilng delag in use of lecond radio frequeneg a* 
raqulred bg securitg, contingeneg It guard training plain 
MCCORKUE.Q » Phy'lt^l Securitg Licensing Branch 79/10/23 ip 


—8003060078 Condition 9 4 J5 to Amend MPP-I to License 8NM-696 
authoriiing delag in uie of second radio frequeneg a# 
required by security, cent ingencg It guard tralnilng plan* 
e Physical Securitg Licensing Branch 79/10/23 Ip 


8003090177 Forward* IE Insp Rept 70-O734/B0-01 on 000120-0201 No 
noncoffp lianee noted End withheld (rtf I0CFR2 7901 
NORDERHAlJOiL R Region 9. San Francisco. Safeguards Branch 
80/02/14 2pp 


8003250146 Forward* IF Ini-o Notice 00-11. "OenerU Problem* W/A6C0 
Valve* in Nuclear Applications Including Fire Prutection 
Sqi " Mo action or written response required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
80/03/14 Ip 


DOCKET 70-0754 VALLECITOS NUCLEAR CENTER. GENERAL ELECTRIC CO 


8003060394 Inform* NRC of inventory reduction for physical security 
requirement* VNC physical security plan discontinued 
M08CHNER.R A General Clactrlc Co 79/09/07 Ip 


6003050086 Application for amend to License SNM-960 revising end 
fundamental nuclear matl control t accounting plan Lilt of 
proposed changes to Revision 3 of Amend MPP-2 It fee end 
nds withheld (rtf 10CFR2 790) 
iCHNER.R A General Electric Co 79/09/24 2pp 


i0042 Forward* info rs increment of analysis of affects of natural 
omena relative to Pu fabrication operations 

E. L C Advanced Fuel V Spent Fuel Licensing Branch. 80/01/16 


DOCKET 70-0791 ENVIRCINMENTAL PROTECT ION AGENCY 


8003280244 1£ Imp Findings Licensee Atk dtd 800207 of Uicenii 
3NM-a42 Insp findings no noncompliance noted 

PERRY.W Region ?. Atlanta. Office of the Director 80/02/07, Ip 


Q0032005BI IE Insp Finding* A Licensee Ack dtd 800209 of License 
8NM-G42 Insp findings no noncomp 1 ianc e noted 
« Region 2. Atlanta. Office of the Director 80/02/06 ip 


DOCKET 70-0820 UNITED NUCl EAR CORP 


8003170127 Discusses response to questions per 600102 S« 03 telcom re 
waste disposal activities Steam distillate discharged 
directly into aimotphero w/steam samples showing little 
radioactivity Solids dtying equipment will be installed 
STEVENSON. R L OraniumFuol Licensing Branch 00/01/10 2pp 


8003090202 Object* to ettablished limits re radwaete burial allocation 
plan Six months used to determine allocation reflected 
below-normal burial requirements Allocation 
disproportionately reduced from base period average 
B0NER8.C E United Nuclear Corp , UNC Recovery Bystemi Div 
00/01/n 4pp 


8003040/02 Notifies that Helgeson. a* Manager of Nuclear It Industrial 
Safety. may act os specialist In health physics. but not as 
epecialist in crltlcollty safety Request* amend to Section 
200 of license re use of consultants as onsite specialist# 
STEVCNSQN. R L Uranium Fuel Licensing Branch 80/01/16 ip 


8003310200 Application for admlnistrat i ve amend to License eNM“777 
providing for continued use of borosillcate raschig rings 
originally Installed in Tank 1-D-24A Revised spece It fee 
end 

OOWERBiC E United Nuclear Corp » UNC Recovery Systems Div 
80/01/24 4pp 


^290603 Submits effluent monitoring rept for Jul-Dec 1979 Impossible 
0 dif fart ntiate between effluents generated by License 
yM-960 actlvitias k effluent* resulting frem activities 
ider CA source matl license 

lOIiR e . CUNNINGHAM. G E General Electric Co 80/01/29 Ip, 


1090162 Forwards IE Insp Rept 70-0754/80-01 on 000207 No 
incompliance noted Enel withheld (ref iOCFR2. 790) 

IRDERHAUG. L R Region 5< San Francisco. Safeguards Branch. 
1 / 02/21 Ip 


200111 Recommends endorsement of Inst for Disaster Research rept 
ffect of Natural Phenomena on Existing Pu Fabrication 
ciUtlesi*' as NRC position ^ basis for succeeding 
crementi of analysis. 

ERiJ £ j BURKHARDT/W Advanced Fuel 4 Spent Futl Licensing Branch, 
0 / 02/21 ip 


6003190200 Forwards IF ln*p Rept 70-0820/79-20 on 791127-29 No 
-noncompHance noted 

MARTtN.U 0 Region 1. Philadelphia. Safeguards Branch 80/01/25 
Spp 


—8003190285 IE Imp Rept 70-0820/79-20 on 791127-29 No noncomp 1 ianc* 
noted Major area* Inspected measurement# 4( statistical 
controls Detail* withheld (ref iOCFR2 790) 

COHEN, j; . ZIDULSKV.M Region 1. Philadelphia. Office of the 
Director JOYNER. 3 Region 1. Philadelphia/ Safeguards Branch 
00/01/21 IP 


8003240064 Forwards 600205 financial commitment Itr re decontamination 
V decommissioning of facility 

SCNULTZfD. M United Nuclear Corp . UNC Recovery Systems Div 
80/02/11 Ip 


03200119 Forwards Inet for Disaster Research rept "Effect of Natural 
■’henomena on Existing Pu Fabrication Facilities. Vol 1. 

40UaEiU, C Advanced Fuel i 6 pent Fuel Licensing Branch 00/03/21, 
if- 
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— 800324021^ Retpondt to NRC request for financial turfttij li> 
d *c ommi 1 4 1 on i ng facllltv Vendor commits to provide fundi 
Lfhen needed for d vcociteini nati on dtcooifniii ioning of 
fee i 1 1 tg 

NTLLlAMSrR C United Nuclear Carp ■ UNC Recovery SyiteiDi Dlv 
BO/02/05 Ip 


a003050iS4 AeJe receipt of 791102 Itr informing NRG of itepi taken to 
correct violation* noted in IE Imp Rept 70-0B20/79-1 1 
Portions uithhelrf (ref lOCFRa 790) 

MARTIN* N 0 Region !• Philadelphia* Safeguards Branch BO/02/14 

2pp 


--B003090162 Foruards IE Insp Rept 70-0920/79-11 on 790424-27 & notice of 
violation Notice of violation withheld (ref iOCFR2 790J 
WARTlNiH O Region t* Philadelphia* Safeguards Branch 79/10/10 
2pp 


--8003050171 IE Insp Repfc 70-0920/79-11 on 790424-27 Noncompliance noted 
central alarm sys U maint of personnel search device Details 
withheld (ref I0CFR2 7901 

DEVLIN* J N Region 1. Ph i ladelp h la* Safeguards Branch 
SAILEVrR J * SHEPHERD. R E Region 1. Ph 1 lade I ph la* Office of the 
Director 79/10/16 fp 


8003100040 Responds to 800205 Itr requesting amend to License SNM-777 
to change address Administrative amend fee should be 
forwarded to NRC 

HEISSi D License Fee Management Oranch 00/02/20 ip 


8003190026 Ack receipt of 000114 Itr informing NRC of steps taken to 
correct violations noted In IE Tnsp Rept 70-0320/79-17 
Util Ur withheld (ref 10CFR2 7901 

MARTIN* U 0 Region Ir Philadelphia. Safeguards Oranch 80/02/25 

ip 


8003250229 Forwards It Info Notice 80-11* "Oeneric Problems N/A6C0 
Valves in Nuclear Applications Including Fire Protection 
Syt,*' No action or written response required 
ORI£R*B N Region i* Ph i ladel ph ia . Office of the Director 
00/03/14 Ip 


6003140131 Requests that one-time expansion of license limits be 
granted to operators of Barnwell burial site* to accommodate 
solid matl contained in lagoons Alto requests consideration 
of possible need for addl low level burial space 
DQNERSrO E United Nuclear Corp * UNC Recovery Systems Dlv 

80/01/16 2pp 


DOCKET 70-0824 BABCOCK U WILCOX CO 


0003120423 Confirms 791107 telcon re notice on employee bulletin board 
Company will post notice stating that application has been 
submitted for renewal of License aNM-770 
CROHjW T Uranium Fuel Licensing Branch 79/11/09 Ip 


0002270464 Forwards negative declaration ^ supporting ElA re renewal of 
License 8NM-77a for continued operation at facility 
CRGUjW T Uranium Fuel Licensing Branch 30/01/10 Ip 


—8002270471 Negative Declaration re renewal of License BNM-770 
GROW. W T Uranium Fuel Licensing Branch 60/01/10 Ip 


—8002270477 ElA Supporting renewal of SNM-77a 

* Division of Fuel Cycle V Material Safety BO/Ol/lO 73pp 


8003190024 Ack receipt of 000124 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0024/79-08 
KErfNAi W B Region 2* Atlanta. Safeguards Branch 00/01/31 Ip 


— 0003190030 Responds to NRC 791231 Itr re violations noted In IE Insp 
Rept 70-0624/79-00 Corrective actions second person will 
review completed shipping papers re large quantity 
shipments of licensed matl 

ENOELDERfT C Babcock U Wilcox Co 00/01/24 2pp, 


—0003190038 Forwards IE Insp Rept 70-0624/79-08 on 7912U tc notice of 
violation 

KENNAiW B Region 2* Atlanta* Safeguards Branch 79/12/3U 2pp 


— 0003190051 Notice of violation from Inep on 791211 

* Region 2* Atlanta* Office of the Director 79/12/28 ip 


—0003190059 IE Insp Rept 70-0024/79-00 on 791211 Noncomp 1 lane# noted 
failure to transfer byproduct matl t( deliver license* matl 
to carrier for transport 

KAHLEtJ B Region 2. Atlanta* Safeguards Branch 79/12/20 3pp 


8003240171 Forwards OA piogram for facility revised to include NRC 
791101 conments 

OLSEN. A F Babcock LWilcoi Co 80/02/15 Ip 


—8003240176 OA program for facility 

* Babcock f WilcoL Co BO/Ol/31 3lpp 


8003310185 Application for amend to License SNM-77B to permit const t 
use of tempotary additioit to solid waste storage facility. 

Bldg \J Replacement pages for 6AW-381i "Demonstration & 

Conditions ror License SNM-y’e* and l-ee enc 1 
OLSEN A F Babcock 4 WjIcoj Co 80/02/18 3pp 


—8003310193 "Demonstration eird i^oiiditions for License SNM-770. " 
replacement pages »e 000210 application for Amend 12 to 
license 

« Babcock t* Uilcox Co DAN-381 80/02/29 lOpp 


8003250509 Forwards IE Info Nolue 80-11. Generic Problems U/A8C0 
Valves in Nuclear Applications Including Fire Protection 
6ys " No action or written response required 

0'R£tLLY*J P Region 3 Atlanta. Office of the Director 80/03/14 

Ip 


DOCKET 70-039? NORFOLK 51 ATC COuLCGE 


6003120696 IE Insp Findings I Licensee Act ltd 800213 of License 
6Nfi-829 Insp findings r»a itcnts of noncomp 1 lanci 

WOODRUFF^R Region P. Atlanta Office of the Director 80/02/13 

Ip 


DOCKET 70-0925 ClMMARON fAClLlTV. KERR-HCOEE CORP 


6003060407 Submits no objection to 790910 Itr re use of sections of 
facility foi bench-scale coal liquefaction development 
project Agrees w/propo>ul to decontaminate bldg to below 
NRC release guidelines 

CROW* M T Uranium Tuel Licot.ilng Branch 79/12/20 Ip 


8003310271 Foruaidi "Rad loac ti /t ty in Gaseous Ef f luen t. June-D»C 197? 
SHELLEY. W J Kei i -HcGee Hue (ear Corp 80/02/07 Ip 


—8003310274 “Radioactivity in Gaseous £f f luen t* June-Dec 1979 
« Kerr-McOee Nuclear Corp 50/02/07 2p p 


DOCKET 70-0959 NUCLLAR FUEL SERVICES* INC . <SUD& OF OETTY OIL CD » 


8003250221 Forwards IE Info Notice 50-11. "Generic Problems W/A5C0 
Valves in Nuclear Applications Including Fire Protection 
8y» " No action or written lesponse required 
GRIER. B H Region 1. Philadelphia. Dffice of the Director 
80/03/ L4 ip 


DOCKET 70-0984 PACIFIC NORTHHE&T LAB 


8003050205 Submits solubility classifications for dust samples 
collected Sept 1979 at Allied Chemical plant in Metropolis. 

IL 

KALKWARF.D R BatteUe Memorial Institute. Pacific Northwest 
Laboratory 79/01/11 2pp 


8003250141 Forwards IF. Info Notlie 80-U* "Generic Problems U/ASCO 
Valves in Nucleat Applications Including Fire Protection 
Sys " No action or written response required 

ENGELKENiR H Region 5. Ban Francisco. Office of the Director 
60/03/14 ip 


DOCKET 70-1007 GENERAL ELECTRIC CO 


8003250140 Forwards IE Info Notice 80-11. "Generic Problems W/A8G0 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

ENGELKENi R H Region 5. San Francisco* Office of the Director 
80/03/ 14 ip 


DOCKET 70-1029 EAST STROUDSBURG STATE COLl EGE 


8003120411 IE Insp Findings 5 Licensee Ack dtd 800213 of License 
SNM-09a2 Insp finding* no noncompUance noted 
CAMPBELLiM Region 1* Philadelphia* Office of the Director 
80/02/13 Ip 
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DOCKET 70-1100 CCMBJSTIOM EriGlNEERlNG, INC 


fl003l3Q660 Requests perjnisjion to begin next SNM InventoTy ho later 
than 790713 ^ begin future ihventorlre an(| time during Jan 
^ Jul 

LICHTENDEROER C-E Pouier Systems 79/06/06 2pp 


8003M0004 Forwards review of criticality safety calc u-l at Ions fc 
independent analysis, to supplement 790423 amend application 
LICHTEN0EROER, M C-£ Power Systems 79/10/17 29pp 


8003060379 Amend Pi to License SNrt-1067, authorl t ing survey of removable 
U contamina 1 1 on by counting alpha activity only 
CROW. W T Uranium Fuel Utensing Dranth 79/tl/0» Ip 


— SQ03060390 Safety evaluation supporting Amend 21 to License 8NM'‘1067 
author 1 1 1 ng survey of removable U contamination b^ counting 
alpha activity only 

SODNOrA L , CROUiN T Uranium Fuel Licensing Branch 79/11/09 

app 


8003130632 Requests amend of License 8NM-i067 to restrict max allouable 
enrichment of U oiide in nuclear labs to less than 3054 in 
U-235 Isotope l> replacement or license page to reflect 
revision 

LICKTENDEROER C-E Power Systems 79/12/21 2pp 


8003250186 Confirms matters discussed in 600501 telcon re Dec 1979 
inventory of SnK Reinventory does not relieve license* of 
requirement to perform physical inventory within 210 days of 
Dec inventory 

GRlERfB H Region 1, Philadelphia, Office of the Director 
80/02/04 Ip 


8003310181 Submits repl of effluent releases during Jul-Dec 1979*based 
on monitoring data for airborne i liquid releases from 
faeiUtits in UindtOT,CT 

LICHTE^^QERQER.H C'E Power Systems 60/02/16 Ip 


8003190806 Ack receipt of 000121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1100/79-10 
Util Itr withheld <ref 10CPR2 790) 

HARTINiN G Region L Philadelphia, Safeguards Branch 80/02/29 
Ip 


—8003190913 Forwards IE Insp Rept 70-UO0/79-IO on 791103-09 1» notice of 
violation Notice of Molation withheld (ref I0CFR2 790) 
riARTiMiM 0 Region 1., Ph i ladelph la. Safeguards Branch 80/02/13 

2pp 


--6003190021 IE Insp Rept 70-1100/79-10 on 791105-06 No-ncotnpUance noted 
SNM measorenent control procedures t. manual t training 
program for personnel involved in SNM measurement s not 
developed Details withheld (ref 10CFR2 790) 

JOYNER I J K Region 1, Phi iadelphlai Safeguards Branch 

HOLOdVi D J Region I, Philadelphia, Office of the Director 

79/12/07 Ip 


6003190992 Amend 24 to License SNM-1067 Tf Item 6Br limiting max 
enrichment of U to less than 20X U-235 

PACEiR 0 Uranium Fuel Licensing Branch 80/02/83 Ip 


— 0003190998 Safety evaluation supporting 791221 application for amend to 
License 8NM-1067 to limit max enrichment of U to 307. U-239 
KETZlACHiH , CRON. W T Uranium Fuel Licensing Branch 80/02/29. 

2pp 


9003280411 Amend 24 to License SNM-I067r 1 tem 6B re U enriched to less 
than 80X U-235.1n response to 791221 application Afl other 
license conditions will remain same 

PAGE. R G Uranium Fuel Licensing Branch 00/02/89 Ip 


9003290214 Forwards IE Info Notice 00-11. ''Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fir# Protection 
Sys " No action or written response required 
ORIER.D H Region I, Philadelphia! Office of the Director 
00/03/14 ip 


DOCKET 70-1113 GENERAL ELECTRIC CO 


8003260199 Application for amend to License aNrt-1097 r# use of up to 
1 g of U oxide containing U enriched up to 935J In U-233. 

Fee end. 

KAPLAN. A L General Electric Co 00/01/17 3pp 


8003030332 Application for Amend N-2 of License SNM-1097! author! i ing 
expansion of conversion capacity Two addl process lines will 
be added, increasing conversion capacity by approx 407, 

Supporting documentation end 

KAPLAN, A L General Electric Co 79/12/21 llOpp 


0003170136 Discusses 791210-14 visit to facility L OE comments r» 
changes in license conditions due to 40CFR190 
impl ementa tlon 

DECKER. T fl Uranium Fuel Licensing Branch 79/12/26 2pp 


9003250290 Ack receipt of 000201 ^ 791217 Itrs informing NRC of addl 
steps taken to correct violations noted in IE Insp Rept 
70-1113/79-20 

STOHRiJ P Region 2, Atlanta. Fuel Facility Materials Safety 
Branch 00/02/07 2pp 


'—800325029? Responds to NRC 800122 Itr w/ supplemental Info re 
violations noted in IE Insp Rept 70-1110/79-20 Corrective 
actions training completed for members of damege control U 
rescue teams I training records are orgeniied 
KAPLAN, A L General Electric Co 80/02/01 7pp 


—8003250309 Ack receipt of 791217 Hr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 70-1113/79-20 
STOHRiJ P Region 2, Atlanta. Fuel facility it Materials Safety 
Branch 80/01/22 2pp 


^-8003250319 Responds to NRC 79M20 Hr re violations noted In IE Jnsp 
Rept 70-1113/79-20 Coirective action* sheriff personnel have 
completed training and draft procedure listing personnel & 
functions implemented 

KAPLAN. A L General Electric Co 79/12/17 6pp 


—9003250321 Forwards IE Insp Rept 70-1113/79-20 on 791025-26 t notice 
of violation 

SUTHERLAND. J T I^eglon 2, Atlanta. Fuel Facility U Materials 
Safely Oranch 79/11/20 2pp 


—0003290343 Notice of violation from imp on 791029-26 

a Region 2. Atlanta. Office of the Director 79/11/19 Ip 


—0003290349 IE Insp flept 70-1113/79-20 on 791025-26, Noncomp 1 lance noted 
failure to complete emergency training requirements by 
implementation date 

JENKINS. 0 k Region 2. Atlanta. Fuel Facility it Materials Safety 
Branch KAHLE. J 6 . PERRQTTl.D J Region 2. Atlanta. Office of 
the Director 79/11/19 3pp 


8003290519 Forwards IE Info Notice 00-11. ''Generic Problems N/A8C0 
Valve* in Nuclear Aipp 1 Icati on* Including Fire Protection 
Bys " No action or written response required 

O'RElLLYiJ P Region 2. Atlanta. Office of the Director. 00/03/14 

Ip 


DOCKET 70-1143 WESTINCHOUSE ELECTRIC COftP 


GD03060091 Forwards "Estimated Airborne Release of Pu From Facility as 
Result of Postulated Damage From Severe Hind ^ Seismic 
Ha card " 

RQUSE.L C, Advanced Fuel it Spent Fuel Llcen*lng Branch 79/08/15 

ip 


—0003060097 "Estimated Airborne Release of Pu From Facility a* Result of 
Postulated Damage From Severe Wind t, Belsmic Haxerd " 

MIBHlMArJ t SGHWENDIMANi L, r AYER.J E, Dattelle Memorial Institute. 
Pacific Northwest Laboratory PKL-2969 79/06/30 lOlpp 

Available at NTia 


8003070149 Forward* final increment of analyiii of effect* of nattral 
phenoffitna on operations entitled. "Environ Consequences of 
Postulated Pu Releases from Facility on Chetwlck. PA, is 
Result of Severe Natural Phenomena " 

ROUSE, L C Advanced Fuel it Spent Fuel Licensing Branch 79/08/i5 

Tp, 


—8003070140 "Environ Consequences of Postulated Pu Release* from 
Facility in Cheswick, PA. as Result of Severe Natural 
Phenomena " 

MCPHERSON, R D . MATSON, E C Bet telle Memorlel Institute, Pacific 
Northwest Laboratory PNL-29a4 79/06/30 70pp Available at 
' MTfS 


0003060323 Forward* IE Insp Rept 70-1143/79-i 1. No noncomp 1 lance noted 
MARTIN. W 0. Region li Philadelphia, Safeguard* Branch. 79/09/06 
app. 
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—8003060336 TE Insp Rept 70-1143/79-11 on 790723-^7 No none otnp 1 lance 
noted Major areas inspected facilltg operat ion* records b 
repts^rngt of matls control sgs Ik action on previously 
Identified iteni of noncanip 1 lance 

DELLARATTA.4 . JQVNER* J H Region 1. Philadelphia* Safeguards 
Branch 79/09/01 3pp 


S00304029S Ret^uestt description of actions taken t schedule for 
completion of mod of facility physical protection procedures 
In accordance w/draft comprehensive evaluation rept 
BURNETT. R P Division of Safeguards 79/09/21 Ip 


0003050036 Requests NRG authorization for extension until 791112 for 
inventory schedule Delay requested since significant amount 
of matl is going through scrap recovery process 
DIPIAZZA*R P Westinghouse Electric Corp 79/10/17 Ip 


—8003050038 Submits fee for 791017 application for amend. et tending 
inventory schedule until 791 U2 

DIPIAZZA. ft P Wesiinghovse Electric Corp 79/10/24 Ip 


8003190224 Forwards description of actions taken i* completion schedule 
for recommendations in NftC comprehensive evaluation rept re 
physical security ^ mail accountability programs Security 
procedures withheld Cref I0CFR2 7901 

MOQRE.J 5 Westinghouse Electric Corp 79/10/17 ip 


8003040092 Advises that refund is being processed re 791024 request 
to amend License SNM-1120 

JACKSON. 0 License Fee Management Branch /9/11/07 Ip 


— 8003040055 Application for amend to License 6NM-n20 to authorize 
possession 4. use of sealed sources containing listed 
radionuclides Fee end 

DIPIAZZA, R P Westinghouse Electric Corp 79/10/24 Ip 


8003070047 Forwards final increment of analysis of effects of natural 
phenomena entitled. *'ftlsk Analysis of Postulated Pu Releases 
from Westinghouse Pu Fuels Development Lab, as Result of High 
Winds & Earthquakes " 

ROUSE, L C Advanced Fuel 4. Spent Fuel Licensing Branch 79/11/09 
27pp 


'’"8003070050 'Risk Analysis of Postulated Pu Releases from Westinghouse 
Pu Fusls Development lab, as Result of High Winds 
Earthquakes 

* Commission 79/11/09 26pp 


8003050092 Forwards FR notice containing liet of major proposed 
licensing actions filed w/Dtv of Fuel Cycle U Matl Safety 
that have not been previously published Copy of notice 
should be posted for employees 

CUNNIKONAMiR E Division of Fuel Cycle ^ Material Safety 79/11/19 
ip 


■0003050114 Notice of receipt of applications for licanets 8, 
applications for amends t* renewal of licenses 
CUNNINGHAM, R E Division of Fual Cycle U Material Safety 
79/11/19 5pp 


8003190149 Forwards IE Insp Rept 70-1143/79-19 on 791218-19 No 
noncompHance noted 

KARTIN.W 0 Region 1, Philadelphia, Safeguards Branch 80/01/25 

2pp 


— 8003190158 IE Insp Rept 70-1143/79-19 on 791218-19 Wo noncompliance 
noted Major areas inspected measurement ^ statistical 
controls l. inventoi y difference associated limit of error 
Details withheld (rtf 10CFR2 7901 

HOLQDYrD J Region I, Phi ladelphia. Office of the Director 

JOYNERrJ H Region 1. Phi ladel phia. Safeguards Branch 80/01/23 

Ip 


8003040170 Summary of 500115 16 meetings U/B1.W ti Westinghouse 

in Apollo, RA Cheswick.PA respectively re vendor problems 
In disposing of low level radwastc 

BURKHARDTiW Advanced Fuel 4 Spent Fuel L-lcenilng Branch 90/02/14^ 
3PP 


6003250407 Submits info le const 4 use of new bldg for production of 
deionized uater 4 for 1 0, OOO-ga ll on tank for storage of 
deionized watei No license amend necessary since no 
radioactive metis will be used irk bldg 

REITLER-E K Westinghouse Electric Corp BO/OI/29 3pp 


0003070306 Forwards IL Insp Rept 70-1151/80-07 on 800211-15 No 
ikoncomp 1 iatic e noted Insp Rept withheld Cref 10CFR2 790) 

KENNAi W B Region d, Atlanta, Eafeguards Branch 80/02/27 Ip 


— 5003070309 IE Insp Rept 70-1151/80-07 on 600211-15 No noncomp I lanca 
noted Majoi areas inspected records A repts Withheldiref 
10CFR2 790) 

HODGES, J W GilLrSPIE.r P Region 3, Atlanta, Safeguards Branch 
80/02/25 Ip 

5003240553 Forwards IE Insp Rept 70-1151/80-04 on 800211-15 No 
noncomp 1 1 anc e noted 

KENNA.W Q Region ?. Atlanta, Safeguards Branch BO/03/03 2pp 

— 6003240556 IE Insp Rept 70-1151/00-04 on 800211-15 No noncompliance 
noted Major aieas inspected f^cklity organ! zati on. op eration 
t( mgt of matls control ly s Oetatls withheld (ref 10CFR2 790) 

CLAY. E L , GILLESPIE. F P Region 2, Atlanta, Office of the 
Director 00/03/0^ Ip 


6003240259 Ac k receipt of NRC 800227 Itr re safeguards insp conducted 
on 800211-15 

FOSTER, H Westinghouse Fleets ic Corp 80/03/06 ip 


8003250523 Forwards JF Info Notice 80-11. ^’Generic Problems W/ASGO 
Valves in Nuclear Applications Including Fire Protection 
Sys " No action or written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/14 
IP 


DOCKET 70-1159 GENERAL ELECTRIC CO 


6003060256 Requests amend to license eitending eipiration date from 
600430 to 930701 

WILSON, 0 D General Flectric Co 80/02/06 Ip 


DOCKET 70-1173 MERCYHVRST COLLEGE 


5003150179 PNO-n-dO-028 on 50071 9, cr 1 1 zca 1 ity warning syi experienced 
false alarm Fuel mfg bldg evacuated No abnormal radiation 
levels eiiisled 

STEELE, P W . KAHLE, J D Region 2. Atlanta, Office of the Director 
80/02/19 Ip 


DOCKET 70-1193 CIMARRON FACILSIV. KEftft-MCOCE CORP 


5003140001 Forwards tarm-inatlon plans. Parts 4-6, for Uieanie SNM-1174 
SHELLEY, W J Kerr-HcGee Nuclear Corp 80/01/00 Ip 


—8003140002 Termination plans. Parts 4-6 

e Kerr-McOee Nuclear Corp 00/01/08 15pp 


8003310271 Forwards "Radioactivity in Oaseowi Effluent, June-Dec 1979 " 
SHELLEY. W J Kerr-McOee Nuclear Corp 80/02/07 Ip 


—8003310274 "flad i oat 1 1 v i ty in Gaseous Ef f luent, June-Dec 1979 
^ Kerr-McOee Nuclear Corp SO/02/07 2pp, 


DOCKET 70-1201 UF-6 OONVrpSlON PACILirV, BABCOCK 6 WILCOX CO 


8003040109 Forwards I£ Insp Rept 70-1 201/79-15 on 791210-14 it notice of 
violation 

9T0HR,J P negioTi 2, Atlanta, Fual Facility it Materials Safety 
Branch 80/01/21 Spp, 


8003250230 Forwards IE Info Notice 00-11. "Generic Problems W/ASCO --8003040113 Notice of violation from yntp on 791210-14 

Valves in Nuclear Applications Including Fire Protection * Region S, Atlanta, Office of the Director BO/Ol/H Ip 

Syi " No action or written response required 

GRIER, B H Region 1. Phi ladal phia. Office of the Director 

80/03/14 Ip —0003040115 IF Insp Rept 70-1201/79-15 on 791210-14 NoncompUence noted 

failure to resample based on bioasiay result 

MILL8AP, W J . GIBSON, A F. Region 2» Atlanta. Office of the 

Director, 00/01/11 7pp 

DOCKET 70-U51 WESTINGHOUSE ELECTRIC CORF, 

9003190849 Forwards IE Insp Rept 70-1201/00-03 on 800121-24 No 

0003050161 "Effluent Monitoring Rept - 790101-0630 " noncompHance rioted Details withhekd Iref 10CFfl2 790) 

GOODWIN, W.L Westinghouse Electric Corp 79/09/06 Ip KENMA, W D Region 2. Atlanta, fiafeguards Branch B0/02/II 2pp 
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— a003l9O83») IE Imp W»pfc /0~ia0l /eO-03 on 800121-24 No noncomp 1 lance 
noted Mdior areas inspected factlitles organ i laii dhi I'^cords 
i< rept» Details withheld (reP 10CFR3 790> 

OILLESPIE.F P , HdDGES, J W . CATANIA, J V Region 2. Atlanta, 
SaPeguardt Branch 80/02/10 Ip 


0003280239 Adds LUense Condition 6 5 to Amend riPP-2 to License 
SNri’’H6B re exemption Prom requirement to complete MftC“741 
for transfer of contami iiated clothing to laundrg facility 
PARTLON, J C Katerial Control Licensing Branch 00/03/05 Ip 


GQ03S3050B Forwards IE Info Notice 80-1 1» "'Oeneric Problems W/ASCO 
Valves tn Nuclear Applications Including Fire Protection 
6gs " No action or written response required 

□'REILLY. J P Region 2, Atlanta, Office of the Director 00/03/14 
IP 


DOCKET 70-1237 MIXCD OXIDE FABRICATION PLANT, EXXON NUCLEAR CO i INC 


8003060144 Provides addl info ie NRC natuial phenomena review of 
facility in response to /90702 Itr NRC hope* natural 
phenomena studies piovide rationale leading to acceptable 
natural phenomena recurrence interval design basis 

AYER'J E , BURKHAROT.U Advanced Fuel ^ Spent Fuel Licensing Branch 
79/08/15 Ip 


BO030S01BO Application foi amend to License SNM-1227 to author! le use 
of onsite contaminated laundry facility for evaluation of 
sys adequacy Facility uill operate as U contamination 
control area Fee encl 

ESTEV.H P Exxon Nuclear Co . Inc <subs of Cxron Corp ) 

79/00/27 2pp 


0003190315 Forwards suppl xnfo re planned laundry facility for NRC 
review of 7908S7 license amend application Solid uastes in 
filters uill be monitoi ed foi U content & evaluated from 
criticality control standpoint Info re solvent data end 
NECHQDQNi N S Ejcion Nuclear Co , Inc (subs of Exion Corp } 
79/09/17 6pp 


—8003190317 “Toxicity Studies W/l . I, P-Tt ich 1 oro- 1, 2, 2-Trif louroethane 
» E ( du Pont de Nemours I Co . Inc 79/09/19 3ipp 


0003040059 Forwards XN-12 “Nudear Matl^ Safeguards Procedure* 
Description for Fuel Fabrication Plants End uithhald 
(ref 10CFR2 790> 

NlLSONi R Elion Nuclear Co , Inc (subs of Exxon Corp ) 79/10/05 

IP 


6003050025 Submits discussion of 790027 application request for 
temporary installation of commercial laundry to test 
cleaning of contaminated clothing onsite Results will be 
used to modify safeguaids plan -S internal procedures 
NILBDN, ft Elion Nuclear Co , Inc (subs of Exxon Corp ) 79/10/15 

2pp 


600305002/ Submits luppl info to 791015 Hr r« commercial laundry to 
clean c ontaminated clothing onsite Test program will be from 
six month* to yr liax amount of SNN involved uill not axceed 
10 kg of low enriched U 

NILBON, R Elion Nuclcai Co , Inc (subs of Exxon Corp > 79/10/26 

Ip 


6003030031 Application for amend to License SNN'-I227 to increase 
possession limit of Pu to 125 ig w/at least 115 kg in 
encapsulated form Pu will bo used to assemble four mixed 
glide fuel elements 

E8TEY, H P Eiron Nuclear Co , Inc (subs of Esion Corp > 
79/10/22 2pp 


0003130670 Submits info desci iblng facilities at Horn Rapid* Fuel 
Fabrication p lant, Inc lud i ng info re ofc bldg complex 
addition, new process chemical waste stoiage lagoon t tool 
eiamination facility 

ESTEYiH P Elion Nuclear Co , Inc (subs of Exxon Corp I 
79/11/12 4pp 


S003130704 ffotifios of schedul* date changes for submittal of responie 
to final questions re renewal of License BNh-1227rdue to 
unavailability of Richland facilities manager Response* not 
available until Jan 

BROWNiC O Eixon Nuclear Co , Inc (sub* of Exxon Corp I 
80/01/00 Ip 


0003040297 Approve* Addendum 1 to physical plant protection plan w/ 
addition of License Conditions 9 3 3,7 3 3 A, 9 3 3 Bi 
933C,9 33D4 7a3E Notifies that 791114 Itr ^ end 
withheld (ref 10CFR2 790) 

HCCORKLEi 0 W Physical Security Licensing Qranch :&0/0i/Il Spp 


0003040713 Forwards comments ff request for addl info for amend of 
License SNH-t227 re fire barricrs<max resin loading & use of 
temp controls on ion exchange column feed streams 
STEVENSON, R L Uranlu.n Fuel Licensing Branch 50/01/24 2pp 


8003100127 Forwards “Calculation of Particulate Dispersion in 
Design-Basis Tornadic Stor m, f i om Ei i on Nuclear CoiRlckland, 

MA. “ endorsed by NRC Endorsement challenges will be 

considered when supported by credible technical bases 

ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 80/02/06 

Ip 


— 8003100130 “Cal culati on of Particulate DispBriion in Design-Ba«ls 
Tornadic Storm from Exion Nuclear Co, Richland, UA “ 

PEPPER, D U E I du Pont de Nemours Co , Inc DP-1544 
78/07/31 27 pp 


6003050186 Forwards lE Insp Pept 70-1257/00-01 on 000114-10 No 
noncomp I lence noted Enel withheld (ref 10CFR2 790> 
NORDERHAUO.L R Region 5. San Francisco, Safeguards Branch 
60/02/20 2pp 


0003200032 Forwards responso to NRC comments question* re license 
amend Application 18 Noimal operating temp range for 
conversion piocess waste stream is between ambient temp (< 

100 F Ion exchange columns are plastic 

ESTEY.N P Exxon Nuclear Co , Inc (subs of Exxon Carp 1 

80/02/21 12pp 


—8003200037 Amended sections to License 6NM-'1227 Amend Application IB, 
reflecting NRC G00124 questions comment* 

« Exxon Nuclear Co , Inc (subs of Exxon Corp ) 60/02/16 6pp 


—8003200043 Foiwaids responses to NRC 791210 questions re license 
renewal application Licensee conducts own internal health 
physics technlcicn cui t i f icat ion program Technician* must 
meet mm qua 1 1 f i cat i ons ^ pass format examination 
ESTEY.Il P Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
00/02/22 32pp 


•6003200049 “bummary ( 1977-197?) , Occupati ona I Radiation Exposures 
* Exxon Nuclear Co > Inc (subs of Exxon Corp 1 00/02/29 

17pp 


— 8003200055 Application ror renewal of License SNM-1227 to receive, 
possets, use 5, transfei SNH 

« Exxon Nuclear Co , Inc (subs of Exxon Corp ) 79/04/30 

2a0pp 


8003250423 Ac k receipt of 7912 Sq Hr re minor change in physical 
security plan Change is consistent w/codo requirement* thu* 
acceptable as interim change to security plan NRC has 
determined that Hr contains 1DCFR2 790 info 

MCCORKLLtO U Physical Eecuiity Licensing Branch 00/03/06 Ip 


0003270169 Forwards increment of analysis of effects of natural 
phenomena on Pu fabrication operations Increment of analyst* 
considers environ character around plant NRC ha* adopted 
analysis for application in future analyses 

RGU6E,L C Advanced Fuel ^ Spent Fuel Licensing Branch 80/03/13 

28pp 


8003250143 Forwards IT Info Notice BO-H, “Generic Problems N/ABCO 
Valves in Nucleai Applications Including Fire Protection 
Sys No action or written responso required 

EWGELKEN.R H Region 5, San Francisco, Office of the Director 
60/03/14 Ip 


DOCKET 70-1308 MORRIS OPERATIQNS. GENERAL ELECTRIC CO 


0003050060 Forwards NEDS-i 4507, Re v j i ion C, “Physical Security Plan •' 
Morris Operation “ Enel withheld (ref J0CFR2 790) 

DAH80N.DM General Electric Co 79/00/13 Ip 


0003050090 Forward* response* to NRC 790610 comments re lecurity 
personnel training qualification plan Proposed NED6-14507, 
Revision C3, “Physical Security Plan - Morri* Operation'* 
and End* withheld (ref 10CFR2 790) 

DAWSON, OM General Electric Co 79/00/15 Ip 


0003030071 Advises that NEDE-21B94, “Rad i olog leal Emergency Plan for 
Morris Operation" will be in effect beginning 790901 
Existing eciergency p Ian, NEDO- 14506, wl 1 1 remain In effect for 
nonradiologlcal emergency situations 
DAMSON. DM General Electric Co 79/00/22 
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60020£)02'l-l Discu«««s in 79071D ftjftguards 

contlngancv f Ian* that do not contribiftv to plan objftctivct 
Plan mines intent of requlremonti re positive guard 
dctsoni Requests submittal of plan 

MCCORKLEi <F H Physical Security Licensing Sratich 79/08/3(1 ip 


8003040073 Forwards change to K£DS-i 4507, Revt «ion C. ’‘Physica-i Stcurltg 
Plan - Morns Operation ‘ Plan does not decrease 
effectiveness pf physical security plan Ac thus not foTuarded 
for advance approval End withheld <ref 10CPR2 790 > 

DiAUSON, 1) J1 General Electric Co 79/08/31 Ip 


8003050070 Forwards table re status of Fuel stored at facility Table 
reflects no change ft oin Jirl-Aug 1979 status 
DAVJSOMi D M General Electric Co 79/09/04 Spp 


8003190950 Notification or 791004 meeting w/(3E in Bilver Spring* h-D to 
discuss possible addl pump room work at facility 

EilPSONi F M Advanced F-uel t’ Spent Fuel Li censing Dranch 79/0-9/25 
Ip 


8003040075 Forwards implementation plan for security parsonnvl training 
schedules Supplements info contained in 790015 App 8 to 
NED3-1407, Revision C3 End withheld (re# 10CFR2 7901 
DAWSOhIr D K General Electric Co 79/10/01 tp 


8003040057 Forwards revised App A» NEDS- 14507 Revision CS« ''Physical 
SecuTity Plan - Morris CIperai i on> " In response to NRC 790830 
Itr Enel withheld (ref 10CFR2 790) 

DAUSONi D M General Electric Co 79/10/02 Ip. 


8003050083 Forwards table re status Qt fuel stored at facility Table 
reflects no change from Sept^Oct 1979 status 
DAUSON. D M General Electric Co 79/11/02 2p p 


G0030400B3 Forwards response to NRC 79! U4 request for advanced copy of 
revised Table 7-3, ref I ec ti ng radiological monibortnQ program 
in NCDD-21325, Revision Cl 

DAWSON. D M General Electric Co 79/ll/lS 2pp 


8003050L53 Requests addl Info re availability of funds for 
-decommissioning Operating expenses should be provided on 
annual basis for 1973-1979 CertlPtcafee of 8vc end 
ROUSEiL C Advanced Fuel 5c Rpent Fuel Licensing Oranch 79/11/20 

2pp 


6003130655 Requests that name be placed on mailing List for GE spent 
fuel storage plant license renewal hearings scheduled for 
800229 Ac future hearings 

HENNES&EVrO Affiliation Unknown 90/02/15 Ip 


6C03260082 Requests to make limited appearance at prellcentlng hearing 
O-n 600229 

BER0,6 Affiliation Unknown 00/02/15 Ip 


6C03250169 Notice of appearance in proceeding re consideraion of 
License 6NM-1265 renewal Certificate Of 8vc end 
FIRESTONE. E A Genera I Elec fcrl C Co 00/02/22 2pp 


aG03250S5f» Response in opposition to State of IL motion to dismtfi ^ 
stay proceeding Atomic Energy Act authorises NRC to regulate 
license 8NM transfer possession NRC rulemaking does not 
warrant stay Certificate of Sve enc 1 

aZWAJKQWSKl.R , ROONEY. K A General Electric Co * Mayer* aroun 
Platt B0/G2/27 Upp 


6GG3040709 Statement of position supporting State of IL Cantentions 
5 (a>.(b),{i*'ili),7<b) &8*re;#cting IL Contentl ons L. S, 3, 4* 

5i 6 Cclddv),? (a)»9 t 10 accepting preamble of Contention 
tl Urges defferal of EI8 Issue 

ROTHSCHILD, M U Hearing Branch I BO/02/29 29pp 


-“8003040715 Response in opposition to State of IL 000214 motion to 
dismiss proceeding 5' 600215 motion to stay proceeding 
Contrary to IL c laim, Atomic Energy Act S< I0GFR30 contain 
provisions covering issue Certificate of Bve end 
ROTHBCHILDih U Hearing Branch J 00/02/26 l?pp 


8003240255 Requests addl Info rt need for continued operatlorir 
atternatives cons ideredr GA decay period for receipt of 
fuel Info neided re continuing review of 790227 application 
for renewal cf license 

R0U9E.LC Advanced Fuel 4c Spent Fuel Licenting Branch 60/02/20 
3p p 


B0031 10294 Transcript of 800229 prehearing conference in Morris, IL Pp 
t-l64. 

GODDHDPE.A C< Atomic Safety and Licensing Board Panel. 60/02/29 
165pp. 


6003310001 Statement or position re State of IL 800214 amended 
contentions Alleges inelovancy due to reliance on Part 50 
which If not applicablv to spont fuel storge facility Urges 
ASLD to striW all amended contentions W/Certif icate of Sve 
SZUAJKOUSH r . R . ROONEY, n A Ggnsral Electric Co 60/02/29 18pp 


8003200057 Notifies of foe refund re 761015 request to amend certain 
conditions of License SrjM-J255 No licensing action tairtn on 
reviewing lequest Request has been considered closed 
WEIS8>D License Fee Natiagement Branch 80/03/03 Ip 


9003260075 Requests tu hate name rut on mailing list re Morns, IL 
nuclear dumping site 

HItJAC, D AFfiliafcicn Unknown 80/03/06 Ip 


8003270059 Forwards NUREG-U3B& Suppl 1 to Digest 2. in response ta 
000307 request Contain^ Oigeit of selected decisions issued 
760401-0930 interpteting Commission rules W/o enc 1 
TREBY*S A Hearing Branch i 60/03/11 Ip 


0003310468 Requests addition of £/ Ouigley name to tve list 
QUICLEY,E J Affiliation Unknown 00/03/15 Ip 


DOCKET 70-13 $9 U 5 NUCLEAR INC 


8003050044 Forwatds "Con f u ma toi y Sui vey of US Nuc 1 ear, I r>c , final 
r fpt 

DIBO.W R Energy, Dept of riH A-9097 80/01/10 Ip 


— 6003050046 "Confirmatory Survey of US Nuc I ear, Imc , " final rept 
‘ KENT, C , GERCtR, J t' Ln erg^ - Oep i o f FIN A-9087 79/12/31 

150pp 


6003230522 Forwards IE Info Notice 80-11, "Generic Problems W/ASCO 
Valves in Nuclear Applications Including Fire Protection 
Bys " No action oi written response required 

O'REILlY.J P Region 2* Atlanta, Office of the Director 30/03/14 
IP 


DOCKET 70-1359 INTERJOR. DEPT OF, Ul6 GEOLOGICAL SURVEY 


6003240536 Supplements 791005 retponse to IE Bulletin 79-19, "Packaging 
of Low Level Radwaste for Transport 4- Burial " Activities 
re License 5NI1-1330 inc]'<4ed in plan of action ^ personnel 
required to- attend training sessions 

TANNER, A D lit ier lor > I<ep t of, Geological Survey 00/01/28 Ip 


DOCKET 70-1 7 u3 EASTMAN KODAK CO 


8003190936 Forwards annual statistical summary rept re radiation 
exposuri of workers Involved w-/matli possessed under License 
GNM-15k3 for 1978 Summary for 1979 ulll b« forwarded before 
900331 

HARTER, £ 8 Fastman Kodak Co 60/01/03 Ipp 


DOCKET 70*1730 PACIFIC 0A5 f- tlFCTRIC CO 


BD03250170 Forwards application fot amend to License SNM-1503 re 
procedure for storing neuti on sources once spent fuel pool 
is drained 

CRANE, P A Pacific Gas U Electric Co 80/01/00 tp 


— 9003250175 Application for amend to License 5MM-1503 re procedure for 
storing neutron soui'ces once spent fuel pdol If drained 
Description of pracedvre enc I 

EHACKELFORC. a * CRANE, P A Pac i f ic Oas & El ec tr 1 c Co 80/01/06 
3pp 


DOCKET 70-1739 TRI-STATE MPTOR TRANSIT CO 


6003050087 Requests mod of proposed method for ImmobiUiing vehicles 
transporting spent fuel by deleting capability of procedural 
override Intent of NUREG-055t was that imm-obl li zat ion be 
proc edural Iv irreversible to relieve driver from duress 
MCCORKUEiO W Physical Security Licensing Branch 79/10/22 Ip. 


60032-80600' Not i fits that Category 13 fee is required for review of 
immobilizing tri-state vehicles transporting spent fuel sys 
$1 emergency shutdown sequence Fee invoice forthcotning 
MILLER, M 0 License Fee Management Branch 60/03/17, Ip. 
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DOCKET 70-2317 TELEDYKE CAST PRODUCTS 


8D030501&8 of di>patitloh of matli motls have boen 

traniferrtd to ERDA«c/q 8T Kratmer of Union Carbide Corpi 
Kucle-or Divj Poducahi KY uhtch has licenne exempted under 
direct contract u/DOE 

DOSSINOiE N Teledgme Cast Products 80/01/15 2pp 


DOCKET 70-2322 EDLOU INTCRNATIQNAL CO 


S003310211 Supplements 600118 Itr re shipment of irradiated MTR fuel 
shipment originating in Sweden I due to arrive in 
Por timouth I VA approi 600208 If vessel arrives on scheduloi 
dellverg to DOE in Ai lent SC uili be on 60020? 

RAVEt4SCROPTrN Fdlou International Co 80/02/04 2pp 


0003280628 Forwards IF Insp Rept /0~23a2/BO-0l on 600209-10 19-20 

No noncomp I lanc* noted Details withheld Iref 10CFR2 790) 

KEMA.W S Region 2. Atlanta, Office of the Director 60/02/29 
IP 


—0003260633 IE Insp Rept 70 2322/00-01 on 800209-10 I 19-20 No 
noncomp 1 lance noted Ma^or areas inspected security of 
irradiated fuel shipments in transit Details withheld 
(ref lOCFft2 790) 

TOBIN, U J Region 2. Atlanta, Safeguards Qranch HONELU. J C . 

TlLLKANrA Region 2, Atlanta, Office of the Director ao/02/’Sa 

Ip 


DOCKET 70-2376 PURDUE I/NIU 


6003250412 Forwards revised security plan Plan wlthKeld 
(rtf 10CFR2 790) 

STANSBERRY, E 6 Purdue Univ 80/03/19 Ip 


DOCKET 70-2443 TENNESSEE VAlUEY AUTHORITY 


6003060214 Authoriies amend to license £Nri-1716 extending CPPR-72 
eipiratlon date to 810131 or upon conversion to OL 
CROW, W T Uranium Fuel Licensing Branch 79/12/31 ip 


DOCKET 70-2470 TRANSNUCLEAR, INC 


0003050267 Confirms 600108 telcon re License ISNN- I690i Condi t ion S 
Matls safeguards amend c )ass if icatlon end 
8T0NEBURN6R, W Transnuc 1 ear, Inc 80/01/10 2pj» 


0003310246 Confirms 800207 telcon notifying NRC of import license as 
required in Condition 5 of end License ISNN-0i696 
3T0NESURNER, N Transnuclear, Inc 60/02/00 Ip 


DOCKET 70-2479 TRANSNUCLEAR, INC 


0003310304 Forwards IE Insp Rept 70-2479/00-01 on 600104 U 07-00 No 
noncompliance noted 

K6NNA,W B Region ?• Atlanta, Safeguards Branch 00/01/21 Ip 


—800331038? IE Insp Rept 70-2479/60-01 on B00104 07-00 No 

noncompliance noted Major at eas inspected procedures U 
requirements for irradiated Fuel in tiansit Details withheld 
(ref I0CFR2 790) 

TOBIN, W J Region 2. Atlanta, Safeguards Branch HOWELL, J C j 

MOORE, D E Region 2, Atlanta, Office of the Director 60/01/10, 

IP 


DOCKET 70-2539 MIT8UlLtNE TRAVEL SERVICE OF AMERICA, INC 


8003060253 Submits application to amend license to export, ex tend ing 
expiration date to max 

PAMA2AK,M, Mltsviline Travel Service of America, Inc 79/12/2K 
Ip. 


DOCKET 70-2623 MCOUIRE SPENT FUEL POOL. DUKE POWER CO, 


8003050021 Application for extension until 811231 for License BNM-1773 
Expiration date should continue to be disassociated from 
facility OL due to pending 760309 amend application re spent 
fuel fcransffr 

PARKER, Ini. 0, Dute Power Co 79/11/07 Jp 


8003050176 Requests extension of License 8Nh-1773 to Bl 1231 Expiration 
date of license should be disassociated from facility OL 
due to 780309 pending amend re transfer of spent fuel 
PARKER.W O Duke Power Co 79/11/07 Ip 


0003050165 Forwards SB Hager affidavit in response to ASL0 791031 order 
responding to Caiolirta Environ Study Group petition It 
requesting numerical anaiysov re radioactive emissions to 
public It employees 

PORTER, W L Duke Power Co 00/02/12 Ip 


— 0003050172 Affidavit in response to ASLQ 791031 order Contains 
numei leal analyses re structuial t ladiological consequences 
of hypothetical cask drop V criticality analysis of same 
Certificate of Sve end 

HAOER, 5 0 Consumers Power Co 00/02/11 7pp 


6003070167 Order denying /70907 petition for review ic request for 
protective order re spent fuel shipment alternative routes 
Commission /9090/ piotective order tetminated Non disclosure 
signatories released from r esponsibi 1 i ti os under affidavits 
CHILK,8 J Office of the Secretaiy of the Commission 60/02/29 
3pp 


6003250419 Notifies that requirement contained in NRC 790003 It 15 Itrs 
re withholding identification of specific approved spent 
fuel routes is rescinded Commission 00022? order in response 
to NRC pet 1 1 ion, revel sed previous policy 

MCCCRKLE Q Vi Physical Security Licensing Branch 60/03/04 Ip 


6003190334 Forwards affidavit of nondisclosure for execution Confirms 
000325 meeting in Charlotte, NC re safeguarding spent 
fuel in transit 

HOEFLINO, R K Hearing Blanch 4 60/03/07 3pp 


600329033B Responds to 800305 telcon requesting criteria of high 
population density ‘‘Physical Protection of Shipments of 
Irradiated Reactor Furl, Interim Guidance, " (NUREO-0561 ) , 

IS applied as inteiim safeguards criteria 
KETCHEN, C C Hearing Blanch 4 00/03/14 Ip 


DOCKET /0-2710 VIRGINIA ELECTRIC POWER CO 


8003040664 Forwards application for renewal of amended License 
SNM-ieOl , ex tend ing expiration date until 800120 ft, deleting 
Condition 17 re storage of new Unit 2 fuel 

STALLINGS, C M Virginia Electric ft Power Co. 79/10/16 Ip 


—6003040682 Application foi renewal ft amend of License 8NM-10OI 
extendlnig expirailon date until 801201, or until conversion 
of CPPn-70 to OL ft deleting Condition 17 re storage of new 
Unit 2 fuel Replacement pages end 

STALLINGS, C f1 Virgini,i Electric ft Power Co 79/10/16 7pp 


8003290319 Submits Amend 3 to License 8NM-ie0l, deleting Items 15 ft 17 
changing expiration date to 601231 or to date of conversion 
to OL ft adding conditions 

CROW, W T Uranium Fuel Licensing Branch 79/12/28 ip 


—8003250320 Safety evaluation supporting Amend 3 to License 8NM-10OI 
DELANEY, J C, Uranium fuel Licensing Branch 79/12/20 2pp 


8003260134 Delete* Items 15 ft 17 of License GNM-iaOl Amend* Items 4 ft 9 
to extend expiration date to 801231 or upon CP conversion 
to OL Amend 3 also authoriies fuel use, w/exception of dry 
storage of fuel in spent fuel pool 

CROW, W r Uranium Recovery Llceneing Branch 79/12/28 Ip 


— 8003200140 Recommends issuance of license amend requested in util 
791016 application 

DELANEY, J C , CROW, W T Uranium Recovery Licensing Branch. 
79/12/28 2pp 


DOCKET 70-2805 NlSSHO-IWAl AMERICAN CORP 


6003240272 Executive Branch position re Nlssho-Iwal American Corp 
application for license to export 39 106 kg U-235i contained 
in 42 kg U hexaf luoride enriched to 93 3%, to Japan License 
should be granted Ltr of assurence encl 

N0BENZO,L V State, Dept of. Bureau of Oceans ft Internatl Environ ft 
Scientific Affairs 00/02/29 6pp 
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DOCKET 70-2839 CIMCJNNATI \ ELECTRIC CO 


8003130158 Lists aci-ians outlined in NRC 790G07 Itr rc receipt of 
reactor fuel under License SNM-1023 uhtch have been 
completed Water hoses on reactor bldg lefueling floor are 
valved off ( safetg tagged Emergency di i 1 1 completed 
BOROMANN.E A Cincinnati <>as t flectric Co 79/08/14 2pp 


DOCKET 70-2642 THANSNUCLLAR. INC 


80031 10162 Forwards JE Insp Rep t /0-2842/79-01 on 790914 No 
noncompliance noted Insp i opt withheld (ref 10CFR2 790) 

MARTIN. W 0 Region li Ph i lad e 1 phi ai Safeguards Dranch BO/Ol/03 
Ip 


—0003110171 IE Insp Repb 70-2042/79-01 on 790914 No none omp I lance noted 
Major aieai inspected shipping c ontairier s. tamper safing 9c 
shipping documents Rept withheld (ref iOCFRS 790) 

MARTiNiW 0 Region 1. Philadelphia! Safeguards Branch 
BAILEY.R v) , neVLiN, J W Region 1. Ph i i ade Iph la, Office of the 
Director 90/01/02 Ip 


0003070310 Forwards IF Insp Rept 70-2842/80-01 on 000204-05 No 
noocomp 1 lance noted Insp rept withheld (ref lOCrR2 790) 

KENNAiW □ Region 2i Atlantai Office of the Director 80/02/2B 

2pp 


— 8003070314 IC Insp Rept ^O-2842/QO-Ol on 000204-05 No none omp \ lance 
noted Major areas inspected leview of pht/sical securitg 
measures tc continual sut 1 1 lance of protected export 
shipment of 3NM in trsnslt Withheld (ref 10CFR2 790) 

BESECKERiK H Region 2i Atlanta. Office ot the Director 
TOBlNiW J Region 2. Atlanta. Safeguards Branch 00/02/29 Ip 


DOCKET 70-2882 SOUTHERN CALIFORNIA EDISON CO 


6003250325 Submits Amend I License SNM-t044 author (ting 35 g of U-335 
at ang enrichment 

PAGE. R 0 Uranium Fuel Licensing Branch 80/01/20 Ip 


--0003250327 Safetg evaluation supporting Amend 1 to License SNM-1B44 
DELANEV> J C Uranium Fi-jel Licensing Branch BO/Dl/20 2pp 


DOCKET 70-2910 TENNESliFF UaLLE/ AUTHOR I TV 


6003140019 Forwards License SNM-1061 authoriiing receipt. posses sion< 
insp V stoiage of U ent iched in U-239 isotope contained in 
130 fuel assemblies 4 100 loose fuel rods 8afeti| evaluation 
enc I 

CROW.W T Uranium Fuel licensing Branch 79/09/05 2pp 


—8003140023 License SNM-lUAl authoriiing rece Ipt. posses sion insp ^ 
storage of U cni ichcd m U -235 isotope contained in 130 fuel 
assemblies S' 100 loose fuel rods 

CROH.W T Uranium Fuel licensing Oranch 79/07/05 Ip 


600314002/ Safetg evaluation supporting ulil 790608 application 
790817 suppl for License SNH-1861 

DELANEY. J C . CROW. W T Uranium Fuel Licensing Branch 79/09/05 
2pp 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY 


0003090299 Forwards application for SNM license authoriiing receipt, 
possession stoi age of assembled fuel assemblies & up to 
lOO loose fuel rods Portions withheld (ref i0CFR2 790) 

MILLS, L M Tennessee Vallag Authority 79/00/31 2pp 


— 8003050307 Application for SNM Itcensa authoriiing receip t. possass ion 
^ storage of assembled fuel assemblies Ic up to 100 loose 
fuel reds Portions withheld (ref 10CFR2 790) 

* Tennessee Valteg Authority 79/09/31 14pp 


8003310267 Forwards Revised Section 1 2 S '‘Access Control" of 790031 
license application containing addl info requested In 
791220 triepn Rept describing access. Con trol 4 security of 
fuel end FncU withheld <ref lOCFRa 790) 

MILLS. L M Tennessee Valley Authority 80/01/00 ip 


0003120461 Forwards Matl License SNM'1865 authoriiing receipt, 
possess ion. insp ^ storage of U fiER end 

PAOEiR 0 Division of Fuel Cycle I< Material Safety 00/01/30 2pp 


— 0003120465 SER supporting matl license for receipt, posseiiien. insp I. 
storage of U 

DELANEY, J C . CRON, W T Di/lsion Of Fuel Cycle ti Material Safety 
80/01/30 2pp 


—9003 1 20469 Hatl license SNK-1065 for VVA, author 1 1 i ng receipt, 
possession, insp & storage of U enriched in U-239 isotope 
PA(>E,R C Division of Fuel Cycle U Material Safety 60/01/30 

2pp 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 


DOCKET 71-0009 MAONAFUUX CORF 


0003250081 Requests response to NRC questions re BA program for 
shipment of radioactive matl (Vo response has been received 
bo end 790013 request M/o end 

MACOONALO. C E Transportation Dranch 00/03/04 Ip 


DOCKET 71-0009 I6DME0IX, INC 


6003290072 Requests response to NRC questions re QA program for 
shipment of radioactive matl No response has been received 
to and NRC 790730 toquest W/o end 

MACDONALD, C E Transportation Blanch 80/03/04 Ip 


DOCKET 71-0024 HITTMAN NUCLEAR & DEVELOPMENT CORP 


8003290112 Forwards QA program organ! lational chart U operating 
procedure for radiation safety program QA program is limited 
to Type D coniaiisei s necessary for pacemaker battery ti 
battery heat source shipments 
disalvo, R Hittman Corp 80/02/26 5pp 


— 0003250115 Opeiating proceduie OP-169 radiation safety program I 
responsi b i 1 i ties 

D I SALVO. R Hitlman Corp 00/02/26 ?pp 


—8003250119 (Iperallng piocedurp nP-l6a OA program for use of DDT 6M 
drums in shipping speciol form Pu-238 
DI6ALVO. R Hittman Corp 80/02/26 3pp 


DOCKET 71-0046 TFLEDYNE ENFRCY SySTEHS 


0003210040 Forwards OA plan fai protective packaging dlv products. 
Revision A. in response to MiC 009123 lequett 
MCOREU,J W Teledyne Enei gy System* 80/02/20 Ip 


— B003210050 QA plan for proiecli/e packaging div produc ts. Revis ion A 
HALL. W C Teledyne bnergy Systems 80/02/06 23pp 


DOCKET 71-0049 NAVY, DEPT OF 


0003200(22 Requests response to NRC questions re OA program for 
shipment of ladloacti/e m«itl No i espouse has been received 
to end NRC 7Y0927 request U/o end 

MACDONALD. C E Transpoi la t i on Branch 00/03/04 Ip 


docket 71-0004 HU I CO. INw 


8003240234 Ack receipt of 78u?05 Ur Considers 790608 QA program 
appllcallon withdi awn Vpndoi may not conduct transportation 
activities in non ^agroamen t stale due to noncompUance w/ 
10CFRI90 20 

MACDONALD. C E It anspci t;a 1 1 on Hi anxh 00/03/11 ip 


DOCKET 71-0097 NONDESTRUCTIVE TFSTINO SERVICE 


60032500B4 Requests retpoiisa to NRC questions re QA program for 
shipment of ladioactive matl No response has been rtcalvad 
to end NRC 790603 request W/o one 1 

MACDONALD. C E Transportat Ion Branch 00/03/04 Ip 
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DOCKET 7 i -0102 SOURCE PROD i- EQUIP CD , INC 


8003250075 response to HRC questions f’o OA progr^ro for 

shipment of ^^d 4 oac^^ve matl No response has b««n received 
to entl NRC 790606 request W/o end 

MACDONALD. C F Transpci fcabion Branch 80/0370*1 Ip 


DOCKET 71-0107 NAVV. DEPT DF 


8003140*16] Foruards New England Nuclear RODSOI Itr in response to NRC 
790013 Itr 

QROVESiK L Navtj.Oept c«^ Naval Nuclear Power Unit 00/02/04 < Ip 


— 8003140464 Submit* info re nuclear pac )cage< uftder aOCFR7I Will comply 
u/«ll Certificate* QA progra.n* t document* re use & 
maint of packaging Foi wards New England Nucl*^r 800207 Itr 
re application for certificate of competent aothorlty 
OUMAS. 0 0 New England Nuclear Corp BO/02/01 2(pp 


DOCKET 71-0165 NAVV. DEPT OK 


8003280116 Request* response to NfiC questions re OA program for 
shipment of radioactive matl No lesponse ha* been received 
to end NRC 790803 request W/a end 

MACDONALD/ C E Ti ansportation Branch 80/03/09 Ip 


DOCKET 7 1 -01 GO HARTFORD STEAM BOILER CO 


6003280068 Requests i espouse to KRC questions re OA pi ogram for 
shipment of iadio«etlv« matl No response has been received 
to end riftC 790413 request W/o end 

MACDONALD. C £ Transportation Bianch 80/03/04 Lp 


DOCKET 71-018'? TODD SHIPYARDS COftP 


8003200095 Requests response to NRC questions re QA program for 
shipment of radioacti/e matl No response has been received 
to end flR.C 790605 request M/o end 

MACDONALD/ C E Ti ansportation Branch 80/03/04 tp 


DOCKET 71-0230 DAflCOCK i, ^liCOX CO 


8003240171 Feruards QA piogram for facditg revised to Include MRC 
791101 comments 

OLSEN. A F flabcocu I* Wi(cg* Co 80/02/15 lp 


—0003240176 QA program for faeiHtg 

a Babcodr QWilcoi Co 80/01/31 3lpp 


DOCKET 71-0244 NU INDOSTRIES. INC 


8003310044 Respond* to NRC 790829 corinents on OA program QA/QC manager 
of nuclear transportdt i on div is responsible for 
eetabllshing QA poUd es . goals 4/ objectives Revised OA 
program encl 

DIXON/ 0 N NL Industries. NL Nuclear Div 80/02/14 4pp 


--8003310046 OA program/ Revision 1 

e KL Industries. NL Nydear Dis NLQ-63 ftl 00/02/14 S6pp 


DOCKET 71-0250 TRAIMSHDCLEAR. INC 


8003260096 Forwards OA pi ogram/ Revls Ion 2/ consisting of revised pages 
4t new App A.fievfsion incorporates addl info requested bu NRC 
BOOII7 Itr 

OOLOKAN/K Transnuclear/ Inc 00/02/14 Ip 


■8003260103 Revised pages to OA program for tfes i giu mfg« test/ usei meint 4( 
repair of packaglngs for transport of radioactive metlsr 
Revision 2 

« Transnuclear/ Jric 80/02/14 6pp 


DOCKET 71-0251 WEST I NOHOUSE ELECTRIC CORP 


8003250089 Request* response to NRC questions re OA program far 
shipment of radioactive matl No response hat been received 
to end NRC 791009 request W/o end 

MACDONALD/ C E Trans p or ta t ion Branch 80/03/04 lp 


DOCKET 71-02S2 DAYTON X-RAY CO 


600326D103 Request* response to NRC questions re QA program for 
shipment of radioactive matl No i esponse ha* been received 
to end NRC 790709 request W/o end 

MACDQNALDi C E Ti'ansporta t i on Branch 80/03/04 Ip 


DOCKET 71-02SB NUCLEAR ENGINECRINO CO , INC 


8003130109 Ack receipt or NRC 800110 Itr transmitting QA progam 
approval for Radioactive Matl Package 0298/ Revl * ion 0 
Submits correct mailing addi ess foi communications re OA 
program 

EA8QN«C F Nuclear engineering Co / Inc . (subs of Teledqne/ Inc ) 
80/02/04 ip 


DOCKET 71 0273 NAVY. DEPT OF 


8003060052 Respondc to NRC /9U0B request forward* US8 KW Oilmore 
CA616) Instruction 5100 11/ ‘ GA Program for Radiographic 
Operation 

ALLEN. vIE Nasg/Pept of /9/12/26 2pp 


--8003060056 USS HW Gilmore (AS161 Instruction 5100 13. "OA Program for 
Radiographic Operation " 

ALLEN/ J E Navy. Dept of /9/12/21 App 


DOCKET 71-0349 Mi CHI GAN/ UNIV DF 


8003290093 Foruatd* i esponse to NRC 800211 Itr re recommended revisions 
to OA program All 40 revision* incorporaied into end 
propram 

KERR/M Michigan. Uni/ of 60/02/20 Ip 


— 8003230100 Revised QA program 

n Michigan/ Univ of 80/02/S9 16pp 


800305007? Forwatds GA program approval for radioactive matl package 
MACOONAID/C £ Transportation Branch 80/03/22 Ip 


—6003050081 OA program approval for radioactive matl package 0348/ 
Revision 0 

MACDONALD. C E Trantportat ion Dranch 80/02/22 lp 


DOCKET 71-0309 PICK INSIRUMENT PRODUCTS CO / INC 


8003200402 Forward* revised item* requested in NRC 800201 Itr re 
acceptance criteria foi tvanspoi tati on packages OA program/ 
p rocurementi document control 6 corrective action 
PlCKENSiF D Pick Instrument Pi oduct* Co /Inc 80/02/22 2pp 


80D3260196 Forwards GA pi ogram approval for radioactive matl package 
MACDONALD. C E Transportation Branch 80/03/07 Ip 


—8003860165 OA program approval for radioactive matl package 0359. 
Revision 0 

MACDONALD/ C E Transportation Branch 80/03/07 Ip 


DOCKET 71-0360 NAVYi DEPT OF, USS YQ8EMITE 


8003240073 Forward* request for registration as user of Models 900-3U 
^ 520 

GROVES, K L Navy. Dept of, Naval Nuclear Power Unit 00/02/14 if 


— 8003240076 Requests registration as user of Models 500-BU I< 520 
V£LA7QU£Z-8UARE Navy, Dept of 80/01/15 lp 
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DOCKET 71 "0361 HGDEL PAT-1. RAHSEV ENO I PEERING CO 


80035502BO C(>ndit;lon re air shipment of Pu safeguards samples 

be added to Certificate of Compltance 03bl for Model PAT-1 
Safetg analysis t summary of IAEA 791029-liOl meetings re 
lightueight air/transp oi tab le container enc I 

MADSEN. M R . PQPL. R D Sandia Laboratories 80/02/20 l^pp 


DOCKET 71-0364 NAVAl NUCLEAR POWER UNIT PORT HUENEME. CA 


8003310156 Foruards QA piogram ror packing of ladioactlve matls for 
tr ansparti supersed mg 791120 piogram 
OREEN. 0 E Navg.Dept of 80/02/14 ip 


—8003310158 QA prpgt am tor packing of radioactive iratls for transport 
GREEN. Q £ Navg.Dept of 80/02/14 Spp 


8003S70509 poruards QA piogram approval for radioactive matl pacltage 
MACDONALD. C E Transportation Sranch 80/03/07 Ip 


— 8003270512 QA program appTU«'a) for radioactive matl package 0364. 
Revision 0 

MACDONALD. C E Ti ansportat l on Dran».h 00/03/07 Ip 


DOCKET 71-0365 ARNOLD GREC.NE TE&TINO LALiDRATaH I tS, INC 


8003190947 Foruiards "QA Piogram for Shipping Radioactive Sealed 
Sources. ' levised ptocedures 

DITONDO.N Arnold Greene Testing Uaboratoi ies . Inc 80/02/01 Ip 


— 8003190953 "QA Ptggram foi Shipping Radioactive Sealed Sources>’‘ 
revised procedures Iniludes organi la tl on chart 

OREEN. A Arnold Oi eene Testing Laboraior ies . Inc 80/02/01 4pp 


DOCKET 71-0372 DUElNG CO 


6003280129 Fofwaids levision of "QA program plan for Industrial 
radi ographg. supersod mg 800114 submittal 
MORGAN. W E Doe mg Co 80/03/05 Ip 


—6003280131 QA pi'ugram plan for industrial radiographg 
» Dosing Co 00/03/05 7pp 


DOCKET 71-003/3 NAVY. DEPT OF. NAVAL EXPLOSIVE DRDN DISPOSAL PACIL 


8003280578 Forwards "QA Program for Ordnance Investigative 
Radiographg " 

KENNEDY. J T Navg.Deptof 80/Oi/li tp 


— 8003280610 "QA Program ror Oidnance Investigative Radiography “ 
V Navg.Oept of 00/01/11 4pp 


DOCKET 71-0374 EAGLE INSPECTION, INC 


8003310261 Forwards QA program implemented for License 35-17263-01 
STOUT. 0 A Eagle Insp ec t ion. I nc 00/02/08 Ip 


— B003310361 QA program 

i* Eagle Inspection. Inc 60/02/08 3pp 


8003240091 Forwards QA program appioval for radioactive mail package 
MACDONALD. C E Transportation Dranch 80/03/07 Ip 


— B003240097 QA program approval for radioactive matl package 0374. 
Revision 0 

MACDONALD, C E Transportation Drench 80/03/07 Ip 


DOCKET 71-0375 CALI FDRNI A. UNI V OF 


6OO327OOS0 Forwards QA piogram 

0 'NEILL. R R . WEGST. W California. Univ of. Los Angeles 80/01/26 

Ip 


— 8003270063 QA program 

HOBSON. J W California. Univ of, Los Angeles 80/01/28, app 


DOCKET 71-0376 UNITED STATES Pli-t ♦. FOUNDRY CD 


0003240179 Forwaids QA piogran foi handling S shipping radioactive 
matl 

BUVUKMlHCI.C U S Pipe I Foundry Co 00/02/13 Ip 


—8003240165 QA program rur hati^log thipping radioactive matl 
♦ US Pipe f/ foundry rj 80/02/13 4pp 


6003240079 Forwards QA program appioval ror radioactive matl package 
MACDONALD. C E Tranepor tat i on Si anch 80/03/07 ip 


--6003240086 OA program approval for radioactive matl package 0376. 
Revision 0 

MACDONALD. C E Tr an sp r rta 1 1 on Branch 80/03/07 Ip 


DOCKET 71-4824 MDDLl HA -10, DA3C0 ;k t WlLCCiX CO 


&0032B0SQ6 Notifies of CKpiratipn of Certificate of Compliance 4624 
for Model HA 10 To vontmue using pac kage. should submit 
renewal application t rcc 

MACOOflALI). C £ Tr ansportati on Branch 80/03/14 ip 


DOCKET /l-4a94 MODEL fJPL-1 -526. KLRR -MCGEE NUCLhAH CDRP 


8003280071 Notities of eipMcitiori of Ceilificate of Compliance 4894 
for Model NPD-1-528 To contiiiiue using pac kage. should submit 
renewal application i‘ ree 

MACDONALD. C £ Ti anepor tati o-n Branch «0/0'd/l4 Ip 


DOCKET 71*4949 MODLL UNC *1 484 . COMDUSTltiN ENGINELRIIJG CO .INC 


8003060230 Reriuests registration as usei of shipping container Model 
UNC-1404 

MICHEL. C J Nuclear Fuel Services. Iiic tsubs of Oetty Oil Co I 
80/01/23 Ip 


8003310428 Notitication uf registration as usei of Model llNC-1484 
MACDONALD. C £ Tl ansportat i o-n Dr anch 80/03/07 Ip 


DOCKET 71-5026 MODEL BC-4tt-32u. ATCOtt. INC 


8003120670 Requests registration as user of Models CNS~6-120. 
CNS 14-195 H, CNS 21-300. CN5 14-190, CU& 6-75 I. CNS 4-85 
WOOD. N C home Yankee Atomic Fown Co 60/01/30 Ip 


8003250134 Notification of rcgistiation as user of Models LL-SO-IOO. 
CNSI-l4~l95-H,CNfaI-2l-30O. CMS X 4- 1 90. AL-33-90 h 6244 in 
response to request 

MCDONALD. C fc Transportation Qianch 00/03/07 Ip 


DOCKET 71-50B6 MDOrt UNC-2600. Gf NERAL ATOMIC CO 


8003280113 Forwai ds request roi info re 791220 application for amend 
far Model UNC-2600 less detailed drawings needed for 
incorporation into Certificate of Compliance Drauings should 
be corisisbent w/packaglng subjected to 30-ft drop test 
MACDONALD. C £ Tr anspor tat 1 on Dranch GO/03/04 2pp 


DOCKET 71*5364 MODEL NP 1-67-0442 NEUTRON PRODUCTS, INC 


8003210586 Notification of registration ai user of Model NPI-67-0442 in 
response to request 

MACDONALD, C E Transportation Dranch 00/03/07 Ip 


DOCKET 71-5450 MODEL RCC-1,-2. -3. NESTINGHCJUSt ELECTRIC CClRP 


8003050115 Forwards Revision 7 to Certificate of Compliante 5450 for 
Model* RCC-I.RCC-? ti RCC-3 packaging 

MACDONALD. C E Vransportat i o-n Branch BO/02/14 2pp 


—8003050123 Certificate of Compliance 5450. Revision 7, for Models RCC-I. 
RCC-2 t RCC-S packaging 

MACDONALD. C E Tran sp brta t Ion B ranch 80/02/14 6pp 
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docket 71-5507 MODEL HFIR SPENT FUEL ELEMENT SNIP CASK. ENERGY. DEPT 


8003250314 Forw^rdi r»/i»ed tertjficat* of comp I lancc. iTteerin® 
•■valuation -t ORNL 790726 Itr providing technical suppo*"* 

SAR packaging r»vision& for Reviiion 7 to HFlR tpant fuel 
shipping catk 

RDSSi.DK EnsrjyaDept of 60/02/13 I5pp 


DOCKET 71-5597 MODEL TUNuSTFN SHIELDED CASA. ENERGY. DEPT OF 


600321020S FoiwartJi certificate of corpliance U engineering evaluation 
for tung* fcen-*h le ided cask Also forwards “Safety Analg*!* 

Kept for Packaging ORNL Tungsten-Shielded Cask.” Addendum 1 
ROSSr D M Energy. Dept of 80/02/13 6pp 


— BO03210227 ^Safety Analysis Rept for Packaging ORNL Tungsten-Shielded 
Cask. " Addendum 1 

EVANS. U H . MQURING.R U Oak Ridge National Laboratory 
OfiNU/eNG/Trt-3/Al 79/02/2B 29p 


DDCKET 71-5796 MODEL 1 01361. PICKER CORPORATION 


8003050'0&9 Certificate of Compliance 5796. Revision 2» f or Models 1B1375 
it 1B136I packaging 

MACDONALD. C E Transportation Sranch 00/01/17 3pp 


6003310204 R«(LUCstk amend to IAEA Certificate of Competent Authority 
USA/5796/B % USA/9C1I/D changing certificate from 1967 to 
1973 IAEA regulations Forwards rept on compliance of 
overpack containers h certificate of compliance 
FENGOVjC a Picker Corp BO/Ol/22 lipp 


--&003210207 forwards Certificate of Compliance 901 1, Revis ion 1. for 
Modal E'-MEH-00-00004 

MACDONALD# C E Ti enspor tation Branch 76/03/17 Ip 


“-Q0O32102I0 Certificate of Compliance 901 i. Revision l»for Model E-MEH- 
00-00004 Rept on watet spray test end Oversiie drau/ings In 
Central Files only 

MACDONALD. C E Transportation Branch 76/03/16 SIpp 


docket 71-5942 MODFU GE-700. GENERAL ELECTRIC CO 


6003260668 Notifies of espiration of Certificate of Coniplimne* 5942 f*F 
Model CE-700 To continue using pac kage. shpu Id submit 
consolidated app 1 icat t on. drawings h renewal fee 
MACDONALD. C E TransportAtlori Branch 80/03/14 Ip 


DOCKET 71-5964 MODEl 5904. J L SHEPHERD tf ASBOCIATEB 


6003130192 Forwards application for renewal of Certificate pF 
Compliance 5904 for Model 5984 Renewal fee end 
SHEPHERD. J L Ji Shepherd t- Assoc lates. Inc 00/01/15 Sp 


— 0OO313OI9S Application for renewal of Certification of ConpliaPCt 
a J L Shepherd tc Assoc i ates. Inc 80/01/15 30pp 


DOCKET 71-6144 MODEL 6144. NUCLEAR ENOINEERINO CO 


6003060074 Informs NRC of intent to ship radioactive matl In Chem- 
Nuclear Sys. Inc Shipping cask CNS 15-160P Reciuesti 
registration of util as registered user 

CALHOUN. J R Tennessee Valley Authority 00/01/25 Ip 


6003140461 Forwaids New England Nuclear 600201 Itr in response to NRC 
790613 Itr 

GROVES. K U Navy. Dept of. Nava] Nuclear Power Unit 00/02/04 Ip 


— 6003140464 Submits info re nuclear pac kege. under 20CFR71 Mill comply 
w/ali Certificates OA programs U documents re use it 
maint of packaging Forwards New England Nuclear 600207 Itr 
re application for ceitificate of competent autheritg 
DUKAS. D 0 New England Nuclear Corp 80/02/01 Slpp 


8003210101 Notification of registration as user of Model B-2 In 
response to request 

MACDONALD. C 6 Tt anspor tat ion Branch 00/03/07 Ip 


DOCKET 71-6206 MODEL B. DAHCOCK WIlCOX CO 


DOCKET 71-5000 MODEL ORNL TRITIUM TARGET CONTAINER 


8003120371 Requests registration as user of Model D 

CALHOUN. J P Tennessee Valley Authority 60/02/07 ip 


8003310165 Denies 79J112 application to DOT requesting approval of 
tfitlum target containei as SLU) packaging due to 
incompleteness of application Requests within 30 days 
appropriate info re application requirements 
MACDOrdALD. C E Transpor la ti on Branch 80/03/17 ip 


6003240111 Requests that Certificate of Compliance 6206 for Model D. he 
reissued foi #ive-yr period Forwards consolidated 
application including past applications U present soppls 
ZEFF. 0 M Babcock tt WiUo* Co 80/02/27 2pp 


DOCKET 71-5908 MODEL DOT-GM TYPE B, BABCOCK & WILCOX CO 


8003240067 Requests that Certificate of Compliance 5908 be amended to 
ensure that Pu sources in eicess of 20 Ci per package mtist 
be double encapsulated in matal capsule that meets special 
f-orm criteria Fee encl 

TAYLOR. R R Monsanto Research Corp BO/OI/IO Ip 


DOCKET 71-5926 MODEL lOO. GENERAL ELECTRIC CO 


— 6003240113 Application for 5*yr renewal of Certificate of Gompllint* 
6206 for Model D 

♦ Dabcock «. Wilcox Co 00/02/27 62pp 


6003210105 Notification of registration as user of Model B Irk riiporne 
to request 

MACDONALD. C E Transporta ti on Branch 00/03/07 ip 


8003260595 Forwards Revision 3 to Certificate Compliance 6206 for 
Model B 

MACDONALDi C E Transportation Branch 60/03/14 2pp. 


8003200073 Requests renewal of Certificate of Compliance 5926 for 
shipping package Model 100 Consolidated application end 
Ormulngs available in Central Files only 
CUNNIMOHAM. O E General Electric Co 60/01/25 lOOpp 


8003050233 Forwards Revision 4 to Certificate of Compliance 5926 for 
Model QE-lOO 

MACDONALD. C E Transportat ion Branch 60/02/20 2pp 


80030SC235 Certificate of Compliance 5926, Revision 4. for Model GE-100 
HACOONALD.C E Transportation Branch 80/02/20 3 pp 


'6003S60598 Certificate of Compliance 6206. Revi s ion 3. for Model 6 
MACDONALDrC E Transportation Branch 60/03/14 2pp 


DOCKET 71-6244 MODE-U 6244. CHEM-NUCLEAR SVeTEMBi INC 


Requests registration as user of Models CN8''8’-120, 
CNB 14-195 H, CN8 21-300. CNS 14-190. CNQ 6-75 CN8 4-85 
WOOD. W C Maint Yankee Atomic Power Co 00/01/30 Ip 


registration as user of Models LL-SO-fcOO. 
CN81-14-195-H. CNBI~21-300. CN8 U-I90. AL-a3-90 t( 6244 in 
response to request, 

MCDONALD, C.E Transportation Branch 80/03/07 Ip, 


‘ of Compliance S93B 
650630 Fee 


model LL-28-4f CHEM-NUCLEAR SYaTEMS. INC 


111 Corp 00/01/31 


^°f?i2??ded^bj*a003l5** requested In NRC 600100 Ur will be 

COReETT. J 6 Chem-Nuclear 8ystemyi Inc 


60/01/26. Ip 
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DOCKET 71-6394 HODEL UNC-8901. CQKBUSTION ENGINEER INO. INC 


8003120361 Ret^uest^ ei^erislon until 600630 for ekplration dite of 
Certificalo of CompHance 6294 for Model UNC''S901 Addl timo 
required to prepare consolidated application 
EdKRIOGEiH E C-E Power Systems 60/01/31 ip 


DOCKET 71-6375 MODEL PB-1, CHEM-NUCLEAR SVSTEMS. INC 


8003190152 Ret^uests ei tens ion until S0G31O to respond to NRC 800108 
request re thanpes in Drawing 9 !23’*6PB''0001 ■ Revi sion E & 

Drauiinp 00-000-552# Revl a ion A 

CORBETT. J S Chem-Nuclear Systems. Inc 00/02/09 ip 


DOCKET 71-6387 MODEL 60. BATTELLE MEMORIAL INSTITUTE 


8003050242 Forwards Revision 5 to Certificate of Compliance 6387 for 
Model 60 

MACOONALDrC E Transportat ion Branch 00/02/20 2pp 


—0003050245 Certificate of Compliance 6367. Revis ion 5r f or Model 60 
MACDONALD. C E Transportation Branch 60/02/20 5pp 


DOCKET 71-6400 MODEL SUPER TIGER. WFSTINOHOUBE ELECTRIC CORP 


8003060099 Responds to NRC 791226 Itr Informing that Certificate of 
Compliance expires 60022B Viestinghouse will appig for 
renewal Requests facility remain listed as registered user 
0A0DI8. C K Energy. Dept of 80/01/18 Ip 


8003190560 Requests continuation as registered user of Model Super 
Tlper MarVed-up Certificate of Compliance end 

BAERr T S Nuclear Engineering Co . Inc . Isu5s of Teledyne. Inc ) 
80/01/29 Ip 


— 6003190567 MarV«d-up Certificate of Compliance 6400. Revision 4 for 
Model Super Tiger 

* Transpor tatl on Branch 80/01/25 Ip 


8003130001 Requests amend to Certificate of Compliance 6400 for Model 
Super Tiger extending expiration date until 800430 Fee end 
DIPIAZZA.R P UestinghDuse Electric Corp 80/01/30 ip 


6003310448 Requests temporax y author 1 ration to ship Pu waste Provides 
conditions waste for waste shipments Author! zation should 
remain In effect until 800331 Amend fee will he forwarded 
under separate cover 

AUSTIN. M A Babcoci V WlUox Co . Nuclear Material Dlv. 00/02/18 
If 


— 6003310454 Forwards amend fee for licensing action re temporary 
author i xat ion to ship Pu waste 

AUSTIN. M A Babcock % Nilcox Co . Nuclear Material Div 60/02/19, 
Ip 


8003310407 Application for renewal of Certificate of Compliance 6400 
for Model Super Tiger 

SEMEDIRA.C Neutron Products. Inc 80/02/19 Ip 


8003260141 Requests amend to Certificate of Compliance 6400 for Super 
Tiger overpack shipping container re treatment packaging 
of hard waste, large equipment waste 1< solidified liquid 
waste Also requests withdrawal of 790914 application 
AUSTIN, h A Babcock V Nilcox Co 60/02/22 2pp 


8003190966 Forwards Revision 0 to Certificate of Compliance 6400 for 
Model Super Tiger 

MAGDQNALD. C E Transpor tat ion Sranch 80/02/29 4pp 


—6003190971 Certificate of ComplUnet 6400. Revl s ion 0. for Model 
Super Tiger 

MACDONALD. C E Transportation Branch 00/02/29 6pp 


6003260404 Amends Certificate of Compliance 6400 to Include max of 25 
drums of Pu-bearing waste packaged In accordance w/ 
statements 4. representat I oris- in 800218 Itr Mat! Included a« 
addl contents In Model 6400 as Fissile Class III 
MACDaNALD, C E Transportation Branch 60/03/03 Ip 


DOCKET 71-6601 MODEL LI -50-100, CHcH-NUCLEAR SYSTEMS. INC 


B003120670 Requests registration as user of Models CN5-6-120. 
CNB 14-J99 M.CNS 21-300. CNS 14-190. CNS 6-/5 U CHS 4-85 
NQOD. U C Maine Yankee Atomic Power Co 80/01/30 Ip 


8003250134 Noil f i c at lo-n or rogisti^tion os user of Models LL-50-100. 
CNBI-14-195-H. CNSl-31-300. CNo 14-190, AL-33-90 b 6244 in 
response to request 

MCDONALD. C E Trans pox tat i oti Branch 80/03/07 tp 


DOCKET 71-6642 MODEL 4 5 TON CF, ENEROY, DEPT OF 


6003070260 Informs that NBS has been deleted at user of all NRC 
approved package designs Approved OA program must be 
obtained prior to x eg 1 1 trati oxs as package user or delivery 
of licensed matl to carrier 

MACDONALD, C E Transportation Branch 80/02/22 )p 


DOCKET 71-6679 MODEL 1/2 SUPER TIOER. NUCLEAR ENGINEER I NO CO 


6003270129 Responds to NRC 800104 Itr Request is pending to terminate 
NRC license Registration as user will not be required 
GROVES. K L Navy, Dept of. Naval Nucloat Power Unit 80/02/21 Ip 


DOCKET 71-6 697 MODPl B5oO PKG, OEhtttAL FLECTRIC CO 


8003090222 Forwards Revision 6 to Certificate of Compliance 6697 for 
Model CE-0500 

MACDOKALD.ee Transportation Branch 80/02/21 2pp 


— 0003050227 Certificate of Compliance 6697, Revl sion 6. for Model GE-8500 
MACDONALD. C E Tran* porta tion Branch - 80/02/21 3pp 


DOCKET 71-6717 MODEL 6717 D 


8003240199 Requests reg i s t pat i on as user of model C-IO 

O'BRIENiR Daniel Inter nat i vna I , Oanie) Const Co Dlv 80/02/13 

Ip 


8003240372 Not i f i ca 1 1 an of I eg l etratlPh os user of Models 500-BUi 
67i7-D*741 V 74 IE 4 660 6808 

HACODNALD. C E Ti anspoi tat i on Branch 80/03/07 Ip 


DOCKET 71-6771 MODEL SN- I . NUCl EAR ENGINEERING CO 


6003260503 Notifies of eipiiation of Certificate of Compliance 6771 
for Model SN-1 To contlrsua using package, should submit 
renewal application 4 fee 

MACDONALD. C E Transportation Branch 60/03/14 Ip 


DOCKET 71-7006 MQDEt 900 8U. AR30NKE NATIONAL LABORATORY 


6003240204 Requests i egi s tra ti on as usex of Model 500 SU 

O^DRIEN, R Daniel Ini ernat ( ona 1 . Daniel Const Ca Div 60/02/13 
tp 


6003270129 Responds ta NRC 000204 Ur Request is pending to terminate 
NRC license Registration as user util not be required 
GR0VE8.K L Navy, Dept or. Naval Nuclear Power Unit 80/02/21 Ip 


8003240372 Notification of registration as user of Models 500-8U, 
6717-11.741 I. 74IE U 600 ^ 680E 

MACDONALD. CE Transportatioi* Branch 80/03/07 Ip 


DOCKET 71-9007 MODEL 520, ARGONNE NATIONAL I ADORATORY 


6003240099 Requests re g I s tra ti ori as user of Model 520 

RIDDLE. D H Nuclear Systems. Gamma Industries Div 80/02/16 Ip 


6003270129 Responds to NRC 800204 Iti Request is pending to terminate 
NRC license Registration as user will not be required 
OROVEQtK L Navy. Dept of. Naval Nuclear Power Unit 80/02/21 Ip 
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DOCKET 7l“90t0 HODEt K'LI'1/3. NL INDUSTRIES- IIJC 


6003210S9t Notification of reg i sirotion user of Kodol NLI-1/2 in 
response to req.uesi 

MACDONALD- C E Transportation Branch 00/03/07 ip 


DOCKET 71-90il MODEL E-MEH-OO-ODOO^i. TRANSPORTATION. DEPT OF 


8003210204 Requests atnend to IAEA Ceitiflcate of CoAipetent Authority 
U3A/5796/D t. OSA/901 1 /D. changing certificate from 19A7 to 
1973 IAEA regulations Foiuards rapt on compliance of 
ovtrpacV containers i cer<-ificate of compliance 
PENOOV-C A Picker Corp 00/01/22 llpp 


—8003210207 Foruards Certificate of Compliance 901 1 - Revi *ion t. f or 
Model E“MEH-00-00004 

MACDONALD- C E Transportation Dranch 76/03/1/ Ip 


— 8003210210 Certificate of Compliance 901 1- Revi slon l»for Model E-MEH- 
00-00004 Rept on ueter spray test end Overslie drauings In 
Central Files only 

MACDONALD- C E Transportation Branch 76/03/16 21 pp 


DOCKET 71 ’•90 1 9 MODEL HU-7. GENtRAl ELECTRIC CO 


6003280603 Forwards Revision 3 to Certificate of Compliance 9019 for 
Model BU-7 

MACDONALD- C E Transportation Branch 00/03/14 2pp 


•”•8003260607 Certificate of Compliance 9019- Revi sion 3. for Model BU-7 
MACODNALD-C £ Transportation Branch 80/03/14 4pp 


DOCKET 71-9020 MODEL QL-lO-l, NUCLEAR CONTAINERS, INC 


6003280646 Submits renewal fee for Revision 2 to Certificate of 
Compliance 9020 re Model Gl-lO-1 shipping package 
HDUSHOLDER-U R Nuclear Containers- Inc 60/03/ 13 Ip 


DOCKET 71-9027 MODEL 741- TECHNICAL OPERATIONS- INC 


8003240089 Reciuests registration as usei of Models 741 & 741E 

RlDDLErD M Nuclear Systems. Oamma Industries Dlv 80/02/16 Ip 


8003240149 Requests registration as user pf Model 741 

0'BR1£N-R Daniel International- Daniel Const Co Dlv 60/02/18 
ip 


8003240372 Notification or legistration as user of Models 500-6U- 
6717-D.741 4. 741E V 680 ^ 680E 

MACDONALD. C E Transportation Branch 60/03/07 Ip 


DOCKET 71-9020 MODEL 664, TECHNICAL OPERATIONS# INC 


8003250612 Requests continuation of registration as users of NRC 
Certificates of Compliance 9033 I# 9028 for Technical 
Operations Models 660- 660Ei 604 4. 664E 

DALLIKOER.J F Oeneral Dynamics Corp .Electric Boat Div 00/01/19 

ip 


6003060083 Requests renewal of registration for Certificate* of 
Compliance 9032- Revision 2- 9035- Re vis ion 4# 9028, Ravi H on 3 U 
9027-RevUlon 2 Requests deletion of HC Marion from NRC 
records 

KOVACS. 0 Foster Wheeler Corp 80/01/22 Ip 


DOCKET 71-9032 MODEL 650, TECHNICAL OPERATIONS# INC 


8003190775 Requests registration of Bettis Atomic Power Lab as user of 
Model 650 shipping conlalner 

BEYER, R F. Westinghouse Electric Corp 60/02/04 Ip 


8003240143 Requests registration as veer qf Model* 650, 660,66QE I# 680 
MAXSONrR D Navy, Dept of 80/02/11 Ip 


0003240082 Requests registration as user of Model 650 

RlDDLEiDH Nuclear Systems# Oamma Industries Dlv, 60/02/16 Ip 


9003250123 Notification of registration as user of Models CNS1-14~195- 
Hi 650- 660, 660E- 6B0 4> 6B0E in response to request 
MACDONALD, C E Transpoi tat ion Branch 80/03/07 tp 


8003310443 Notification of registration as user of Model 690 
MACDONALD-Ct Ti ansportat ion Dranch 80/03/07 Ip 


DOCKET 71-9033 MODEL 660 f 660E, TECHNICAL DP EH AT IONS, INC 


8003250612 Requests continuation of registration as user* of NRC 
Certificates of Compliance 9033 9026 for Technical 

Operations Models 660. 66DE- 684 6 664E 

OALLINOER. J F Oenoral Dynamics Corp -Electric Boat Div 80/01/19 
Ip 


6003240143 Requests registration as user of Models 650# 660- 660E tc 680 
MAXSGN. R 0 Navy. Dept of 90/02/11 Ip 


8003240146 Requests registration as user of Models 660 t# 660E 

RID0LE*D H Nuclear Systems. Gamma Industries Div B0/02/IB Ip 


8003290125 Notification of registration as user of Models CNBI-i4-l95- 
H> 6 50- 660. 660E. 680 4 680F in response to request 
MACDONALD. C E Transp oi to t i on Branch 80/03/07 Ip 


DOCKET 71-9035 MODFL 600, TECHNICAL OPtRATiCNS, INC 


6003240068 Requests registration as usei of Model* 680 4t 660E 
REMLEY# M E Rockwell International Corp 00/01/14 Ip 


8003240143 Requests regisitation as user of Models 650, 660- 660E U 680 
MAX6aN#R D Navy. Dept of 90/02/ it Ip 


6003240155 Requests registration as user of Model 660 

0'DRtEN#R Daniel International- Daniel Const Co Div 80/02/14 
If 


8003240372 Not 1 f icat i on of registration as usei of Model* 9D0-SUi 
6717-0*741 4c 7#llfe ^ 680 *y 6aOE 

MACDONALD, C E Transportation Branch 80/03/07 ip 


6003250125 Notification of registiation as user of Models CNai-l4~l75- 
H- 650# 660. 660E. 600 4< 680E in response to request 
MACDONALD- C E Transportation Branch 80/03/07 Ip 


DOCKET 71-9036 MODEL C-l# SOURCE PRODUCTION EQUIPMENT CO 


B003240302 Request* registration as user of Model C-1 

RIDDLE# D H Nuclear Systams. Gamma Industrie* Div 80/02/18, Ip 


0003260659 Requests assistanco in renewing Certificate of Compliance 
9036 NRC 800305 Hr end 

HENRY# M E Source Production 4 Equipment Co # Inc 60/02/26 Ip 


--G0D328O66E Forwards renewal procedure 1DCFR170 31 for certificate of 
compliarice in response to 000226 request for assistance 
WEISS- D License Fee Management Branch 80/03/05 Ip 


DOCKET 71-9039 MODEL 715- TECHNICAL OPERATIONS. INC 


6003280579 Notifies of expiration pf Certificate of Compliance 9039 
for Model 715 To continue using pac kage, should submit 
renewal application 4# Pee 

MACDONALD. CE Transportation Branch 00/03/17 Ip 


DOCKET 71-9044 MODEL GE-1600, GENERAL ELECTRIC CO 


80032605BS Notifies of erpiratlon pf Certificate of Compliance 9044 
for Model OE-1600 To continue using pac kage# shou Id submit 
renewal application 4, fee 

MACDONALD# CE Transportation Branch BO/03/14 Ip 


DOCKET 71-9049 MODEL OE-SOO. GEHFRAL ELECTRIC CO 


8003260217 Forwards upgraded versions of drawings listed In Certiflcatl 
of Compliance 9049 Requests that Section 5 be amended Amend 
fee end Drawings available in Central Files only 
CUNNlN0KAMi#0 E General Electric Co 00/02/09 6pp 
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DOCKCT 71-9051 mOEL 0E-J4O0, GENERAL ELECTRIC CO 


QOOQ310465 NotiMc* of ffxpir«tiou of C«rlifical;e of Compll4ne» 9051 
for Node] GE-t400 To contlhue litlng pac '<t«g ■< thould submit 
coniol idated app 1 > cat ion. drauijngs renewal fee 
MACDONALD. C E Tt ansportat i on Bi anch 00/03/14 Ip 


DOCKET 71-905A HODCL 8PEC 2-T. SOURCE PRODUCT ION EQUIPMENT CO 


8003240290 Requests registration a» user of Model SPEC 2-T 

RIDDLE. D H Nuclear ai|stems. Gamma Industries Div 00/02/10 Ip 


DOCKET 71-9069 MODEL <10-1. NE£»T INCHQUBE ELECTRIC CORP 


8003120367 Requests registration as user of Model IIQ-l 

AUSTIN. M A Oabcock U Wj Ico* Co . Nuclear Material Div 00/02/05 
IP 


8003210580 Notification of registration as user of Model MD-i in 
ratponiB to request 

MACDONALD. C t Transpor ta 1 1 on Ilranch 80/03/07 Ip 


DOCKET 71-9070 MODEL N-SD. ENERG'i . DEPT OF 


8003240317 Responds to 791113 Itt ro registration for Model N-55 
packaging Cannot register as user of package until approved 
QA program is developed Vendor ref to approved QA program is 
not acceptable 

MACtONALDiC E Transportation Branch 80/03/07 ip 


DOCKET '^71-9072 MQDI-L GAHC-1, &HJERAL ATOMIC CO 


6003120398 Requests extension until 850531 for expiration date of 
Certificate of Compliance 9072 for Model GAHC-1 Company 
anticipates continued nerd of package 

HOWRY. W R Genera) Atomic Ci» (subs of Oulf Oi I Co 1 00/01/31 

Ip 


DOCKET 71-9073 MODEL OH- 142. NUCt EAR PACKAOINO. INC 


0003250105 Submits summary of revisions made to 6AR for Modal OH-142 
Havisiohs provide refinement to previous analysts tx 
denonstrate existence of larger positive safety margin 
Revisions have no adverse affect on integrity of package 
HA^NBEN. L J Nuclear Packaging. Inc 80/02/18 3pp 


DOCKET 71-9089 MODEL NH-100 S. HiTinAfJ NUCLEAR U DEVELOPMENT CDRP 


e0033l024'B Requests reg i s ti a f i on at usei of Models HN-IOC Series I. 
HN-iOO Senes 2, HN-lOOS HN~300 «. HN-400 

MIKECK.DL Iowa FJec<ric Lights Power Co 80/03/04 Ip 


DOCKET 71-9092 MODI L HN-300. HJITMAN NUCLEAR L DEVELOPMENT CORP 


8003310S4B Requests reg i s 1 1 on as user of Models HNl-lOO Series 1. 
HN-100 Series ?. MN-1005- HN-303 f. HN-400 

MINECK. D L Iowa Elrctric Light \ Power Co QO/03/04 ip 


DOCKET 71-9093 MODEl. HN-40C‘. H in MAN NUCLEAR U DEVELOPMENT CORP 


6003310248 Requests Tegistiatisn as usei of Models HN-lOO Series 1. 
HM-iOO aeries ?. HN-lOOtj. HN-JOO 6 HN-4U0 

HlNECK. D L Iowa Fltctiic Light Power Co 90/03/04 Ip 


DOCKET 71-9094 MODEI CN3I - 1 4-195-H, CHEM-NtfCLEAR SYbTEMS, INC 


8003120670 Requests rcgisiiatiun as user of Models CN6-8-120. 
CNS 14-195 H. CHE 21-300. CNrs 14-lVO. CNb 6-75 & CNS 4-B9 
WOOD, tf C Maine Yankee At&.ric Pouer Cp 80/01/30 tp 


8003120364 Requests reg i sti at t an as user of Model CNSl-1 4-19S-H 
WERLINO. J A Duquesne Light Lo BO/OcVOl Ip 


a003l90'759 Requests reg is •'r at ion as user of Model CHBl 14-195H 
radioactive matls shipping cask 

ShEDIRA.C Neuti on i*r60Lic ii. In; dO/0«.'/i:f Ip 


8003210099 floti f i ca 1 1 ou or luyifti^tion as usei of Model CNSI -14-1 95-H 
in response to request 

MACDONAt D. C € Tt anspor t at i on Branch 80/03/07 Ip 


8003280125 Motifitatldn c<f registration at user of Models CNQf-14-l95- 
H» 630. 660. 660.680 5 680E in reiponse to request 
MACDONALD. C F Tl anspor Cat i oi» liraltch 60/03/07 ip 


8003250134 Notification uf logistration as user of Models LL-50-100. 
CNB1-14-195-H. CNS 1-21-300. CNR 1 4- I vO. At- 33-90 t* 6244 in 
response to request 

MCDONALD. C £ Transpoi iat I oil Ri anch 80/03/07 ip 


0003310451 Notification of legistration as User of Models 
CNB1-14-195-H 

MCDONALD. C E Transportation Branch 00/03/07 Ip 


DOCKET 71-9079 MODEL HN-100 SERIFS 2. HITTMAN NUCLEAR U DEVELOPMENT 


8OD331024B Requests registration as user of Models HN-100 Series 1. 
HN-lOO Series 2. HN-100S. HN-30O % HN-400 

MINECK. D L Iowa Electric Light t Power Co 80/03/04 Ip 


DOCKET 71-9080 MODEL HN-600. HITTMAN NUCLEAR <* DEVELOPMENT CORP 

9003210585 Notification of registration as user of Model HN-600 m 
response to request 

MACDONALD. C E Transportation Branch 00/03/07 Ip 


DOCKET 71-9086 MODEL' HN-lOO SERIES le HITTMAN NUCLEAR k DEVELOPMENT 


9003310248 Requests registration as user of Models HN-lOO Series 1< 
HN-tOO Series 2. HN-1008. hN-300 U HN-400 

MINECK. D L Iowa Electric Light t Power Co 80/03/04 Ip. 


0003270365 Forwards Revision 4 to Certificate of Compliance 9086 for 
Model HN-10Q< Series 1 

MACDONALD, X E Transportation Dranch 90/03/17 3pp 


— 0003270366 Certificate of Compliance 9086. Re vlt ion 5, for Model HN-100 
MACDONALD, C E Transportation Branch 60/03/17 3pp 


DOCKET 71-9096 MODEL CN8 1 -21 -'100, CHErt-NUClFAR QVBTEHS, INC 


8003120670 Requests registration at user of Models CNS-B-UO. 
CNS 14-195 H.CNS 21-300. CNS 14-190. CNB 6-75 Jr CNS 4-85 
NOQDi N C Maine Yankee Atomic Power Co 80/01/30 Ip 


6003250134 Notification of registration ai usei or Models LL-SO-IOO# 
CNai-14-l95-H.CNBl-2l-300, CNS 1 4- I 90. AL- 33-90 6 6244 In 
response to request 

MCDONALD, C E Transportation Sianch 00/03/07 Ip 


DOCKET 71-9J0B MODEL AL-3a-90. ATCOR, INC 


80D3120670 Requests registration user of Models CNS-8-120, 
CNS 14-195 H.CNS 21-300. CNS 14-190, CNS 6-75 V CN9 4-05 
NaQD«N C Maine Vankec Atomic Power Co BO/Ot/30 Ip 


8003250134 Notification of registration as user of Models UL-SO-lOO, 
CN8I-l4-l95-H,CN3l-2 1-300. CMS 14-190. AL-31-90 U 6244 in 
response to request 

MCOaNALD.C E Transportation Bianch 80/03/07 ip 


DOCKET 71-9110 MODEL MX-lC-tOO, HAQNAFLUX CORP 


6003240136 Requests regt stratiun as user of Model MX-lC-lOo 

RIDDLE. D K Nuclear Systems. Oamma Industries Div 80/02/19 Ip 
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DOCKET /I -9 in MODEL ■CW4>-BOA, CHEM-WUCLEAR, INC 


a00331Q43S Notification of rcg i itrat ion at u«.«r of Modal CN6-BOA 
MACDON’ALDiC E Transportation Branch 60/03/07 Ip 


DOCKET 71-9120 MpDEL TN-t2. THANSNUCLEAR CORP- 


6003130400 Withdr amt application for ceitificate of compliance for 
Model TN-12 Re<iu i i em en ts for transport of spent fool within 
US have changed due to utK ertaintics re scheduling of 
ultifnate r-oposltorv Nsui cask will be designed 
MACKLIN/L Tiansnuclear* Inc 60/02/04 Ip 


DOCKET 71-9122 MODEL 16-450. CHEM-NUCLEAR SV&TEMS, INC 


80032A019i Discusses possible unreviej^ed safotii problem re Model 18-490 
pac Icaglngi Cert 1 f i cate of Compliance 9122 Packaging being 
used for ueighis in excess of auihoriied levels Could result 
in structural damages to NRC approved packaging design 
MACDONALDi C E Transportation Branch 90/01/29 2pp 


DOCKET 71-9132 MODEL T-3. NUCLEAR PACKAOINO. INC 


8003130175 Forwards "Revision 3 to SAft for FFTF Fuel Pin Shipping Cask 
Model T-3 " Revision depicts completely redesigned overpack 
type impact limitet Redesigned overpack enhances safety of 
T-3 cask under side & oblique drPp impacts 
SIMCHUK.JD Nuclear Packaging^ Inc 60/01/25 Ip 


—6003100179 "Revision 3 to 8AR for FFTF Fuel Pin Shipping Cask Model 
T-3 " Qverslie drawing oncl 
e Nuclear Packagingi Inc 80/01/25 S6pp 


DOCKET 71-9135 KODEl CENTURY. GAMMA INDUSTRIES 


8003110158 Ack telcon ie tests on Models Century 5. SA ii Century 
Universal 5« 8A Forwards Table 2 re dosage readings before & 
after each test 

RICKARDSONiH D Nuc 1 ear Systems. Gamma Industries Dlv 90/01/83 

2pp 


DOCKET 71-9136 GENERAL ELECTRIC 


6003200413 Responds to NRC 600104 request for addl info re 791214 
application for certification of LSA shipping container 
Full data package will be submitted by 800303 reflecting 
use of slightly larger package than originally anticipated 
CUNNINGHAM. G E General Electric Co 80/02/14 Ip 


DOCKET 71-9137 MODEL 820 


8003100230 Advises that Model 820. author i ted by NRC Certificate of 
Compliance 9137. meets requirements far Type D(U} packages 
MACDONALD. C E Tt anspor tation Branch 60/02/15 Ip 


DOCKET 71-9141 MODEL 700 TYPE Q> TECHNICAL OPERATIONS. INC 


G0031403S0 Application foi corlincate of compliance for Model 900 Tvpa 
Bit!) package *'8AR. Model 900. Type BiU) Package." oncl 
MUNRO. J J Tech/Ops nechmcal Operations. Inc ) 80/08/01 Ig 


—8003140322 <'6AR Model 700 Type &(U) Package <■ 

a Taeh/Ops {Technical Operations. Inc > 00/02/01 fclpp 
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8003040282 Tr«nicrtpt of Corrmi«»iQn B00214 continuation briofing in 
Wash 1 ngt DHi DC re Special (nquirg Orogp rept effect on action 
plan Pp t-74 
* Commission 80/02/14 


8003040694 Transcript of 800220 briefing in Wash Ingtonr DC re continuing 
dlscuesien of action plan Pp 1-70 
* Commission BO/02/80 70pp 


9003040700 Transcript of 800221 briefing in Wash ington* DC re 
interageneg radiological assistance program Viougraphs end 
Pp 1-26 

* Commission 00 / 02/21 26pp 


0003050073 Transcript of 800220 Affirmation Session 80-7 in Washington* 
DC Pp 1-3 

» Commission 00/02/20 4pp 


— B003050089 SECY-BO-074 

Discusses NRC approval of -delegation of agthorit<f to 
Executive Director of Operation to act as head of agencij in 
matters concerning Qfc of Special Counsel Recommends 
adoption of proposed delegation Draft memo end 
DlCKWlTiL Office of the Oeneral Counsel 00/02/00 3pp 


—8003050095 SECY-aO-064 

Foruarbs documents re disposition of PASNY FDIA appeal* filed 
790615 Draft itr to util end 

OICKUitTit- Office of the Oeneral Counsel 00/02/01 Spp 


—8003050103 FOIA request for 790314 memo from Gibbon to Bradford ti 
79-0315 memo from Bradford to Thompson 

PRATT. C M Power Authority of the State of Neu York 79/06/15 
Spp 


—8003050110 Discusses telcon ui/C Komanoff re concern w/figures that NRC 
^ DOE were issuing on number of barrels of oil required bq 
shutdoiijn of five plants Sentence deleted per Exemption 9 
Draft response to PASNV 790615 FQlA request and 
OIDDQWiT Commission 79/03/14 6pp 


--8003050116 SECy-00-025 

Requests NRC approval to publish proposed amend for public 
comment Recommends that NRC approve publication of amend for 
comment Draft proposed rule It congressional committee Itr 
enc 1 

KINOGUEf R B Office of Standards Development 00/01/16 9pp 


--60030S0123 preliminary value/impact assessment for proposed rulemaking 
re informal conference during insp Recommends NRO issue for 
comment proposed rule establishing IE author 1 latlon to 
schedule meetings w/licenseo representatives during insp 
* Cffice of Gtandards Development 00/02/20 7pp 


—8003050128 SECY-79-296A 

Proposes denial of Fialka FOIA appeal based upon CIA revieu 
aiCKNIT.L Office of the Oeneral Counsel 80/01/24 2pp 


— B003OS0133 SECY-79-296 

Proposes denial of Fialka FOIA appeal Draft responses end 
KEt-L^Yi J L Office of the General Counsel 00/01/24 6pp 


— B003050135 Notifies that CIA has again reviewed info re Fialka FOIA 
appeal CIA 000102 Itr advises that info remains datilfied (c 
must be denied from public disclosure 
DRADV. ft J Division of Security 80/01/11 5pp 


— B0030SO 1 39 sec V- e 0-022 

Requests NRC approval to publish notice of denial of TB 
Conner petition, for rulemaking Draft FR notice & Itr to TB 
Conner end Draft Itri to Congress also end 

SHAPAR.H K Office of the Eiecutive Legal Director 00/01/15 
13pp 


80030S0240 Forwards portions of 791106 closed meeting re NFS-ErtJin that 
should be released to public Lists portions withheld per 
Sunshine Act 

CHILK<8 J Office of the Secretary of the Commission 00/02/14 
2pp 


—0003050241 Transcript of 771106 closed meeting in Washing ton* DC re 
NFS-Erwln Pp 1-04 Portions withheld per Sunshine Act 
* Comcni ssion 79/11/06 34pp 


6003050244 Torwards portions of 791214 closed meeting re NFS-Erwin that 
should b« released to public Lists portions withheld per 
Sunshine Act 

CHlLKrS J Office of the Secretary of the Commission 80/02/22 

2pp 


--0003050247 Transcript of 791214 closed meeting re NFS-Erwin in 
Washing ton. DC Fp l-7l Portions withheld per Sunshine Act 
s Commission 79/12/14 71pp 


8003050240 Transcript of 800225 meeting in Wash ing ton. DC rp discussion 
of siting policy issues Pp 1-53 
a Commission 00/02/25 53pp 


6003050251 Forwards portions of 600116 closed meeting re NFS-Erwin that 
should be released to public Lists portions withheld per 
Sunshine Act 

CHILK 16 J Office of the Secretary of the Commission 60/03/22 

2pp 


—8003050254 Transcript of 000116 closed meeting in Washing ton* DC re 
discussion of NF0-Erwln Pp 1-55 Portions withheld per 
Sunshine Act 

« CoiniTti s s ion 60/01/16 55pp 


6003060439 Transcript of 800222 meeting In Wash 1 ngton* DC rp 
continuation of briefing on action plan Pp i-56 
* Commission 80/02/22 56pp 


6003110067 Forwards notice of Commission meetings for wk of 000220 
for FR pub 1 Ication 

CIHILR.S J Office of the Secretary of the Commission 30/02/15 
Ip 


— 0003110070 Notice of Commission meetings for wk of 000210 

TWEED.R M Office of the Secretary of the Commission 00/02/14 

Ip 


80031101 i4 Forwards FR notice off ACRS meeting for PR publication an 
600222 

CHILKiS J Office of the Secretary of the Commission 00/02/19 

ip 


— B0031i0i26 Notice of rescheduling of 800303 ACRB subcommittee meeting 
to 800304 ACR8 meeting re BtM water reactors * scheduled for 
B00304 

HOYLE, xf C ACRS - Advisory Committee on Reactor Safeguards 
00/02/19 Ip 


0003110221 Transcript of Comnission 800207 briefing in Wash 1 ngto^h* DC on 
effect of Special Inquiry Group rept on action plan * 

Pp 1-112 

a Comffiioiion 80/02/07 ll4pp 
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— B003110232 Forwflrd$ pr^llmin^rv NRC af Spscial TMI In<iulry 

Group rept ^ effocti on TMI action plan Ofc dirtctora & THl 
action pUn stefrinp Sroup concur in revlicd ll*t of nsar*' 
trrffl OL applicant r»iiuir«fnants U 800103 deadlino 
DIRCKGrU J Office of th« Executiua Director for Operations 
6D/OS/06 llOpp 


-'8003110S41 Foruords '*Rept of Operator Feadbatk Revieu Team Meetings 
N/Utils ra Action Plans for Implementing Recommendation of 
Presidents'* Commission It Other Studies of TMI -2 Accident 
(Action Plan! NURE0-0f>60t Dra f t I " 

BRUhfr^ERrE J Region 1> Ph i ladelph tai Reactor Operations Nuclear 
Support Branch HEISHMAN, R F Region 3, Chicago^ Reactor 
Gparatlons Nuclear Support Branch MADSENi 0< L Region 4i Dallas, 
Reactor Operations Nuclear Support Branch BO/02/01 Ip 


-*'8003110247 "Kept of Operator Feedback Review Team Meetings W/Otils re 
Action Plans for Implementing Recomme ntfation of President's 
Commission & Other Studies of TMI~2 Accident (Action Plan) 
NURE0-0A60, Draft I " 

* Region 1, Phi ladclph la# Reactor Operations Nuclear Support 
Branch * Region 3# Chicago# Reactor Operations Nuclear Support 

Branch « Region 4# Dallas# Reactor Operations Nuclear Support 

Branch aO/02/Ol 26pp 


— B003I i02S2 Discusses review of Special Irxiuirg Group rept Subj of 
improved & personnel training should receive addl 
treatment Epilogue does not accurately portray status of NRC 
or industry ten months after accident 

8 T£Ll.O#V Office of Inipection i Enforcementr Office of the 
Director B0/G2/04 3pp, 


-"80031 1025S Discusses review of Special Inquiry Group rept Problems fc 
ittuti described in rept have been previously identified by 
other investigations be reviews Recommendations re licensing 
programs appear consistent w/action plan steering group 
DENTONi H R Office of Nuclear Reactor Regulation 80/02/04 3pp 


—8003110259 Discusses review of Special Inquiry Group rept Most 
recommendations covered by TMI action plan Functions devoted 
to quantitative risk factors should not be relocated in Ofc 
of Analysis bt Evaluation of Operational Data 
8 CROGGIN 81 R M Administrative and Resource Control Staff 
aO/02/04 3p p 


■B003110267 Discusses review of Special Inquiry Group rept Rept falls to 
consider NRC regulation of nuclear activities other than 
reactor operations when discussing improved organ! fattonal 
struc ture s 

MINOOUEjR B Office of Standards Development 00/02/04 btpp 


—8003110275 Forwards review of Special Inquiry Group rept W/o end 
DIRCKS.N <J Office of Nuclaar Material Safety U Safeguards 
eo/02/04 Ip 


—0003110279 Discusses reivaw of Special Inquiry Group rept Rept closely 
paraiUls rept of President'* Commitsloti in maior 
conclusions re NRC r eorgani tation Ic specific safety 
improvements 

8 HAPAR/HK Office of the Executive Legal Director, 80/02/04 
App 


— 6003il02BB Discusses reiveu of Special Inquiry Group rept Rept falls to 
recognlie recent efforts within NRC <t nuclear industry to 
improve aisessment of operating experience 
HELTEMES# C J Director'* Office 00/02/04 2 pp 


— 6003110293 Forward* comments on Rogovin rept W/o end 

SHEA# J R Office of International Programs 00/02/04 Ip 


'0003110302 Discussts Rogovin rept Supports recommendation for single 
administrator in NRC organliation Cooperation betyieen NRC 
licensing tt insp functions could be improved through direct 
contact between regions bt liceniing ofes 

HALLERtN M Office of Management and Program Analysis 80/02/04 

2pp 


■B003li0313 Comments on public affairs aspects of Special Inquiry rept 
Util ?« agencies should cooperate in effort to provide media 
U public w/info re nuclear facilite* * 

FOUCHARDiJ J Office of Public Affairs BO/02/04 ip 


immenitt on Rogovin rapt NRC state liaison officers should 
e in full-tlma evacuation planning Long-term b( 
ethodi of handling evacuation planning must-be 

Office of State Program* 80/02/01 2pp 


ird* notice of Commiiilon meetings for wb of 000218 
Pflce of the Secretary of the Commission 80/02/13 


— e0031l02BA Notice of Commission meetings for wk of 600218 

TNEEDi R M Office of the Secretary of the Commission 00/02/12 
IP 


80031 10423 Forwards notice of lOCFRliO final rule re Commission review 
of export license applications for FR publicaiton 
CHlUKiS J Office of the Secretary of the Commission 80/02/13 
Ip 


— 60031 104S5 Notice of lOCFRliO final role re Commission review of export 
license applications 

CKfLK#S J Office Of the Secretary of the Commission 80/02/12 
3pp 


8003120127 Forwards notice of Commission meetings for wk of 800210 
for FR publication 

CHiLKrS J Office of the Secretary of the Commission 80/02/15 
Ip 


— 8003120135 Notice of Commission meetings for wk of 600218 

TNEEOi R M Office of the Secretary of the Commission 80/02/14 
tp 


8003120216 Forwards FR notice of Commission meeting to be published on 
800222 

CHiLKi 8 J Office of the Secretary of the Commission 60/02/20 
Ip 


'-900312022S Notice of 600219# 22 U 25 Commission meetings in NashingtOhi 
DC ta discuss reorgan I lat ion# s 1 1 Ing policy itsuas b# briefing 
on Sequoyah 

TUEEOi R M Office of the Secretary of the Commission 00/02/19, 

Ip 


8003120229 Forwards notice of Commission meeting* during wk of B00225i 
to be published in FR on 800226 

CHILK #8 J Office of the Secretary of the Commission 80/02/22 
Ip 


—6003120235 Notice of 600225# 27-29 Commission meetings in Nash ing ton# 
DC to discuss siting poiicv#ERA impact on NRC 1 leans aes# mgt 
organliation matters U briefing on action plan b# nuclear 
mail accounting 1 inventory difference avaluatloni 
TWEED# R M Office of the Secretary of the Commission 00/02/21 
lb 


8003120241 Forwards FR notice of availability of preliminary draft 
regulation to 10CFR6I re disposal of low level radwaste 
CHILK 18 J Office of the Secretary of the Commlition 00/02/22 
Ip 


—8003120249 Notice of availability of preliminary draft ragulation to 
10CFR61 for disposal of low level radwaite 
MARTIN# J 0 Division of Waste Management 00/02/20 9pp 


0003130306 Notice of filing of petition for rulemaking by State of IL 
b( Porter County chapter of liaak Walton League of America 
to amand or rescind lOCFRSO 55(b) "Domestic Licensing of 
Production b< UtHixation Facilities " 

CHiLKiS J Office of the Secretary of the Commission 00/01/20 
9pp 


6003130378 Forwards notice of filing of petition for rulemaking by 
State of IL be Porter County chapter of Iteak Walton League 
of America for FR publication 

CHILK # 8 J Office of the Secretary of the Commission 80/01/29 
Ip 


B00317000S Forwards notice of Commission meeting* for wk of 800216 for 
FR publication 

GHILKfS, J Office of the Secretery of the Commission 60/02/19 

Ip 


— 6003170010 Notice of Commission meetings for wk of 600210 

TWEED# R M Office of the Secretary of the Commission, BO/02/15 
IP 


0003170015 Forward# notice of Commission meeting* for wk of 800216 for 
FR publication 

CHiLKi 8 J Office of the Secretary of the Commission 00/02/14 
Ip 


— 8003170017 Notice of Commission meetings for wk of 800218 

TWEED# R, M Office of the Secretary of the Commission 80/02/13 

Ip 
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8003170022 Foriuard* not I 
protection of in-tran« 
f Ign i f icance 
CHILK.S J Office of 
ip 


ce of proposed amendt to 10CFR73 re phijsical 
it SNM of moderate strategic 

the Secretarij of the Carnmission 00/02/15 


— 80032001^6 Comments on petition for rulemaking endorses petition for 
initiation of rulemaking proceeding Criteria for sisnlflcant 
hatards corividei atlon uould reduce deiag in approving 
license amends 

SHERWOCJD.O C Oeneral Electric Co 700-292-79 76/03/10 2pp 


--0003170024 Notice of proposed amend to 10CFR73 re physical protection 
of In-transit SfJM of moderate strategic significance 
CHILK»S J Office of the Secretary of the Commission 80/02/14 
5pp 


8003170001 Foruards notice of IOCFR140 re determination of 
e xtraord inary nuclear occurence for FR publication 
CHILK/ S yj Office of the Secretary of the Commission BO/02/13 
Ip 


"8003170004 Notice of J0CFR140 re determination of extraordinary nuclear 
occurrence 

CKILK/B J Office of the Secretary of the Commission 00/02/12 

ip 


0003100019 Transcript of 600227 morning hearing re siting policy issues 
in Wash ing ton/ DC Pp 1-15 
# Commission 00/02/27 16pp 


8003190056 Forwards FR notice re request for public comment on NUREG- 
06401 "Study of NRC Appellate 8yS/" for publication on 
000130 

CHILHi 0 J Office of the Secretary of the Commission 60/01/24 

ip 


--8003190061 Notice requesting public comment on NURE0-0646t “Study of 
NRC Appellate Gys “ 

CHILK/S J Office of the Secretary of the Commission 60/01/23 

2pp 


8003200060 Transcript of 800229 Affirmation Session 80-0 in Washington. 
DC Pp 1-6 

* Commission 60/02/29 9pp 


—6003200091 6ECV-0O-O61 

Recommends that Commission approve end draft notice of 
proposed rulemaking to revise requirements to include fees 
for review of OA packagos for shipping 

DQNaOKUE. D J Office of Administration 80/01/30 6pp 


—6003200105 aECV-00-044 

Recommends that Commission approve end draft FR advance 
notice of rulemaking re personnel dosimetry processors 
MINOOUE, R D Office of Standards Development 60/01/23 36pp 


■0003200115 BECY-79-660 

Recommends that Commission approve end draft FR notice re 
amend to regulations to specify criteria for determining 
whether proposed amend to OL or CP Involves no significant 
haxards consideration 

fUNQOUE.R Q Office of Standards Development 79/12/13 21pp 


—8003200123 Forwards petition for proposed rulemaking 

LQWENSTEIN. R Lowenste in. Neuman. Rel s. Axelrad Toll 76/05/07 
IP 


—6003200175 Forwards comments on petition for rulemaking Proposed 
petition would restrict public Tight to participate in 
licensing determinations Congress intended broadest possible 
public participation m NRC ploceodings 

DEPTWLA. G C Union of Concerned Scientists 76/08/13 llpp 


— B0032001B3 Comments on petition for rulemaking current practices re 
prioi public notice h oppoitufuty for hearing should be 
maintained Proposod procodural changes would compromise 
right of public part i c ipa t i on in proceedings 
LEEr H Massachusetts. State ot 76/06/12 Ip 


--Q003200191 Comments on petition tor rulemaking strongly Supports 
changes suggested m body ot petition Adoption would reduce 
uncertainty V unnecessary delays in implementation of 
proposed license amend 

VANDENDURGHi D E Vankee Atomic Electric Co 76/00/04 2pp 


— 0003200198 Comments on petition for rulemaking reaffirms 760622 
comments re amend to regulations Public participation in 
licensing process should not -be further limited 
WASSER6ACH.A E Affiliation Unknoiun 76/09/28 2p p 


— 0003200202 Forwards record of 760917 telcon re 760630 I tr commenting on 
petition for rulemaking Requests verification of accuracy 
M0RRISCN. W fi Office of Standards Development 76/11/08 2pp 


— 6003200211 Adds comments to NRC 761 100 Itr of 760917 telcon re 
petition for rulemaking Draft Congressional Itr 1. executive 
legal director views fj an.alysi« attached 

DEPTULA, 0 C Union of Co-ncerned Scientists 76/11/18 34pp 


-8003200220 Comeients on petition for rulemaking policy question more 
than minor 6 warrants press release Criteria for no 
significant haiards determination Ic draft press release 
enc 1 

RENNEKE.A Office of Policy Eval uation i 79/09/07 lOpp 


0OO32OOS9O Transcript of NRC H00.129 public meeting in Wash ing tan. DC re 
&ECY-e0-039 Pp 1-59 
* Comm kss ion 60/02/29 60pp 


6003250176 Transcript of 800306 Affirmation Session 00-9 in IJashington. 
DC Pp 1-3 

ANEARNE. J F Commission 80/03/06 3pp 


—8003250182 8ECY-80-O7e 

Recommends approval at minor changes in Commission conflict 
of interest regulations Draft FR notice end 

FITZGERALD. J A Office of the Genera) Counsel QO/02/] 1 12pp 


—0003250190 SECV-a0-0e2 

Recommends reappointment of CP Beiss to ACR8 Draft Itr er>cl 
FRALEViR F ACRS - Advisory Committee on Reactor Safeguards 
00/02/12 5pp 


■8003200120 Petition for proposed rulemaking re amend to NRC rules 
specifying criteria for determining when proposed amend to 
OL involves no slgnificient hazards consideration FR notice 
enc 1 

LOWENSTEINiR Dostan Edison Co LQWENSTEINi R, 

Lowenite in. Newnrani Rei Si Axe Irad V Toll 76/05/07 14pp. 


■8003200134 Commenta on petition for ruleinaking Objects to NRC rule 
eliminating public participation in licensing processes 
WA86ERDACH. A E Affiliation Unknown 76/06/22 tp 


80'03270192 Transcript of 800319 hearing in Wash ington. DC re Qfc of 
Inspector i Audit 1900 audit program Pp 1-40 Dfc of 
Inspector b Audit briefing notes L slides end 
e Commission 8Q/-0-3/19 7lpp 


0003270195 Trans-crip t of 800320 hearing in Wash lngton. DC re work plans 
of Ofc of Analysis /a Evaluation of Qperatlng Data Pp 1-56 
Dfc for Analysis % E^valuatlon of Dporational Data 800320 
status rept end 

» Commission 00/03/20 67pp 


—0003200142 Comments on petition for rulemaking amend represents further 
trasion of freedom for apparent purpose of giving primacy to 
Industry Need for nuclear power plants has not been proved 
JERADfE Aff II iation Unknown 76/06/30 Ip 


— 6003200149 Comments on petition for rulemaking consideration of all 
suggested mechanisms which could expedite decisionmaking 
process should be continued 

EICHELDINOER. C Hestlnghouse Electric Corp NS-CE-H62 
00/01/31 Ip 


— 0003200154 Comments on petition for rulemaking approved method of 
reaching determination available using NRC 8RP or reg 
guide 

CLARK. U R Nuclear Fuel Services. Inc Isubs of Oetty Qi 1 Co ) 
76/08/09 2pp 


800327D178 Transiirtpt of 80031 1 public meeting in Na Sh 1 ng ton. DC re 
progr essi status L plans of Inst of Nuclear Power aptrations 
Pp 1-64 Diographical data on Inst of Nuclear Power 
Operations board of directors enc I 
» Commission 60/03/1 J 72pp 


ACRS ADVISORY COMMITTEE OM REACTOR SAFEGUARDS 


6003050062 “Reactor Protection Syi Functional Design Comparison of 
Reactor Protection Sys Functional Designs Utllliad bg Four 
NSSS Vendors “ 

DICK6L. J H ACRS - Advlsor-y Committee on Reactor Safeguards 
79/11/15 I45pp 
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8003060641 Forut«rds Jddl tnfo on natural circulation cooling ^ 
rf^oluiion of T«vi«ut cmrmqrxt* 

flICKELf J H ACfiS - Advl^ori^ Co(flmittef oit Reactor S«f*gu*r<li 
79/06/0B I4pp 


6003060647 Forufard* "Pr« 1 tminarv Rept on Radiolyfia (< Recombination in 
RCS '* 

atCKELiJ yi ACR9 « Advi»or«i Coomlfctae on Reactor Safagoariji 
7«?/07/ia 2pg 


— 6003060649 "Preliminary Rep t on Radiolytis t Recombination in RCS " 
e ACR8 Advieory Committee on Reactor Safeguard! 77/07/12 
23PP 


8003070110 Difcuteef reiolution of generic terms re operation of on* 
nvKlear unit while others are under const in nulti~wntt 
facility Portion* of Reg Guide I 17 end 

fllCKEt.J H ACRS - Advisory Committee on Reactor aafegoard* 
79/10/03 7pp 


—0003070114 N10 17-1973 

"Industrial Gecurity for Nuclear Power Plant* *' 

« American National Standard* Inititute 73/07/lG SOpp 


8003100098 Forwards list of nuclear plant LER* Jan 1976-Obc 1979 tr info 
re study of llq,uid raduaste sye operating problems 
Investigation insufficient to fully document problems 
described in 7910J7 Itr Plant orgamiation charts end 
VQUNOi 0 0 ACRS - Advisory Committee on Reactor Safeguards 
79/12/31 59pp 


— 8003100103 fiommary of 791000-11 meeting w/ufell panel in CharUtteiNC rt 
nuclear plant radwasta sys problems << solution* 
yOl/NOi 0 0 ACRS - Advisory Committee on Reactor Safeguards 
79/10/17 4pp 


— 8003100113 Forward* table of LERs on snubber-related problems i 
summary of hydraulic it mechanical snubbers operational 
c harac teri Stic s Statu* of snubber-related problems will 
continue to be monitored 

YOUNOi 0 0 ACRS - Advisory Committee on Reactor Safeguards 
79/09/16 7pp 


0003100240 Transcript of 800304 ACRS DuUetins << Order* subcommittee 
meeting in Wash ing ton* DC Pp 1-121 

HATHlSf W ACRS - Advisory Committee on Reactor Safeguards 
80/03/04 iStpp 


8003070207 Dlfcutfes generic item re vacuum relief valve* controlling 
bypa*s paths on RWR prei*ur* *uppre**ion containments Feu 
recant failures of vacuum breakers between torus & drywall 
have occurred 

YQUNO^O 0 ACRS - Advisory Committee on Reactor Safeguards 
79/09/24 6pp 


8003070209 Submit* respanie* to 790331 quettlons re 790316 rtpt» 
"Significance of Recent Snubber Failure* " 

VOOKIOrO 0 ACRS - Advisory Committee on Reactor Safeguards 
79/09/11 4pp 


0003070225 Oitcuise* significance of recent snubber failure* at 
operating nuclear power plants Table of related I.ER6 U 
summary of operational charac terl stic* of hydraulic t< 
mechanical snubber* end 

YOUNOrO 0 ACRS - Advisory Committee on Reactor Safeguards 
79/08/16 9pp 


8003070230 Submits suggestion* For incorporation of Oerman PNR idea# 
in US FNR8 

STAMPELOSi J 0 ACRS - Advisory Committee on Reactor Safeguards 
79/1 S/06 2pp 


8003070234 Forward* generic background Info on natural circulation 
cooling mode 

OfCKSLjJ H ACRS - Advisory Committee on Reactor Safeguards 
79/05/15. B5pp 


8003070245 Discusses Lesson* Learned Task Force short-term 
recommendation* for design ii inttal 1 ation of subcooling 
meters in PWRt Drewing* of B$<W & C-E RCS elevatlone end 
BTAhPELOGi J 0 ACRS - Advisory Committee on Reactor Safeguards 
79/11/08 3pp 


8003070249 Forward* comments on s emiscaUi two loop test apparatus it 
Lynn 30 degree sector ECC8 test facllltiei 

STAHPELOSi J 0 ACRS - Advisory Committee on Reactor Safeguard* 

80/01/18 22pp 


8003120562 Transcript of ACRS Subcommittee on TKI-2 Accl dent-fiul 1 etl n* 
It Orders 600304 meeting in Wash ing ton« DC Pp 122-201 
* ACRS •* Advisory Committee on Reactor Safeguard* BO/03/04 

1 60pp 


8003120601 Transcript of ACRS Subcommittee on Tlil-2 000305 meeting in 
Washing ton, PC Pp t-235 

e ACRS - Advisory Committee on Reactor 0afeguardt 80/03/05 
236p p 


8003190177 Forwarde list of repts written under ACRS fellowship 
program Repts have not been reviewed for accuracy t{ do not 
necessarily reflect ACRS views 

FRALEYjR F ACRS - Advisory Committee on Reactor Safeguards 
60/01/21 3pp 


8003190331 Responds to 760811 Itr re NUREO-75/0144 r eac tor safety study 
ACRS will provide further comments as soon as possslble 
HOELLER^D W ACRS - Advisory Committee on Reactor Safeguards 
76/00/17 ip 


0003190455 Forwards summaries of PWR U 8WR pretsuriier relief sys 
Drawings t* tables also end 

0TANPEL08t J 0 ACRS - Advisory Committee on Rear tor Safeguard* 
79/00/17 17pp 


8003190863 Forwards "Hydrogen Oeneration Pressure Suppression 
Containments" per review of Lessons Learned Task Force final 
rept Uae of mitigating device or sys should be based on 
appropriate measure 

KA8TENfi£R0> W E ACRS Advisory Committee on Reactor Safeguards 
79/11/02 Ip. 


—0003190588 "Hydrogen Oeneration tt Pressure Suppression Containments " 
KASTENOERO^ W £ ACRS - Advisory Committee on Reactor Safeguards 
79/11/02 7pp 


0003230282 Summary of 232nd ACRS 790809-11 meeting in Washington, DC 
e ACRS - Advisory Committee on Reactor Safeguards 79/00/11 43pp^ 


8003070252 Difcusses NUREG-O66O1 Draft 2, "Action Plant for Implementing 
Recommendations of President's Commission it Other Studies of 
Trtl“2 Accident " 

PLE88ET1H 8 ACRS - Advisory Committee on Reactor Safeguards 
80/02/1 1 2gp 


8003070279 Summarliei reactions between U dioxlda L Zlrcaioy at high 
temps aupportlve drawings encl 

BESSETTEi D E ACRS - Advisory Gcmmittee on Reactor Safeguard*. 
79/07/09. 6pp 


6003070291 Diicuisee requirements for PWR secondary water chemletry 
NRC effort* on steam generator mails degradation problems 
summeriietf in encl Tatlr Action Flans A-3 it A'4 
BESSETTE, O.E ACR8 - Advisory Commit tae on Reactor Safeguards 
79/11/26 2pp 


—8003070296 Talk Action Plan A-03’ "West inghouse Steam Oenerator Tuba 
Intfgr ity, " Revision 1 

ErSENHliTi D 0. I LIAW, 0* D Division of Oparating Reactor* 

78/05/31 12pp 


— 8003070301 Task Action Plan A-4 '*C-E Steam Oenerator Tuba Intagrlty,'* 

Revision 1, 

EI8ENHUT,0 0. r ALHETERrF.H. Divleion of Operating Reactor* 

78/05/31 llpp. 


0003270217 Cartlfied summary of ACRS Subcommittee on Fluid Dynamics 
791116 meeting in San Francisco,CA to develop info re Mark 1 
containment long-term program 

a ACRS - Advisory Cammittee on Reactor Sefeguard* 00/01/10. 69pp 


8003310149 Transcript of ACRS £CC8 Subcommittee 000329 meeting in 
Washington, DC pp 1-292 

a ACRS “ Advisory Committee oil Reactor Safeguard* 00/03/29 
293pp 


COMMISSION NRC COMMIBSlONERg 


7906270163 Ack receipt of 790316 Itr re transpor tetion of waste metis 
Forward* deacription of HRC it DOT Piqulrement* for 
transportation of radioactive matlt, NUREO-0170 it rept on 
transportation accidents from Jan 1970 to Fab 1979. 

HGNDRiEiJM Commission 79/05/25 3p, 


7911060016 Respond* to 790928 Itr to Handrie ra proppsid eale of gat 
lease* 67 & 69 No conflicts identified between pfopoeed 
sale U faciUttei presently licensed by NRC or faciUtiee In 
licensing process 

DENTON, H.R Office of Nuclear Reactor Regulation 79/10/22. ip 
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— 7911060017 Rei^ufffti info requirvd fco evaluate potenttal impact uhich 
might remit from two proposed oil & gas lease sales in 
Oulf of Mexico 

RANKIN* J L Interi or* Dap t qf* Bureau of Land Management 
79/09/28 Spp 


G003040266 Summariies ACRS B00207-09 28Gth meeting re review of NRC 
acceptance criteria for Mark I containment long-^term 
program Program can be concluded ( mods to individual Hark I 
BURt can be implemented over next 18 months 

PLE^SSETiM S ACRS - Advisorg Committee on Reactor Safeguards 
0G/O2/13 2pp 


8003060340 Requests Executive Branch position re impact of recent 
changes in Indian govt leadership or earlier Executive 
Branch analgsii Concerning Tarapur fuel export license 
app L icatlon 

AHEARNErJ P Commission 60/01/Sl 2pp 


6003060560 Provides Subcommittee on Energij Research in Production w/ 
comments on 791111 news article re Untv of Heidelberg rept 
asserting that NRC underestimates reactor radiation doses to 
public Rept incorrect Rept original I* translation end 
AHEARNEiJ P Commission eO/02/20 3pp 


‘8003060575 "Rad i otc a 1 og 1 ca 1 Assessment of WYHL Nuclear Power Planti'* 
prepared bg Univ of Heidelberg 
* Heidelberg, Univ of 79/07/15 193pp 


0003060743 Weekly Info rept for ueek ending 800215 

REHMi T A Office of the Executive Director for Operations 

80/02/22 26pp 


G003060747 Weekly info rept for weak ending 600208 

REHHi T A Office of the Executive Director for Operations 
30/02/14 24pp 


8003100122 Responds to Ltr re problem of nuclear wastes Forwards 
President Carter 790212 ltr to Congress 6 Washington Pott 
700626 article re radwaste NRC is committed to safe 
environmentally sound disposal of radwaste 
HENDRIEiJ M Commission 80/02/14 7pp 


8003100144 Responds to 000204 request for schedule Ic requirements for 
licensees not required to respond to IE Bulletin 79'*0iB 
Licensees under obligation to review equipment ^ual if i cation 
adeq.uacy Schedule will be established 

DENTON, H R Office of Nuclear Reactor Regulation IED-79-01 
00/02/15 2pp 


8003110017 Forwards NRC 790930 quarterly rept on full-time permanent 
employee hiring 6 promotion Also forwards related FY79 
summary 1< separate summary re minorities U women W/o end 
AHEARNE.J, F Commission 80/02/2S Ip 


— 0003110025 Forward* NRC 790930 quarterly rept on full-time permanent 
employee hiring 1 promotion Alto forwards related FY79 
summary separate summary re minorities & women U/o end 
AHEARME«J P Commission 90/02/22 Ip 


— 0003110055 Provide* Subcommittee on Environ, Energy U Natural Resource* 
u/NRC 790930 quarterly rept on full-time permanent employe* 
hiring ?c promotion Also provides related FY79 summery 6 
«*parate summary re minorities women M/o end 
AHEARNErJ F Commission 00/02/22 Ip 


— 8003110063 Provide* Subcommittee on Energy 6 Environ w/NRC 790930 
quarterly rept of full-time permanent employee hiring It 
promotion Alio provides related FY79 summary l< separate 
et/mmary re minorities I* women W/o end. 

AHEARNE, JF Commission 00/02/22 Ip 


— 8003110069 Provides Subcommittee on Energy 6 Power w/NRC 790930 
quarterly rept on full-time permanent employee hiring !< 
promotion Also provides related PY79 summary 1^ separate 
summery re minorities & women 
AHEARNE, U.F Commission. 00/02/22 Ip 


— 8003110075 Provide* Subcommittee on Nuclear Regulation w/NRC 790930 
quarterly rept on full-time permanent employe* hiring 6 
promotion Also provide* related FY79 summary •eparate 
summary re minorities It women 
AHEARNE.J F Commission. 80/02/22 6pp 


8003110169 InoffiCi review of event rfptfr Procedure 907120 
# Office of Inspection 6 Enforcement, Office of the Director 
79/04/01 7pp. 


— 8003110204 Licensee event f o 1 I owup , Proc edure 92700B NRC Aug-Sepfc 1973 
current event* end 

a Office of Inspection i!< Enforcement! Office of the Director 
79/01/01 SOpp 


— '0003110222 Forwards computer Listing of LERs, sorted by facility, for 
Sept 1979 

KIRK I I A Office of Management and Program Analysis 7Q/O9/20 
3pp 


—8003110229 Forwards computer listing of LERs, sorted by faclljty.for 
June 197B 

KIRK, 1 A Gfficr of Management and Program Analysis 76/07/05 
3pp 


—0003120253 Forwards computer listing of LERs for hay 1979 

BOYLE, E L Office of Management and Program Analysis 79/06/04 
3pp 


0003140074 Advises of acceptance of 000131 invitation to speak at 
800709 First TX Symposium on Energy Title of talk is 
’’Nuclear Safety (a Regulation of Nuclear Technology " 

HENDRIE, J M Commission 60/02/14 tp 


— 6003140081 Requests decision re invitetion to ipeak at First TX 
Symposium on Energy I* title of speech Tentative program 
end 

FENYVES, E -J Texas, UnW of, Dallas 60/01/31 5pp 


0003140080 Comments on 900215 early working draft of NRC reorgannati on 
plan Draft plan will accomplish ain of strengthening 
position of chairman Commission should continue as 
fundamental authority of agency 
HENDRIE.J K Commission 80/02/19 3pp 


0003140096 Comments on Special Inquiry Rept Enves tt gat i on was fair !■ 
agreement was fulfilled w/d 1 s tine t i on Rept will be useful 
guide in going forward w/agency work !< will receive serious 
con* iderat ion 

HENORfE.J K Commission 60/02/11 Ip 


60031 70129 Expre sse t appreciation for treatment received during trip 
to Ghatbanoog a I TN 

HENDRiEiJ H Commission. 60/02/26 Ip 


6003190726 Ueekly info rept for week ending 000227 

REHM, T A Office of the Executive Director for OpeVafeioeis 
90/03/05 20 pp 


8003 190B96 Expresses gratitude for being given opportunity to speak at 
Chattanooga Area Engineers Neek banquet 
HENDRIE.J M Commissi on 60/02/2? ]g 


— 8003190903 Eipresie* appreciation on behalf of Chattanooga Area 
Engineers Meek committee for JM Nendrle visit U speech 
highlighting energy need* 

MASON. C 1 . Aff 11 (at ion Unknown 80/02/23 Ip 


8003200009 Responds to 791231 ltr re facility cleanup activities Util 
submitted end 791212 ‘'Summary Technical Flan for 
Dec ontamlnat i on Refueling *’ No radwaste discharges 
author i ted 

AHEARNE. J F Commissi an BO/02/27 2pp 


— 8003200016 Comments an facility cleanup activities NRC should require 
util to prepare prospectus Requests that Commission provide 
state w/advance notice of any proposed radwaste discharges 
HUOHE0.H Maryland, State of 79/12/31 2pp 


8003SQ0024 Forwards NUREO •0'090. Vo I 2fNumb*r 3, "Rept to Congress on 
AOs,*’ Jul-Sept 1979, updat mg previous AOs, me lud ing TMl 
acc i dent N/o enc 1 

AHEARNE.J F Commission 80/02/27 2pp 


-“8003200035 Forwards NUREO-OOYO, Vol 2, Number 3, '’Rept to Congress on 
AOs," Jul-Gept 1979, upda ting previous AO* Including TMI 
accident 

AHEARNE, JF Comniisslon 00/02/27 2pp 


600320DD74 Provides Subcommittee on Environ, Energy L Natural Resources 
w/ “Rept by NRC on Administration of FOIA for 197? " W/o 
enc 1 

AHEARNE, J F Commission 80/02/29 ip 


— 8003200083 Provides Subcommittee on Nuclear Regulation w/ "Rept by NRC 
on Admltil strati on of FOIA for 1979 " H/o enc 1 
AHEARNE, JF Commiision 60/02/29 Ip 
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JP Com,TH45ion 00/02/29 Ip 


*^W/o^e?u bv ^«C on Adfl>in»^krat»on of FOU for 1979 

AHEAfiNt. J F Coitimnsion 00/02/29 Ip 

*°inuu«*t 'lOCfR9'*t,i^;S; of FOIA for 1979 ■ 

fHgARKg, jp Comonsioo BO/02/29 l5op 

ondofutg Of*»jn*of°cfrJ^«ilt*; ‘”'‘1 ">*ltiloun tooti Tuts 

=•^0^-.r^R.^f,:^"rf\::^L;T4:Ut.r9P...artt bo/,37U ip 

■•"»ly... on rrL.!' lofr.r.d prrv.otiv, n.iot 

I1 ENTON,h r Off!?; *""* 

It of fJuclear Roattor R9guUtion 8o/Oa/3S Ip 



'C <Suad I opistxcsf Inc BD/OJ /23 ip 

»ir!u?Ited'^Jor?^Acto? cor^^r"* tontroMed drt^ meltdown te»t of 

■^ore atc«rUM^ nuclear energu 

°;ff'!!“;!;rurr’ eofoofo. ^ 

*"'**'’® 800307 

eo/03/ll aepp ^ ^ • ExEcukjvtf Director for Operation* 

in Washington. DC 

80/02/23 :ipp “ Adi/'isory Committee oh Reactor Safepoard* 


NRC ^contracts AMD HODIFICATIOMS 


evaluat?on'*of J*etwtion, Mod 2 bo "Human Factors 

performance at 

NRC.O4-79-20?‘*"’^go*^2^5[’'« Contracts Branch FIN 0-6066 


— 00030*10095 hod S »n 

Control Room Desi5nToSJrIt«rk^%’'^^'""®" Factors Evalpation of 
HATTlAfrt ^ ; f Performance at TMI -2 " 

B--i»866 MRC-04-79-209 ^ eO/02/M* 7pp^^^' ^ ^ 

8003040099 Wotification »,/ i. l 

NRC-oi-79-309‘^'^ SoJcS/^r* ®»'^"‘:h FIM B-679J 


0003050120 Notification of contract execution "Rental t Purchase of 
Two OFc Trailers*" awa**d«d to Design Space Inti 
FUYNNi M J Administrative Contracts Branch NRC-lO-^0'h67 
BO/Oa/20 IP 


— 0003050134 Contract "Rental ?. Purchase of Two Ofc Trailers.'' awarded 
to Design Space Inti 

MATTIA, M J Division or Contracts RIVER. W D Design Space 
International NRC "10-00-667 QO/02/20 11 pp 


8003060696 Notification of contract execution “Technical Presentation 
tf Consultation In Connection H/6aptram 4 Patramf" auiardod 
to Stanford Research Inst 

EDGEWORTH/P Technical Assistance Contracts Branch PIN 0-6124-0 
NRC-OS-SO-OSl 00/02/ 19 Ip 


—0003060702 Contract "Technical Presentation fc< Consultation In 
Connection W/Sagtram 6 Potrarttf " awarded to Stanford Research 
Inst 

DOUGHERTY, D J Technical Assistance Contracts Branch FlN 
0-6124-0 NRC -02-80-0^1 00/02/19 7pp 


8003130114 Summary of 000220 monthly progress meeting ui/FrnnUio 
Research Inst tn Phi iadelphiftf PA Cist of topics it short 
discussions end 

BUTchER.E U Division of Operating Reactors NRC-03-79-1 ID 
80/02/20 4pp 


0003140458 Notification of contract e»*cv>tlou ''Structural Englneorinj 
Case Review* ll, " awarded to U8 Naval surface Weapons Ctr 
MENCZEftfW B Technical Assistance Contracts Branch FlN D-6D7a 
NRC-lO-aO-lO? 00/03/19 Ip 


-0003140460 Contract "Structural Engineering Case Reviews 11." awArded 
to U& Naval Surface Weapons Ctr 

Dougherty, D J Technical Assistance Contracts Ilranch DROWN. M 
Navy, Dept of FIN 0-6870 NRC-l 0-00- 109 00/02/19 lip 


8003170333 Notification of contract execut inn. Hod l to "On-CAll Malrat 
for NRC Computer Peripheral Equipment " Contractor Computet 
Sys Support Corp 

MEDROW.L K Administrative Contracts Branch NRC-10-79-399 
90/03/03 Ip 


0003170314 Mod 1 j including addl equipment fox on-call malnt w/no change 
in performance period or contract ceiling amount» to "On-Cal) 

Haint for NRC Computoi Peripherai Equipment " 

MATTIA.M J Affiliation Untnown * Computer Byttema Oupport 
Corp NRC- 10-77-395 00/03/03 ip 


8003^0241 Notification of contract pxetution "Radio U TV Monltorl 
^0 JR Birmingham Co 

LEBO. C D Administrative Contracts Branch NRC-10-BO-3UQ 
80/03/OJ jp 


PH 


f voncracc 


IV nnnjcori 


to \Jfi Birmingham Co 
MATTIA. M J Affiliation Unknown DE8M0ND, J A 
Co NRC- 10-80-300 80/03/01 31 pp 


iivp wr ^ I HQ 








J n Birmingham 


noon t Op.,<,t<.r 

MATTIa m ' i- 

8l>/02/i2 of Contracts FIN B"679l NRC-04-79-SC 


8003040201 
Automatic 
HAGAN. T F 
80/02/21 


contract execution 
iV Sy, •• Contractor t 
^Administrative Contracts Branch 


rMod 6 to "JURIS 
NRC-IO-76-335 


flesea 

flATTI 

NftC-l 


f *80 tonlr.a, ..jg„ia Auto«.Ut Ltj.I 

''w!Ss/a; ‘“SJ"'*' ““WAS.es jF.t.c.,D.Ft «, 


HUO3O40257 Notiflcatlnt, * 

W02/I4 Jp Contracts Branch NRC- 10-79-660 


‘^8003040264 Mod 3 e f 

^'VisinQ Artlci»*tj*D delivery Schedule under Artlrle tx 
«Sfnr ’ “ ‘9 'NRC/T«1 8„;ut'U',!,!ri‘ 


contract execution, Mod 1 to "Frequency it 
/ntsnsity Characteristics of Cloud to Ground Lightning for 
Selected Bites In US Contractor Natl Oceanic t, Atmospheric 
Aaministat ion 

^****’'c^' Contracts Branch fin B‘-|0070 
NRC-Ol -79-007 B0/03/2S ip m jvhxu 


rh^ W ^ ««riM»ng 10 -rrequenev 6 intensit 

SitiriniJ^ t/J Ground Lightning for Selected 


80/01/02 '’JJ*"''' Drench FIN 8-7221, NnC-04-BO-2l7 


i .. t . ror iugrR60 " aw# 

scope of work encl 

MaRTaN,K V Research Contracts Branch CARR a f 
./ FW 0-7221 NOC-04-80-2,7 " SS!S„02'*"'';®p^ 


Arliona, Unlv 





NONDOCKETED ITEMS 


8003190769 NoU-flc«fcion of cohtrAct « xvcutionj Had 15 fco **DeBctor 
Effluent fr Environ Radioactivity Std* " Contractor Dept of 
CoHimcrce 

BAISOERiL Ratearch Contract* Dranth FIN 0-5118 NRC-05-72-100 

80/02/03 Ip 


'8003190784 Kod 15i extending period of performance <t increasing funding 
to "Reactor Effluent it Environ Rad loac 1 1 vi ty Std» " 

Contractor Dept of Commerce 

HORTONj K V Research Cantractf Drench FIN B-Sl 10 NRC-05-7S 

80/01/28 Spp 


8003190794 Notification of contract exec ut ion> Mod 4 to "Consulting on 
Foreign Countries Code Development Programs " Contractor 
P Anderson 

WOLLETT, S A Research Contracts Dranch FIN B-'6300 NRC“04“79’'I77 

80/02/21 Ip 


— ^8003190802 Mod 4i Increasing funding to ^'Consulting on Foreign 
Countries Code Development Programs " Contractor P Andersen 
NORTONrH V Research Contracts Branch FIN B-6300 
NRC-04-79-177 BO/02/22 2pp 


8003190809 Notification of contract execution "Courses in Nuclear 
Reactor Concepts*" auardsd to M Roush 

PERLMAN* J Purchasing Section NRC'*i0-G0‘'366 60/02/28 Ip 


—0003190817 Contract "Course In Nuclear Reactor Concepts* " awarded to M 
Roush 

HAROETT. D J Division of Contracts RauaH*H L Roush* M 
NRC- 1 0-00-366 B0/O2/2B 4pp 


8003190842 Notification of contract • lecutton* Mod 1 to "DWR Refill - 
Reflood Program '• Contractor <JE/EPRI 

MORTON* K V Research Contracts Dranch FIN B-Sa77 NRC-04-79-104 
00/02/29 Ip 


— 0003190847 Mod l*providing incremental funding action* to ^'DWR Refill - 
Reflood Program " 

MORTQN'K V Research Contracts Branch DOCKiR O Oenaral 
Electric Co FIN 0-5877 HRC-04-79-1Q4 00/02/29 Ip 


6003191001 Notification of cantract executl on* Mod A to "Legal Svcs 
Contractor Komlntrs* Port* 8ch lef er & Doyer 

MEDRONrL A K Administrative Contracts Branch FIN B-1323 
NRC-14-70-444 80/02/26 Ip 


—0003191006 Mod 4* d»ot>l igat ing closing out contract* to "Lagal Svcs “ 
MATTlAiM J Administrative Contracts Branch » Affiliation 
Unknown FIN 0-1323 NRC-14-70-444 00/02/26, Ip 


8003200011 Notification of contract eiecutlon* Mod 7 to ''Analysis of 
Fission Transport Disposition Within LNRs Under Assumed 
Accident Conditions " Contractor Qattella Columbus Labs 
HORTON* K V Research Contracts Branch FIM A-4070 NRC -04-76-293 
80/01/01 Ip 


— Q003200013 Mod 7* increasing workscope. funding tt extending period of 
performance to '^Analysis of Fission Transport I* Disposition 
Within LWRs Under Assumed Accident Conditions " Contractor 
Sattella Columbus Labs 

MORTONrK V Research Contracts Branch FIN A-4078 
NRC-04-76-293 BO/01/01 2pp 


8003200019 Notification of contract execut ton* Mod S to "Environ 
8orvtlllanca for Measuring Concentrations of jladioactlvity 
<4 Radiation Levels In Environ of Commission Licensed 
Activities Located within State of CO " Contractor CO 
BAISDENrL Research Contracts Branch FIN S-5104 NRC-OS-76-380 

79/10/01 Ip. 


— 8003200022 Hod 9* extending period of performance t( increasing funding 
to "Environ Surveillance far Measuring Concentrations of 
Radioactivity ^ Radiation Levels In Environ of Commission 
Licensed Activities Located within State of CO " 

MORTONrK V. Restarch Contracts Branch. FIN B-5104, 

NRC-05-76-3eO 79/10/01 Ip 


8003200020 Notification of Contract execution/Kod 5 to "Otologic 
atudias of Nemaha Uplift Region " Contractor* Univ of OK 
JACOBS* A Research Contracts Branch, FIN 0-9967 NRC-04-76-314 

80/02/16 Ip 


— 0003200023 Mod 9* extending period of performance L providing addl 
funds* to "Oeologlc Studies of Nemaha Uplift Region " 

MORTON. K V * OOFFiC.W Research Contracts Branch FIN D-S967 
NRC-04-76-314 30/02/18 3pp 


8003200025 Notification of contract execution. Mod 2 to "Ouanti f icat i on 
Class! f icatt on of Two-Phase Flow Regimes Using Olobal it 
Local Neutronlc Perturbations " Contractor Univ of WA 
JACOBS* A Research Contracts Branch FIN B-6324 NRC-04-78'245 

00/02/14 ip 


— 8003200029 Mod 2*providing addl fundi for salary of 0 Kasaly. to 
"Ouatiti flea t Ion Classification of Two-Phase Flow Regime* 

Using Olobal & Local Neutronic Perturbations " 

MORTON. K V Research Contracts Branch TREIBEL. W C Washington. 
Unlv of FIN D-6324 NRC-O4-70-24& 00/02/14 4pp 


8003200027 Notification of contract e xecution. Mod 2 to "Siting of 
Nuclear Facilities in Karst 6 Other Areas Susceptible to 
Ground Collapse " Contractor Dept of Army 
GUSTAVe*R P Research Contracts Branch FIN B-H)06O 
NRC-OI-79-006 00/02/15 Ip 


—6003200031 Mod 2,* ob 1 igating FY60 funding to “Siting of Nuclear 
Facilities In Karst 6 Other Areas Susceptible to Ground 
Collapse " Contractor Dept of Army 

MORTONrK V Research Contracts Branch FIN 0-10060 
NRC -01 -76- 006 00/02/19 Ip 

c 

8003200033 Nu ti f Ication nf contract execution "Development of Official 
NRC Records Disposition Program*" awarded to Small Business 
Administration Bubcon trac tor JWK Inti 

LEBOrC D Administrative Contracts Branch NRC-iO-BO-3S3 
80/02/26 ip 


—6003200044 Contract "Development of Official NRC Records Disposition 
Program." awarded to Small Business Administration 
Subcontractor JWK Inti 

HATTIA.M ^ Division of Contracts TUN S TALL. J E Small Business 
Administration NRC-l0-B0-3a3 00/02/26 166pp 


6003200176 Notification of contract execut lon. Mod 1 to "Extension of 
Sitythine It " Contractor Radiation Research Associates 
PERLMAN. J Purchasing Section FIN 0-1199 NftC-03-79-lS9 

80/02/06 Ip 


—6003200169 Hod 1. extending period of performance to 010331* to 
"Extension of StysMne 11 " 

HARGETT. D J Purchasing Section SCHAFFER* N M Radiation 
Research Associates FIN 0-1199 NnC-0a-79-l59 00/02/06 tp 


8003200376 Notification of cantract execut Ion. Mod 5 to "PDR 
Micrograph ic Storage U Retrieval Sys " Contractor ACCESS 
Corp 

MEDROWi L A Administrative Contracts Branch NRC- 17-79-4 49 

aO/03/03 Ip 


— 6003200377 Mod 5* extending maint coverage, to "PDR Micrographlc Storag 
& Retrieval Sgs " 

MATTIArM J Administrative Contracts Dranch NRC-I7-79-449 
00/03/03 t4pp 


8003200303 Notification of contract axecution "Photograph ic 
Requirements." awarded to MD Color Photo 

WIOOINStE J Administrative Contrart* Branch NRC-lO-BO-668 
00/02/29 Ip 


— 8003200509 Contract "Photographic Requirements." awarded to MD Color 
Photo 

MATTIA. M J Administrative Contracts Branch NftC-tO-BO-66a 
60/02/29 a7pp 


6003200513 Responds to FqIA request for contract soncltations 
NRC-17-0O-44a-Ol 4c NRC-17-80-440-02 U bid abstracts for each 
contract Forwards contracts it bid abstracts Requests payment 
of reproduction costs 

FELTON. J H Division of Rules and Records 00/03/03 14pp 


— 0003200918 Acceptance of bid for Lot 2. "Stenographic Reporting Svcs 
MATTIA. h.O Division of Contract* NRC-17-eO-44B 00/01/18 

4pp 


—6003200949 Solicitation R8-SEC“79-3gD 

a Division of Contracts NaC-17-EO-44e 79/0B/14 141pp 


6003200556 Notification of contract exec ut Ion. hod 2 to "Evaluatixin- of 
Financial Alternatives for Decommissioning Nuclear Reactors 
It Intpact on Rates " Contract New England Conference of 
public Util Comml ss i ontrs. 

OUBTAVE.R P Rasterch Contracts Branch FIN B-lOlflO 
NRC-0 1-79-000 80/03/04 Ip 
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—0003200567 Hod 8. pravidihg *di\ fundf « • x iend lug period of performancB 
revising work statementr to ‘'Evaluation of Financial 
Aiai/tance Alternatives for Decamtni t«ionifi9 Nuclear Reactors 
&« Intpact on Rates " 

NORTON, K V Research Contracts Branch POTE, D R, New England 
Conference of Public Utility Catnmlst loners FIN D--IOI0O 
NRC-OI-79-00B 00/03/04 2pp 


8003210348 Motif Icatlan of contract eiecution, Mod 2 to “Forum Entitled 
Nuclear Radiation How Dangerous Is It " Contractor Natl 
Academv of Sciences 

LITTLE* H Purchasing Section FIN B-6931-'9 NRC -02-79-057 
80/02/82 Ip 


— 8003210351 Mod 2, eitendtng period of performance to 800217 to “Fo-rum 
Entitled Nuclear Radiation How Dangerous Is It '• 

JfAROETTi D J Division of Contracts FIN B-6931-9 NRC-02-79-O57 

90/02/22 Ip 


8003240247 Motificatin of contract execution "Grievance Review 
Examiner*" awarded to PE Nell 

TRAOeseR.C H Administrative Contracts Branch NRC-lO-eO-675 
80/03/04 If 

(J 

—0003240249 Contract "Grievance Review Examiner*" awarded to PE Weil 
HARGETT, D J Division of Contracts WEIL.P E Well.P E 
NRC-lO-aO-678 00/03/04 7pp 


8003250142 Notification of contract execution* Mod 3 to "Proposal to 
Further Studg of Apparent Excess Cancer In Mesa County, CO " 
Contractor CO Dept of Health 

GUSTAVE. R P Research Contracts Branch FIN B-10720 
NRC-01-7B-014, 00/03/04 Ip 


'-8003250147 Mod 3, providing addl funds, to "Proposal to Further Study of 
Apparent Excess Cancer in Mesa County, CO " 

MORTON, K V Research Contracts Branch TRAVLOR, F Colorado, 

Stata of FIH B- 10720 NRC-01-70-014 80/03/04 Ip 


0003250402 Notification of contract execution’ "Executive Development 
Program. " awarded to USDA Oradoate School 

WIGOINS, E J Administratl ve Contracts Branch NRC-IO- 80-299 

aO/03/06 Ip 


— B003250408 Contract "Executive Development Program*" awarded to USDA 
Graduate School 

KATTiA, M j Administrative Contracts Branch NRC-lO-eO-399 
80/03/06 lipp 


0OG326OD34 Notification of contract execution, Mod 1 to “Historic 
Seismicity 4f Late Cenoioic Faulting in AZ,Part I " 

Contractor State of AZ 

HAGEY.M Research Contracts Branch FIN 8-6790 NRC-04-79-212 

80/01/28 ip 


— 8003260043 Hod 1, changing key personnel, to "Historic Seismicity St Late 
■Cenojoic Faulting in AZ,Part I " 

HORTON* K V Research Contracts Branch NHEELER* 0 T Arixona* 

State of FIN B-6798 NRC-04-79-212 00/01/28 ip 


8003270102 Notification of contract execution. Mod 7 to "Geophysical 
Investigation of Anna, OH Earthquake Zone " Contractor- Unlv 
of MI 

slACOBS, A Research Contracts Branch, FIN fl-5545 NaC-04-76-192 

00/03/03 ip 


—8003270105 Hod 7, increasing scope of wort i< providing addl funds, to 
"Geophysical Investigation of Anna, OK Earthquake Zone " 

MDRTDN, K V Research Contracts Branch MATTH£U8rC N Michigan* 
Unlv of FIN B-5545 NRC-04-76-192 80/03/03 5pp 


6003270159 Notification of contract execution, Mod t to "Roview of 8an 
Onofre Units 2 & 3 Slip Rate Vs Magnitude Study " 

Contractor DB Slemmons 

PERLMAN. J Purchasing Section NRC-03-79-i46 80/03/tO ip 


— 80032701^5 Mod 1 extending period of performance to 600630» to "Review 
of Sait Qnofre Units 2 3 Slip Rate Vs Magnitude Study " 

HARGETT, DJ Division of Contracts NRC-03-79-146, 80/03/10 

Ip 


8003280179 Notification of contract execution, Mod 4 to "Conduct Special 
Inquiry into Incident at TMl-2 " Contractor Rogovln, Stern & 

Huge 

MORTON,M V Research Contracts Branch NRC-10-79-659 80/03/04 


' — 0003260101 Mod -4, expanding scope of work w/addl funding, to "Conduct 
Special Inquiry into Incident at TMI-2 " 

DICKM1T,L Research Contracts Branch ROOOVIN, M Rogovln, Stern Ic 
Huge NRC- 10-79-659 80/03/04 5pp 


6003200340 Notification of contract execut ion, Mod 6 to "Study of 
Seismicity Tectonics in New England " Contractor Boston 
College 

UACQB8, A Research Contracts Branch FIN A-4056 NRC-O4-74-fia0 
00/03/03 Ip 


— 8003280353 Mod A, extending performance period from 791031 to 801031 4, 
adding funds tasks, to "Study of 8eismicity U Tectonics 
in New England " 

MORTON, K V Research Contracts Branch SMITH, U R Boston 
College FIN A-4056 NRC-04-?4-23a 80/03/03 4pp 


0003260359 Notification of contract execution "Emergency Procedures 
Criteria for Nuclear Power Plant Operations," awarded to 
Small Buslnees Adminis trati on Subcontracted to XVZYli Info 
Corp 

HENCZERiN B Technical Assistance Contracts Branch FIN B-687S 
NRC-03-e0-liB 00/02/21 Ip 


— 8003200363 Cantract "Emergency Procedures Criteria for Nuclear Power 
Plant Operations," awarded to Small Business Adminl stratlon 
Subcontracted to XVZYX Corp 

SACHSiJ F Division of Contracts OOQD, R L Small Butineit 
Administration FIN lJ-6872 NRC-03-90-1 10 00/02/21. 130pp 


80032G0390 Notification of contract execut ion, Mod 2 to "Evaluation of 
Bulk Properties of Radwaste Glass 6 Ceramic Container Metis 
to Determine Long-Term Stability " Contractor Catholic 
Univ of America 

HA0EY,H Research Contracts Branch FIN D-6330 NRC-04-70-250 

00/03/05 Ip 


— 8003280390 Mod 2« extending performance period from 791231 to 600319 at 
no cost, to "Evaluation of Bulk Properties of Radwaste Glass 
Ceramic Container Metis to Determine Long-Term Stability " 
MORTONiK V Research Contracts Branch MURPHY, J J Catholic 
Unlv FIN D-6330, NRC-O4-70-2SO 00/03/05 2pp 


80032606S3 Notl f i cat ion of contract execution, Mod 7 to "Geologic Study 
of Low Level Radwaste Burial Site at West Valley* NY " 

Contractor Univ of State of NV, Albany 

HAOEY.H Research Contracts Branch FIN 8-6000 NRC-04-77-i69 

80/03/14 ip 


—0003200662 Mod 7, adding no-cost extension for one yr* to "Geologic 
Study of Low Level Radwasto Burial Site at Nest Valley, NY " 
MORTON, K V Research Contracts Branch » New York, State Univ 
of, iAlbany) FIN B-6009 NRC-04-77-169 00/03/14 2pp 


0003310394 Forwards notification of contract execution Mod 5, to "Two 
Phase Flow Phenomena In Nuclear Reactor Technology." 

MORTON, K V Research Contracts Branch FIN 8-5073 NRC-04-76-301 

eO/Ol/lS Ip, 


—0003310403 Notification of contract executi on. Mod 5 to "Two Phase Fldv 
Phenomena In Nuclear Reactor Technology " Contractor 
Rensselaer Polytechnic Inst 

JACOBS, A Research Contracts Branch. FIN B-SB73 NftC-04-76-301 
80/02/12 Ip 


0003310462 Notlf lea tiofi of contract execution. Mod 5 to "Commercial 
LMFBR Safety Study " Contractor UCLA 

JACOBS, A, Research Contracts Branch. FIN 0-3019 NRC-04-76-246 

00/02/19 Ip 


—0003310475 Mod 5, extending period of performance to 800930 to 
"Commercial LMFDR Safety Study " 

MORTON, K V Reieanch Contracts Branch PHILLON* H Californl*, 
Univ of, Ui Angeles FIN D-30t9 NRC-04-76-246 00/02/19 

2pp 


8003280138 Notification of contract execution, Mod 2 to "Photographic 
8vcs " Contractor MD Color Photo 

WIOOINS, E Administrative Contracts Branch NRC-IO-79-377 
80/02/26 ip 


— 8003280142 Mod 2 increasing ceiling amount, to "Photographic Sves " 
MATTIA, M J Administrative Contracts Branch NRC-IO- 79-377 
80/02/26 Ip 


6003310482 Notification of contract execut ion, Mod 7 to "Seismic Shear 
Transfer in Secondary Containment Vessels " Contractor, 

Cornell Univ 

HAOEYrH Rttearch Contracts Branch. FIN 0-5600. NRC-04-76-2a4 

80/02/22 Ip 
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— 6003310^90 Mod 7j ostondinj (toriod of performance to 600331 U approving 
transfer of fund* within budget to "8et*mlc Ghtm-r Tran»fcr 
in Secondary Containmont Vasieli “ 

MORTON# K V Research Contract* Oranch ROOERS.T R Cornell Unlv 
FIN B~9600 NRC-04~76-a34 80/02/32 2pp 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


600226041? Respond* to FOIA reciuesfc for menvo*# meeting eummarie-s# 
tranficripti U telcon record* re Commlastan decision not to 
review appeal Forward* document* U«ted in App A Info 
partially withheld Document* I It 5-? <ref FOIA Exemption 91 
FELTON# J M Divition of Rule* and Record* 60/03/lS 3pp 


6003030012 Responds to appeal re FOIA request for deleted portion* from 
Vol 111 of NRC Fob 1978 rept. "Inquiry Into Testimony of 
Executive Director for Operations Appeal denied due to 
CIA decision that info should be classified 

CHILKj S J Office of the Secretary of the Commission 60/02/20 
IP 


8003030019 Appeals denial of FOIA request for deleted portion* from Vol 
III of NRC roptr "Inquiry Into Teitimony of Executive 
Director for Operations " Request* that stds in Executive 
Order 120^9 be used in review 
FIALl^ArJ J Washington Star 78/06/09 Ip 


6003030029 Responds to FOIA request for deleted portions from Vol IH 
of rept# "Inquiry Into Testimony of Executive Director 
for Operotions " Info partially withheld classified portions 
(ref rolA Exemption 1) CIA is reviewing classified Info 
FELTON# J M Division of Rules and Records 76/00/07 Ip 


0003030034 FOIA request for deleted portions from Vol III of rept* 
"Inquiry Into Testimony of Executive Director for 
Opera tiohs# " released in Feb 1976 
FIALKA#J J Washington Star 7G/05/12 Ip 


6003040340 Responds to appeal re FQJA request for Sargent Lundy 
Engineers rept# "Economic Evaluation of Alternatives " 
Confidentiality must be based on contents of document 
Document is proprietary withheld (ref FOIA Exemption 4) 
DIRCKSiW J Office of Nuclear Material Safety S# Safeguard* 
60/02/26 3pp 


0003040346 Forward* appeal re denial of FOIA request for Sargent U 
Lundy Enginoer* rept# "Economic Evaluation of Alternatives 
Requests that NRC reverse decision due to inadequate reasons 
for document exemption 

WOLlVERfJ Legal Aid aoeiety of Clermont CouhtyrOH BO/Ol/19 9pp 

6003040660 FOIA request for l^emeny Commission Rept other nuclear 
energy expert rept* 

QUBECKiT Aff il lation UnVnoun 60/02/04 ip 

6003040669 Responds to FOIA request for Kemeny Commission Rept Rept may 
be purchased from 06 Ooyt Printing Ofc Forwards "Rogovln 
Rept on Incident at TMl " W/o end 

FELTON. J M Division of Rules and Records 60/02/27 ip 


0003090073 Transcript of 800220 Affirmation 6es*ion 60-7 in Washington# 
DC Pp 1-3 

a Commission 00 / 02/20 4pp 


--80030S0099 8ECY-e0-064 , . 

Forwards documents re disposition of PA6NY FOIA appeal* filed 
790619 Draft Ur to util end 

aiCKWiT.L Office of the Oeneral Counsel 60/02/0-1 2pp 


— B0030S0103 FOIA request for 790314 mamo from Gibbon to Bradford «# 
790319 memo from Bradford to Thompson 

PRATT# C M. Power Authority of the State of New Yort. 79/06/15 
9pp 


—8003050128 SEC Y“ 79-296 A 

Proposes denial of FlaUa FOIA appeal bated upon CIA review 
BiCKWiTiL Office of the General Counsel 00/01/84 2pp, 


—8003050133 8ECY- 79-296 

Proposes denial of Flalka FOIA appeal Draft reiponees end 
KELLEY, J.L Office of the (Jeneral Counsel 80/01/24 6pp 


— 8003090139 Notifies that CIA has again reviewed info re Fi*^'** F^OlA 
appeal CM 000102 Itr advises that info remain* classified L 
must be denied from public disclosure 
BRADY# R J, Division of Security 80/01/11 9pp 


8003050231 Supplements NRC 800128 response to FOIA request Addl info 
located after 30D128 Forwards documents listed in App A 
Documents 4 t 5 partially withheld legal advice (ref FOIA 
Exemption 9) 

FELTON# J H Division of Rules and Records 00/02/22 3pp 


—6003050364 Confirms 7807J6 discussion re disposition of documents t* 
equipment used by JM Hendrie while serving on ACRS DNL 
should retain SARs for facilities with OLs uare granted 
Submits list of info that should be sent to Nendrle 
HENDRIXtV V Atomic Energy Commission 72/07/19 4pp 


600309Q319 Provides further response to FOIA requests for documents re 
NRC cons iderat 1 on of licensing t-acility 6 transcripts 
concerning closed Commission meetings Transciipts partially 
-withhold (ref F-OIA Exemption 1) 

FELTON# J M Division of Rules and Records 00/02/28 tp 


6003060393 FOIA requast for matls used in Commission 791214 meeting# 
documents re NRC consideration of Ucansing of NFS Eruiin 
nucl«ar fuel facility h. documents concerning closed 
Commission 800116 meeting 

COCHRAN# T B Natural Resources Defense Council 80/01/17 Ip 


6003060370 Submits partial response to FOIA requests for matls re 
Commission 791214 & 000116 meetings U info re NFS Erwin 
nuclear fuel facility licensing App A documents in PDR 
Documents of App B withheld (ref FQIA Exemptions i<4 
FELTON. J M Division of Rules and Records 80/02/08 4 fp 


6003060370 Submits partial response to FOIA request* for matls re 
Commission 791214 4* 600116 meetings L info re NFB Erwin 
nuclear fuel facility licensing App A docgments in PDR 
Documents of App D withheld (ref FQIA Exemptions ti4 it SJ 
FELTON# J M Division of Rules and Records 00/02/06 4pp 


--8003060306 Summary of 791214 meeting in Wash ington. DC r« NRC regulation 
of highly enriched U operations at ISucUar Fuel S/cs 
fac i 1 1 ty# Erwin* TM 

CHILK#8 J Office of the Secretary of the CommlsslDii 79/12/17 

Ip 


—0003060396 Discusses DOE interest in Commission d el ihera fcioni re future 
operation of NFS Erwin# TN facility Requests that SECY-79- 
6S0A. "NRC Regulation of Highly Enriched U Operations at 
NPFS-Erwln# " be forwarded to DOE for comment 
KeNNEDY.R T Commission 80/01/04 Ip 


~-60030604il Discusses request for hearing re NFS Erwin# TN facility by 
NRDC Pace at which facility attains f00''#( throughput should 
b« fast enough to satisfy Navy Recommends meeting be held to 
davelop schedule or articulate basis for rejecting request 
BRADFORD, P A Commission 00/01/17 Ip 


— 6003060414 Summary of 600117 meeting w/r*presenta*l:ives of Oil, Chemical 
U Atomic Inti Union in Wash ingtonj DC re NFS facility in 
Erwin, TN V financlai relief 

CHILK,S J Office of the Secretary of the Commission 00/01/29 

Ip 


—0003060419 Forwards amend fee in response to NRC 791123 request 

MICH£L#C J Nuclear Fuel Services# Inc (subs of Getty Oil Co J 
14645 /9/12/05 tp 


— 0003060430 Forwards Revision 17 to Jan 1900 NFS physical protection 
plan Document withheld (ref 10CFR2 790) DOE B00107 Itr Pa 
list of addl physical protection requirements for resumption 
of operations end 

MICHEL* C J Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
BO/Ol/15 4pp 


— 8003060434 Recommends that provision to insure access to NFS data bo 
included in new set of license co-ndition* Imposed on NFS 
Data includes computer listing of inventory results & any 
changes in facility operating characteristics 

SWERRiT 8 Material Control L Accountability Development Branch 
79/11/01 3pp 


9003060637 Responds to FOIA request for info re facility security# 
760321 overexposure tnc i d ent# 791209 radioactive water 
release U 791204 sabotage attempt Forwards documents listed 
in App A No document available re grand qury inquest 
FELTON# J M Division of Rules and Records 00/02/21 3pp 


8003110341 FOIA request for info re implementation of FOIA for 
obtaining info from NRC 

RQSErC H General Electric Co 00/02/21 Ip 
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8003110346 Responds to FOIA r«<^u»st for proctdure* for obtaining FOIA 
Info from NRC Foru^rds applicable NRG pules tt regulations 
W/o end 

FELTON* J ri Diviiiofi of Rules and Records 00/03/05 Ip 


8003130294 FOIA request for doctijrjenti re identity location of nuclear 
waste sites in Ml* including dates sites wore receiving 
tJ 4 st<< waste source U info re nuclear contadilnation escaping 
from sites 

flONCHER^F J Schenk ^ floncher 80/01/31 Ip 


B003140063 Responds to FOIA request for TRW Energy Sys winning proposal 
submitted in response to RFP RS‘'MPA'"79-353< **Evaluatlon of 
Eleven MPA Info Products " Forwards nonproppietary version 
of proposal 'M/o enc 1 

FELTOMi J M Oivition of Rules and Records BO/03/04 Ip 


8003140069 FOIA request for TRW Energy Sys winning proposal submitted 
in response to request for proposal RFP RS“MPA''79~3S3. 

"Evaluation of Eleven MPA Info Products ” 

WEISS. J F JWK International Corp 80/02/12 Ip 


8003140399 FOIA request for TRW Energy Sy* winning technical proposal 
submitted in response to RFP-MPA-79**353 j "Evaluation of 
Eleven MPA Info Products *' 

PEVENSTEIN.J E KUSAC. Inc 00/02/07 Ip 


— 8003140403 Responds to FOIA request for TRW Energy Sys winning 
technical proposal in response to RFP-MPA-79-353» 

"Evaluation of Eleven MPA Info Products " Forwards 
non proprietary version of technical proposal U/o end 
FELTONj J M Division of Rules and Records 80/03/04 Ip 


0003140455 Responds to FOIA request for info re Clamshell Alliance & 
organi tations or individuals opposed to nuclear power 
"Special Ropt*" was originated by OSA Forwards memo re 
possible demonstrations at NRC bjdgs 

FELTON. J M Division of RultS and Records 00/03/07 Ip 


8003190043 FOIA request for info re NRC activities re evacuation plan 
requi rementSf number of individuals Zt organi lations that 
filed FOIA requests m last three yrs organiiat ions Zt 
individuals NRC has transmitted info to re FRI ?*/or CIA 
OANNlBiS . Affiliation Unknown 00/01/27 Ip 


— 8003190050 Responds to FOIA request for info r* NRC activities 
including evacuation pJari requarementi & number of 
individuals Z organi ;ati pns that filed FOIA requests In last 
three yrs Forwards documents Mated in App A 
FELTON. J M Division of Rules and Records 80/03/07 6pp 


003190310 FOIA request for Honeywel 1# Inc license application for smoke 
detector device 

HENDRICKSON. L Amersh|m Corp 00/01/30 Ip 


8003190321 Responds to FOIA requeat for Honaywel li Inc license 
application for smoke detector d«vlc« Forwards license 
appi Uatlon 

FELTON. J M Division of Rules and Records 00/02/27 Ip 


— 8003190339 Aci receipt of application for renewal of License 
12-'12267-03e License will not expire until final action has 
been taken by NRC 

COHOS. F Radioisotopes Licensing Drench (Pre 790501) 78/06/22 

Ip 


— 8003190350 Requests amend to License 12’’i2267''03E to enable 
distribution of smoke detectors w/sensing chambers w/hole 
arrangement Forwards two prints Illustrating hole 
arrangement Zt amend fee Prints only enc] 

KAUFMAN. 8 R Honeywell. Inc 97Oi0 70/10/11 3pp 


— 8003190359 Forwards application raqutiting revision (c renewal of 
Licenses I2“12267''02 Z^ 12-1S267-03E Amends permit mfg It 
distribution of smoke detectors using lower activity sources 
mfg by div in MN Fee end 

KAUFMAN. 8 R Honeywell, me 94699 78/09/23 3pp 


— 8003190371 Application for renewal of Matl/Byproduct License 
12-12267^02 authoriiing SR Keufman as radiation protection 
officer 8. C Furmaneki Zt K Hetherlngton at users of Am-241 
rolled sealed source in smoke detectors 
BROWN. D Honeywell. Inc 948?9 70/05/30, I7pp 


— 0003190379 Application for renewal o-f Matl/flyproduc t Llcanst 
12*'l2267-03e authorliing 6R Kaufman as radiation protection 
officer ^ C Furman t< K Hetherington as users of Am'"24l 
rolled leeltd sources In smoke detectors. 

BARON. D Honeywell, Inc 94099 78/09/30 23pp. 


— 0OO3I9O3B9 Submits request for additlnns & changes to supporting 
documentation covered w/original application for License 
|2-12267“03E Includes changes re source holder loniiation 
chamber Zt annual distribution JE Johnson 751215 Itr end 
FLECK.H W Honeywell, Inc 80002 76/01/05 4pp 


— 9003190397 Responds to 7507{4 request for amend to License 

12-12267'03E Amends do not affect 1 ic enie. s i nc e license does 
not atithorlte possession of byproduct matl Amend info is 
under review for License 12-12267-02 

CaLLlNS, 0 M Atomic Energy Commission 75/09/26 Ip 


'--8003190406 Forwards request for four amends to License 12-12267-03 re 
mfg 4' distribution of smoke detector devices List license 
amandB to be made 

FLECK.H H Honeywell. Inc 57488 79/07/14 Ip 


— 0003190414 Application to amend Matl/Dy produc t Licenses l2-i2267*-03£ St 
12-12267-02, author i ; ing HM Fleck as radiation 4 protection 
officer 4 C Furmanski 4 RS Hetherington as users of Am-241 
MOE. P R Honeywell , Inc 57480 75/07/14 9pp 


—8003190424 Forwards notice of issuance of License 12-12267-03E S 
summary statement for publication in FR 

MALARO. J C Atomic Energy Commission. Directorate of Licensing 
73/09/04 ip 


—0003190432 Not 1 ce of issuance ^ availability of Oyproduc t/Mat I License 
12-f 22di7-03£ fiummarg statement end 

MALARO. J C Atomic Energy Commission. Directorate of Licensing 
73/09/04 3pp 


— 0003190436 Safety evaluation for license issued to Honeywel 1. Inc 
author! ling distribution of Model T€ lOOA fire detectors 
« Atomic Energy Commission. Directorate of Licensing 73/09/04 
3pp 


— 8003190444 Responds to 730322 application for license to distribute 
smoke detectors to persons exempt from requirements for 
license Submits addl info required before evaluation of 
smoke detector devices can be completed 

OIANNELLIiJM Atomic Energy Commission. Directorate of Licensing 
73/06/27 2p p 


— 8003190450 Forwards application fee for byproduct matl licenses for mfg 
Zt distribution of Model TGIOOA ionixation smoke detectors 
LARSEN. L D Honeywell. Inc 73/04/17 Ip 


— 0003170454 Ack receipt of 730322 application for byproduct/matl license 
to mfg Zt distribute Honeywell Model TCIOOA loniiation smoke 
dotectors Application will require issuance of Categories 3A 
$( 3£ fees Requests payment 

MILLER. N 0 Atomic Energy Commission 73/03/31 ip 


—8003190461 Responds to NRC 730726 questions r« palladium in Amertham 
foils. alarm of Honayweli unit Zf QA procedures at Honeywell 
Forwards Honeywell instrument sensitivity calculations 
J0KN80N. J E Johnson. J E 3145 , 73/07/31 Spp 


-'•8003190471 Responds to 730627 request for addl info for byproduct/matl 
license application Forwards info re calculated exposure 
constant max external radiation levels matl specs for 
labeling Info may be added to license application as App D 
LARSEN. L D Honeywell. Inc, 2866 73/07/13 12pp 


— 8003190477 Forwards license applications for byproduct/matl licenses 
for mfg Z> distribution of Model TCIOOA ionixation smoke 
detectors t, one prototype TCIOOA detector Distribution 
license only end 

LAR6EN. L D Honeywell. Inc 358BI 73/03/22 Ip 


—<8003190486 Application for Matl/Dyproduct License 12-12267-01. 
aubhorixing 08 Rye as radiation protection officer Zt OS Rye 
tc LD Larivn as users of Am-24t in sealed sources of Model 
TcnoOA ionltation smoke detector 
« Hontywellr Inc 35681 73/03/22 2pp 


—6003190493 Notifies that License 22-01B70-14E is amended to add Model 
CD400 smohe detector Model is identical to Model TC07 
w/exceptlon of addl battery light 

jpNE8. J. A Atomic Energy Commission. Directorate of Licensing 
79/10/17 Ip 


— 8003190502 Request* payment of fee re 790608 request for amend to 
Byproduct/Matl License 22-O107O-14E App I icatlon' wl M be sent 
to Mcensing per*onnel upon receipt of fee 
JACK80N. 0 License Fee Management Branch 79/07/02. Ip. 
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— B003i90506 Notifies NRC of now Model CD400 smoke detector New model »5 
present TCB9 b-atter^ <nodel w/a-ddl 9 volt botterij & li^hb 
LEiiflS.C E Honegwellf Inc 79/06/08 Ip 


"—0003190911 Request* amend to License 22“01B70“14E to remove from label* 
ang rer to returning detectors to HonegweU for repair or 
disposal Forward* amend application fee Five drawing* end 
LEWIS. C E Hanegwell. Inc 9743? 78/11/28 Spp 


" — 0003190524 Forward* application* to amend Mfg License 22-01870-13 * 
Distribution License 22~0ia70-14e to add new mfg ^ 
distribution location for present smoke detector* W/o encl* 

LEWIS. C C Hanegwell, Inc 97204 78/11/03 ip 


”* — 6003190543 Requests amend to Di str ibut io-n License 22-01B70-14E to store 
U distribute completed smoke detectors at Golden Valleg 
Distribution Pigmouth, MN Fee encl 
LEWISrC E HonegweU. Inc 78/11/03 Ip 


— 0003190955 Responds to NRC 780814 tekcon re HonegweU application to 
use Eberline DN5-5A in smoke detectors Describes use of 
airioricium nitrate 8< chemical vapor deposition process 
"Handbook of Thin Film Technologg" encl 

OEIOER.E L EberUne instrument Cot p El-916455 70/08/17 

lOpp 


— —>0003190563 Discusses HonegweU application to use Eberline Model DH8-5A 
in smoke detectors Provides details re molecular deposition 
of americium hgdroxide ^ chemical vapor deposition 
OEIGER.E Eberline Instrument Corp 70/08/11 tp 


— — 6003190570 Requests pnoritg consideration of HonegweU 7B07U data, 
due to HRC delag in responding to Eberline 770S31 
application to reinstate Model DNS-5A license Smoke detector 
project stopped bg NRC delags 

OEJOER.E L Eberline Instrument Corp 78/07/28 Ip 


— 8003190689 Provides detailed description of Amend 10 to License 
32-O107O-14E issued to Hone-guel 1. Inc autbDriiing 
distribution of Models TC 49 Model 3* TC B9B. Model 2 Si TC499 
S use of two single-source plate assemblies 

DROHNIi J M Rad 1 olsptopes Licensing Branch (Pre 790501) 7Q/I2/27 

2pp 


— 8003190695 Clarifies 770623 application re amount of Am-241 stored or 
in process at Facilities Max amount of Am-24J should read 
1 76 Cl instead of 1 0 Ci 
LEWISiCE Honeguiell, Inc 77/n/Ot Ip 


--8003190701 Requests use of foil sources 192086 singukarly ir plate- 
source 192377 to produce single-source plate assemblg 
i92377A Single-source assemblies will enable matching 
sources in-house for higher qualitg chambor. Drawings encl 
lewis. C E HonegweU. Inc 77/09/07 3pp 


— 0003190704 Requests that Pages l>-42 to 770623 amend of License 
2S-0ia70-)4E be replaced Missing pages caused bg apparent 
oversight 

LEWIS. C E Honeywell. Inc 77/07/05 ip 


— 8003190708 Forwards request to amend License 22-0l870-i4E to distribute 
three new smoke detectors TC49 Model 3. TCB9B Model 2 j TC 4B9 
LEWIS.CE Honeywell. Inc 77/06/23 Ip 


— 6003190715 Forwards application to amend License 22-01870-13 
22-OL670-14E to enable mfg of three new smoke detector 
models to add new mfg location In Golden Valley. HN 
LEW 1 5/ C E Honeywell. Inc 77/06/23 Ip 


—0003190720 Application to amend licenses 22-01670-13 & 2a-lOB70-l4E 
to enable mfg of three new smoke detector models << add new 
mfg location in Golden Valley. MN 
* Honeywell. Inc 77/06/23 42pp 


B003190577 Responds to NRC 780309 request for info re use of Eberline 

sources DNS-5A in Licenses 22-01870-13 6 22-Oi07O-l4E Info 
Includes test data, procedures foils used in tests Source 
in field will be coated w/»ilicone oxide 
LEWIS. C E Honeywell. Inc 78/07/11 59pp 

8003 190580 Notifies that 770531 application for byproduc t/matl license 

will be withdrawn If addl info requested is not provided 
within 30 dags 

JONES. J A Radioisotopes Licensing Branch <Pre 790501) 78/06/26 

Ip 

0003190987 Requests addl info \ clarification of test data in order to 

consider 770531 application to amend License 22-01B70-14E tn 
reinstate use of Eberline Corp Model DN3— 5A source Review 
will continue upon receipt of info 

JONES. J A Radioisotopes Licensing Branch iPro 790501) 7a/0>3/09 

Spp 


— — B003190990 Forwards test results test data L tests performed on 
Eberline DNS-9A sources re application to reinstate use of 
DNS-SA source in Licenses 22-01870-13 i 22-01 B7-0-i4E 
LEWIS. C E Honeywell. Inc B7743 77/05/31 I2pp 


8003190667 Inform* that Amend 11 to License 22-Oia70-14E author lies 

deletion of "D" from smoko detector Model TCB9B Model 2 
distribution of TC49 Model 3. TCB9 Model 10489. as Models 
Ci>i00j200 I 300. respec tive ly 

JONES. J A Radioisotopes Licensing Branch <Pre 790901) 70/04/27 

Ip 

8003190674 Ac ► receipt of 780404 Itr informing NRC of alternate bulk 

pack for TC 49 Model 3. TC 89 Model 2 ^ TC 489 smoke 
detectors Info will be made part of record re tiatl License 
22-0 1870- I 4E 

BROWN. J M Radioisotopes Licensing Branch iPre 790501) 78/04/24 

IP 


B0O31906B0 Requests addition of extra pack to approved std bulk pack to 

enable use for export Compartments will be made for each 
detector w/divlders Minor change doe* not warrant amend 
request 

LEWIS. C E Honeywell. Inc 94033 7B/04/04 Ip 


0003190604 Requests removal of "B" from smoke detector Model TC89D 

Model 2 new set of model numbers for over-the-counter 
smoke detectors 

LEWIS. C E Honeywell. Inc 92701 78/01/09 2pp 




— 0003190725 Responds to 770415 Itr re labeling of smoke detectors 
distributed under License 22-01870-14E NRC requires that 
vendor label each fire detector to enable identification of 
mfg ^ byproduct matl used in product 

DELL. J M Radioisotopes Licensing Branch <Pre 790501) 77/05/02 

Ip 


—8003190730 Discusses acceptable practices for labeling smoke detectors 
w/retailer name Requests confirmation that NRC allows 
retailer to act as collection agent for manufac feurer whose 
license number only appears on dei^ector 
LEtfIS. C E Honeguell. Inc 77/04/15 Ip 


--6003 1 90739 Safety evaluation supporting amend to License 22-0IS70-14E 
issued to Honegwe 1 1. Inc authoming distribution of Model 
TCa9D ioni jat Lon- type smoke detector to person* exempt from 
1 icens ing 

DELLrJK Radioisotope* Licensing Branch iPre 790SD1 > 77/02/25 

4pp 


— 8003190742 Application to change Amend 6 of License 22-O107O-14E re 
labeling of TC49 Model 2 Request* that two underwriter’s 
labels b Honeywell label be combined Drawing* encl 
LEWIS. C E Honeywell , Enc B856B 77/03/23 Spp 


— 8003190747 Requests permission to use metal static shield to improve 
Model TC09B Testing on TC09D was performed u/t> metallic 
electrostatic shielding 

LEWIS. C E Honeywellr Inc 77/02/14 Ip 


— B003190753 Discusses NRC decision denying use of Eberline plated 
sources Based on previous NRC approval, company began 
expensive program to develop equipment to produce high vol 
plated low coat sources 

LEWIS, C E Honeywell, Inc 77/02/09 Ip 


— 8003190761 Informs NRC that no Eberline nW5-54 plated sources have been 
used or will be used in TC49 Model 2 smnke detector More 
detailed data for DWS-54 source will be supplied upon 
request 

LEWIS, C E Honeywell, Inc 77/01/28 Ip 


— B00319D766 Requests complete application proposing distribution of 
Model TC89B Info needed to establish suitability of DNS-SA 
source for use in product Sample safety evaluation encl 
BELL, J M Radioisotopes Licensing Branch <Pre 790501) 77/01/27 

Spp 

— 8003190773 Request* supporting documentation for Eberline Model DNS-5A 
foil used In mfg of smoke detectors to complete safety 
analysis for smoke detector applications 

SiNGERiB Radioisotopes Licensing Branch IPre 790501) 78/11/20 

3pp 
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—9003190779 Rtqu**t tp ampnrf License 2a-0lB70-HE to label TC4? Model 2 
on front instead of bacit Piai^rarits end 
LEWIS. C E Honeywell. Inc a32AO 76/oa/U 5pj> 


— 3003190786 Re^l«Ja^t^ amend to Licefisai 22-0ia70“13 ^ 22^0l870“14E to 
allow u«e of aUctroplated foll^i Model DNS-SAA. prodiiced by 
Eberlane Corp Fpruards supporting documentation 
LEWIS. C E ffonsquell. Inc 76/Oh/iA 2lpst 


--3003190791 Forwards applications to atnend Licensas 22-01070^13 
22-OlS70~14E for smoke detector* Requested amend Changes 
yfll make smoke detectors safer 4 more useful to public 
LEWIS. C E HonefJweUi Inc 76/01/21 tp 


— 6003190001 Submits application to amend License a2“OI07O-i4E to 
distribute smoke detector as exempt device to general 
public Luts major changes requested 
LEWIS. C E Honevuelli !nc 76/01/21 33pp 


—8003190007 Requests amend to License 22-OIQ70-14E to permit u«a of 
^mersham Searle foil Model AKM as second source for 
procurement * to allow building of TC49 w/or u/o cover 
interlock switch for deactivating circuit 
LEWIS. C e Honeywell. Inc 50041, 75/10/02 4pp 


—0003190013 Forwards proposed prints changing color & printing 
of label for License 22-01070-146 Result would be new whit* 
label u/black printing 

LEWIS. C E Hoxiei/wen. Inc 7S-/07/O9 3pp 


"••8003190319 Requests witirdrawal of 750103 request to amend License 
22-01070-13 New improved model will be introduced f< amend 
will not be needed 

LEWIS. C Honeywell. Inc 75/04/29 ip 


—'6003190025 Requests info re progress on amends to Licenses 22-01670-13 
t, 22-01070-HE 

LEWI 8. C Honeywell. Inc 75/02/ 17 Ip 


—0003190332 Forwards applications to amend Licenses 31 -0i670''14E & 
22-01370-13 

LEWIB.C Honeywell. Inc 54103 75/01/10 ip 


—0003190836 Requests amends td License 22-01070-13 tp assemble modules 
per print Number 11B637B Provides detailed description of 
module assembly 

LEUIS.C £ Honeywell, Inc 54100 75/01/00 2pp 


—0003190845 Requests amends to License 22-01870-148 including changes to 
potentiometer grounding plate inside cover. Intulatar & heat 
sensors Eupporting ducumentati on enct 
LEhTia.C E Hon*Uwell, Inc 54111 75/01/08 l4pp 


— 0003190651 Forwards notice of Issuance of License 82-i)lB70“14E for 
pub 1 i cation in FR 

BENDER, P 0 Atomic Energy Commission 74/09/13 Ip 


— 0OO319OBS6 Notice of issuance of By product/tta tl License 22-0lS70-t4E 
juthoriiing distribution af fir* detectors to persons eitmpt 
from requirements for license 

BINOER.B Atomic Energy CoimiTi ission 74/09/(1 2pp 


— 8003190060 Forwards notice of issuance of Dyproduct/Matl License 
22-OJ870-14E L summary statement for publication lr> FR 
SINOER.8 Atomic Energy Oommiislon 74/09/11 Jp 


— 8003190064 Notice of issuance of ^yproduct/flatt License 22-0lB70’-l4E 
to Honeywel 1. Inq Summary statemAnt encl 

SlN0ER.fi Atomi'C Energy Commlisionr Directorate of Licensing^ 
79/09/11 3pp 


— 8003190669 Provides svppl info supporting application for smoke 
detector distribution license Includes detailed info re 
instrument sensitivity calculations 
LEW IS, C 8 Honeywell. Inc 74/09/06 Spp 


— 6003190874 Bub ml ts suppl Infp re smoke detector distribution llcens* in 
response to NRC 740021 request provides detailed infP 
caricerning content leakage controL 
LEWIS. C.E Honeyi/^ell, Inc 74/08/22 3pp 


sts issuance pf license to distribute TC49A lonliatlon 
i Product availebillty is significant l< needed 
ifetg codes Initial application provided ample 
le issuance 

ineywellr Inc 74/00/02 Ip,. 


— 6003190897 Requests noti f icati oH of receipt of package containing two 
application bopke for byproduct distribution 5 byproduct mfg 
licenses one model of TC49A Honeywell smoke detector sent 
on 740401 

LEWIS. C Honeywell. Inc 74/04/23 ip 


— 8003I9089S Application for Mat 1/Byproduct License* 22-01B70-U U 
22-01070-f OE. author 1 i i ng C8 Lewis as radiation protection 
officer Sc user of Am-241 in ion chambers of smoke detector* 
LEWIS, CE Hort*viiiell, Inc 74/03/29 4pp 


0OO319O5SO Notifies of Amend 12 bo License 22-01870-148 is*u«if to 
Honeywell, Inc Amend reinstates authority to use Eberlin* 

Model DNS-'SA plated source in mfg of smoke detectors 

JONES. J A Radioisotopes Licensing Branch (Pre 790501) 78/10/04 

2pp 


0003200313 FOIA request for M Plesset. ACR6. 80021 1 1 tr to JF Aheerne 
re NRC actions in light of FNI 

OLASBERO, V M Hirschkop 6 i^rad P C 60/02/27 ip 


6003200314 Responds to FOIA request for N Plesset, ACRE# 60021 1 ] tr tb 
JF Ahearne re NRC actions in light of TMI Forwards documents 
listed in App A 

FELTOhl. J M Division of Rules and Records 00/03/07, 2pp 


0003200500 FPIA raquast for contract solicitation NRC-17-ao-44B-0l & 
NBC- 1 7-00-440-02 8t bid abstracts for *ach contract 
flASSFORD.M H All American Reporting Service 00/02/15 Ip 


0OO3SOOS13 Responds to FQIA request for contract solicitations 
NRC- 17-00-448-01 t< NRC-1 7-80-448-02 & bid abstracts for each 
contract Forwards contracts U bid abstracts Requests payment 
of reproduction costs 

FELTON.*/ M Division of Rules and Records 60/03/03 14pp 


— 800320051a Acceptance of bid for Lot 2. "Stenographic Reporting Sve* " 
MATTIA. M J Division of Contracts NRC-17-80-440 80/01/19 

4pp 


— 0OO32OO5S9 Extends bid acceptance period until 600131 for bid on LOTS 
1 tc 2 subAittad under NRC Invitation for Bid (1FB> 

R6-8EC-79-350( "Stenograph ic Reporting Sve* " 

SHARE, I H Alderson Reporting, NRG-t7-0O-448 79/12/07 Ip 


-"0003200542 Responds to NRC 790919 Itr Verifies bids for L0T6 1 U 2. 
submitted under NRC Invitation for Bid ilFB) ftB-8EC-79-3S0 
Affidavit encl 

SHARP. 1 H Alderson Reporting, NRC-1 7-00-448, 79/09/20 2pp 


—8003200549 Solicitation fi8-6EC-79-350 

# Olvlfion of Contracts NRC- 17-80-448 79/08/14 141pp 


9003200585 FOIA request for uiinning proposal & evaluation results of 
proposals submitted in response to RFP Ra-MPA-79-353r 
"Evaluation of Eleven MPA Info Products " 

PAIOE. A R Computer Engineering Associ ates. Inc 79/12/04 ip 


8003200594 Responds to AR Paige FOIA request for wlhning proposal 
evaluation results of proposals submitted in rtsponse to 
RFP RB-MPA-79-3S3. "Evaluation of Eleven MPA Info Product* ♦' 
ro-rwards requested document 

FELTON. J M Divisien of Rules and Records 80/03/04 Ip 


— 8003200602 RFP Ra-liPA-79-383. "Evaluitlon of Eleven MPA Info Product* 
Describes data ana lys i s. methods it approaches for designated 
info products Excerpts from KUREO/Cft-0217 it 0387 encl 
» TRW. Inc , Energy Systems Planning DIv R8-MPA-79-353 
79/0S/03* l&lpp. 


0003210023 FOIA request for proposblfRFP R 8- NUB- 79-04 5. "Licensing 
Assistance/Socloe^onomlc Impact* Evaluation, " 

PARKER, L.T Taknfkron. Inc 79/11/21 ip 


800321002B Responds to LT Parker 791 129 FOIA request for RFP RB-NM8-79- 
048i "Licensing AS* i*tance/8oc I oeconomic Impacts 
Evaluation " Forwards requisted ducuoient 

FELTON. JM Pivision of Rules and Records 80/02/20 ip. 


— 8003210031 Response to ftFF fl8-NMS“79-045. "Licensing Asilstanca/ 
0OC loeconamlc impacts Evaluation *' Describes technical 
approach^ outl Ines of proposed program for achieving 
objective* it related past experience or knowledge, 

OOLE.R.Uf STERLiNOfA, Social Raiearch Appllcatione Dorp 
R8-NH8-79-049 79/05/M. 30pp.. 
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a 0032 t 0037 R*spoti«e io RFP RS-NMB-79-04S, ‘'Ltcthiinft A»»Ut*nc(i/^ 

Sac iaec onamic Tcnpac^^ Evaluation " DB«crihai work 
r*q.uir infcsrprota tion S 1 f f icu 1 1 ia« related 

vxpvrienc* in ipariclv populated «rea« 

MOORE. K. D . HAMMOND. 0 « Denv«r»Unlv of RS~NMS-79-045 
79/05/25 52pp 


3003210042 Reiponie to RFP R8-NM3-79-Q45, ^'Li canting A*«iftanct/ 

Spc loac onamic Impacts Evaluation *’ Da«cril>a« protlam* 
approach. taik« hf (nethods. mgt relevant prior experience 
in cpartelg populated areai 

* Re source Communi t iei. Inc R9-HM8-79-043 79/05/29 51 pp 


— -9003210046 Re*pon»e to RFP RS-NMS-79-04Si ''Licencing Atsietence/ 
Socioeconomic Impact-s Evaluation " Describes technical 
approach in aeeetiing eCfectt o# propoted action on human 
environ S' related eeperlencft 

* Midwett Research Inefcitut* » Wirfeh Aseoc latee. Inc 
R6-NMS-79'04 5 79/05/14 I37pp 


iQ00324033a Respond* to FOIA request #or co»t ectlotates incurred in 
adm 1 n 1 1 1 er inp FOtA requests for 1976 Roruard* requested cost 
estimate info N/o end 

FELTON. M Division of Rules and Records 00/03/19 2pp 


Q003240343 FQIA request for cost estimates incurred in adrtintsteri ng 
FOIA requests for 1970 

HARRfS^D Affiliation t/nknown 60/03/06 Ip 


^003260057 FOIA request for 0 Francis precep korsh i p li application for 
licensing si Francis is associated u/Dot gass Medical Ctr in 
Ka 1 ama i oo. MI 

RQQE.C H General Electric Co 60/02/21 If 


^003260067 Responds to FOIA request for J Francis preceptorsh i p t* 
licensing application Foruards requested documents Info 
partlalig ulkhheld patients' names U histort/ numbers 
(ref FOIA Exemption 6) 

FELTON. J M Division of Rules and Records 60/03/13 Ip 


— 8003260063 Application for amend of Ma tl/D License 21-12275-02 
authoriiing JB Francis to use tc/or supervise use of I-I31 
for treatment of hyperthyroidism U F-32 as soluble phosphate 
for treatment of polycythemia vera leukemia 
FRANCIS. JE Gorgets Hasp Ra 1 amaioo. Ml 60/01/21 57pp 


13003260094 FOIA request for documents re shipment of spent nuclear fuel 
from foreign sources to Savannah River plant 

REyNDLOa.N American Friends Service Committee 79/10/26 Ip 


Q003260098 Further response to FOIA request for documents re shipment 
of spent nuclear fuel from foreign sources to Bavannah. River 
plant Foruards documents listed in Apps A Info partially 
withheld In App tt documents (ref FOIA Exemption 41 
FELTON. 0 II Division- of Rules and Records BO/03/17 3pp 


— 60032601-01 Requests that NRC postpone approval of transport routes 
under neui guidelines until local public hearings are held 
Concerned that Portsmouth. ^/A might become only port of entry 
for high level raduiaste shipments by sea 
ORAYSOKiG U Virginia. State of 79/07/13 Ip 


— 0003260107 Foruards 0 KnuebeL 790725 Itr re designation of US as 
dumping ground for foreign nuclear uaste Requests comments 
Jacksonville News 790924 article re receipt of foreign 
nuclear waste end 

WHITLEY. C 0 House of Rep 79/08/02 3pp 


— 6003260114 Forward* M Johnstone t< JW Avery request for hearing in 
Tidewater region re nuclear transportation route from 
Portsmouth. VA to Savannah River* BC Requests comment 
GYRO* H F Senate 79/07/19 6pp 


— 8003260136 Forwards data shiet* for Portsmouth, VA to Savannah River. 9C 
radwaste shipment route. Requests comments re usefulness i< 
accuracy W/o end 

BLACK,, H Physical Security Licensing Branch 79/07/05 Ip. ^ 


— 0OO326Q146 Requests irradiated reactor fuel transport route approval t( 
states that transports will be conducted in accordance ui/ 
applicable requirements Info partially withheld (ref PQIA 
Exemption 4) 

MANOVSI.J Transnoc lear. Inc, 79/D7/13 3pp 


— 6003260160 Supplements 790713 request for irradiated fuel transport 
route approval Requests that Info' be withheld 
(ref 10CFR2 790) Info partially withheld (ref FOIA Exemption 
41 , 

J08EPM8. B Traninudear. Inc 79/Q7/20 Ip 


0003260477 FOIA request for winning proposal for NRC RFP R6-NRR“80"1 17, 
*°8tudy of Requirements for Operator Licensing " 

HETROi P System Development Carp GO/-02/22 Ip 


80D32604G5 Responds to FOIA request fo-r winning proposal for NRC RFP 
RQ WRR-So— I17i “Study of Requirements for Operator 
Licensing " No contract has been awarde-d . there fore no 
documents are availible per request 

FELTON. J rt, Division of Rules and Records 00/03/19 Ip 


9003280651 FOIA request for all Info re meetings between KRC Dlv of 
Safeguards or Field Operations 5« Private Security Advisory 
Counc 1 1 

POWER. D F Affiliation Unknown 80/01/14 2pp 


8003260665 FOIA request on behalf of UCS for rntdios, work plansrdata 
I' documents producsd by NRC to formulate action plan on 
implementation of TMI lessons learned i. Kemeny Gommisslon 
Rept 

UEISS.E R Sheldon. Harmon it Weiss 79/12/12 ip 


9003310047 Responds to FOIA request for changes to NRC IE Manual 
beginning w/Change Noticu 79-24 to present Forward* released 
portions of IE Manual Change Notice* 79-24. 79-25. BO-O I j SO-02 
t 80-03 

FELfON. J M Division of Rule* and Record* 80/03/24 Ip 


—8003310052 IE Change Notice 79-24 

tt Office of Inspection it Enforcement* Office of the Director 
79/12/31 Ip 


—8003310053 Temporary Instruction TI 2512/5. “Procedure for Independent 
Assessment Destructive Testing 

a Office of Inspection V Enforcement, Office of the Director 
79/12/01 5pp 


—8003310055 Temporary Instruction Tl 2515/31. “Licensee Hgt Meetings 
a Office of Inspection Enforcement. Office of the Director 
79/12/31 4pp 


— 8O03310057 IE -Change Notice 79-25, revls ing Manual Chapter 0537 
a Office of Inspection, it Enf orcement. Office of the Director 
79/12/31 I2pp 


—8003310061 IE Change Notice 60-01 

* Office of Inspection 6 Enforcement. Office of the Director 
60/01/ 11 Ip 


— 8003310066 Temporary Instruction TI 2515/32. **Insp Requirements to 
Review Licensee Small Break LOCA Procedures “ 
a Office of Inspection i Enf ore eikent. Office of the Director 
80/01 /M 14pp 


— 8003310070 IE Change Notice 00-02 

a Office of Inspection i Enforcement. Office of the Director 

e0/02/0'» 2pp 


— 6003310073 Temporary Instruction Tf 2515/33. "Insp Requirements far 
Resident Insp Program tHC 25XXI " 

a Office of Inspection i Enforcement. Office ^f the Director 
00/02/01 ll4pp 


— 80O33IOD76 IE Change Notice 60-03 

a Office of Inspection U Enforcement, Office of the Director 
00/02/29 Ip 


— 8003310077 Tamporary Instruction Tl l2QQ/2i "'Inspector Feedback *' 
» Office of Inspection W Enforcement, Office of the Director 
60/02/29 ip 


— 0003310060 Temporary Instruction Tt iSIO/l. "Safety Instruction* 
Received During ln*p* “ 

» Office of Inspection & Enforcement. Office of the Director 
60/02/29 Ip 


— 9003310063 Temporary Instruction TI 1250/2. “IE Investigative Program 
* Office of Inspection i Enforcement. Office of the Director 
00/02/29 3pp 


8003310049 FOIA request for released portions of IE Manual Change 
Mot Icesj beginning w/79-24 to present, 

JOHNSON. JH Carolina Power L Light Co DQA-80>'49 60/02/19 Ip 


0003310090 Responds to FOIA requests for documents re plant lafety 
identified by accession i rept number . auth-or. descript ion tt 
number of gage* Forward* documents listed in App A Documents 
5 4c 26 partially withheld (k'ef FOIA Exemption 41 
FELTON. J M Division of Rules and Records 60/03/03 8pp 
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-'BOOSatOlOJ NUREO/CR-O3i0 

"Data Rfipt for NRC/PNL Halden Aisembiy IFA“431 " 

HANN.C ft , BRADLEV, E R . CUWNINOHAM. M E Battelle Memorial 
InititutB, Pacific Northwest Laboratori^ PNL-2494 70/04/30 

l22pp 


— 6003310111 Responds to 760707 1 tr re proposed approach to issue of ATWS 
In NUREG**0460 Rec ornjnendat l ons of ACRS re ATWS approach has 
been sought All comments will be given consideration in 
development of NRG recommendation 

DENTONi H R Office of Nuclear Reactor Regulation 70/00/04 Ip 


GEN TEC IS GENERIC TECHNICAL ISSUES 


6Q030&0&09 Requests revision of draft program budget proposals 
Schedule 109/ for addl worV on sge interaction methodologij 
development Wort should be directed more toward 
accomplishing specific tasks Submits five specific basks 
HANAUEft.S H TMt-2 Unresolved Safety Issues 80/02/00 3pp 


6003070210 Cone urs that proposed procedure for optlmi lation of control 
rod drive sys flow to pressure vessel provides necessary 
first step toward reaching goal However procedure is too 
cumbersome re measurement of pump discharge flow 
EISENKOTiO Q Division of Operating Reactors BO/03/11 Ip 


6003070291 Discusses requirements for PWft secondary water chemistry 
NRC efforts on steam generator matls degradation problems 
summarlied in end Task Action Plans A-3 tt A-4 
BESSETTEiD E ACRS - Advisory Committee on Reactor Safeguards 
79/11/26 2pp 


8003070291 Discusses requirements for PWR secondary water chemistry 
NftC efforts on steam generator matls degradation probleriB 
summarlied in end Task Action Plans A-3 b A‘'4 
DESSETTEf D E ACRS » Advisory Committee on Reactor Safeguards 
79/U/26 2pp 


— 6003070296 Task Action Plan A-03 "West Inghouse Steam Generator Tube 
Integri ty< " Revision 1 

ElEENHUTiD G < LIAW. B D Division of Operating Reactors 
76/05/31 i2pp 


— 8003070301 Task Action Plan A-4 "C-E Steam Generator Tube Integrity*" 
Revision 1 

ElSENHUTiD G * ALMETFR* F M Division of Operating Reactors 
70/05/31 JJpp 


6003120117 Notification of B00226 meeting w/Westinghouse owners group 
in BethesdaiHO to discuss addl info needed by NRC to 
complete review of WCAP^95SS concerning mechanistic fracture 
evaluation of reactor coolant pipe 

KOSFORDi S Division of Operating Reactors 60/02/20 2pp 


8003260585 Forwards LD Test 800130 Itr commenting on NUREO-O58a* 
"Interim Staff Position on Environ Dual if ication of Safety- 
Related Electrical Equipment " Suggests wording changes 
b clarifications 

DOETTGEft.J T . DAUEft. J T Power Engineering Society 80/03/18 Ip 


IbE INSPECTION AND ENFORCEMENT 


7912190662 IE Circular 80-04* "Securing of Threaded Locking Devices on 
Saf ety-Related Equipment '* 

« Office of Inspection 6 Enforcement* Office of the Director 
60/03/14 3pp 


7912190675 IE Info Notice 00-07* "Pump Shaft Fatigue Cracking " 
» Office of Inspection t‘ Enforcement* Office of the Director 
80/02/29 gpp 


7912190679 IE Info Notice 00-06* "Notification of Significant Events '* 
* Office of Inspection Enforcement* Office of the Director 
aO/02/27 Spp 


7912190661 IE Info Notice 00-09* "Possible Occupational Health Hmiard 
Associated W/Closed Cooling Sys for Operating Power Plants " 

♦ Office of Inspection b Enforcement* Office of the Director 
80/03/07 Ip 


7912190684 IE Info Notice 80“11* "Generic Problems M/A8CD Valves In 
Nuclear Application Including Fire Protection Sys " 
e Office of Inspection 6 Enforcement* Office of the Director 
60/02/26 0 


791219068& IE Circular 60-03. "Protection From Tonic Oas Haiards " 
« Office of Inspection b Enforcement. Office of the Director 
80/03/06 2pp 


7912190687 IE Bulletin BO-05* “Vacuum Condition Resulting in Oamagt to 
Chemical Vol Control Sys (CVC5) Holdup Tanks " 

* Office of Inspection b Enforcement. Office of the Director 
80/03/10 2pp 


7912190669 IE Info Notice 60-06. "States Co Sliding Link Electrical 
Terminal Block “ 

* Office of Inspection b Enforcement. Office of the Director 
00/03/07 gpp 


7912190696 Suppl to IE Bulletin 79-OlB, "Environ Qua 1 1 f Icatlan of Class 
IE Equipment " 

* Office of Inspection R Enforcement* Office of the Director 
00/02/29 Spp 


8002280639 IE Bulletin 60-06. "Engineered Safety Feature lESF) Reset 
Controls " 

» Office of Inspection b Enforcement. Office of the Director 
60/03/13 3pp 


0002260640 IE Info Notice BO-tO. "Partial Loss of Non-nuclear 
Instrument Sys Power Supply During Operation " 

* Office of Inspection b Enforcement. Office of the Director 
00/03/07 I2pp 


6003050376 EN-00-002 on 000212* no t i c e given of violation b notice of 
proposed imposition of civil penalties to be issued for 
License 12-11206-01 Action based on possession of radwaste 
in excess of sli-month limit 

OROCKETT* T * GOWER* 0 Office of Inspection b Enforcement* Offict c# 
the Director 00/02/00 Ip 


6003050300 £n-80-005 on 000219* noti ce of violations b notice of 
proposed Inposition of civil penalties will be issued for 
License 37-1 0461-OlMD Action based on alleged items of 
noncompl 1 anc B le extremity overexposure b syringe procedures 
BROCKETT. T . OOWERiG Office of Inspection b Enforcement. Office 4 f 
the Director 00/02/13 Ip 


8003060637 Responds to FOIA request for info re facility security. 
760321 overexposure itic ident* 791209 radioactive water 
release b 791204 sabotage attempt Forwards documents listed 
in App A No document available re grand jury inquest 
FELTON* J M Division of Rules and Records 60/02/21 Spp 


0003110219 PNO-V~aO-Ol4 on 600225* earthquake measuring 5 1 on Richter 
scale occurred Epicenter estimated between Oceanside b San 
Clemente*CA All facilities in area were called No problems 
identified 

FAULKENDERRV* D Region 5. San Francisco. Office of the Director 
80/02/25 Ip 


6003110372 PNO-tn-eO-033 on 000220*100 mCi Cs-i37 source was 
penetrated during drilling operation releasing 01-137 
microspheres to work area Two persons in vicinity One had 
left hand contaminated More exposure test* performed 
PAOLIARO.J A * DAVIS* A B Region 3* Chicago* Office of the Director 

60/02/20 3pp 


6003110376 PNO-* 11 1 -60-030 ERA informed NRC that resin* in some home 
water softeners may be contaminated w/up to 270 picocuries 
per gram U-23B EPA performing experiments to determine If U 
is released during i.nrmal or regeneration cycles 

PAGLJARO*J A * DAVIS* M B Region 3. Chicago. Office of the Director 
00/02/15 ip 


8003110367 PND-V-00-012 on 800215, not! f i ed that shipment of 19 wooden 
boxes received at aeatty*NV burial site u/one leaking 
liquid No significant contamination detected Box repacked b 
total shipment returned to shipper 

THDMAS.R D Region 5* San Francisco. Office of the Director 
00/02/19 ]p 


6003120354 PNO- lV-BO-009 on 600228* State of CO will conduct emergihcy 
response exercise to test state b local emergency plans 
Members of interagency regional advisory committee b Region 
4 will observa b critique exercise 

EVERETT* R J . HARRISON* H Region 4* Dallas* Office of the Director 
00/02/25 1 p 


8003130362 PNO-I n-80-033A on 800220, spill of Cs-137 (nicrosphere* 
resulted when 100 mCi Cs-137 source penetrated during 
drilling operation Personnel contamination being 
Investigated Source room decontaminated b source sealed. 

PAQLIARO*J A . DAVIS* A D Region 3* Chicago* Office of the Director 
00/02/31 2pp 
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&003140132 PNO-1 1 f-Q0-O3B on 8 OOSS 61 licentae reportfld that 20 mC) 
thipmeint P-32 or thqphotphatv wai mictlng Courier claims 
matl deliveredi but visual & radiation search uncovered 

nothing Press release u>i 1 1 be issued 

PAPERIELLOiC J . DAVISiA B Region 3i Chlcagoi Office of the 
Director 80/02/20 Ip 


e0D317O2iS PNO-n-0O-O?7 on 600215. Fire in research lab involved 
micTOcuries of C-14 in 15 scintillation vials No slgniFicent 
health haiard appears to exist 

POTTER, J Region 2. Atlanta. Office o# the Director BO/02/15 Ip 


8003190328 PNO-I 1 l-BO-035 on 600222. Tri-State semitrailer containing 
iou Level uast* uas involved in accident Trailer uas hit 
on side bi/ pickup truckrbut remained upright Contents 
Intact No injuries occurred 

PECK. C C . PtSHER, g L , DAVIS. A Q Region 3. Chicago. Office of the 
Director 60/02/22 tp 


0OO319O7S6 PNO-V-80-009 on 80021 1 ■ during unloading of seven SS-gallon 
drums. NRC inspector onsite noticed that ttdo drums rattled 
Caused bg vials containing radioactive liquid No absorbent 
matl present as required bv regulations 
THDHAS, R D Region 5. San Francisco. Office of the Director 
80/02/12 Ip 


60D320DS9G PNQ-t 11-80-037 on 790227. truck carrying nuclear medicine 
radioisotopes severely damaged in accident Survey of 
radioisotope boxes shouted no increase over original 
radiation levels Recipients instructed to take precautions 
SRENIANSKI.D J . DAVISr A a Region 3. Chicago. Office of the 
Director 60/02/27 Ip 


7909210^150 Notification of 790926 meeting u/Nuclear Pouer Plant Control 
S( Protection Uorklng Oroup in aethesda.fiD to discuss new 
considerations for IEEE-P567. IEEE-566- 1977. re control rooms 
TONDI.D Plant Systems Branch (Pre 791030) 79/06/29 Ip 


7909260370 
proposed 
degraded 
NOONAN. V 


Notification of 790905 NRC meeting in Btthesda.ND to 
research program to destructively test field 
piping 

S Engineering Dranch (Pre 791030) 79/00/22 2 pp 


discuss 


7909270559 Responds to 790712 request for comments re qualifiylng 
military products for use in commercial plants NRC continues 
effort to make equipment qua 1 i f (ca t ion requirements more 
sped f i c 

KAHMEREft, C Office of Congressional Affairs 79/OB/06 2pp 


—7909270566 Forwards Dr Lynch 790600 Itr re qualifying military products 
for use in commercial plants Present sys of qualifying 
product is unworkable Current la^^s should be revised 
Requests comments 

RIOICOFF.A Senate 79/07/12 3pp 


7909270762 Responds to Aug 1979 Itr re concerns about nuclear power 
industry t«' power plants Forwards description of NRC 
licensing process for nuclear power plants 
8 ELL 8 . D E Environmental Projects Branch 2 79/0B/22 7pp 


7910040363 Requests review t< update by 790919 of summary of 790030 
caseload panel meeting re caseload forecast Meeting summary 
end 

RQTHFLE15CN. J E Uranium Recovery Licensing Branch 79/09/11 I 6 pp 


MiaC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


7903280215 Notification of 1979 midyear review on 790316 of National 
Energy Software Center to discuss accomplishments & future 
plans 

DENNETT. 0 L Research Support Dranch 79/03/09 2pp 


7903280360 Notification of 790322 meeting w/Natl Energy Software Ctr in 
DethesdarMD to discuss accompl ishments S. future plans 
DENNETT. 0 L Research Support Dranch 79/03/19 2pp 


7905020103 Summary of 790330 trip to Velan Engineering Corp. Montreal . 
Canada, to investigate reported weight discrepancies of suing 
check valvesrat discussed In IE Bulletin 79-04 

CLEHENSON. F Plant Systems Dranch (Pre 791030 ) 79/04/09 5pp 


7906140095 Forwards "Nuclear Issues in MO Rept to Ooverner. " by 
JN Benson, dtd 790426 

PQMERB, R L Union Electric Co 79/04/30 120pp 


7906290605 Responds to 790500 Ltr forwarding DR Serina Itr requesting 
Info re power plant safety Forwards four NRC papers re 
Licensing process. design U const. V OA for nuclear power 
plants, deta i 1 Ing health b safety r esponsib 1 1 i ties of NRC 
00881 CKjL V Office of the Executive Director for Dperations. 
79/05/24 I 6 pp 


-“7906290617 Forwards DR Serine Itr requesting info re power plant 
safety 

YATRON. 0 House of Rep 79/05/00 2pp 


7910180094 Ack 790621 request for info re conflicts between proposed 
geothermal geopressure well testing at SE Pecan Island 
Nell Site NRC plans or regulations which could be affected 
by these tests No conflict anticlpatad Requests rept 
hULLER. D N Division of Bite Safety ^ Environmental Analysis 
79/07/17 Ip 


— 7910180096 Requests info re conflicts u/f ederal. ita te local agencies 
needed in preparation of Environ Impact Assessment of 8 E 
Pecan Island Well site under consideration For geothermal fc 
geopresiuTe resource uiell testing by DOE N/oversiif map 
URRECifAOA.M M Coastal Environments. Inc 79/06/2i 2pp 


7910220070 Discusses review of "Mgt Directive on Frte Distribution of 
NRC Repts " Suggests channelling all requests to Division of 
Technical Info & Document Control is costly unnic a isar i ly 
bureaucratic 

HAA 88 rU P Quality Assurance Branch 79/0B/23 Ip 


7910250440 Agrees to 790906 request for meeting to discuss U mill 
licensing program 

GCARANO. R A Vranium Recovery Licensing Dranch 79/09/25 Ip 


7910250451 Ack receipt of 791002 check in partial payment of civil 
panalties imposed by NRC 791017 order 

ODNERrO C Executive Officer for Operations Support 79/10/12 Ip 


7910260186 Responds to 790924 ttr requesting info re N.RC environ 
Statement process Forwards info explaining the statement 
process U use of DES 4( FES Irf/o tncl 

REOAN.U H Assistant Director for Environmental Projects 79/10/15 

Ip 


7907180467 Confirms 790604 conversation betwien RN Patenaude JP Btohr 
re proposed meeting to diicuss developments concerning 
privately owned landfill in Norton. MA where radioactive matl 
WAS found during surveys conducted Oct-Dec 1970 
ORIERi B H Region i. Philadelphia. Office of the Director 
79/06/06 Ip. 


7907180489 Forwards Region S Investigation Rept 70-154 containing 
results of radiation survey efforts In Norton.MA area 
through Dec 1978 related background info N/o end 

SMITH. O.H Region 1. Ph i Itade Iphla. Fuel Facility ^ Materials Safety 
Branch. 79/06/04 Ip ’ 


7908210053 Offers no comments on FV 1980 Nuclear Regulatory Reeearch 
Program proposal re BWR containment pool dynamics Believes 
that tasks should be coordinated thru Containment Code 
Review Oroup 

ORlWESrB Aiiistent Director for Systems Engineering fPre 791030) 
79/07/26 ip. 


— 7910260189 Requests info re process of generating It utiUilng environ 
Impact statementi 

RIOERT. M Affilletion Unknown 79/09/24 Ip 


7910260219 Responds to 790920 Itr re M PhlUp control sys for nuclear 
reactors NRC function l» to license & regulate reactors. not 
design them Suggests contact w/reactor manufac turer s 
DENTON. H R Office of Nuclear Reactor Regulation 79/10/16 Ip 


—7910260222 Forwards 790604 Ur re M Ph 1 Up control 
reactors. previous Ig sent 790604 Requests comment 
acknoufl edgement 

WELCH. J P Morgan. Finnegan. Pine, Foley It Lee 


sys for nuclear 
or 

79/10/20 ip 


—7910260224 Informs of M Philip control sys 
warrants NRC consideration Discusses prof 
w/M Philip, 

WELCH. J P Morgan, Finnegan. Pine, Foley 


for nuclear reactors which 
assoc iation 

4i Let 79/06/04 2pp 


7909810019 Submits Info re section C reorgani ration V reaesignment 
Requests authorliatlon to delegate newly aisigned person to 
forward assignment related document! that do not involve new 
policy Issuee 

FEROUBON.R. Plant Syiteme Branch (Pr# 7910P0) 79/00/23 5pp 


7910260446 Responds to 790710 Itr Ic 790610 meeting re radioactive matl 
In privately owned landfill Survey of property across from 
Shpack Indicated no radioactive matl Forwards results of 
790614 water tamp lee. 

8HITH.0. H Region It Philadelphia. Office of the Director 
79/09/14 3pp 
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7910300474 "Riski of Plutonlym Fusl Facility Damage From High Winds '' 
JOHNSON. J . OH.C ■ CQUDDHRG.F Office of Nuclear Raactor Regulation 
79/10/19 4pp 


7911060530 Responds to 790908 1 tr r* U Hijeii request for list of 
companies transporting nuclear ufaste Forwards alphabetized 
listing of names U addresses of registered users of NRC 
appros^ed packages for transportation of raduiaste W/o ehcl 
KAMMERER.C Office of Congressional Affairs 79 / 09 /Ot Ip 


B003030043 Poruardi 1£ Investigation Rept 079-190 Investigation did not 
uncover source of radioactive matl 

ALLAN. J M Region 1. Ph i ladelphia. Office of the Director 
80/01/23 Ip 


—8003030049 IE Investigation Rept 079-180 on 791137-29 Contaminated 
glassuars |i paper waste was delivered to Rutgers Unlv by 
unidentified woman NRC could not identify woman or source of 
matl 

OALLINA.C Q . JERMAN.P C Region i^ Phi ladelphia. Office of the 
Director SHITH.O H Region 1, Phi ladelphia. Fuel Facility h 
Materials Safety Branch 79/12/29 5pp 


9003060059 Ack receipt of 800125 Itr requesting info re identification 
of major shareholders i* interlocking directorships for 
companies within NRC jurisdiction Foruiards info provided 
to Committee on Governimintal Affairs on 770S04 
DIRCK5/W J Office of the Czecutive Director for Operations 
80/02/19 5pp 


8003060S01 Responds to 800103 request for Info re EA Eads 791109 Itr 
suggesting Lamar Univ training program for nuclear plant QC 
personnel braining Util responsible for providing training 
Should contact util mg t or Inst of Nuclear Power Operations 
OQSStCKiL V Office of the Executive Director for Operations 
80/02/01 Spp 


■G003060S0S Requests comment on end EA Eads 791109 Itr suggesting Lamar 
Unlv training program for nuclear plant OC personnel 
training Supporting documentation end 
BROOKS. J House of Rep 90/01/03 7pp 


6003060561 Responds to 800131 Itr requesting info re JV Sclafanl Itr 
concerning nuclear plant licensing TNt-2 accident resulted 
in need for actions to protect public health t safety 
Unnecessary delays in Ol issuance are being avoided 
DIRCKSiW J Office of the Ezecwtive Director for Operations 
80/02/19 ip 


— 9003060563 Requests comments on end JV Sdafani 791121 Itr re nuclear 
plant licensing 

DRADLEY. B Senate 90/01/31 Ip 


— 9003060566 Requests that NRC re-evaluate position concerning OL 
issuance Should Issue OL to plants to reduce dependency on 
foreign oil 

8CLAFANI, J V Affiliation Unknown 79/11/31 2pp 


6003070271 Forwards addl info requested by BOGUS Itr re delays in 
licensing nuclear power plants 

DENTON. H R Office of Nuclear Reactor Regulation BO/02/15 Ip 


—8003070273 ''Reactor Licensing Schedule Performance Evaluation# CY76-7B 
* Commission 79/12/31 25pp 


— 8003070275 Requests info re time delays in licensing nuclear power 
plants 

WEST. B Affiliation Unknown 80/01/15 2pp 


— 8003070277 Forwards info re mg t of NRC consisting of excerpts from AEG 
licensing procedure & related legislation presented before 
Subcommittee on Leg i slation# Joint Committee on Atomic 
Energy 

FlTZOERALQjj A Office of th* Executive Legal Director BO/02/li 
lOpp 


9003070276 Demands elimination of nuclear power plants on planet earth 
* Affiliation Unknown QO/02/29 Ip 


8003070297 Responds to 790919 Itr to President Carter Forwards second 
natl energy plan transmitted to Congress by President on 
790507 

DENTONi K R Office of Nuclear Reactor Regulation 80/02/14 13pp 


— 0003070299 Forwards correspondence misdirected to DOE for reply 
RATHKQPFrC L Energy# Dept of 90/01/22 3pp 


8003100154 Informs that Ofe of Nuclear Reactor Regulation has no 
comments on proposed new FR requirement 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/19 Ip 

8003110024 Discusses Dfc of Nuclear Reacctor Regulation assistance to 
NMS5 during FYSO V FYSl Lists r epr esentat 1 ves of both 
sections describes procedure to attain optimum use of 
manpower assistance 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/30 2pp 

8003130601 Requests info re DCS identifier for 4SFR9093 re analysis of 
comments on iOCFRai 

CAMPBELL# W E Reactor Systems Standards Branch 00/02.^09 2pp 


6003140040 Responds to NRC 79UOI Itr requesting info identified In IE 
Bulletin 79-19 One shipment of low level radwaste made 
during specified period Automation Industries licensed to 
provide radioactive disposal sve on file 

PIERCE.R E Navy. Dept of. Philadelphia Naval Shipyard fED-79-19 
80/02/05 1 p 


8003140061 Confirms tclcon re denial of 790806 application for license 
to export bulk gaseous tritium to Dominican Republic Tritium 
IS substance of strategic significance in large quantities 
In bulk gaseous form 

PETERQQN# M R Assistant Director for Cxpor t/Impor t 1. International 
Safeguards 80/02/29 2pp 


8003140146 Responds to 000131 meeting notice S( request for comments re 
scope ^ issues of E!8 for proposed realignment of mission 
for Fort Indlantown Oap Action not related to NRC 
activities Nlll not comment or attend meeting 
SELLS. D E Environmental Projects Branch 2 60/02/21 Ip 


— 8003140147 Notifies of 800221-22 meeting t requests comments re tcopa 
issues to be addressed in El8 for proposed realignment of 
mission for Fort Indlantown Oap 
AYERS. R E Army, Dept of 00/01/31 Ip 


0003170118 Comments on proposed reg guide. "Measurement of Radiation 
Levels on Surfaces of Packages of Radioactive Matls" wide 
energy response of most CM detectors should be factor in 
guide Quggests using min dimension In Table i 
2ECK.OF Texas Tech Univ 80/02/04 ip 


8003170010 Notifies that NRG regulates commercial production of nucltsT 
energy DOE responsible for nuclear RlkD responds to 
inquiries about nuclear energy future 

DENTON.H R Office of Nuclear Reactor Regulation 00/02/28 Ip 


6003190112 Notification of 000220 meeting w/Halden in Dethetda.NB to 
discuss work being done on disturbance analysis sys & 
alarm pr tor i t i tat ion. 1 nc lud ing Malden cooperation w/Ringha|» 
plant in Sweden 

OEUTRACCHl# L Electric. Instrumentation ^ Control Systems Branch 
00/02/13 3pp 


0003190226 Responds to 000122 Iti requesting notification of unplanned 
releases of nuclear matl into Region 5 waters Notification 
will be made to regional pollution response coordinator 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/02/1* 

Ip 


>000319023? Requests notification by NRC of all unscheduled releases of 
nuclear matl into Region 5 waters Bites 791209 release of 
4.000 gallons of radioactive water into natl wildlife 
refuge 

NELBQNrH K Inter ior. Dept of# Fish «< Wildlife Service 00/01/32 

ip 


6003190302 Requests amend to Executive Branch position re ND8 Re-expoc^t 
Author 1 lat ion 29 for license to export CF-252 neutron 
sources to India 

PETERGQN. M R Assistant Director for Export/Zmport U Inter natlona I 
Safeguards 00/02/19 Ip 


8003190337 Ack receipt of 800114 Ur 

KCCuiNTOCKiR 0 Region 1. Philadelphia. Fuel Facility & Miterlals 
Safety Branch 80/02/01 Ip 


— 8003190352 Advises that cobalt radiation source. used at training aid 
by Erie County Civil Defense.uas acquired by authorlied 
state emergency preparedness personnel returned for caUbr 
to Fort Indiantown Oap 
TOTH. JJ Erie# PA SO/Ol/14 Ip 


0003190548 Notification of 800226 meeting w/8cience Appl icat ions# Inc In 
Bethesda.MD to discuss flow sensing safety/retlef valve 
position, monitoring sys 

6ZUKIEW1CZ#A J Electric, Instrumentation L Control Systems Branch 

00/02/21 2pp 
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00031*70594 Advitet that review of Bnvirort <\u«l if ication of vlftctTiC'dl 
equipment in SEP plants (Topic 111-12) indicatai ntad for 
escalating licensee efforts Draft generic Itr u/attached 
guidelines to be sent to all licensees cncl 
LAINAS<0 Plant Systems Qranch 00/02/19 36pp 


9003190B92 Forwards agenda for a39fch ACRS meeting on 60030^-00 Topics 
to be covered include proposed ACRB testimony before House 
Subcommittee on Energy Environ ro/KRC appropriation for 
Fv^ai 

ZECHi O O Division of Operating Reactors 60/03/04 5pp 


6003210-131 Requests filing of end computer printout re reportable 
occurrence repts received from all reactor facilities for 
791231-800113 

SOUDERi J L Division of Rules and Records BO/02/13 33pp 


0003240205 Forwards Mar 1900 update of case* pending before licensing 
board s < appeal boards or Commission 

CHRISTENBURY. E Hearings Division 00/03/07 24pp 


6OO3S4O430 Expresses gratitude for HT Seitz efforts In organiiing 
000325 meeting 

ZELlNSKYiW h Power Supply tx Analyis Branch 60/03/0^. !p 


0003250016 Summary of PWR Pipe Crack Study Croup 000205 meeting 
re collection of foreign experience data by LLL It progress 
of subtask efforts 

SHAQi U C Assistant Director for Engineering Programs 80/03/07 
14pp 


0003260233 Summary of 600205 meeting w/PHR Pipe Crack Study Group in 
Hash irig tonj DC re progress li schedule of study group effort 
SMAOr L C Assistant Director for Systems Engineering iPr# 791030) 
60/03/07 14pp 


B00'326O447 Forwards economic crime unit survey for federal program 
agencies fot response 

LE2AK/ 8 I JusticejDepfc of 79/06/OQ 6pp. 


Q003260656 Requests input re checklist items for planning It conducting 
public meetings comments on proposal to establish 
contraliied expertise in administrative arrangement for 
such meeting Input should be received before 000307 
NQRRY. P 0 Office of Administration 00/02/19 5pp 


— 8003280663 Discusses obstacles in obtaining contractor to handle NRC 
workshopsr seminars public meetings Suggests meeting 
u/ather NRC ofcs to set milestonet Draft statement of work li , 
req.uest for proposal for administrative support svcs end 
HCCARTHYiE Office of State Programs 79/10/24 16pp 


8003310419 Forwards General Steamship Corp 600125 Itr in response to 
NRC request to investigate possible use of other deep water 
ports in San Francisco bay area Confirms normal svc from 
Sweden & Norway to Oakland) CA 

FLOVjERS)F D General Electric Co 15411 60/01/30 3pp 


60033t0467 Forwards excerpts from Univ of OK reptr '^Energy 
Alternatives Comparative Analysis)*' in response to request 
for info on nuclear energy 

DENTONrH R Office of Nuclear Reactor Regulation SO/02/14 Bpp 


— 80D3310474 Requests info on nuclear energy 

jRlTCH)D Affiliation Onknou/n 00/01/08 ip 


NUREO NUREG REPORTS AND RELATED CORRESPONDENCE 


8003060037 Ac k receipt of 800204 Ur NVREO-0654 containing NUREO-0610 
was mailed per request Other requests take several wki to 
coord inate 

MCCARTHY, E Office of State Programs 00/02/20 Ip 


6003200641 Forwards comments re draft NUREQ~O630, "Cladding Swelling & 
Rupture Models far LOCA Analysis " 

PaweRSjO A Core Performance Branch 80/03/14 ia2pp 


8003030221 NUREG/CR-0B57 

'■'Properties of Radwastes It Waste Containers, " Progre** Rspt 
10 for Jul-8ept 1970 

NEILhSDH, R M r COLOMBO# P. Brookhaven National Laboratory FIN 
A-Ooa? 0NL-NUREG-51O26 79/05/31 37pp Available at NT IS 


0003030224 NUReO/CR-0797 

"Post-Irradiation Data Analysis for NRC/PNL Halden Assembly 
I FA-431 " 

NEALLEY.C , LANNiNOiD.O r CUNNINGHAM, N £ Battelle Memorial 
Institute, Pacific Northwest Laboratory FIN B-2043 PNL-2975 

79/10/31 200pp Available at NTIS 


0003040240 tWREO/CR-1053 

"Notch Ductility Degredation of Lou Alloy Steels w/Low-to- 
Intermediate Neutron Fluence Exposures " 

HAWTHORNE# JR Navy, Dept of, Naval Research Laboratory FIN 0-5528 
00/01/14 33pD Available at NflS 


0003040254 NUREO/CR-061 9 

"Properties of Radwastes ^ Waste Containers " 

COLOMBO, P , NEILSON, R M Brookhaven National Laboratory FIN 
A-3027 I)NL-NURE0-5095 00/01/31 I66pp 


0003040206 "Treatment of Inflation in Development of Discount Rates 6 
Level lied Costs in NEPA Analyses for Electric Util 
Industry " 

ROBERTS, J 0 , DAV{6#€- M • FELD, S E Division of Site Safety L 
Environmental Analysis 60/01/31 a7pp Available at NTIB 


0003040292 I4UREO-0646 

"Rept of Advisory Committee on Const During Ad jud icati pn, " 
MILHOLLlN, G , FRYE, U H Atomic Safety and Licensing Board Panel 
CHQ,J Atomic Safety and Licensing Appeal Panel 80/01/31 200pp 

Available at NTI8 


6003040296 Buff Book 1 "Status SumiTiary Rept, Water Reactor Safety 
Research, Data «s of 791130 " 

♦ Office of Nuclear Regulatory Research 00/02/05 266pp 

Available at NTIB 


6003040323 NUREO/CR-l 064 

"Perf ormance Testing of Personnel Dosimetry Sves,Flnal Rept 
of 2-yr Pilot Study, Oct 1977-8ept 1979 " 

PLATO. P # HUDSON, 0 Michigan, Univ of 90/01/31 lOOpp 
Available at NTIB 


6003040327 NUREO/ C R - U 20 

"Structural Integrity of Water Reactor Pressure Boundary 
Components, Annual Rept FY79 " 

LOSS, F J Navy, Dept of. Naval Research Laboratory FIN D-552a 
79/12/31 I31pp Available atNIIS 


8003040333 NUREG /CR- 1 037 

"Evaluation of Isotope K> gra 1 1 on-Land CuriaUWater Chemistry 
at Commercially Operated Low Level Radwaste Disposal Bites, 

Progress Rept 10, Jul-Sept 1'970 " 

GOLOMOO#P , NEIBS, A J Oroukhaven National Laboratory FIN A“3042 
BNL-NUREO-5i023 79/09/30 46pp Available at NTIS 


0003040336 NUREG/CR-0642 

‘^Review of NRC Regulatory Processes t Functions 

CARBON, M W ACRS - Advisory Committee on Reactor Safeguards 

00/01/31 6epp Available at NTI8 


QQ03050042 Comments on draft NUR£0‘'06IO licensee Action 1 should not be 
required if plant mgt concludes that escalation in severity 
of event is improbable Offsite agencies might be unduly 
alarmed 

JACOBS, S D Stone U Webster Engineering Corp 00/01/26 3pp 


0003050131 NUREC/CR~iai3 

"AN8S4 Computer Subroutine for Predicting Fission Oas 

Release " 

GAUBCH#W N , PANISKO, F E Battelle Memorial Institute, Pacific 
Northwest Laboratory PNt -3077 79/00/31 25pp Available at 

NTIB 


6003050208 Forwards comments on NUREO-063D Method used by NRC to 
deprive bundle blockage data from single rod burst test data 
combined w/bundle factor which characterizes axial 
distribution of ruptures is suitable 

ERDACHERiF J Kernf orsc hung s i entrum Karlsruhe 60/02/13 lOpp 


6003050435 Discusses analysis of accidents £, transients St preparation 
of emergency procedure guidelines per NURE0-D576 Advises 
that summary will be submitted by 600401 

LIEBLER, 0 E C-E Operating Plants Owners Group 00/02/27 3pp 


0003050642 NUREG/CR-1290 

"Application of Key Curve Method to Determining J-R Curves 
for A533 B Steel " 

JOYCE, J A If B Naval Academy FIN B-7026 00/02/29 45pp 


0003060454 KUREG-0565 

"Oenaric Evaluation of Small Break LOCA Dehavior in BS<N 
Designed 177-FA Operating Plants " 

^ Office of Nuclear Reactor Regulation 60/01/31 ISOpp 
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600306050B Respondi to 600110 Itr r« rural & ifrban charactar i i tlci of 
propotvd t viiitiits nuclear pouar plant* Data r« plant sit* 
character litlcf & current licenaing «tatu» contained in 
NUREG'034a t NUftEO-0380 

DiRCKSfW J Office of the Eiecutlve Diractor for Opcratloni 
60/02/13 Spp 


--G0030605I0 Requeit* info re rural urban character of propoied ^ 
existing nuclear pcuer plantii on behalf of Agriculturet 
Nutrition t Foreitrij Conunt t teai Rural Development 
Subcommit tee 

l.EAHV,P J Senate BO/Ol/lO Spp 


B003070S45 Ditcutses Lessons Learned Tack Force short-term 
Tf cofomendet ions for design & installation of cubcoollng 
meters in PtJRs Drawings of PiU C-E RC6 elevations end 
STAMFELOSf J 0 ACRS - Advisory Committee on Reactor Safeguards 
79/11/00 3pp 


3003070252 Discusses NliREO-0660i Dra f t Si "Action Plans for Implementing 
Recommendations of President's Commiedon tc Other Studies of 
TMl-2 Accident " 

PLESSETjH S ACRS - Advlsorv Committee on Reactor Safeguards 

60/02/11 2pp 


B003070270 Comments on proposed rules l0CFR30i 50 tc 70 NRC should 
provide guidance to rate making agencies re acceptable 
methods of decommissioning nuclear plants t< provide criteria 
for determining applicable costs 

UENTWDRTHiU C Northeast Utilitses 60/02/19 &pp 


6003100129 NUHEO/Cfi-1060 

"Activi tl esi Effects It Impacts of Coal Fuel Cycle for 
l<000-hUs Electric Poutr Oenerating planti" final rept 
CKRISTTAN/R C , HASLBECKi J r SEDUlKrB Te&nekron Restarchi Inc FIN 
B-ASOO 60/02/29 AOOpp 


8003100177 NUREO-OSBO V4 N2 

•'Program Summary Rept4 " Vol diNumber 8 

* Office of Management and Program Analysis 80/02/22 92pp. 

Available at NTIS 


6003100183 NUREO/CR-1 147 

'■Eeanometrie Model for Disaggregation of State Leval 
Electricity Demand Forecasts to 8v< Area " 

TEPELrR C r ALVIC.D R i JAY. J M Oak Ridge National Laboratory FIN 
0-0190-8 ORNL/NURgO/TK-3 60/08/29 97pp Available at NTlS 


8003100188 NURE0/CR-12e6 

“Rancho Seeo Bldg Hake Effects an Atmospheric Diffusion 
Simulation in Meteorological Nind Tunnel “ 

ALtWINErK J . NERONEY. R N r PETERtiA.J A Colorado State Univ FIN 
6-5329 80/02/29 200pp 


8003100199 NUflE0/CR-ll99 

^Subcompartmcnt Analysis Procedures*" informal rept> 

OlDOiR 0 * OILBERT/J 8 * TINKER* C O Los Alamo* Scientific 
Laboratory FIN A-709A LA-0169-MB 79/18/31 A6pp 


8003100204 NUREO/CR-1 201 

"Nuclear Reactor Safety." (luartarly progress rep t. Jul-fiept 
1979 

JACKSQffiJ F . STEVENSON. H 0 Los Alamos Scientific Laboratory FIN 
A-0305 LA-817i-PR 80/01/31 200pp 


0003100231 NUREQ-OS65 

"■Generic Evaluation of Small Break LQCA Behavior In BW 
Designed 177 Fuel Aiiembly Operating Plants " 

« TKI-S Bulletins <( Orders 60/01/31 lOOpp Available at NTIS 


3003110144 Forwards notice of availability of proposed 6RP revision 
for FR publication on 600227 

CHlLKrS J Office of the Secretary of tha Commission 80/02/21 
Ip 


—8003110160 Notice of issuance if availability of proposed revision to 
SRP Section 4 2. "Fuel Sys Design. “ <NUHE(3-75/087J. 

MATTSON. R J Division of Systems Safety 80/02/13 2pp. 


8003110238 Forwards notice of issuance It availability of NUREO/CR-1263. 
"Compilation of State Laws St Regulations That Deal 
W/R*dloacttv» Natli in Transport." for FR publication 
CHlUKfS -J Office of the Secretary of the Commission 80/02/13 
Ip. 


00031 1 02B5 «URE<J/CR~12S9 

"Correlation of Reiponsa Spectral Amplitudes K/Seismic 
Intensity " 

O'BRIEN, L J Computer Sciences Corp NRC-04-70-737 00/02/29 

I02pp Available at NTIS 


0003110304 NUREG-0626 

"Generic Evaluation of Feedwater Transients t Small Break 
LOCAs In OE Designed Operating Plants Near-Term OL 
Applications “ 

a TMl-2 Bulletins U Orders 80/01/31 223pp 


B0031I03D9 Ni;ftE0-0543 

"Hethads for Demonstrating LNR Compliance N/EPA U Fuel 
Cycle 8td (40CFR1901 " 

CONGEL. F J Division of Site Safety Environmental Analysis 
80/02/29 I4pp 


00031103*7 MUREG-0635 

''Generic Evaluation Of Feedwater Transients l< Small Break 
LOCAs In C-E Designed Operating Plants “ 

« TMI-2 Unresolved Safety Issues 00/01/31 125pp 


0003120210 NURE0/CR-09a3 

"Improvement In Calculation of Turbulent Friction in Smooth 
Concentric Annuli “ 

LEUNO, j C M , JONES, 0 C Brookhaven National Laboratory FIN 
A-3045 DNL-NUREO-5I02S 79/00/31 29pp 


0003120267 NUREG/CR-1247 

"Stably Stratified Bldg Wakes " 

KOTHARIiK M , MERONEY. R M Colorado State Unlv FIN 8-5829* 
AT (49-24 >-0366 80/01/31 70pp 


0003120399 NUREG-0628 

"NRC Staff Preliminary Analysis of Public Comments on 
Advance Notice of Proposed Rulemaking on Emergency 
Planning “ 

PEABODY. C A , HICKEY, J N N Environ Protect Standards Branch 
eo/Ol/31 300pp 


6003120427 NUREO/CR-0867 

"High Temp Mass dpectrometry Study of Cesium Oxide 
Rubidium Oxide " 

NIC0La9I,8 L , TANO, 1 . MUNKELNITZ.H Brookhaven National 
Laboratory FIN A-3016 DNL-NUREG-5t030, 79/06/30 5Spp 
Available at NTIS 


0003120610 NUREG-0657 

“Review 4< Evaluation of NRC Safety Research Program for 

Fyei “ 

« ACRS - Advisory Committee on Reactor Safeguards 00/02/29 62pp 


8003130603 NUREO/CR-1204 

“Design & Const of 020-Moderated 252Cf Source for Calibr 
Neutron Personnel Dosimeters Used at Nuclear Power 
Reactor* “ 

6CHWART2,R D Commerce. Dept of, National Bureau of Standards FIN 
B-I07I, NRC-0l-7a-0l2 80/01/31 29pp 


0003140122 NUREO/CR-1319 

“Cold Lsg Integrity Evaluation. " final rept 
MAYFIELD, M E . FORTE, T P , RODABAUOH. E C Oat telle Memorial 
Institute. Columbus Laboratories FIN 0-5609 NRC-04-76-293-3 

80/02/29 306pp Available at NTIS 


0003140126 NUREO-0306 SI 

“NRC Practice 4 Procedure Digest," Supp I to Digest 2 
e Office of the Executive Legal Director 80/02/29 39pp- 


0003140133 NUREO-0656 

"Study of Alternative Methods for Mgt of Littuid 
Scintillation Counting Wastes “ 

ROCKE-FARMER. L. Division of Fuel Cycle 4 Material Safety, 80/02/29 
34pp 


8003140145 Comments on NUREO-OSB4. Revi sion 1 funding over reactor lift 
(negative net salvage depreciation} should be favored over 
funding at commissioning Forward* “Cest Comparisons of Power 
Reactor Decommissioning Financing Alternatives “ 

REYN0LD8.N, 8 Debtvolse 4 Liberman 60/02/32 7pp 


— 6003140193 “Cost Comparisons of Power Reactor Decommi stioning 
Flnencing Alternatives," by Util Decommissioning Oroup 
« Arkansas Power 4 Light Go* 60/02/23. 72pp* 


--800311024^ Notice of Isiuence 4 avaLUbllity of NUREG/CR-1263, 
“Compilation of State Laws 4 Regulation* That Deal U/ 
Radioactive Metis in Transport, “ 

KERR.G.N Office of State Programs 60/02/12, Ip. 
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8a03UOl5& SEC V- 79-3300 

Advi«Bf of Commitflont octxon* r» four In rotponsc to 

SJ Chi It 791127 m«mo Roc ooimendi t ion 9 of TMl-2 Lritons 

Lcdrnsid Task Forcer NUREO-OSQSr f tom 1 & on Page A-7 should be 

included in qua 1 i f 1 ca t i one of power reac tor operators 

DENTON^ H R Office of Nuclear Reactor Regulation 79/12/21 2pp 


0003140205 NUREO-Ob4S VI 

"Rept of Dulletins U Orders Tas k. Forcer '* Vol 1 
« Office of Kuclear Reactor Regulation 80/01/31 300pp 


— 8003140212 NUftE0-064S V2 

"Rept of Bulletins It Order# Task Forcer" Vol 2 
# Office of Nuclear Reactor Regulation 80/01/31 800pp 


8003140220 NUREO/CR-1 2i7 

"FRAP-T4 Best Estimate Sensitivity Sfcodg " 

HANSEN. BL EG 4: Or Inc FIK A-6167 00/02/29 94pp Available 

at NTIS 


8003140327 Discusses Sept 1970 regional workshops reviewing NRC 
decommission in policy ui/state officials NUREG-043&J Revision 
L issued 781231 Followup workshops scheduled for 790912-14 
25-27 State representatives should be designated by 790723 
RVANrR 0 Office of State Programs 79/07/17 2pp 


8003170123 NUREO/CR-1127 

■‘Fractograph ic I* Microstruc tural Analysis of Stress 
Corrosion Cracking of A533 Grade & Class 1 Plate ^ A508 
Class 2 Forging in Pressuriied Reactor-Grad a Uatsr at 93 Cr 
Memo Rept 4121 

PROVENZANQiV 4 TQRRQNENr K r STURM. D Navyr Dept of* Naval Research 
Laboratorg FIN 8-3520 80/01/25 17pp 


80031 70143 NUREO-0020 V4 N1 

"Operating Units Status Rept." data as of 791231 
e Comttiission 80/0t/31 lOiipp Available at GPO 


eoo3iao2s& nureo/cr-oiu 

"INREM It Computer Implementation of Recent Models for 
Estimating Pose Equivalent to Organs of Man From Inhaltd or 
Tngested Radionuclide " 

k^lLLOUGH; 0 G r DUNNION/D E r PLEASANTi J C Oak Ridge National 
Laboratory FIN 8-0188 QRNL/NUREG/TM-S 70/06/30 97pp 


8003190101 NURe0/CR-l313 

"Ratlnnale for Perturbation Method for Analyzing Fluid 
Structure Interactions in CUR Pressure Suppression 
Containment Sgt " 

HUOERiP W f KALUMUCK. K M . SON IN. A A Naif achusetti Institute of 
Technology FIN D-6167 NRC-04-77-01 1 80/02/29 flOpp Available 

at OPO 


8003190583 Forwards "Hydrogen Generation tc Prassur* Suppression 
Containments" per review of Lessons Learned Task Force final 
rept Use of mitigating device or lys should be based on 
appropriate measure 

KABTENDEROf N. E ACRS - Advisory Committee on Reactor Safeguards 
79/11/02 ip 


— 3003190588 "Hydrogen Generation 4- Pressure Buppression Containments " 
k^ASTENBEROj W E ACRS - Advisory Committee on Reactor Safeguards 
79/11/02 7pp 


8&03190822 Comments on NUREG-O&lOr "Draft Emergency Action Level 
Guidelines for Nuclear Power Plants " Required licensee 
written response to offsite authorities should be extended 
to five days 

SHIELDBrS H Public Service Co of Indiana. Inc 80/01/15 2pp 


8003200024 Forwards MJREG-0090. Vol 2rNumber 3« "Rept to Congress on 
AOsi " Jul“9ept 1979r updating previous AOs.including TMI 
accident U/o end 

AHEARNEi J F Commission 00/02/27 2pp 


— 8003200035 Forwards NUReO-0090. Vol 2 . Number 3. "Rapt to Congress on 
AOki " Jul- 8 ept 1979. up dating previous AOs including TNI 
ae c id ent. 

AHEARNE.xJ F. Commission 80/02/27. 2 pp 


8003200275 Summary of 800131 meeting w/C-E It C-E Owners Group re 
compliance u/NUREG-0S78i Section 219 Related slides end 
KELLYi O B Division of 8 ystems Safety 80/02/26 26pp. 


8003200316 NUREO/CR-1326 

"Properties of Raduaites V Haste Containers . <iuartsrly 
progress rept Oct-Oec 1979 

MANAKTALA. H K, . COLOMBOi P > NEIUDONi R M Brookhaven National 
Laboratory. FIN A-3027 BNL-NI/REO SI 140 80/02/29. 27pp. 

Available at Nil 8. 


00032003 22 NUREC/CR-1039 

"Estimated Radiation Doses From TNorium & Daughters 
Contained in Thoriated Welding Electrodes ' 

MCDOWELL-BOVER AECL. Chalk River Nuclear Laboratories FIN 
D-0114-Q ORNL/NUREG/TM-3 79/12/31 30pp 


0003200326 NllREG/CR-1325 

"Evaluation of Isotope higration - Land Dunal Water 

Chemistry at Cammerc i a I i y Operated Low Level Radwaste 

Disposal Sites-"' quarterly progress rept for Oct-Dsc 1979 

WEISS. A J » COLOHan. P Brookhaven National Laboratory FIN A- 3042 

BNL-NUREC-3U47 00/02/29 20pp Ava i la b I e at NT IS 


8003200346 NUR£G/Cft-U4D Vi 

"Aggregated Sys Model of Nuclear Safegaurds. " executive 
summary 

WEISSENOERGER. S Lawrence Livermore Laboratory FIN A-D115 
UCRl- 52712 00/02/29 38pp Available at NTIS 


0003200350 HURE0/Cft-I3l4 

"Gravity Reflood Oscillations in PWR " 

CHEUNG. Y L « GRIPFITH.P Massachusetts Institute of Technology FIN 
A-4060 80/02/29 79pp Available at NTIS 


0003200364 NUREG/C 0-1329 

"Regional Tectonics 4. Seismicity of Eastern NE. " annual rept 
for June i97e-May 1979 

BURCHETT, R R Nebraska, Univ of FIN B-5774 NRC-04-76-3 1 5 

80/02/29 135pp Available at NTIS 


0003200360 NUREG/CR-0e03 

"Distribution Coefficients for Radionuclides in Aquatic 
Environ. Ill Adsorption 4i Desorption Studies of Ru-106. 

C8-137, Am-24l. Sr -05 4, Pu-237 in Marine V Freshwater Sys." 
annual rept for Aug 177S-Jul 1979 

SCHELL. W R . SANCHEZ. A L . SIDLEY. T H Washington. Un i v of FIN 
B-5749 80/OS/29 SBpp Available at NTIS 


8003200453 NUREG/CR-0749 

"Thermal Mechanical Behavior o-f Xenon Filled Fuel Rod as 
Function of Durnup " 

CUNNINGHAII.M E , LANNING, D 0 . WILLIFORD. R E Battel I » Memorial 
Institute. Pacific Northwest Labaratoty FIN D-2043 PNL-3075 

79/09/30 50pp Available at NTIS 


Q0032101B6 Forwards cross-ref of ACRS recoenmendati o-ns u/NUREG-ObbO 
Overall summary 4- chapter summaries of NURE0-0660. Dra f fr 3 
will be provided by 8D030S to facilitate 600306 briefing 
MATTSON. R J Division of Systems Safety 80/02/22 4pp 


0003210361 "Rept to Congress on Abnormal Occurrences . Ju 1-Sept 197? " 
♦ Office of Management and Program Analysis 80/02/29 Ip 
Available at NTIS 


0003250002 Comments on draft lvtUftEG-0590 . Re vi i ion 1 no discussien made 
of rec omiisi oning V conversion No luodes of decomi ssion i ng 
shoulo be precluded at this time Claa s i f icat ion of 
decomi ssioni ng modes 4* timing by half lives unreasonable 
REYNQLDa. N S Debevolse 4- Liberman 80/02/20 Bpp 


0003250086 Provides comments & evaluation on NUREO-051 1, Vo 1 1. "Draft 
0EI6 on U Milling ” Submits info to improve credibility of 
credibility of final EIS 4' improve capability of public 
part Ic i pation 

WINOARD.O Affi nation Unknown iS605 80/01/18 2pp 


80032 50 1 60 NOR EG/C R- 1 36 2 

"Data Summaries of LERs of Diesel Generators at US 
Commercial Nuclear Power Plants." Jan 1976 - Dec 1970 
P0LQ5 KI.jp . SULLIVAN, W H EG 4 G, Inc EOO-EA-509a 00/03/31 
400pp Available at NTIS 


6003250174 NUREO/Cft-0977 

■"New Madrid Seismotec tonic Study, " activities during Fy79 
DU3CHBACH, T C St Lout# Univ FIN D-6335 80/D3/31 I63pp 

Available at NTIS 


G0D32S0260 NUREG/CR-i236 

"Fuel Swelling Due to Retained Fission Gas in liolton Fuel 
During High Temp Transients '* 

VINJAIiURl.K EC 4^ G. Inc FIM A-604 1 EOO-2014 80/02/29 55pp 

Available at NTIS 


6003250270 NUREO/CR-134 1 

"Ear th quake-induced Liquefaction. Near Lake Amatitlan* 

Guate^naia " 

SEED 4 H 8 . ARANGO. C K . CHANrC K CaUfornia. Unlv of. Berkeley 
FIN D-6279 60/02/29 4Dpp Available at NTIS 
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0003230270 NUREC/CR-1259 Vi 

"Imp Methods for Phyeical Protection Project Qutrterlg 
Rept. Sept-Nov 197'? " 

BRADLEY, R T , BOWDEff, 0 D , DLSON. A W Lawrence Livermore Laboretory 
FIN A-0143 UClD-l 0123-79-3 80/03/31 19pp Available at WTIS 


0003290385 NUREC/CR-1099 

"Depleted U Digxlde Powder Flou Thrauph Verg Small 
Openings " 

SUTTER, S L . JOHNSTON, J U . fllSHlNA. J DattelU Memorial Imtitufce, 
Pacific Northwest Laboratory FIN B-2093 PNL'3177 80/02/29 

185pp Available at NT18 


B003250390 NURE0/CR-i255 

"Sk^IRMlSK h AMBUSH - Tactical Board Games for Developmant 
Evaluation of Road Transit Physical Protection 8gs " 
OALLAQHERiR J , KEETON, 6 C, Sand la Laboratories FIN A-1173 
SAND79-8058 80/03/31 S3pp Available at NTI8 


8003290394 NUREG/CR-I 081 

"Character i lat ion of U Tailings Cover Matis for Radon Flux 
Reduction " 

ROGERSiUC , OVERMYER.R F , PUTZIG.K N Argonne National Laboratory 
FIN A-2046 FBDU-aiB-2 60/03/31 ISOpp Available at NTIS 


8003250415 NUREG/CR-0497 

"WATPRD - Version li (Revision 1) Handbook of Matls 
Properties for Use in Analysis of LWR Fuel Rod Behavior " 

» EO G, Inc FIH A-A05O TREE- 1280 Rl 80/02/29 STBppv 


9003250425 NUREO/CR-1 127 

"Fraetographsc I Microstructura 1 Analysis of Stress 
Corrosion Cracking of A533 Grade B Class 1 Plate U A508 
Class 2 Forging in Pressumed fleactors-Oradi Hater at 
93 C ** 

PROVEN2ANO.V Navy t Dept of. Naval Research Laboratory TORRONEN. K 
Finland STURM. 0 Germany, Federal Republic of PIN B-592S NRL 
4121 80/01/25 2lpp 


0003250459 NUREO/CR- 1 1 40 V2 

"Aggregated Sys Model of Nuclear Safeguards " 
UEISSENDERCER, Lawrence Livermore Laboratory FIN A-OllS 
UCRL-52712 80/02/29 121 pp 


8003290462 NUREG-0649 

"Task Action Plans for Unresolved Safety Issues Related 
to Nuclear Power Plants " 

♦ Office of Nuclear Reactor Regulation 80/02/29 I99pp 


8003250993 NUHEO-0330 V4 N1 

Duff Book 2 "Status Summary Rept, Advanced Reactor Safety 
Researchi" data as of 800131 

* Office of Nuclear Regulatory Research 80/02/26 92pp 
8003260133 NUREO/Cfi-0795 

Errata sheet for "Oeomorphic «»■ Erosion Studies at Western 
NY ^Nuclear 8vc Ctr,West VatleyiNY, " consisting of Plate* 

a New York, State of 80/02/26 lOpp 


6003260489 Bubmits corrections to previous comments provided to NRC on 
NUREO-0460i Vol 4, "ATWB for LWR " Comment did not sddrese 
indirect costs, as rei^uested by NUREO Corrections should 
be made before final printings 

RENBEROERiDL Washington Public Power Supply Systiffl 80/03/21 


8003260585 Fortuards LD Test 800130 Ur commenting on NUftEO-0508, 
"Interim Staff Position on Environ Qual » f i cation of Safety- 
Related Electrical Et^uipment " Guggests wording changes 
U e lar i f ications 

BOETTGER, J T r BAUER, J T Power Engineering Society 80/03/18 Ip 


8003260610 Forwards comments on NUREG-0S8B re Category 1 rciiuir ements 
I tern 2 lOMc) should be clarified to apply only to safety- 
related equipment It Item 3 (4> margin requirements are 
excftie ive 

VAN BRUNT, E E Ariiona Public Service Co ANPP-15022 80/03/13 

2pp 


0003270057 NUREO/CR- 13 17 

"Response of Four-Inch Nuclear Power Plant Valve to Dynamic 
Excitation " 

KABRI,8, J, STOTT, 8 J South ern Cal Ifornia, Univ of, FIND-9976, 
00/02/29 300pp Available at NTIB 


0003270064 NUREO/CR-1336 

"Bloaccumuiatlon Factor fqr P-32 in Edible Fish Tissue," 
final rept Aug t977~act 1979 

KAHN, B , TURQEQNrK 8 Georgia Institute of Technology FIN H-6266 
00/03/31 97pp Available at NT18 


0003270076 NUREO-0460 V4 

"ATUS for LWRs Resolution of Unresolved Safety Issue Task 
Action Plan A-9, " Uol 4, for comment 

« Office of Nuclear Reactor Regulation 80/03/24 200pp 


8003270240 Forwards NRUEO/CR-t 145, "Experiment Data Rept for LDFT 
Nuclear Small Break Experiment L3-i " Experiment conducted 
791120 

KAUFMAN, N C EG (c 0. Inc 00/01/29 2pp 


—0003270245 NUREG/Cft-l 145 

"Experiment Data Rept for LOFT Nuclear Bmall Break 
Exparlment L3-i ■' 

* EG 5 0. Inc FIN A-6040 ECO-2007 80/01/31 IBOpp 

Available at NTIS 


S0032B0642 Notification of 000403 meeting ui/CE~des igned operating 
plant* ouiners group in Oethesda,MO to discuss addl guidance 
for analysis of accidents & transients ^ preparation of 
emergency procedure guide I ines, NUREG-057e, Item 2 1 9, Task 5 
COX,T, H Standardiiation Branch 80/03/17 Ip 


8003280652 NUREO/CR- 1279 

"Insider Threat to Secure Facilities Synopsis of Nine 
Interviews " 

8CHECHTER,R 8 Lawrence Livermore Laboratory FIN A-0132 
UCRL-52729 80/03/31 61pp 


8003200665 FOIA request on behalf of UC8 for memos, work plans, data 
^ documents produced by NRC to formulate action plan on 
implementation of TMl lessons learned U Kemeny Commission 
Rept 

WE18S,E R Sheldon, Harmon Neiss 79J/12/12 Ip 


8003310090 Responds to FOIA requests for documents re plant safety 
Identified by accession ^ rept number, author, deter Ipt Ion U 
number of page* Forwards documents listed in App A Documents 
5 «( 26 partially withheld (ref FOIA Exemption 4) 

FELTON, J M Divl*ton of Rules and Records 80/03/03 fipp 


—8003310101 NUREO/CR-O3ia 

"Data Rept for NRC/PNL Haldtn Assembly IFA-431 " 

HANN,C R , BRADLEY, E R , CUNNINGHAM. M E DattelU Memorial 
Institute, Pacific Northwest Laboratory PNL-2494 78/04/30 

12ZPP 


8003310254 Comments on draft NUREO-0584, Revi ll on 1 significant portion 
of licensees not rate-regulated investor-owned electric 
utU* NRC should conduct comprehensive evaluation of 
financing mechanisms of all licensees 

TILLMAN, W F National Rural Electric Cooperative Association 

60/02/28 3pp 


8003310410 Respocidf to 791102 request that NRC determine If grounds 
exist to suspend or amend OLs of LWRs which base ECCS upon 
faulty analytical codes Differences in ECC8 model* are 
smalt or Insignificant 

DENTGNiH R Office of Nuclear Reactor Regulation 80/03/03 2pp 


9003310413 Responds to 791129 request for addl info re clad swelling (k 
rupture models for LOCA analysis 1, meeting u/NRC ECCB 
analysis Forwards list of info being transmitted Info not 
end 

DENISE. R P Assistant Director for Reactor Safety 79/12/10 
3pp 


8Q0331041B Forwards addl Info re cladding swelling V rupture model* fer 
LOCA analysis Info constst* of Itr* from five fuel vendor* L 
Yankee Atomic Electric Co comment* on NUREO-0630 H/o end* 

DENISE, R p Aisistant Director for Reactor Safety 80/01/17 Ip 


8003310423 Notlfia* of ACR8 Subcommittee B00214 meeting in Washington, 
DC re cladding swelling rupture model* for LOCA analysis 
DENISE, R P Assistant Director for Reactor Safety 00/02/06 Ip 


■0003310429 Petition under 10CFR2 206 requesting that NRC conduct 
Investigation into issuei re design of ECC0 k to decide 
whsthar vufficiant evidence exliti to warrant suspension or 
amend to licensing of LWRs 

POLLOCK, R P Critical Mass Energy Project, 79/ J 1/02 3pp, 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


7909260214 Responds to 790712 Itr Sc forwards info concerning NRC 
activities to be incorporated in DOE Annual Rapt to Congress 
on U Mill Tailings Radiation Control Act of 1970. Submits 
summary of major act long. 

MARTIN, J 0 Division of Wast# Management. 79/P0/IO, Spp. 
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6003070110 Di«cuf»9t rviotution of gtnftrlc t«rmi t« ap«r«tion a# onv 
nuclear unit while others are uniJer const in multi-unit 
facility Portions of Rtj Guide I 17 end 

BICKEL«J H ACRS - Advisory Committee on Reactor Safeguards 
79/10/03 7pp 


7907200250 Wotlce of issuance ot- minor amends to NRC notices of 3yj of 
Records NfiC-l-l3.fc5*-23, 2&-2B. 30-32, 3-1 W6-40 Amends delete 
NRC-35 U Incorporate NRC-14 into lJRC-11 

OOSSiCKfL V Office of the Executive Director for Operations 
79/06/22 53pp 


—6003070114 Nia 17-1973 

"Industrial Security for Nuclear Power Plants " 

» American National Standards Institute 73/07/10 20pp 


9003110264 Advises that IE Bulletin 60-04; "Analysis of PUR Haln Steam 
Line Break U/Continued Feeduiater Addition, " was tent to 
listed utils on Q00208 

CARROLLi D E Region 3, Chicago, Office of the Director 60/02/14 
3pp 


8003120069 Forwards IE Circular 80-02, "Nuclear Power Plant Staff kiorJc 
Hours " Notifies that circular sent listed licensees on 
600201 

CARROLLi D E Region 3, Chicago, Office of the Director 80/02/14 
3pp 


8003120260 Advises that IE Info Notice 80-07, "Pump Shaft Fatigue 
Creeling," was sent to listed utils on 800229 

CARROLUrD e Region 3, Chicago. Office of the Director 80/03/03 
2PP 


8003120596 Advises that IE Info< Notice 80-06. "Notif lea tion of 
Significant Events." was sent to listed utils on 800227 
CARROLL, D E Region 3, Chicago, Office of the Director 60/02/2B 

2pp. 


6003120613 "BaeVground Rep t, Consi tftrati ons of Environ Protection 
Criteria for Redwast# " 

NARTlNrJ E Environmental Protection Agency 70/02/28 66pp 


9003140149 Advleei that IE Bulletin 80-03, "Loss of Charcoal from Std 
Type H, Two-Inch, Tray Adsorber Cells," was sent to listed 
utils on 000206 

CARROLL, D E Region 3, Chicago, Office of the Director 80/02/14 
2pP 


0003140303 Advises that IE Bulletin 79-010 supplemental info, 
'■Environ Qualification of Class IE Equipment, “ was sent 
to listed utils on 800229 

CARROLL, D E Region 3. Chicago, Office of the Director 80/03/03 
9pp 


0002140292 Comments on proposed rules I OCFRGO, 40. 50 70 

decommissioning insurance should be treated like whole life 
insurance h tie premiums to performance records Jurisdiction 
could be handled bg states 

SHUAD.J Iowa Public Interest Research Group 60/01/28 3pp 


0002190049 Comments on NUREG/CR-0 1 30 re NRC/DNL d ec ommi ss i ong study in 
response to 791129 request No provisions for cost of project 
mgt team concept for nuclear facility dismantlement Team 
concept i cost estimates end 

COUN&IU.NO Northeast Utilities 00/01/03 Spp 


0002210266 Comments on proposed rules 10CFR3D, 40, SO ^ 70 NRC should 
establish rules requiring specific financial plans to meet 
decommissioning costs o-f planned t premature shutdown of 
nuclear fac i 1 Ities 

CASCIATO.P A Public Interest Research Group 79/11/21 llpp 


0003030002 Comments on proposed rule }0CFR71 regulations burden 
users w/costly requirements Industry was not warned of 
change in requirements until April 1978 
PEEPLES. UP Girlf Nuclear. Inc 80/^1/03 4pp 


0003030006 Comments on proposed rule 10CFR2 licensee should have 
resp ons 1 bl t i ty to assure that proper actions are taken to 
protect public in event of emergency Accidents are prevented 
by party responsible for consequences 
SHAHBAZl.A F Aff t t ia t ion Unknown 60/02/01 Ip 


0003040086 Comments on proposed rule 10CFR50 public hearing should be 
held NRC should not standard lie emergency planning 
Concursence has no place in regulations because term is ill- 
defined State U local plans should be adequate 
KNUTH. D F mo, Inc 00/02/15 32pp 


8003040110 Comments on proposed rule lOCFRSO FEMA Should havi lead 
role Emergency planning should be handled like other license 
conditions re concurrence Ten U fifty-mile lanes should be 
established as matter of policy 

VANDENDURGK. D £ Yankee Atomic Electric Co UYC 80-1 80/02/12 

16pp 


8003190052 Advises that IE Circular 79-25, Suppl A, "Bhock Arrestor 
Strut Assembly Interference,*' was sent to listed utils on 
800131 

CARROLL, D E Region 3, Chicago, Office of the Director 80/02/14 
2pp 


B003190297 Advises that IE Info Notice BO-05, ‘'Chloride Contamination 
of 8af ety-Related Piping Components." was sent to listed 
utils on 800209 

CARROLL, 0 E Region 3, Chicago, Office of the Director 80/02/14 
2pp 


0003260501 Advises that IE Bulletin 00-05, "Vacuum Conditions Resulting 
in Damage to Chemical Vol Control Syt (CVCS) Holdup Tanks," 
was sent to listed utils on 000310 

CARRQLL, D E Region 3, Chicago, Office of the Director 00/03/ i i 
Spp. 


8003310342 Forwards errata sheet 4< replacement pegtt for Director's 
decision per 10CFR2 206 denying UC6 petition, for order 
requiring seismic reanalysis within ISO days 

DENTON, H R. Office of Nuclear Reactor Regulation 00/03/06 Ip. 


— 8003310344 Errata sheet it replacement pages for Dirsetor's decision per 
iOCFR2 206 denying UCS petition for order requiring seismic 
reanalysis 

PENTONiH R Office of Nuclear Reactor Regulation 00/01/10 Opp 


8003040115 Comments on proposed rule 10CPR50 FEHA should assist state 
ti local planning efforts impr oveinent programs should be 
developed for resourcs to improve facility More funding is 
needed for local govts 

CaQK,R A Michigan, State of 00/01/22 4pp 


8003040145 Forwards comments on proposed rule lOCFRSO many stringent 
provisions 6 sanctions ara unnecessary due to progress 6 
cooperation w/state U local govts FEtIA should assist In 
state local programs development 

KEARNEV, j j Edison Electric Institute 00/01/24 9pp 


6003040153 Comments on proposed rule lOCFRSO federal eoncurrencs should 
not be directed belotu state level Current guidance from NRC 
it confusing FEMA should be federal representatives re 
offsite plans 

■* South Carolina, State of 60/01/24 l^pp 


8003050022 Comments on proposed rule 10CFR32 rule changes which might 
deter prospective purchasers from l)nstallin<g smoke 
detectors could lead to needless loss of life 
JOHNSON, J E Affiliation Unknown 60/01/25 3p p 


8003050039 Comments on proposed rule 10CFR32 lonliation chamber smoke 
detector labeling requirement should be waived or optionally 
applied at manufacturer discretion for all detectors u/less 
than specified quantity of radiorvuc 1 1 df 

ELLNER, r Pyrqtronicsj Dakar Protet, Sves Inc 80/01/28 3pp 


PR PROPOSED RULE 


0003060429 Comments on proposed rule 10CFR50 adequate emergency plans 
cannot be developed to protect public from consequences of 
nuclear accident Licensees should inform every resident, 
every ynwlthin 50 miles of proposed routes 
SAUDWIN, U A, Friends of the Earth 80/02/13 9pp 


7906270163 Ack receipt of 790316 Itr re transportation of waste metis. 
Forwards description of NRC tt DOT requirements for 
transportation of radioactive mat It, NUREG-0i70 6 rept on 
transportation accidents from Jan 1979 td Feb 1979 
HEKDRIE.J, M Commission 79/05/25. 3p 


8003050046 Comments an proposed rules 10CFR70 6 73 NRC finding that 
£18 it flA art unnecessary is wrong Proposed rule will have 
adverse effect on maritime commerce 6 will encourage 
clandestine transfers of 8NM at sea 
ZIMMERHAN.H A Affiliation Unknown BO/Oi/24 Ip 


0003050129 Comments on proposed rule 10CFR2 unclear whether emergency 
authority of NRC esecutivs director for operations pre-empts 
authority of agreement state to deal w/glv«n state 
licensed mill site emergency 

SMITH. P D Environmental Proteitiofi Agency BAH-UM 80/01/30 

2pp 
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600309Q15S Coinmtntf on proposed rule lOCFRSO ovvrridin^ factor is 
evcurity of hofnetr but inetsos tiveitoct In cleared ana for 
extended period Support^ addl mission re emergencf/ plans to 
other areas in state 

DELOACHiJ M Richland Coont(|, SC aO/Ol/04 7pp 

8003050191 Comments on proposed roles 10CFR30» 40i 50 tt 70 decommission 
role should be more flerible to consider unique 
characteristics It different approaches peculiar to public 
pouer sector 

HOBART, L Affiliation Unknoun 80/02/12 Ip 


8003050257 Forwards comments on proposed rule lOCFRSO states h«ve 
inherent rcsponsil) i 1 itv to monitor & coordinate offsite 
emtrgfnctj plans NRC does not possess statutory 
reipons ib i 1 i tv to impose stds or review local plans 
THDHAS,U M South Carolina, State of 80/01/31 12pp 


0003060015 Comments on proposed rule lOCFRSO implementation would 
seriouiig hamper commercial use of nuclear power w/o ang 
significant increase in safety 

COLLINS, J M , UQEFFLER.T House of Rep , Interst ^ Foreign 
Commerce 80/02/14 2pp 


6003060024 Comments on proposed rule tCCFR50 opposes proposed rule r* 
evacuation plan Onlg wag to save NY is to dote fadlitg 
TOSCANIrK Affiliation Unknown 60/01/25 Ip 


6003060243 Comments on proposed rule 10CFR50 promulgation of rule 
should be held up indefinitalg since technical basis is 
leriouslg inaccurate 4« deficient Issue of improper reactor 
siting is evaded bg allowing conformance ui/lou radius plan 
8AL2KAN,L Friends of the Earth 80/01/29 9pp 


8003060351 "Subgroup Rept on Alternative Technologg Strategies for 
Isolation of Nuclear Waste, ♦' draft 

e Interagencg Review Group on Nuclear Waste Nanagement 
TrD-20ei0<DRAFT 78/10/30 I90pp 


8003060444 Comments on proposed role 10CFR50 emergeneg broadcast sgs 
alrtadg available for use around nuclear plants Purchase of 
simple cod ing/decod ing device attached to ang radio can be 
activated during emergeneg 

RlCHtF J Affiliation Unknown 79/12/17 3pp 


8003060449 Comments on proposed rule 10CFR50 NRC & FEMA teams should 
be consolidated to eliminate duplication Federal govt wants 
to shun responsibl 1 i tg for emergeneg preparedness to 
liceneee Licensee should not have to cater to media 
REINECKErR Affiliation Unknown 80/02/13 4pp 


8003060456 Comments on proposed rule lOCFRSO workshop on 800115 did not 
mention Class 9 accident Urges NRC to sign UCB petition & 
close nuclear facilities near New York Citg Chicago 
Conservation effort* are making nuclear power neediest, 

KOMZORiL Affilietion Unknown 80/01/20 Ip 


8003060464 Comments on propotid rule 10CFRSO.no plant should be allowed 
to use nuclear power unless people in SO-'mile radius can be 
evacuated verg quickly Conservation plan could make use of 
electricity grow even tlower 
OANTrJ Affiliation Unknown 80/01/23 Ip 


8003060469 Comments an proposed rule lOCFRSO personnel evacuated from 
iO-mile emergeneg planning lone should be hosted at least 
five miles outside iO’^mlla xone to reduce possibility of 
further relocation 

HITNICK.H K Indiana, State of 00/01/29, 2pp 


8003060474 Comments on proposed rule 10CFR90, cost benefit analysis 
should be conducted comparing incremental cost of 
preparation* & incremental reduction in dose-commitment in 
cost per man rem 

BRONSON, F L Affiliation Unknown 80/01/23 Ip 


8003060478 Comments on proposed rule lOCFRSO NRC concurrence should be 
necessary for applicant to obtain license Costs for 
emergeneg planning should be borne bg licensee Offsite 
safety factors should be considered in cost of business 
WELLMAN, D G Kentucky, State of, 80/01/23 3pp, 


8003060482 Comment* on proposed rule lOCFRSO NRC hat priorities 
reverted Util & NRC should work out plan It local concurrence 
should be necessary for (ttuance of 1 icense. Finances of 
local govt already overly committed w/o addl responsibility. 
OELOACKiJ W Richland County, 80 BO/01/07 7pp. 


0003060487 Comments on proposed rule lOCFRSO too many loopholes exist 
in rule change No exemptions to NRC approval of plan prior 
to operation All plans should have simulated evidence of 
plan for at least one-third of population in safety zone 
TH0MPQUI8T. j , MCMILLAN, C , MANSFIELD, A Affiliation Unknown 
00/01/24 3pp 


8003060732 Comments on proposed rule 1OCFR50 good evacuation plan 
should contain at least 30-mlle evacuation radius 
SMITH. £ Affiliation Unknown 80/01/23 Ip 


6003060740 Comments nn proposed rule fOCFR50 public hearings 6 
workshops should have ground rules Person speaking should 
not be subjected to name calling Hearing officer could help 
to receive testimony 

WILLENp J Y Ecientists I, Engineers for Secure Energy 80/01/J7 
ip 


8003070004 Comments on proposed rule lOCFRSO air currents travel faster 
than evacuators ever could, in panic tt traffic jams Old & 
tired facility should be shut down 
DENSON, J C Affiliation Unknown 80/01/10 Ip 


8003070010 Comments on proposed rule lOCFRSO facility should be shut 
down if evacuation plans are not accepted bg NRC 
QIZEC,£ Affiliation Unknown 80/02/13 Ip 


6003070013 Comments on proposed rule lOCFRSO nuclear emergency area 
around plants should be expanded to 50 miles Urges remote 
sitings 

DISHap,M Affil iation Unknown 00/02/07 Ip 


8003070033 Comments on proposed rule lOCFRSO Ramapo Fault is wrong 
place to build nuclear power plant No safe places exist for 
nuclear power const Conservation program could eliminate 137. 
of energy we get from nuclear power 
KODLICKrL Affiliation Unknown 80/01/10 Ip 


0003070030 Comments on proposed rule lOCFRSO facility should be shut 
down Facility is riddled w/safetg problems Facility has been 
down one-third of time since conception Placing lives of 
workers 4t public In danger is wrong 
FADJACK, Q 9 Affiliation Unknown 00/02/07 Ip 


9003070046 Comments on proposed rule lOCFRSO workshop on 800115 in New 
York, NY accomplished next to nothing Rational discussion was 
impossible Public attendees were not cross-section of 
public Significant issues still unaddressed 

VANDENOUROH, D E Yankee Atomic Electric Co WYR-00-10 00/01/18 

2pp 


8003070040 Comments on proposed rule lOCFRSO waste element of nuclear 
energy generation cannot be ignored any longer NRC political 
if admin! strative structure should be expanded to act on 
waste problem 

» Affiliation Unknown 00/02/07 app 


0003070135 Comments on proposed rule 10CFR50 facility should be shut 
down Ten-mile radius i* much smaller than actual radioactive 
limits Numerous mistakes in complex fuel cycle have already 
been made Burdening future generations is wrong 
TURNER, B Affiliation Unknown 80/01/19 2pp 


0003070141 Comment* on proposed rule 10CFR50 rule would compel util 
to work u/local state govts Supports adoption approval 
at condition of licensing 

ECKERT, J R Affiliation Unknown 80/01/21 ip 


8003070237 Comment* on proposed rule lOCFRSO appropriate emergency 
response plans must properly be developed by states State 
plans ar* appropriate level for NRC concurrence 
LEWIS, N D Washington, State of 80/01/15 2pp 


0003070242 Comment* on proposed rule lOCFRSO opposes proposed rule re 
safe evacuation plans Only wag to avoid dlaster is to phase 
out all nuclear reactors 
e Affiliation Unknown 00/01/15 2pp 


6003070270 Comments on proposed rules lOCFROO, 40, SO I, 70 NRC should 
provide guidance to rate making agencies re acceptable 
methods of decommissioning nuclear plants It provide criteria 
for determining applicable costs 

WENTWORTH, W C Northeast Utilities 00/02/19 0pp 


8003070303 Comments on proposed rule lOCFRSO meeting* re emergency 
evacuation plans are waste of time Nuclear plants should not 
be built near populated areas 

FRIEDMAN, F Affiliation Unknown 00/01/22 2pp 
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6003100234 Tr«n«crlpt of Advisorti Cqmmitte# on Hodic^l Ui* of 
I«otope< 60011B in 6llvir Spring«KD Pp 1-197 

CUNMiNQHAMiR E Oiviflon of Fu»l Cgcis t Motoriol Safvty 
COLtINSiV P i ORlEMrH L Affiliation Unknown BO/OI/lB SSlpp 


8003110032 EPA-520/9-73-003-D 

“Environ Analgflt of U PubL Ct;cl«iPart 3 Nuclear Fu* I 
Reprocessing “ 

* EnvlrontnisntJi 1 Protection Agencg 73/10/31 149pp 


8003110002 STl/PUD-’4a3 V2 

"Kgt of Radwaste from Nuclear Fuel Cycler' proctidlngi of 
sgitipaslumr VI ennai 7£0322-2dt< S/ol 2 
» Austria 76/03/26 4S4pp 


8003110033 LSL-7073 

“Mechanical &i Thermal Design Considerations for Radwaste 
Repositories In iHard ftocfc* “ Parts 1 8* 2 

COOK. G W . WITHERSPOON, P A CaMfornlar Univ ofi SerkeJeg SAC-lO 
70/10/31 27pp 


8003110004 GTI/PUQ-433 VI 

"Mgt of Radwatfce from Nuclear Fuel Cycler" proceedings of 
sympos ium, Vienna, 760322-26# Vol 1 
« Austria 76/03/26 395pp 


80031 10006 ORNL-TM-4224 

"Cfldimerc lal High Level Waste Projections/" facsimile report 
reproduced bv AEC 

DLOMEKEiJ 0 # NICHOLS, J P Oak Ridge National Laboratory 73/05/31 
I7pp 


8003110009 aRNL-TM-36l9 

“Ecological Environ Astessments Related to Federal 
Repository “ 

DAHLMANiR C # TANAKA, V Oak Ridge National Laboratory 
49pp 


73/07/31 


0003110010 UCRL- 13934 

“Inventory Sources of Transuranic Solid Waste “ 
a TERA Corp 70/08/31 252pp 


9003110012 U80AD EMD-77-4I 

"Ndclcar Energy Dilemma Disposing of Hazardous Raduaite 
Safely," rept to Congress 

s Oeneral Accounting Office 77/09/09 96pp 


0003110014 8AND77-iai6 

“Estimates of Relative Areas for Disposal In Redded Balt of 
LWR Wastes from Alternative Fuel Cyclas 

LINCOLN, R C . LARSON. D W , SISSON, C E Sandla Laboretoriei 
78/01/31 220pp 


0003110014 SAND77-|0i6 

“Eetimetes of Relative Areas for Dispasal in Bedded Salt of 
LWR Wastes from Alternative Fuel Cycles “ 

LINCOLN, R C I LARSON. D,W , SISSON, C E Sandie Laboratories 
7B/01/31 220pp 


0003110015 ORNL-TM-3965 

“Projeetlns of Raduaites to be Generated by US Nuclear Power 
Industry ” 

BLOMEKE.J 0 , KEE, C W , NICHOLS, J P Oak Ridge Netional Laboratory 
74/02/28 UQpp 


8003110018 8AND79-0931 VI 

"Immobili latlon of Defense High Level Waste Assessment of 
Technological Strategies 8< Potential Regulatory Ooeli, '* 
Vol 1 

e Sandla Laboratories 79/06/30 iSOpp 


0003110019 0RNL-TM~4631 

"Projected Shipments of 8NM «' Wastes by Nuclear Power 
Industry 

auoHEKE, J 0 , KEE. C W , SALMON, R Oat Ridge National Laboratory 
71/08/31 63PP 


0003110023 ERDA-1937 

'*FES Waste Mgt Operations, Savanneh River Plant# AI kcni 8C “ 
UrvERMANiV L Energy Research t Development Admin (Presently ODE). 
ERDA~1937 77/09/30 726p p Available at NTIS •IS 00 


000311 0027 EP A-flaO/9-73-OOa-C 

"Environ Aralyils of V Fuel Cycle, Part 2 Nuclear Power 

Reactors " , 

» Environmental protection Agoncy PD2350O5 73/11/30 176pp 


0003110029 8AND79-0531 Vg . . 

"Immobiliiatlon of Defense High Level Waste: Asieesment of 
Technological Strateglas «< Potential Regulatory Goals,” 
Vol 2 

a Sandla Labdratorles 79/07/24, 105pp 


0003110031 DOE/ElS-0023 

"FES Long-Term Mgt of Oefenee High Level Radwastes IRW 
Program for Immob 1 1 ijationJi Savannah River Plant# A1 k an, 8C " 
a Energy# Dept# of D0E/EI6 0023 79/1 i/30 307pp 


6003110035 TlD-29016 

“Earth Science Technical Plan for Mined Geological Disposal 
of Radwaste." draft 

a Energy, Dept of « Inter lor. Dept of# Geological Survey 
79/01/31 I60pp Available at HTIS 00 


800311 0036 6PA- 520/4-76-017 

"Environ Analysis of U Fuel Cycle. Part 4 Supplementary 
Ana 1 y « If , 1976 " 

• Environmental Protection Agency PD 259 857 76/07/31 143pp 

Available at NTia 


8003110037 EROA-77-42/1 VI 

"Alternatives for Long-Term Mgt of Defense High Level 
Radwaste Savannah River P I ant, AJ k en, BC, “ Vol I 

e Energy Research t# Development Admin (Presently DDE> 77/05/31 
gaOpp Available at NTIS >10 00 


8003110039 DNUL-2051 PART 2 

“Rad iation £f f ec ts in Solidified High Level Wastes, Part 2 
Helium Behavior " 

TURCOTTErR P Dattelle Memartal Institute, Pacific Northwest 
Laboratory 76/05/31 40pp 


8003110041 ANL-7a-8 

"Studies of Nuclear Haste Migration in Geologic Media," 
annuel rept# Nov 1976-act 1977 

SElTZrM 0 , RICKERT, P O . FRIED, S M Argonne National Laboratory 
70/03/31 45pp 


8003110042 ARH-2eS0 

“Betrievabla Surface Storage Facility Alternative Concepts 
Engineering Studies “ 

s Atlanfei c-Rlchfield Co AT <4S-n-ai30 74/07/3J 400pp 


8003110043 LA-67 4 I -MS 

"Examination of Pathways from Soil to Man for Pu " 

HEALY, J W Los Alamos Scientific Laboratory VCdl 77/04/30 
99pp Available at NTIS 415 00 


80031 1C044 L8U-70a2 VI 

“Swe-d I sh-Amerl can Cooperative Program on Radwaste Storage In 
Mined Caverns In Crystalline Rocks. Technica I Rept 9 
Theoretical Temp Fields for Stripa Heater Project," Vol 1 
CHAN. T , COOK, N 0 , T3AN0, 0 F California, Unlv of, BerleUy 
78/09/30 53pp Available at NTIS 45 25 


8003110047 "Deta Ac qui s i tion< Hand 1 1 ng fc Display for Heater Experiments 
at 8 1 r i pa '* 

MCEVOY,MD Lawrence Berteley Laboratory SAC-14 79/02/20 BOpp 


80031 10048 US08-C1RC-779 

“Oeologlc Disposal of High Level Redwaites Earth Science 
Perspectives#'* USG3 Circular 779 

BREDEHOEFT.d D , ENGLAND# A W , STEWART, D D Ifiteri or, Dep t of. 
Geological Survey 70/12/31 19pp 


8003 U 0052 ANL-79-30 , „ 

“Studies of Nuclear Waste Migration in Oeologlc Media," 
annual rept,Cct 1977-Sept 1978 , . 

SEITZ, MG , RICKERT,P O , FRIED#S M Argonne National Laboratory 
79/07/31 60 pp 


0003110053 ONWl-9 

"Traneltion Rept for Ouar ter, ^ul-Qep t 1970 " 

BATCH. vl M Battel I e Memorial Institute 7B/09/30 
at NTte *0 00 


72pp AvalUblf 


)03 110057 ER DA-77-42/2 _ ^ ^ ^ ^ 

"Summary of Alternatlvee for Long-Term >Jgt of Defense High 
Level Radwaste Savannah River P 1 ant. Al ken# 8C, " Vol 2 
a Energy Research & Development Admin. (Presently DOE) 
26pp. Available at NTIS 43 50 


77/05/31. 


0003110050 ER DA-77-43 

"Alternatives fpr Long-Term Mgt of Defense High-Level 
Radwaste* Idaho Chemical Proceselng Plant " 
a Energy Research & D'evelopment Admin CPraiently DOE) 
i72pp Available at NTIS *6.75 


77/09/30. 
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IMONDOCKETED ITEMS 


6003110039 MASH~1S4S 

“Environ Survey of U Fuel Cycle *’ 

* Atomic Eniryv Comniieion ~ Deputy Director for Fueli St Met 
74/04/30 47Spp 


6003110060 PrDctrdinge o-f Symposiirtn on vaekt mfit in Tucton/AZ on 
761003-06 

* Energy Reeeerch & Develapmcnt Admin (Pretcnkly DOE) 76/10/06 
a77pp Available at MTIB 410 75 


6003110066 DOE/Efl-0004/D 

Draft "Rept of Task Force for ^evieu of Nuclear Waeke Hgt “ 
« Energy- Dept of 79/02/28 t67pp 


0003110091 “Theoretical 6 E»p«r imental Evaluation of Waete Transport in 
Selected Rocksr 1977 Annual Rept " 

APRS, J A - LUCAS. J , MATHUR. A K California. Univ of. Berkeley 
77/12/ai I4epp 


9003110118 Comment* on propoced rule 10CFR50 potential eiiiti for 
maeslvff destruction & death other than accident at nuclear 
plant State local emergency planning should include 
nonradlol ogicdl industrial accidents 
POUELL. S C Affiliation Unknown 90/02/07 3pp 


8003110120 ePA-S20/9-73-003-8 

"Environ Analysis of U Fuel CycIsjPart I Fuel Supply “ 

* Environmental Protection Agency P0S35804 73/iO/31 201pp 


B003120690 Response to NRDC 800214 motion to direct certification of 
NRC rale In rulemaking record development re raduaste 
storage Ic disposal Urges denial of substantive relief re 
soliciting independent expert opinions U/Certif Icate of Svc 
AXELRAD.M Edison Electric Institute AXELRAO.M 
Louenstiin. Neuman. Alls. Acelr ad & Toll 00/08/26 13pp 


8003130006 Com-nent* on proposed rule lOCFftSO ten-mile radius is 
Inadequate distance for Neui York City evacuation plans Long 
Island residents will have backs to ocean 6 Shoreham 
Uamvsport sites blocking escape 
BEHANiUL New York, State of 00/01/23 Ip 


8003130083 Comments on proposed rule lOCFRSO NRC owes public more 
than tuo recent comtnenk hearings in Osslnlng.NV & workshop 
in NV City> Requests evidentiary hearing where utils can be 
crais-txamintd under oath 

FLEI6HCR, Z.6 Affiliation Unknown 00/02/07 tp 


8003130080 Comments on proposed rules 10CFR7O 6 73 monitoring two 
SUM shipments of lou strategic significance would impose 
addl hardship an production of nuclear medicine products 
VOTH.K H Union Carbide Corp 80/02/12 2pp 


6003130096 Comments an proposed rule lOCFRSO'NflC should Investigate 
costs of implsmenting probable plans vs cost of closing 
p lant 

FLEI8HER. I S Aff I Uation Unknown 79/12/27 Ip 


0003130100 Comments on proposed rule lOCFRSO KV city council holding 
hearing on Indian Point re safety continued operation 
Repts i articles have identified many reasons why plant 
should be shut down No effective plen can bt advised 
NE5SIN0ER.R Affiliation Unknown 80/01/19 Ip 


0003130102 Comments on proposed rule lOCFRSO NRC it overreacting as 
result of THI accident Should promptly assist states in 
developing plans & license plants that are complete 
HOUARD.A Q Affiliation Unknown 60/02/13 Ip 


8003130104 Order re 800129 first prehearing conference held on proposed 
rulemaking concerning itoraga it disposal of radwaste EIA not 
required per HEPA 8pent fuel pools reracking 6 safety of 
transportation beyond scope of proceeding Sets schedule 
MILLERrH E Commission e0/-02/01 iSpp. 


0003139107 Comments on proposed rule 10CFR5O, pub! ic 6 official sectors 
should be separated to meet need of both at meetings NRC 
should consider more direct financing of planning activities 
& define rote of agency in case of accident 
PAOANQ.G.L NSW Jerseyi State of 80/01/16 Ip 


8003130911 Discusses development of NRC date bank on waste storage 4c 
disposal for use in proposed rulemaking on storage It 
disposal of nuclear waste DOE bibliography being sent to DOE 
□fci listed in tncl. 

BRONNrOF, Energy. Dept of 80/08/12 7pp 


8003130601 Comments on proposed rule 10CFR50 reduction of pressure test 
requirements would offer hole in containment bucket for 
future pressure spikes to enlarge upon 
BATES A Affiliation Unknown 80/02/OB ip 


8003140039 Comments on proposed rule iOCFRSO Supports proposal if 
emergency evacuation plan is required to be filed before 
nuclear facility allowed to go on line 
SHEPHERD. J M Shepherd, J M MD BO/02/11 Ip 


8003140149 Comments on NUREO-0594. Revision 1 funding over reactor life 
{negative net salvage depreciation) should be favored over 
funding at commissioning Forwards “Cost Comparisons of Power 
Reactor Decommissioning Financing Alternatives “ 

REYNOLDS, N S Debevoise i Liberman 80/02/22 7pp 


— 0003140152 “Cost Comparisons of Power Reactor Decommissioning 
Financing Alternatives,'* by Util Decommissioning Group 
s Arkansas Power it Light Co 80/08/22 78pp 


8003140153 Hemorandum in support of NRDC G00214 motion to direct 
certification of NRC role in rulemaking record development 
re radwaste storage (t disposal Joins State of HI position 
seeking NRC active par tic ipati on Certificate of Svc end 
aROHN, H J , MUCHNICKl.E D Ohio, State of 80/02/26 tlpp 


6003140449 Comments on proposed rule 10CFR90 evacuation plans are 
pointless Suggests closing nuclear power plants to save 
Neu Vorki NV economy JL people 

TDSCAWI.K Affiliation Unknown 80/01/25 ip 


6003140473 Comments on proposed rule lOCFRSO NRC licensing or continuid 
licensing should be contingent upon NRC concurrence in 
state Si local emergency response plans 
THOMAS. L H South Carolina. State of 80/01/31 I2pp 


8003170088 Comments on proposed rule 10CFR90 imposes significant burden 
□n local communities states Adoption of lO-mil» or 90-mllf 
emergency planning tone is based on accidents Involving core 
melt it breach of containment 

COUNBIL.y <3 Connecticut Yankee Atomic Power Co 80/02/21 5pp 


8003170096 Comments on proposed rule lOCFRSO plume exposure pathway of 
lO-mlle radius unreal i st icly low in value Outlines changes 
in regulatory language 

HILLER, J , DESGtFE.S , HALE. M £ Affiliation Unknown 60/02/19 
4pp 


8003170097 Comments on proposed rule 10CFR90 overall goals of program 
remain unchanged it safety margins not reduced 
8HERWOOD1OO General Electric Co 80/01/17 Ip 


80031701CO Comments on proposed rules 1-CFR70 U 73 Change in 
transportation of BNH of moderate stratogic significance 
leaves open possibility of commingling llcensad shipment 
w/DOE llsnte exempt shipments 
HEI8Z.0 Energy. Dept of QO/02/12 Ip 


0003170102 Comments on proposed rules IOCFR70 it 73 supports adoption of 
rule Suggests written cooperative agreement between NRC I. 
state re responsibility L authority for monitoring safe 
transportation of haiardous matl through state 
HURLEY, W D Utah, State of 80/02/06 Ip 


8003170103 Comments on proposed rule I0CFR2 202 direction of issuing 
licenses during emergency must be accomplished by person 
familiar w/plant operations li operations' effect on plant 
l< public safety 

KAPLAN. A L General Electric Co BO/Ol/30 Ip 


8003170106 Comments on proposed rule iOCFR73 addl controls or mavimsnt 
of BNM vague it hard to interpret Role may increase threat 
of diversion of 6NM it adds to burdening of scheduling of 
research reactor community 

MCCINTV. D , BRUOOER,« H Missouri, Untv of, Columbia 00/02/07 
2pp 


8003170107 Comments on proposed rule 10CFR32 recommends wording for 
statement proposed in 32 86(b) <2){i) to label detector 
TAPERT.A C HEW, Dept of, US FubUc Health Service 80/02/19 Spp 


8003180045 Comments on proposed rule 10CFR90 opposes evacuation plans 
it suggests permanent shutdown of nuclear plants 
LEVERS. E D Affiliation Unknown 80/01/27 ip 


0003180144 PR-396 903 

"Model for Calculating Effects of Liquid Haste Disposal in 
Deep Saline Aquifer.'* Parts I i 11 

e Intar lor. Dapt of. Geological Survey 76/06/30, 225pp Available 

at NTIB 



NONDOCKETED ITEMS 


B003180l*;6 EPA-520/ 4-79-007 VC 

"Technical Support of Stds for Hi>9h Level Raduiaste H 9 ti " 
Vol C re migration pathuays 

* Environmental -Pratection /Sganci/ 7//07/31 217pp 


0OO31BO149 EPA-320/4-79-0O7 VA 

"Technical Support of Stda for High Level Radwaste Hflti " 

Vol A re source term charac ter i la t ion 

e Environmental Protection Agenci^ EPA 68-01-4470 77/07/31 

250pp 


8003180154 TID-2BB17 

Draft "Rept to President by Interagency Review Group on 
Nuclear Wste Mg t " 

* Interagency Review Group on Nuclear Waste Management 78/10/31 
I40pp 


8003180161 EPA-520/6- 78-007-0 

"Radionuclide Interactions U/Soll ^ Rock Media*" Vol S. 

Part A annotated bibliography 

« Dattelle Memorial Instltute< Pacific Northwest Laboratory 
78/00/31 S15pp 


8003100166 EPA-520/6- 78-007-0 

"Radionuclide Interactions tJ/Soll & Rock Media*" Vol 2* 

Part Q annotated bibliography 

* Dattells Memorial Instltiit;e« Pacific Northwest Laboratory ERA 
520/6-78-07 78/08/31 AOOpp 


8003100170 ePA-520/6- 78-007-0 

"Radionuclide Interactions N/Soll Rock Media*" Vol 1 re 
processes influencing radionuclide mobility It retention* 
element chemistry & geochemistry 

AMES*L L OattelJe Memorial Institute* Pacific Northwest Laboratory 
6B-03-2514 78/08/31 331pp 


8003180174 TrD-2BBtB 

Draft "Bubgroup Rept on Alternative Technology Strategies 
for Isolation of Nuclear Uaste " 

« Interagency Review Group on Nuclear Waste Management 78/10/31 

200pp 


8003100178 KPA-520/9-73-003-0 

"Environ Analysis of U Fuel Cycle* " Part 3 re nuclear 
fuel processing 

a Environmental Protection Agency 73/10/31 175pp Available at 

NT IS 


BOO310O186 EPA-520/9-73-003-B 

"Environ Analysis of U Fuel Cycle* Part 1 re fuel supply 
* Environmental Protection Agencij 73/10/31 IflOpp Available at 
NTI8 


0003100202 ANL-7B-46 

Annual rept "Migration of Long-Lived Radioactive Processing 
Uastes in Selected Rocks* " annual rept to Ofc of Waste 
Hand ling* EPA 

FRIED* S < FRIEDMAN* A M * COHEN* D Argonne National Laboratory 
W-31-1O9-ENG-30 77/12/31 49pp 


0003100205 ePA-520/4-76-017 

"Environ Analysis of V Fuel Cycle*" Part 4 supp 1 ementary 
analysis 1976 

* Environmental Protection Agency EPA 520/4-76-Oi 76/07/31 

141pp Available at NTIS 


8003180209 aRP/TAD~78/2 

"Survey of Available Methods of Solidification for 
Radwastes " 

HOLCOMB* W F Environmental Protection Agency ORP/TAD-TB-a 
70/11/30 lOOpp Available at NTIS 


8003100214 0RP/C8D 79-1 

"Alternative Disposal Concepts for High Level S< Transuranlc 
Radwaste Disposal*-" prepared for EPA 

ALTOMAREiP * BERNARDIiR * GABRIEL, D Mitre Corp 79/05/31 2SOpp 


8003180220 pOE/eT-0094 

"Nuclear Waste Mgt Program Summary Document* FYSO 
a Energy* Dept of 79/04/30 257pp 


8003100226 L0L-7O22 

"Theoretical U Experimental Evaluation of Waste Transport 
in Belected Rocks 1977 Annual Rept «f LBL Contract 45901Ai^* 
Waste Isolation Safety Assessment Program* Col 1 action 
Generation of Transport Data " 

APP8*J A I BENBONrL V * LUCAS* J Lawrence Berkeley Laboratory 
TID-4500-RA6 77/09/30 130pp 


8003180230 OR P /C SD- 78-2 

"Proceedings of Public Forum on Environ Protection Criteria 
far Radwastes* '• 700330-0401 , Denv er. CO 

a Environmenta 1 Protection Agency 70/05/31 lS8pp Available at 
NTIS 


8003190237 LDL-7073 

"Mechanical U Thermal Design Considerations for Radwaste 
Repositories of Radwaita. Part [I Appraisal Of Hard Rock for 
Potential Underground Repositories in hard Roclt*Part II In 
Situ Heating Experiments in Hard Rock * Ob jec 1 1 ves Design " 
COOK* N Q W . WITHERSPOON*? A Lawrence Livermore Laboratory * 
California. Univ of* Berkeley SAC-10 70/10/31 30pp 


8003190241 LBL-7062 

"Swed i sh-Amer lean Cooperative Program on Radwaste Storage in 
Mined Caverns in Crystalline Rock," Technical Info Rept H 
re data acqui si 1 1 on* hand 1 ing t* display for heater 
etperiments at stripa 

MCevOY* M D Lawrence Berkeley Laboratory 79/02/28 7lpp 


0003180246 ORP/CSD-77-2 

"Proceed ing s j Wot k shop on Policy It Technical Issues Pertinent 
to Development of Environ Protection Criterlo for Radwaste," 
Albuquerque* NM. 770412-14 

* Environmental Protection Agency 0ftP/C8D 77-2 77/04/30 250pp 

Available at NTIS 


8003180250 ER DA-77 -44 

"Alternatives for Long-Term Mgt of Defense High Level 
Radwaste " 

* Energy Research De/alopment Admin (Pressntly DOE) 77/09/30 
2BOpp 


8003180256 NUREG/CR-0U4 

"INREK II Computer Implementation of Recent Models for 
Estimating Daso Equivalent to Organs of Man From Inhaled or 
Ingested Radionuclide " 

MILLOUOH, 0 G * DUNNIGN, 0 E * PLEASANT* J C Dak Ridge National 
Laboratory FIN B-O10B DRNL/NOREO/TM-a 78/06/30 97pp 


6003190258 Response in support of NRDC motion for directed 
certification re NRC rote in compiling record on proposed 
rulemaking concerning storage t dispose) of radwaste NRC 
must seek Independent opinion W/Cer ti f icate of 8vc 
HANSELL*D Illinois. State of BO/03/04 0pp 


0OO31BO26O INIS-MF-5010 V2 

"Handling t* Final Storage of Unr eproce t sed Spent Nuclear 
Fuel*" Vol 2 

a Karn-Brans I e-Sakerh»t 79/12/31 I30pp 


0OO31BO263 EPA- 520/ 4-79-007 VB 

"Technical Support of Stds for High Level Radwaste Mgt* 
Vol 0 re enylneerlng controls 

* Environmenta 1 Protection Agency 77/09/31 276pp 


0003180266 EPA-5EO/9-73-0O3-C 

"Environ Analysis of U Fuel Cycle." Part 2 re nuclear power 
reactors 

-e Environmental Protection Agency 73/11/30 I79pp Available at 
NTIS 


0003180269 JPL 77- S9 VI 

"Analysis of Dac i End of Nuclear Fuel Cycle U/Emphaiis * 

on High Level Waste Mgt* " Vol 1 

ENOLlSHtT D California Institute of Technology 77/00/12 60pp 


8003180275 JPL 77-59 V2 

"Analysis uf hack End of Nuclear Fuel Cycle W/Empbaiis on 
High Level Waste Mgt." Vol 2 

ENOLI8H.T D California Institute of Technology 77/09/12 260pp 


8003 100201 LDL-70B2 V2 

"Theoretical Temp Fields for Strlpa Heater Project." Vol 2 
CHAW. T * CDOK., O W * T8AN0.C F Lawrence Berkeley Laboratory 
SAC-09 78/09/30 I42pp 


0003 1 90072 Comments on draft NUReo-05a4* NUREO-0090 & WUREO-0613 NRC 
should not impose specific methods U guidelines for 
dec ammiss loci 1 ng & decommissioning funding Add 1 comments will 
be submitted by util doc ommi s i ioni ng group 
LARSON. H J Atomic Industrial Forum 80/02/22 5pp 


8003190085 Forwards comments on proposed rule 10CFR32 NRC environ 
assessment under estimates health impact of disposing of 
Ain-241 smoke detectors in ordinary landfill Mortality 
estimate is far too low NUREO/CR-i 1S6 must be reconsidered 
LOCHSTET, W A Pennsylvania State Unlv 60/02/12 4pp 



364 


NONDOCKETED ITEMS 


S003I90319 CQj)im«ntf on proposed ruls lOCFRSO an behalf of EEI Supports 
upgrading e(nerg«ncg plan Rulematring should be one eletnetit 
uhlch ejplicitl(j recognlifis interrelationships among 
design siting & planning 

TROSTENrL H LfBoeuf. Lamb. Leiby & KacRae 80/02/19 S&pp 


8003190080 Forwards comments on proposed rule lOCFRSO it 91 

AXELRAD. K Louenstalni Newman. Reisi Axtlrad t Toll 80/01/88 ip 


— 6003190392 Summary of positions on proposed rules 10CFR50 51 re 

radwaste storage & disposal proceeding Precise issutf 
identification should be left to Commission in second 
prehearing order Certificate of Bvc end 

e Edison Electric Institute « Lowenste in. Neuman. Rel s. Axelrad <i 
ToM 80/01/20 16pp 


8003190402 Comments on proposed rule lOCFRSO supports resolution 
allowing local govts within 10 miles of nuclear plant to 
Implement evacuation plan 

DRAEHLER. T F Affiliation Unknown 60/02/09 ip 


8003190661 Comments on proposed rule lOCFRSO plant should not be 
alloued to operate since no effective evacuation plan has 
been devised NRC rating Identified many problems uhlch have 
not been corrected 

hESSINOER.P Neu York.Ny 60/01/15 ip 


6003190670 Comments on proposed rule 10CFR50 meeting fell short of 
meeting goals set by NRC re achieving understanding w/ 
emergency planners In various states Urges that future 
meetings should clearly separate public t< official sectors 
PAOANO.C L Neuarki NU 80/01/16 Ip 


6003190679 Comments on proposed rule lOCFRSO commends NRC for taking 
action re evacuation plan as need for comprehensive S< 
uniform policy is long overdue Ten-mile radius would be 
unworkable in Ntu York City It should be reconsidered 
BEHAN, J L New York. NY 60/01/23 Ip 


6003190917 Comments on proposed rules 10CFR50 tt 51 Commission 600201 
prehearing conferdnce order which precludes participants 
from challenging procedural questions severely limits public 
per t ic ipation 

VARANiNliE £ California, State of 60/02/20 3pp 


0003200112 Comments on proposed rule 10CFR50 supports comments of EEI 
Licensing or continued operation of nuclear plant should not 
be contingent on NRC concurrence In appropriate state k 
local puns 

ARTHUR, J E Rochester Oat it Electric Corp 00/02/Sl Bpp 


8003200118 Comments on proposed rule lOCFRSO resolution of emergency 
planning issues should be integrated w/related issues of 
core melt mitigation St proposed siting Low probability 
events should not pley dominant role in emergency planning 
ANDERSON, TK Westlnghouse Electric Corp N3~TNA-22O0 80/02/19 

2pp 


J03200121 Comments on proposed rule lOCFRSO FEHA role (n emergency 
planning not adequately rccogniied (< cost to util of 
implementation not considered Proposed regulations should be 
redrafted & submitted for public comment 
HC0ARRy,U H Debevoise 6 Liberman 60/02/19 3pp 


8003200259 Comments on behalf of Southern CA Edison Co on proposed rule 
lOCFRSO certain provisioni should be amended to prevent 
potential adverse consequences Suggested amends end 
CASEY, 6 R , PIOOTT, 0 R Chickerlng h Oregory 00/02/15 93pp 


— 6003200305 Forwards Southern CA Edison Co commenti on proposed rule 
lOCFRSO. 

CASEY, 8 6 Chickerlng 6 Gregory 80/02/lS Ip 


8003200263 Forwards comments on proposed rule lOCFRSO specific 
proposals should be modified to present workable rules 
TOLL/ 0 R Lowensteln, Newman, Reis, Aselrad h Toll 60/02/19 23pp 


8003200283 Analysis of public comments on advance notice of proposed 
rulemaking 10CFR61 on low level waste disposal regulation 
a Commission 60/03/13 i7pp 


8003200324 Comments on proposed rule lOCFRSO requirements for NRC 
concurrence in state h local emergency plans is u/o 
legislative basis Notification of public within IS minutes 
impractical Regulations should reflect FEKA lead role 
FARKER,W 0 Duke Power Co 80/02/19 6pp 


8003200511 Comments on proposed rule lOCFRSO local residents should 
have voice in determining whether plant should be 
constructed Support* requirement for approval of evacuation 
plan before issuance of OL 

MILLER, J Q Affiliation Unknown 80/02/15 Ip 


8003200514 Comments on proposed rule lOCFRSO cost to state 8* local 
govts U utils of implementing emergency response plan & 
cost to util of various public notification sys should be 
considered EIA should be prepared 
PARKER, W 0 Duke Power Co 80/02/19 2pp 


6003200520 Comments on proposed rule lOCFRSO min emergency planning 
lone for plume exposure should be extended to 25 miles 
Issue of aquatic discharges re emergency planning 
monitoring should be addressed 

UOLWERiJ Legal Aid Society of Clermont County, OH 80/02/13 2pp 


6003200526 Comments on proposed rule 10CFR50 effectiveness of 
surveillance program not reduced Method of implementing 
program simplified it wordage reduced in Apps 0 H by 
referencing acceptable industry codes L stds 

SHERWQOD.O C General Electric Co , Nucleai Energy Products Div 
MFN-015-80 80/01/17 Ip 


8003200593 Comments on proposed rule lOCFRSO soc lal , ecanomi c b environ 
Impacts of potential plant shutdowns k emergency plans 
should be considered in RI8 

ASH. R F Baltimore Oas k Elpctrlc Co 80/02/19 3pp 


8003200624 Comments on proposed rule lOCFRSO on behalf of KA Public 
Power Supply 8gs, FEHA role as lead agency must he reflected 
in final regulations Power of local govts to veto plant 
operation is unacceptable 

REYNOLDS, N 8 Affiliation Unknown 80/02/19 14pp 


8003210001 Comments on proposed rule iOCFRSO supports upgrading 
radiological emergeny preparedness capability of utils, 
states i locals Emergency preparedness approached in context 
gf not being intimately related to siting k design 
KEARNEY, J yf Edison Electric Institute 80/02/19 a6pp 


8003210335 Comments on proposed rule lOCFRSO should include more 
specific info on what criteria will be used by NRG as basis 
for review of emergency response plans All alternatives 
should be explored before facility it ordered to close 
JONE8,0 L Virginia, State of 60/02/11 2pp 


8003240037 Comments on proposed rule lOCFRSO responsibilities for 
handling negotations w/forelgn companies located within 
30*‘mile radius of emergency planning xone, should be 
addressed 

MECCA, J £ Puget Sound Power k Light Co 60/02/15 2pp 


6003240212 Comments on proposed rule 10CPR50 should specify max 
difftances for emergency planning lones Protection of public 
should be overriding objective of emergency preparedness 
“Damage to property" should be defined 

HAURQ, J J Ebasco Services, Inc (subs of Enserch Corp 1 
80/02/11 4pp 


8003240217 Comments on proposed rule lOCFR Recommends CP be revoked or 
suspended until regulations are flnallied Terms 
"Significant" h "deficiency" require clarification 
TILLMAN, T C Affiliation Unknown 80/02/13 3pp 


8003240340 Comments on proposed rule IOCFRSO confusing planning cllm-ate 
prevails nationally since THt In effort to respond to public 
NRC places unrealistic schedule demands on emergency 
planning efforts of state k local personnel 
JONES, E.E Illinois, State of 80/01/18 2pp 


8003240462 Comments on proposed rule lOCFRSO favors proposal if filing 
of emergency evacuation plan it required before nuclear' 
facilities begin operation 

SHEPARD, J M Affiliation Unknown 00/02/i 1 Ip 


8003240477 Comments on proposed rule lOCFRSO on behalf of UC8 supports 
direct link between licensing emergency planning Provision 
permitting plants to continue operating on basis of 
“compelling reasons" is open-*«nded tt w/o definition 
NE188,£ R Sheldon, Harmon k Haiis, 80/02/19 54pp 


8003240405 Comments on proposed rule lOCFRSO, emergency response plans 
should contain contingency procedures for incidences related 
or unrelated to operation of nuclear power plant but having 
direct effect on operation 

BRADLEY, J P Affiliation Unknown 80/02/20 9pp 
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SO03240633 Ack receipt of 800201 Itr eubmitting view* an recent 
emergancg planning meeting tn Qsf inlng/ NY Ltr being 
forwartieii ta NRC headquarters in Uaxhingtoni DC 
ABRAHAMpK Region !■ Ph i ladel ph ia. Office of the Director 
80/02/ 11 Ip 


8003240^37 Discusses hearing held In Ossining^NY Opposes govt 

controls over pouier sources that increase costs Requests 
that ltr be considered as inoderating opinion 
CRONIN. R N Affiliation Unknoutn 80/02/01 2pp 


9003240634 Comments on proposed rule 10CFR50 FEMA role as lead agencg 
re development of state local radiological emergencg plans 
must be recogniied bg NRC Shutdown of plants uhere local 
govts lack NRC concurrence u/pLans it unacceptable 
HUNTERi R S Indiana Michigan Electric Co 80/02/20 9pp 


6003240639 Comments on pioposed rule 10CFR50 required tests of 
containment air locks to once everg 3 dags during periods of 
frequent usage should not be fui ther relaxed nar pressure 
testing reduced to louier design specified pressures 
DATES. A Affiliation Unknown 80/02/OB Ip 


6003240643 Comments on proposed rule tOCFRS authority of NRC Executive 
Director for Operations to issue orders to licensees during 
emergencies should be limited to issuing license amends for 
ongoing activities 

KAPLAN. A L General Electric Co • Nuclear Energy Products Div 
60/01/30 Ip 


90032S0022 Forwards comments on proposed rule lOCFRSO on behalf of FL 
Power Light. Hous ton Lighting & Power Co t other utils 
should clarify FEMA role t> congressional policy re emergency 
planning before adapting rule 

TOLL. 0 R Lowenstein. Newman. Re i S' Axelrad & Toll 80/02/19 23pp 


000325002? Comments on ptoposad rule lOCFRSO on behalf of AL Power Co. 
Carolina Power Light Co.OA other utils Suggests comment 
period be extended for addl 60 dags following publication 
of NRC/FEMA acceptance of criteria document 

SILQERO.J £ Shaw. Pittman^ Potts Trowbridge 80/03/19 49pp 


0003250046 Comments on proposed rule lOCFRSO emergency plans should be 
fully Implemented as precondition to licensing b public 
participation should be included in all stages of offsite 
emergency plan preparation 

■QRIFFINfR E Affiliation Unknown 00/02/15 27pp 


9003250051 Comments on proposed rule 10CFR5D Alternative A inadequate, 
allowing continued operation 4 licensing w/o adequate 
emergency plans Exemptions to NRC concurrence should not be 
allowed Nuclear industry should be shut down 
HYDE, D N Affiliation Unknown 00/02/15 4pp 


9003350083 Comments on proposed rule lOCFRSO opposes linkage between 
licensing NRC concurrence in state h local emergency 
plans Commission should institute addl rulemaking 
proceedings re s it ing. des ign ^ emergency planning 
KEARNEY. J J Edison Electric Institute 00/03/19 36pp 


9003250104 Comments on proposed rule 10CFR5D Price Anderson Act 
violates US constitution t< citiien basic right to recover 
damages No moral defense for Price Anderson Act 
MOORE. C Affiliation Unknown 80/01/23 2p p 


9 0 03230111 Comments on proposed rule 10CFR50 supports concept of 
nuclear energy Processing of nuclear energy has not been 
given balanced attention. particularly waste element Focus 
must be on solving waste problem 
LEOO/W a Affiliation Unknown 80/01/22 app 


9003250118 Comments on proposed rule 10CFR50 sheltering provision 
should be included in 50-‘mile emergency planning tone 
Reiponsibi U ty ^ expense of emergency planning 2c 
implementation should be borne by util 
AAMDDT.M M Affiliation Unknown 80/02/19 3pp 


9 003250144 Comments on proposed rules 10CFR70 2c 73, suggests rewording 
to preclude possibility that mixed shipments of licensed 2 < 

DOE license-exempt shipments would exceed formula quantity 
of 88 NM 

liEISZrO Energy. Dept of 80/02/12 Ip 


9003250247 Comments on proposed rule lOCFRSO supports reactor not 
automatically being shut down if NRC concurrence Is not met 
by prescribed deadline Rule should treat emergency planning 
requirements as license conditions subj to NRC review, 

DELOEOROEi L 0 Commonwealth Edison Co 80/02/15 lOpp, 


8Q03SSC25S Comments on proposed rule lOCFRSO unclear whether rule will 
condition licensing on existence of plans or mechanisms to 
fully implement emergency plans Ho justification given for 
setting emergency jone parameters 

CARR. H League of Uamen Voters of San Luis Obispo. CA 80/02/14 
7pp 


B0032S025B Comments on proposed rule 10CFR50 supports NRC holding 
llcensrei more accountable in emergency planning f< 
preparedness Cost is unresolved Rule utiappr opriate at this 
time 

JETT* C Fedecal Emergency Management Agency 80/03/19 17pp 


6003250269 Forwards comments on proposed rule 10CFR50 constitutes major 
federal action significantly affecting quality of human 
environ Consideration of compliance costs Is incomplete ^ 
unconvlnc ing 

NEWMAN. J R Lowenftein, Newman. Reis. Axelrad 6 Toll 80/02/19 9pp 


8003250475 Comments on proposed rule S0CFR50 final rules should include 
NRC review criteria Alternative A preferred Four classes of 
emergency action levels should be same for nuclear power 
plants & fuel cycle facilities 

JONES. <3 L Virginia. State of 80/02/11 Spp 


8003260063 Forward* two corrected pages from B00222 util 

decommissioning group cost studies Three ty pagraphlcal erres 
are corrected 

KORIN'WA Debevoise r, Libeiman 80/03/07 3p p 

0003270060 Acts receipt of 600201 ltr expressing views re recent 
emergency planning meeting in Ossining. NY te issues 
concerning plant site 

ADRAMAM.K Region 1. Philadelphia, Office of the Director 
80/02/11 kp 


--8003270073 Expresses conern r* press coverage of Otsining.NV hearing 
on plan Media t politicians are prone to sensationalism 
NRC shuld consider high energy costs in NY when 
deliberating on possible plant shutdowns 
CRONIN. R W Affiliation Unknown GO/03/01 2pp 


6003270191 Comments on proposed rule lOCFRSO recommends proportionate 
fundings based on local historical records for natural 
ocurrences & natl average probability for nuclear 
emergencies Concurrence requiied clarification 
ASH. R F Daltlmore Oas t Electric Co 80/02/15 3pp 


8003310159 Comments -on proposed rule lOCFn73 NRC should lopk into 
matter concerning transportation regulations Util made 
uneventful trial run. using I-a5/I“77 as routes Demonstration 
supports belief that 10CFR73 3/ should be flexible I 

PARKER*N 0 Duke Power Co 80/01/23 2pp 4 


0003310254 Comments 011 draft NUREQ-D584' Re v| s ion I ilgniflcant portion 
of licensees not ra te-regula ted invest or-'otuned electric 
utils NRC should conduct comprehensive evaluation of 
financing mechanism* of all licensees 

TILLMAN. W F National Rural Electric Cqaperatlve Aisocintion 
00/02/20 3pp 


6003310455 Comments on proposed rule 10CFR50 supports EEI comments 
Procedures foi ensuring acceptable emergency plans should be 
flexible Incentives U sanctions should apply directly to 
state & local govts re upgrading plans 

ROOIN80N.R K Exxon Nuclear Co . inc isub* of Exxon Corp 1 
00/02/14 2pp 


8003310492 NVO-185 R1 

**0p erat ional Radwaste Mg t Plan for NV Test Site." Revision 
I 

s Energy. Dept of 79/07/31 44pp Available at NTI8 


6003110039 LBL-70S2 

•<6we<f Ish-Acner i can Coopeiatlve Program on Radwaste Storage 
In Mined Caverns in Crystalline Roc k. Technl cal Project Rept 
2 Large Scale Permeability Test of Oranite in Stripa Mine h 
Tharmal Conductivity Test '* 

» Sweden SAC-02 78/03/31 GAp p 


PRM PETITION FOR RULEMAKING 


0003050073 Transcript of 800220 Affirmation Session BO-7 in Weshlngton. 
DC Pp 1-3 

e Commission 80/02/20 App 
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—801030301 a? 8ECY-0O-O22 

MRO approval to publish notice of denial of TB 
Conner petition for rulemaking Draft PR notice i Itr to TO 
Conner end Draft Itrt to Congreie also end 

SHAPARfhf K Office of the Executive Legal Director 80/01/13 
13pp. 


'-'-8003200191 Comments on petition for rulemaking stronglg support* 
changes suggested in bodg of petition Adoption mould reduce 
uncertalntg it unnecessary delays in imp iementat ion of 
proposed license amend 

VAMD£NDUROK> 0 E Yankee Atomic Electric Co 7&/08/04 2pp 


6003060&69 Foriuards petition for separate rulemaking re portion of 
proposed emergency planning rule Urges development of 
appropriate alerting methods commensurate w/type site of 
facility i< site characteristics u/o use of 15 minute time 
KNUTH, D F KIIC. Int 80/02/14 2pp 


8003120713 Forwards quarterly rept on petitions for rulemaking as of 
791231 

FELTONi U M Division of Rules and Records 80/01/24 a2pp 


6003130379 Forwards notice of filing of petition for rulemaking by 
State of IL it Porter County chapter of Ixaak Ualton League 
of America for FR publication 

CHrLK# S J Office of the Secretary of the Commission 80/01/29 
IP 


— 8003130386 Notice of filing of petition far rulemaking by State of IL 
L Porter County chapter of Itaak Walton League of America 
to amend or rescind iOCFRSO 35(bl *’DQm«stic Licensing of 
Production L Utilization Facilities 

CMILKi 8 J Office of the Secretary of the Commission 80/01/2B 
9pp 


6003140195 Forward* notice of denial of Boston Edison Co petition for 
rulemaking for FR publication 

CH[LK« 8 J Office of the Secretary of the Commission 80/02/12 
Ip 


aooaaooiis fiECY-79--66o 

Recommend* that Commission approve encl draft FR notice re 
amend to regulations to specify criteria for determining 
whether proposed amend to OL or CP involves no significant 
hazard* consideration 

MilKOOUE.R. B Office of Standards Development 79/12/13 2ipp 


-'8003200123 Foruiards petition for proposed rulemaking 

LOViSNSTEIN. R Lowenstein, Nowman. Reis. Axe Irad L Toll 76/0S/07 

tp 


"8003200128 Petition for proposed rulemaking re amend to NRC rules 
specifying criteria for determining when proposed amend to 
OL involves no signlficlent hazards consideration FR notice 
•nc 1 

LOWENSTEtN. R Boston Edison Co LOWENSTEIN.R 
Leuensteini Newman* Re is> AXe Irad t Toll 76/05/07 14pp 


—8003200134 Comments on petition for rulemaking Objects to NRC rule 
eliminating public participation In licensing proceese* 
WASSERBACH/A E Affiliation Unknown 76/06/22 Ip 


— B003200142 Comments on petition for rulemaking amend represents further 
erosion of freedom for apparent purpose of giving primacy to 
industry Need for nuclear power plants has not been proved 
UERAOtE Affiliation Unknown 76/06/30 Ip 


— 6003200149 Comments on petition for rulemaking consideration of all 
suggested mechanisms which could expedite decisionmaking 
process should be continued 

E1CHelDIN 0ER« C Westinghouse Electric Corp N8'CE-li62 
80/01/31 tp 


— 6003200198 Comments on petition for rulemaking reaffirms 760622 
comments re amend to regulations Public part ic ipation in 
licensing process should not be further limited 
WASSER0ACH, A E Affiliation Unknown 76/09/20 2pp 


— 8003200202 Forwards record of 760917 teicon re 760630 ) tr commenting cm 
petition for rulemaking Retiuests verification of accuracy 
MORRISON*W M Office of Standards Development 76/11/08 2pp 


— 6003200211 Adds comments to NRC 761108 Itr of 760917 teicon re 
petition for rulemaking Draft Congressional Itr & esscutlve 
legal director views it analysis attached 

DEPTULA* 0 C Union of Concerned Scientists 76/11/10 34pp 


—0003200220 Comments on petition for rulemaking policy question more 
than minor St warrants press release Criteria far no 
significant haiards determination it draft press release 
enc 1 

RENNEKE.A Office of Policy Evaluations 79/09/07v lOpp 


B003240602 Forwards WK Watson 800108 Itr re petition to amend 
lOCFRSO 13 for consideration 

JACHSONtH M Senate* Energy ( Natural Resources 60/02/07 I3pp 


8003250177 Comments on petition for rulemaking 50-26 Requests NRC 
position re vulnerab i 1 i ty to possible enemy action in design 
of -nuclear power plants 

D1RCK8. N 0 House of Rep 80/03/15, Ip 


PROJ PROJECTS - PREDOCKET LICENSING 


8003030101 Expresses apology for 800117 Itr to ASLD containing 
erroneous statement re failure of PO&^E to respond to 
interrogatories by 791115 Misdirected response later found 
8TRUNWA88ER1 M r 0EUKMEJIAN*6 California! State of 80/02/13 Ip 


8003040176 Assigns responsibilities for final OEIB Must develop 
provisional long-term environ monitoring requirements for 
demonstrating compliance w/appHcable reclamation criteria 
First drafts of assigned effort* due by 800321 
SCARANOiR A Uranium Recovery Licensing Branch 00/02/15 Ip 


— 8003040181 Assigns respontlb i 1 1 tie* for final OEIB Project manager* 
must review applicant operator submittals extract 
pertinent info re costs connected u/tallings mot Result* due 
by 800219 

BCARANOiR A Uranium Recovery Licensing Branch 80/02/14 Ip 


8003050650 Confirms 800207 teicon re tentative agreement on dlscavery 
procedure to be followed by Northern CA Power Agency 
members Separate procedures will deal w/members not 
subjected to file search 

ADRAOKA. J M Splegsl MeOiarmid 80/02/14 4pp 


8003060301 Responds to 600206 teicon re Issues of technical concern U 
be considered In preparation of final 0EI8 Will continue 
to expand technological data base L U milling it tailings. 

MARTIN# D E Uranium Recovery Licensing Branch 00/02/08 2pp, 


— 8003200154 Comments on petitian for rulemaking approved method of 
reaching determination available using NRG 8RP h or reg 
guide 

CLARKf J R Nuclear Fuel Services* Inc (subs, of Getty Oil Co } 
76/08/09 Spp 


8003060512 Forwards draft stipulation re Southern CA Edison Co 
subpoena Original stipulation will be forwarded for 
signature when language has been agreed upon it NRC Edison 
have executed agreement Draft order end 
OOLDBEROiJ R Antitrust Division 80/02/14 5pp 


—8003200166 Comment* on petition for rulemaking endorse* petition for 
Initiation of rulemaking proceeding Criteria for significant 
hazards consideration wuuld reduce delay in approving 
license amend* 

SHERWOOD* 0 0 General Electric Co. 780-292-79, 76/00/10 2pp 


*—8003200175 Foruardi comment* on petition for rulemak Ing. Proposed 
petition would restrict public right to participate In 
licensing determination* Gongreis intended broadest possible 
public participation in NRC proceedings 

DEPTULA^GC Union of Concerned Scientists. 76/08/13. tlpp 


— 8003200183 Comment* on petition for rulemaking current practice! re 
prior public notice L opportunity for hearing ehould be 
maintained Fropoted procedural changes would compromise 
right of public participation In proceedings. 

LEe*H. Maisachusetti* State of. 76/06/12 Ip. 


8003100137 Notifies that supply of draft GEtB (NUREO-OSll) exhausted 
Reprint of 500 addl copies nseded 

MARTIN* J G Division of Waste Management. 80/01/21 Ip 


6003130022 Order granting addl 10 days for FOt<E to respond to CA Depl 
of Water Resources motion to answer three Interrogatories 
MILLER, M E Atomic Safety and Licensing Board Panel. 80/02/27, Ip 


8003130286 Forward* preliminary subj agenda for 800227-28 LOFT r#vJ*v 
group meeting In Salt Lake C i ty * UT, EOLG 800215 Itr 
describing L3-6 nuclear experiment plans encl. 

MCPHERSON, G D. Division of Reactor Safety Research. 00/02/14. 

I6pp. 


—8003130289 Draft rept* “Loft Experimental Program Document "■ 
aURTTfJ 0. £0 t, G* Ine 80/01/15. 90pp. 
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'•-'8003 130S?8 ‘'LoFt Experimont Operating Spec Oparailonal Transient Ttftt 
Series 1&< “ Revision 0 

HARRISiP A . WELLAND. H J EG 0, It>< 80/02/29 39pp 


8003170092 Order directing applicant to r««pond to Interrogatory 
269(b) u/complete it responsive ansuer 

tllLLERi ti E Atomic Safety and Licensing Hoard Panel 60/03/03 

2pp 


8003190780 Order directing Northern CA Power Agency NCPA to aneuer PCtE 
Fifth set of interrogatories, per A8LQ 791102 order denying 
NCPA (ration For protective order Issued in response to POScE 
(notion to compel Fuller ansiirers M/Cert it icate oF 5vc 
MILLER, K E Atornic Safety and Licensing Board Panel 60/01/lA 
4pp 


8003190872 Order granting partial relief re CA Dept of Water Resources 
900S01 motion to compel PQItE fuller answers to 
interrogatories PG1<£ shall furnish complete (i responsive 
answer to Interrogatory 2B9(b) 

MILLER. K E Atomic Safety and Licensing Board Panel 00/03/05 

2pp 


8003190910 Notice of appearance in proceeding Certificate of Sve end 
PICKETT.D P Pacific Gas t, Electric Co PICKETT.OP McCutchen. 
Doy 1 e. Brown t( Emerson 80/03/04 4pp 


8003190914 Order granting lO-day extension for City of Santa ClaraiCAi 
niember of Northern CA Pouer Agency# to individually respond 
to POt(E fifth set of interrogatories 

MILLER. N E Atomic Safety and Licensing Board Panel 60/03/07 ip 


8003200357 Amend 42 to FSAR 

SCHAD6. A R Hanford Engineering Development Laboratory 
HEDL-TI-75002-4 80/C /19 36pp 


6003250086 Provides comments V evaluation on NUREO-OSi 1# Vol 1. “Draft 
GEI8 on U Killing Sub(nits info to Improve credibility of 
credibility of final EI3 & improve capability of public 
par t i c ipation 

WINOARD. 0 Affiliation Unknown 15605. 60/01/18 2pp 


0003250295 Response in opposition to CA Dept of Water Resources metio-n 
to compel further answers to fourth set of interrogatories 
Urges deferral of Identif icati on of group which desires 
anonymity re cogeneration project Certificate of 8vc end 
ARMarnONO. W H . DOYLE. M M Pacific Gas Electric Co 

ARMSTRONG! W H MtCutchcn. Doyle. Brown Emerson 8D/02/26 6pp 


6003250311 Notice of 0 Herrington 800318 deposition at hcCutchen. Doy 1 e# 
Drown t< Entrsen ofe, San Francisco. CA. re irrigation & 
purchase of energy negotiations Certificate of Sve encl 
PICKETT. D P r ARMSTRONG. M H Pacific Gas $( Electric Co 
PICKETT. 0 P HcCutchen. Doyle. Drown Emerson 60/03/04 5pp 


8003250316 Supplemental answers by CA Dept of Water Resources to POI.E 
fifth) set of interrogatories Includes info re proposed 
electric power resources if const of new transmission plants 
mating efficient use of generation Certificate of Sve end 
STRUMWASSERrM . OEUAMEJIAN.G California. State of 00/02/29 

26pp 


6003270124 Motion seeking lO-day extension for City of Santa Clara, CA, 
member of Northern CA Power Agency, to respond to POLE fifth 
set of Interrogatories Responses are in final stage of 
preparation Certificate of Sve end 

TRAUGERiT C, California. State of TR AUGER. T C Spiegel 9< 
McDlarmld 60/03/03. 4pp 


0003230008 Notice of appearance in proceeding Certificate of Sve end 
NICHOLS. 8 G Anaheim. CA NlCHOLa. 6 C Riverside. CA 
NICHOLB.a.G Spiegel L McDiarmid 80/03/17 3pp 


6003280620 Details procedures. pol ic ies. respons ib i I Lties L schedule 
completion dates for production of App A. “Responses to 
Public Comments." of final OEIS 

MARTIN. D E Uranium Recovery Licensing Branch 60/02/26 36pp 


6003230627 Order granting lO-day extension for City of Santa Clara. CA« 
msmber of Northern CA Power Agency. to individually respond 
to POLE fifth set of interrogatories 

MILLER. M E Atomic Safety and Licensing Board Panel. 60/03/07 Ip 


0003310264 Order granting I0“day extension for City of Santa Clara. CA. 
membsr of Northern CA Power Agency. to submit responses to 
POLE fifth set of interrogatories Certificate of Bve end. 

MILLER. M E Atomic Safety and Lieensing Board Panel. 60/03/07. 

4pp 


8003310437 Forwards draft DOE analysis r ept. ^'Commerdal Nuclear L U 
Market Forecasts for US L Uo-rld Outside Communist Areas " 

DOE data should be used in updating L revising Chapter 3 of 
draft OEIS 

MARTIN.D E Uraniuo) Recovery Licensing Branch 60/02/12 2pp 


— 8003310441 Draft analysis r ept, ’'CommttiBr c S a J Nuclear L U Market 
Forecasts for US & World Outside Communist Areas " 

CLARX. R . REYNOLDS. A W Energy. Dept of 79/12/31 61 pp 


QA999 GOAL IT V ASSURANCE INSPECTIONS 


6003100097 Ack receipt oP 600131 Itr infurnilng NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900026/79-02 

POTAPOVS, (J Region 4, Dallas. VeniioT Inspection Branch 00/02/15 

ip 


—8003100111 Forwards OA Program Insp Rspt 99 900028/ 79-02 on 791203-07 
notice of deviation 

POTAPOVS. U Region 4, Dallas, Vendor Inspection flraneh 60/01/07 

app 


—8003100117 Notice of deviation from Insp on 791203-07 

e Region 4. Dallas. Office of the Director 80/0t/04 Ip 


—8003100124 OA Program Insp Rept 99900026/79-02 on 791203-07 
Noncompl iancf noted welding on guard pipe subassembly for 
main steam penetration not perfornetf within amperage 
L gas flow range 

HUNNICUFT.O M . OLLER. R E Region 4, Dallas. Vendor Inspection 
Branch 80/01/04 IPpp 


8003100104 Responds to NRC 600107 Itv re deviation noted in OA Program 
Insp Rept 99900028/79-02 Corrective actions welders notified 
in writing that procedures must be followed 
SEAY. J L Chemetron Corp , Tube Turns Div aO/Ot/31 2pp 


8003100141 Forwards OA Program Insp Rept 99900262/79-02 on 791210-13 
No noncompliance noted 

POTAPQVa.U Region 4, Dallas. Vendor Inspection Drancli 80/01/15 

2pp 


—8003100147 QA Program Insp Rept 99900262/79-02 on ;912I0-I3 No 
noncomp S lance noted Major areas inspected design L document 
control I d vs ign ver I f lea t i on. inf g process contra I . control of 
special proceises.ueld heattreating L viiual examination 
UKITE8ELL. D E . KELLEY* W 0 Region 4, Dallas. Vendor Inspection 
Branch 30/01/14 I2pp 


8003100217 AeV receipt of 800118 L 791130 Itrs informing NRC of steps 
taken to correct deviation noted in OA Program Insp Rept 
99900036/79-02 

POTAPOVS, U Region 4. Dallas* Vendor Inspection Branch 60/02/14 

Ip 


—6003100221 Responds to NRC 791219 Ur requesting addl info re davlati 
noted in DA Program Insp Rept 99900038/79-02 Corrective 
actions notice Issued by DA manager to call attention to 
vendor qva k i f i cat ion procedure 

AKANO. M Ishikauajima - Harlma Heavy Industries Co , Ltd 

aAO-oi-006 eo/ot/ie Bpp ' 


—6003100223 Forwards OA Program Insp Rept 99900038/79-02 on 790904-05 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vender Ihipsctlon Branch 79/11/06 

2pp 


— 600310022S Notice of deviation from insp on 790904-05 

« Region 4. Dallas. Office of the Director 79/11/02 Ip 


—8003100220 OA Program Insp Rept 99900039/79-02 on 790904-05 
Noncomp 1 i ance noted inclusion of matl manufacturer on 
approved vendor list w/o prior resolution of survey 
def ici encl es. 

HUNNICUTT.DM . SARNES* T Region 4. Dallas. Vendor Inspection 
Branch 79/11/02 24pp. 

8003100237 Forward* OA Program Insp Rept 99900059/79-02 on 791126-26 Ni 
none ompl lane e noted. 

POTAPQVS.U Region 4. Dallas* Vendor Inipectlcin Branch 80/01/07 

2pp 


—8003100242 OA Program Insp Rept 99900050/79-02 on. 791126-28 No 
noncompl lance noted Major areas inspected design dacumant 
control* procurement eontroU * value tlon of supplier 
performance! mfg pvacess control L welding processes 
WHITESELL.D E . KELLY* VI D Region 4* Dallas. Vendor Inspection 
Branch 60/01/03, f3pp 
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0003110095 Fqrttfards QA Program In»p R«p<; 999000&4/79-01 on 791210-14 
No noncomp 1 tdnce noted 

PQTAPC/Si U Region 4i Dallaa,! Vendor intpection Branch 80/01/15 

2pp 


—8003110096 QA Program Insp Rept 99900064/79-01 on 791210-14 No 
noncomp 1 lance noted Major areas Inspected follouup on IE 
bulletins 4 c ircwlars* reported deficiencies U action on 
previous insp findings 

UHITEGELL.D £ i ORONN. R L Region 4. Dallasi Vendor Inspection 
Branch 80/01/14 llpp 


8003110099 Forwards QA Program Insp Rep t 99900321/79-01 on 791126-29 
No noncompliance noted 

POTAP0VS#U Region 4^ Dallas* Vendor inspection Branch 80/01/14 

2pp 


—8003110103 QA Program Insp Rept 99900321/79-01 on 791126-29 No 
noncomp 1 lance noted Major areas inspected action on previous 
fl ndlngir author 1 led nuclear inspector inter face* procurement 
6 mfg process control 

NHITESELLiD E . HUNTER. V H Region 4. Dallas. Vendor Inspection 
Branch 00/01/11 Ipp 


8003120285 Foru/ards QA Program Insp Rept 9990029S/79-01 on 791212-14 
No n one cmp 1 1 anc e noted 

P0TAP0V5.U Region 4. Dallas. Vendor Inspection Branch 80/01/16 

2pp 


—6003120291 QA Program Insp Rept 99900295/79-01 on 791212-14 No 
noncompliance noted Major areas inspected initial mgt 
mtetingiQA manual/program. dee ign review/production testing 
KUNNICUTT. D M i ACEE. J R Region 4. Dallas. Vendor Inspection 
Branch 80/01/16 Bpp 


6003130090 Act receipt of 800214 I tr informing NRC of steps taken ta 
correct deviation noted in QA Program Insp Rept 
99900081/79-02 

PQTAP0V8.U Region 4. Dallas. Vendor Inspection Branch 80/02/27 

Ip 


—8003130092 Responds to NRC 600115 Itr re deviation noted in QA Program 
Insp Rept 99900001/79-02 Corrective actions updated three 
deviating matl repts indicating preventive action 
PERRY. J A Elion Nuclear Co . Inc (subs of Esson Corp ) 

80/02/14 3pp 


—6003130095 Forwards QA Program Insp Rept 99900081/79-02 on 791210-13 
6 notice of deviation 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 60/01/15 

2pp 


— 0003130097 Notice of deviation from insp on 79l2|0-i3 

* Region 4. Dallas. Office of the Director 60/01/14 Ip 


-8003130099 QA Program Insp Rept 99900081/79-02 on 791210-13 
Noncompliance noted preventive action was not documented 
on deviating matl repts 

NHITESGLL. D E . MCNEILL. H M Region 4. Dallas. Vendor Inspection 
Branch 80/01/14 7pp 


10Q313033B Ack receipt of 600129 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900509/ 

79-05 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 80/02/08 

Ip 


-6003130344 Responds to NRC 791231 Itr re deviation noted in OA Program 
Insp Rept 99900509/79-05 Corrective actions procedures 
neceisarg to govern QA operations are in place w/esception 
of record storage ^ retrieval of records 

CLEVELAND. N B 6tone I Webster Engineering Corp 80/01/29 2pp 


—8003130350 Forwards QA Program Insp Rept 99900509/79-05 on 791126-30 Ic 
notice of deviation 

POTAPOVSiU Region 4. Oallat. Vendor Inspection Branch 79/12/31 

2pp 


— 8003130356 Notice of deviation from insp on 791126-30 

« Region 4. Dallae. Office of the Director 79/12/28 Ip 


—8003130366 QA Program Insp Rept 99900509/79-05 on 791126-30 
Noncompliance noted project mgt dept has not established all 
written procedures for operation of record retention ctr 
WEBSTER. E H Region 4. Dallas. Reactor Operations Nuclear Support 
Branch VAULISH. E J , MCFARLAND. C R Region 4. Dallas. Reactor 
Construction 6 Engineering Support Branch 79/12/20 22pp 


6003130347 Ack receipt of 600124 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900250/79-01 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 80/02/22 
Ip 


— B003130391 Responds to NRC Itr re deviation noted in QA Program tnsp 
Rept 99900250/79-01 Corrective actions UPS UE-9540 has been 
revised to Include lower amperage ranges developed for 
smaller 1. thinner sites of pipes 

8MEAL. L P Benjamin F Shaw Co (subs of Blount. Inc ) 

80/0 i/24 3pp 


— 8003130358 Forwards QA Program Insp Rept 99900250/79-01 on 791113-16 
notice of deviation 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 79/12/17 

2pp 


— 8003130361 Notice of deviation from insp on 791113-16 

a Region 4. Dallas, Vendor Inspection Branch 79/12/14 2pp 


— B00313036B QA Program Insp Rept 99900250/79-01 on 791113-16 
Noncomp i lance noted welding was not being performed within 
amperage range of applicable welding procedure spec 
ROBERDS.H W . JOHNSON, J H . HUNNICUTT. D M Region 4. Dallas. 
Vendor Inspection Branch 79/12/14 9pp 


8003140114 Forwards QA Program Insp Rept 99900054/80-01 on 800107-10 
No none ompl lance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 80/01/18 

2pp 


—8003140120 QA Program Insp Rept 99900054/80-01 on 000107-10 No 
noncomp 1 iance noted Major areas inspected design document 
control. del ign vei i f ication. c ontrol of special process-weld 
heat treatment visual examination of welds 

WKITESELL. D E . KELLEY, W D Region 4, Dallas. Vendor Inspection 
Branch 80/01/18 7pp 


6003140189 Ack receipt of 800208 Itr informing NRC of steps taken to 
correct violation deviation noted in QA Program Insp Rept 
99900510/79-04 

PQTCPOVSi U Region 4. Dallas. Vendor Inspection Branch 80/02/22 

tp 


—8003140200 Responds to NRC 000128 Itr re deviation noted in QA Progran 
Insp Rept 99900510/79-04 Corrective actions QA manual has 
been revised to require annual ti|» test 

CVRNANE. R A United Engineers (< Constructors, Inc (subs of 
Ragiheon Co I 80/02/08 2pp 


—8003140204 Forwards OA Program Insp Rept 99900510/79-04 on 791210-14 1i 
notlc# of deviation 

POTAPOVS. U Region 4. Dallas, Vendor Inspection Branch 80/01/20 
2pp 


— 8003140210 Notice of deviation from insp on 791210-14 

» Region 4. Dallas. Office of the Director 80/01/24 4pp 


—6003140227 QA Program Insp Rept 99900510/79-04 on 791210-14 
Noncomp 1 iance noted no attendance or completion records kept 
for indoctrination of engineering personnel & control menual 
not updated ^ 

HALE. C J . JOHNSON. J M . COSTELLO. J R Region 4. Dallas. Vendor 
Inspection Branch 80/01/24 15pp 


8003190330 Ack receipt of 800131 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900017/79-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 80/02/22 
IP 


— 8003190336 Responds to NRC 791217 Itr re devtalton noted in QA Progran 
Insp Rept 99900017/79-01 Corrective actions cautioned 
manufacturer to properlg machine transitions at heavg wall 
sactlons Alerted personnel to inspect incoming fittings 
SCHWAB. 0 Dravo Corp, 00/01/31 Spp 


— 0003190344 Confirms 800121 telcon re extension until 000208 to replg 
to deviation noted in QA Program Insp Rept 99900017/79-01 
SCHWAB. <7 Dravo Corp 80/01/21 Ip 


—8003190349 Forwards OA Program Imp Rept 99900017/79-01 on 791127-29 
t( notice of deviation 

POTAPOVa.U Region 4. Dallas. Vendor Inspection Branch. 79/12/17, 

2pp 


—8003190354 Notice of deviation from Insp on 791127-29, 

« Region 4, Dallas. Office of the Director 79/12/14 Ip 
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— 0003190361 QA Program Insp Rept 99900017/79-01 on 791127-29 
None offlp 1 1 anc e noted offset of u;elded join!: eitceeded that 
alloyed by ASME Code Imtnediate area around temporarg 
attachments not marVed as required 

RQDERDSi K W , HUNNICUTT.D M Region DallaSf Vendor Inspection 
Branch 79/12/14,. Spp 


8003270123 Forwards OA Program Itisp Rept 9900114/80-01 on B00107-1 1 No 
none omp 1 i anc c noted 

POTAPOVS. 0 Region 4. DaUas. Vendor Inspection Branch 80/02/08 
Spp 


— B003270130 GA Program In»p Rept 99900110/00-01 on 000107-11 Mo 
none omp 1 1 anc e noted Major areas Inspected procurement 
c on tr 0 1 1 sQurc e evaloation audits 6 s'eview of vendor 
activities 

SUTTONr J W , WHITESELL^ D E Region 4. Dallas. Vendor Inspection 
Branch 80/02/06 17pp 


SOO327O320 Forwards QA Program Insp Rept 99900111/79-01 on 791210-12 
No noncompliance noted 

POTAPOVS. U Region 4. Dallas^ Vendor Inspection Branch 80/01/S2 
Spp 


— 8003270335 QA Program Insp Rept 99900111/79-01 on 791210-12 No 
noncompliance noted, Major areas Inspected action on previous 
Insp findings.OA manua l/program. produc fcion testing ti Insp of 
const defieieneg 

AOEE. J R . HUNNICVTTrD M Region 4r Dallas. Vendor Inspection 
Branch 80/01/18 0pp 


8003310094 Ack receipt of 000229 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900274/80-01 

POTAPOVS. U Region 4* Dallas. Vendor Inspection Branch 00/03/10 

IP 


■8003310097 Responds to NRC 600130 Itr re deviation noted in Qa Program 
Imp Rept 99900274/00-01 Corrective actions organi tatlonal 
charts now delineate authoritg i duties of mgt personnel 
uhoft activities affect quality Organl zationa) charts end 
HANBENr J F Forney Eng ineer ing. Inc 00/02/29 24pp 


— 0003310090 Forwards QA Program Insp Rept 99900274/00-01 on B00102-04 
U notice of deviation 

PQTAP0V8. U Region 4. Dallas. Vendor Inspection Branch 00/01/30 

2pp 


—•8003310102 Notice of deviation from insp on B00102-04 

» Region 4. Dallas. Office of the Director 80/01/28 2pp 


■0003310104 OA Program Insp Rept 99900274/00-01 on 800102-04 
Noncompliance noted QC manual does not delineate authority 
U duties of mgt personnel whose activities affect quality 
No tingle record storage facility maintained 

HUNNICUTT.D M . AGEE. J R Region 4. Dallas. Vendor Inspection 
Branch 0O/O1/2B 6pp 


REOOD REGULATORY GUIDES 


8003090429 Comments on proposed Revision 2 to Reg Guide 1 97 re 
application to near-term QL8 6. backflfctlng at eicisting 
plants Requirements to have seismic spec for portable 
instrument should be excluded 

GEIOER.E L Eberllnt Instrument Corp £1916922 80/02/27 3pp 


8003070299 Comments on draft reg guide. "Audible Alarm Dosimeters 
Speaker vol tests should be conducted u/dtvlce In pocket 
Gufstions philosophy behind water immersion test. 

BRACKEDU8CH. L L Baird Corp PNL-294B. 80/01/16 lOpp 


8003110132 Forwards notice of issuance U availability of Reg Guide 
5 98. Revision 1 

CHILK. 8. J Office of the Secretary of the Commission 80/02/22 
Ip 


— 0003110140 Notice of issuance availability of Rag Guide 9 SB.Reviiion 
1. "Considerations for Establishing Traceability of SNM 
Accounting Measurements " 

MINQGUE.R B Office of Standards Development 80/02/19 2pp 


8003140033 Comments on proposed Reg Guides 1.06 it 0 21 difficult to 
reconcile limits for removable contamination In unrestricted 
area On Reg Guide 0.21 no difference exists between high 
toxicity it lower toxicity alpha emitters, 

D0NEL80N. R N, Richard N Dane Ison Asiociates 00/02/12 Ip 


8003140136 Forwards comments on. proposed Reg Guide 0 22 N/o end 
MORTON. P W Gulf Nuclear. Inc 80/01/28 Ip 


8003140140 "Requests NRC expedite final review it publication of Reg 
Guide 1 133. Revision 1. Draft 4 in present form. 

TAYLOR. J H Babcock Idllcox Co 00/01/30 Ip 


8003140H2 Requests extension of Reg Guide 1 136 comment due date to 
000315 

QARONi K I Amer'ican Society of Mechanical Engineers 00/02/12 Ip 


6003140144 Requests addl time to prepare comments on Reg Guide 1 97 
Revision 2 

D'ARDENNE. N H General Electric Co 80/02/09 Ip 


B0031701 1 1 Comments on proposed rule Reg Guide 1 136 regulatory 
position C-d excessively restrictive Minor embedments re 
rebar supports fr form ties should be excluded from 
requirements of CC-S2lO.Page 3 
DAIL. L C Duke Power Co 80/02/01 Ip 


8003180129 Ack 600116 Itr Comments re desi gn. tes ting £< matnt criteria 
for normal ventilation erhaust sys air filtration & 
adsorption units of light water cooled nuclear power pLants 
will be considered in future revision of reg guide 
JONES. R J Assistant Director for Materials Safety Branch 
00/02/28 Ip 


—6003160132 Responds to Reg Guide I 140 many bulletins issued after fact 
to cover oversights Reg guides should cover more important 
aspects not specifically covered elsewhere 
NAIOD.KR Aff il tatlon Unknown QO/01/16 Ip 


8003190304 Comments on proposed Reg Guide 1 97 selection of process 
variables to include In accident monitoring instrumentation 
should follow identification of functions being satisfle'd 
BQETTOER.JT Institute of Electrical I* Electronic Engineers 
80/02/ 13 Spp 


8003190415 Comments on draft Reg Guide 1 13? delete C 2 a. "Upon 
loss of actuating power. 1 so la tlon valves should be designed 
to take position that provides greater safety " Sentence 
would preclude std motor operated valve use 
GRIM. D P. General Electric Go $ Nuclear Energy Products Div 
aO/Ol/lO Ip 


0003190891 Comments on proposed Reg Guides i 86 tc 6 21 recomiusndsd 
surface contamina bi on limits impossible operationally 
D0NEL6DN.RN Af fi 1 tat 1 on Unknown 80/02/12 Ip. 


B003190B91 Comments on proposed Reg Guides 1 86 t 6 21 recommended 
surface c ontamina ti on limits (mpoitible operationally 
D0NEL6ON.RN Aff 1 Hat i on Unknown 00/02/12 ip 


B003190921 Requests addl time to comment on Reg Guide 1 97. Revision 2. 
due to complexity of considering plants opera t Ing. under 
const yet to be started Comments will be submitted 800229 
D'ARDENNE. N H General Electric Co, HFN-035-80. B0/Q2/08 ip 


8003190973 Forwards comments on Rag Guide 9 22 W/o end 

MORTON.P U Gulf Oil Carp . Gulf Mineral Resources Co 00/01/26 

ip. 


6003200469 Comments on proposed reg guides. "Qualification Acceptance 
Tests for Safety-Related Snubbers " Addl provisions should 
be included for orifice valve snubbers mechanical 
snubbers Test program appears to be excessive 

JACOBS. B Q, atone U Webster Engineering Corp 00/01/30 lOpp 


8003200471 Comments on proposed Reg Guide 1 77 two hundred day 
functional qual If Icatlon for Phase 2 instrumentation should 
be lubj to indeptfi review of equipment availability 
Recommended leeway should only extend until qualified 
SALDARINItJ C Ebasco aerviceii Inc (subs of Ensercb Corp I 
80/02/14 Ipp 


0003200476 Comments on proposed reg guide. "Heasurement of Radiation 
Levels on Surfaces of Packages of Radioactive Metis " Fixed 
meeiurements distance close to pacliage surface should be 
specified to prevent inadvertent personnel exposure 
ANDERSON. DM, Bethlehem Steel Corp 60/02/14 3pp 


0OO32DO523 Comments on proposed Reg Guide 1 97 Revision 2 design 
objectives for accident monitoring need systematic tt 
coordinated approach to provide adequate monitoring 
capability w/o degrading man-miachine interface 
BULL I VAN. T J Consumers Power Co N-63 BO/02/n 8pp 
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0003200530 Ccm(n«nti on proposed Rep Quid# 1 97 RfVl*lon 2 Position 1 
ihould be deleted in favor of ACi 304-73> Set tion 9 2 No 
mixing point time limits should be set as lonp as eoncret* 
has satisfactory consistency U hocnogcneity 

UHRIO,R E Florid* Power Si Light Co L-fiO-ia 80/02/04 2pp 


8003280^67 Comments on proposed Reg Ouide 01 136 requests extension 
until B0030S to file comments Committee members have been 
requested to send all comments to NRC attention 

BARONiK I American Society of Mechanical Engineers 80/02/12 ip 


B003200S39 Comments on proposed Reg Guide 1 97 ranges of instruments 
should be stated on individual basis re criteria developed 
in accident analysis tc transients Sufficient flexibility 
must be instituted to allow coherent control room design 
yANBRUNTxE E Arijona Public Service Co ANPP-14752 80/02/13 

3pp 


6003240376 Comments on proposed Reg Ouide 1 i36i Revision 2 location of 
rebar should be of prime importance Measures should be taken 
to assure that hollow tube (i pipe sections used as support 
sys are filled w/concrete 

BRET7.P L United Engineers i Constructor sr Inc isubs of Raytheon 
Co ) eO/01/29 2pp 


0003240379 Comments on proposed Reg Ouide 1 97iRevislon 2 providing 
operator w/info on large number of parameters can Increase 
operator confusion & detract from ability to diagnose Ic 
respond to accident 

WARD. J E Affiliation Unknown 80/02/15 37pp 


8003310016 Comments on proposed Reg Guide 01 133 commends NRC on work 
content in proposed guide Content Is appropriate for loose 
parts monitoring sys equipment Requests that actions be 
expedited for final review S< publication 
TAYLOR. JH Babcock i Wilcox Co 80/01/30 Ip 


6003310022 Comments on proposed Reg Guide 1 136 regulatory position is 
excessively restrictive Requirements of CC»5210 should bo 
applicable to major embedments such as p lates. embedded 
p ip ing. penetration sleeves & anchor bolts 
DAlLiL C Duke Power Co 80/02/01 Ip 


6003310163 Forwards final draft of PlJR near-term OL group generic 
comments on proposed Revision 2 to Reg Guide I 97 
JOHNSON, R F Duke Power Co 80/01/29 I4pp 


RES RGBEARCH AND TECHNICAL ASSISTANCE REPORTS 


8003240426 Comments on proposed Reg Guide 1 77 requirement for callbr it 
testing of accident monitoring Instrumentation from sensor 
to readout during accident post-acc ident phase w/o access 
to sensor is impractical 

VCLPE. F J Affiliation Unknown 80/02/05 6pp 


8003240432 Comments on proposed Beg Guide 1 97, Revision 2 guide is too 
prescriptive h should be limited to delineating criteria 
against which licensee designs can be evaluated Revision 
could inhibit instrument development unique to plant 
SCHWDERER.F Standardiied Nuclear Unit Power Plant System 
4pp 


8003240447 Comments on proposed Reg Guide 1 97iRevision2 table should 
distinguish between three phases of accident where 
signif icanlly different modes of monitoring are required 
Status indicators should have independent power source 
WHITE. J 0 Houston Lighting I' Power Co N8L-202 60/02/13 2pp 


6003240603 Comments on proposed Reg Guide I 97, Revision 2 design 
criteria for Type D variables Should Include functional 
capability w/o ref to Rag Guide 1 09 requirements Increasing 
functional equipment qual i f icatlon period unjustified 
CAHN, A I Bechtel Power Corp (subs of Bechtel Corp 1 80/02/14 

lOpp 


6003120610 ^'Advanced tnstrumentat ion for Reflood Studies." foreign trip 
rept 

DUDLEY, I T , PAYNE, H R Oak Ridge National Laboratory FIN D~04l3 

60/02/06 11 pp 


8003120623 "Forecast Electricity Demand by State U by Util five Area." 
progress rept for Jan 1980 

CHERNi W B Oak Ridge National Laboratory FIN B-0190--B 60/02/04 

4pp 


8003120629 "Code Assessment 4i Applications Piogram, " preliminary 

assessment rept 

OODEN. D M EG it 0, Inc FIN A-6O40B 00/01/31 llOpp 


8003120634 "Fuel Behavior Analysis Development." internal rept 
REYMANN.O A EG G, Inc FIN A-6050 00/01/31 27pp 


8003120639 "Thermal Fuels Behavior Program " 

8HITH, R H EO 4, 0. Inc FIN A-6041 BO/01/31 99pp 


8003130659 ♦'Div of Reactor Safety Research-ORNL Programs." monthly 
ftighlighte rept for Jan 1980 

MYNATT.fR Oak Ridge National Laboratory 80/02/10 3lpp 


8003240626 Comments on proposed Reg Guide 1 97, Revision 2 
Classifications B 4, D for accident monitoring 
instrumentation Seem redundant Date for operating plant 
backflt implementation should be extended to 601231 
0L50N.R C L Baltimore Gas L Electric Co 00/02/13 16pp 


8003240636 Comments on proposed Reg Guide 1 97, Revislon8 increasing 
qualification period for environ transients to 200 days of 
LOCA environ negates qualification programs underway or 
completed Emergency power vs critical but unclear 
PEOPLES. D L Commonwealth Edison Co 60/02/13 26pp 


8003240644 Comments on proposed Reg Guide I 97. Revision 2 croisrefs 
should be provided for RCPB leakage detection requirements 
of Reg Guide | 45 S. bypass it inopereblc status monitoring 
requirements of Reg Ouide 1 47 

^ ^ Halliburton Corp ) 


8003250216 Forwards comments on proposed Reg Guide 8 22. spikes for 
blind specimens should he random t< of differing 
concentrations to acheive reliability Dupicatet should be 
l»’'*vent extraneous errors 

ZIMMERMAN. J J Affiliation Unknown 00/02/11 5pp 


8003130680 "Evaluation of Docket Files of Terminated Licenses," monlMw 
progress rept for Jan 1960 

LANTZ, R M . DICKSON, H W Oak Ridge National Laboratory PIN 
A-9G0S-7 eO/Ot/3t 9pp 


8003170148 "Safety-Related Reactor Physics Gtudies of NA8AP Heavy Uatgr 
Reactor " 

M ALLEN, A N . TAKAHA8H1,H , LUDEI4IG. H Drookhaven National 
Laboratory FIW A -3000 79/10/31 S 2 pp 


8003180641 'Assessment of Radiation Doses Resulting From Releases 
of Rn-222 t. Ra-226 From u Mining U Milling Activities," 
monthly progress rept for Jan 1980 

TRAVIS, C,C , BOYER. L M M , MATSON. A P Oak Ridge National 
Laboratory FIN B-0281 80/02/19 6pp 


0003190500 RIL-06B 

Research Info Utr 60 "Structural Integrity of Meld Repaired 
Pressure Vessels " 

LEVINE, S Office of Nuclear Regulatory Research 79/11/11 6pp 


8003240092 "D 
Reactions, " 
WEARY, N P 


etectlon of High Explosives Employing Chemiluminescence 
quarterly progress rept for 8ept-Nov 1979 
Los Alamos Scientific Laboratory 60/02/20 12pp 


8003260479 Comments on proposed Reg Guide 1 97. Revision 2 croisrefs w/ 
requirement documents re operating Initrumenti should be 
inc luded. Marked-up draft rag guide »ncL 
SOUTHWARD, B G Affiliation Unknown 80/02/11 34 pp 

8003260483 Comments on proposed Reg Guide 0 22: calculations show in 
vivp bioassay far U ore dust would not increase worker 
protection Urine specimens should be collected at least 48-h 
after occupancy of yellowcakt area, 

^78/12/04^ 6^"^^ Mineral Resources Co. 00 OH 710-4 


8003260430 "Definition of Parameters for Major Accidents at Waste 
001 Idif ication it Spent Fuel Storage FaciUties," monthly 
progress rept for Jan 1900 ^ 

80 % 2 /| 3 ^* ^ 3 pp National Laboratory FIN B-0425 

Decontamination on LWR Radwaste Treatment 8ys.' 
monthly progress rept for Jan 1980 

PERRIOO.L D Battellc Memorial Institute, Pacific Northwest 
Laboratory FIN B-22ai 00/01/31 2 pp renwese 


V tH Q VQ«t T 




• wove ror ^oq 


progress rept for Jan l90O, 

0IERMAN,8 R Battelle Memorial Institute. 
Laboratory FIN 0-2094 00/02/05 3 pp 






Pacific Northwss 


month 
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Q0033606SO “Experimental Evaluation of Vent i la-t ion Sij« Components 
During Large Pressure Pulsesi“ monthlij progress rept for Jan 
19ao 

GREQDRY# U S Los Alamos Scientific Laboratorg FlH A-702B 
00/^02/12 3pp 


8003260652 “Accirfent Induced Flow i> Hatl Transport in Nuclear 
Facilities,'* monthly progress rept for Jan 1930 

HAPTIN, R A , GREGORY, N S Los A&amas Scientific Laboratoru FIM 
A-7029 eo/02/26 4pp 


□003970170 "Physical Protection of Nuclear Mat) In Transit*" (quarterly 
progress rept for Oct-Dec 1979 

SA&SEfliO W Sandia Lab or<t tor i es Flhf A-il73 80/01/21 4pp 


6003270358 "Hudson River Nhite Perch," (Quarterly progress rept for 
Oct - Dec 1979 

VAN W INKLE, W OaV Ridge National Laboratorg FIN D-0423 79/12/3J 

2pp 


800328-0656 "Environ Assessments of Fuel Cycle Facilities, ” monthly 
progress rept for Jan 1980 

ZITT^LrH E Oak Ridge National Laboratory FEN D-0279 
ORNL/ED/ClS-120 90/01/31 6pp 


8003580572 "Unified Transport for Power Plant Assessment 
( Rad i 0 1 sotop e s 1 , " monthly progress rept for Jan 1780 
noi>fi T H Oak Ridge National Laboratory FIN 0“Ol68-9 
□RNL/ED/ElD-n9 00/01/31 4pp 


8003280575 "Acoustic Emi ss i on/Flaw Relationsh ip for Inservsce 
Monitoring of Nuclear Pressure Vessels," monthly progress 
rept for Feb 1930 

HUTTON, P H , KURTZ, R J Qattelle (letnonal Institute, Pacific 
Northwest Laboratory 80/03/14 4pp 


6003280577 "Environ Statements Project, " monthly progress repb Jan 
1980 

ZITTEL, H E Oak Ridge National Laboratory FIN B-OOl 
ORNL/CD/ElD-121 80/01/31 5pp 


Q003310152 "Steam Generator Tube Rupture Iodine Transport Mechanisms," 
monthly rept for Feb, 1990 

DEtiMiNG, R S Rattelle Memorial Institute, Columbus Laboratories 
Nnc-04-76-293 60/03/13 4p 


3003310155 "Physical Protection of Nuclear Facilities," monthly 
progress for Jan 1980 

CHAPMAN, L D Sandia Laboratories FIN A-1060 80/02/15 7pp 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


8003130286 Forwards preliminary subj agenda for 600227-28 LOFT review 
group meeting in Salt Lake Clty«UT EOt'O B00215 Itr 
describing L3-^6 nuclear experiment plans end 
MCPHERSON, G D Division of Reactor Safety Research 80/02/14 
I6pp 


— 0003130289 Draft rept, "Loft Experimental Program Document 
DURTTrJ D EO & G, Inc 00/01/15 90pp 


— 9003130290 "Loft Experiment Operating Spec Operational Transient Tost 
Series 16," Revision O 

HARRIS, P A^,, WELLAND, H J EG «< 0, Inc 00/02/29 39pp 


9003360023 Notification of 000328 meeting u/ Sandia Labs In Silver 
SprlngrMO to discuss Sandia fire protection research plan 
FeiT,R Research Support Branch 80/03/11 2pp 


8003260073 Notification of 600422 meeting w/Rev&ew Group In Silver 
Spring, MD to discuss "Assessment of Thermal Hydraulic 
Technology of Transition Phase of Core Disruptive Accident 
ih LMFBR, " BNL-27366, informal rept Agenda end 

8A8DEKA8, D L Division of Reactor Safety Research 80/03/14 2pp 


80032604BI Forwards summary of Fire Pratection Research Review Group 
800213 meeting 

FEITiR RROH 1 **23, Elect Stand T Fire Protection, BO/03/04 Ip 


— 6003260482 Summary of Fire Protection Review ©roup 900213 meetxng in 
Bethefda,HD re flame test evaluation, rep 1 ication test for 
Arkansas I ^ status of penetration fire stop tasting 
FEITiR. RRGH 1-23, Elect- Stand U Fire Protection BO/03/04 
4pp 


0003260500 Forwards summary of Qualification Testing Evaluation 
Research Rev'ieui Group 600214 meeting in Bethcsda,MD 
FEIT,R RRCH l-as, Qualification Testing Evaluation 00/03/05 
2pp 


— 9003260507 Summary of Qualification Testing Evaluation Research Review 
Group 800214 meeting in BethesdaiMD re Commission-directed 
connector test research. ^ research work 

FEIT,R RRGU 1-25, Qualification Tasting Evaluation 90/03/05 
3pp 


SECY position PAPERB BEFORE THE COMKtSSlON 


8002190212 Requests Commission approval of notice of final rulemaking 
requ-intig medical licensees to keep records of all 
mi sadtnin I stra 1 1 oils, rept therapy mj sadmin istrat i ons to NRC, 
referring physician patient or responsible relative 
HINOGUE^R B Office of Standards Development 80/01/16 aSpp 


6003040130 SECV-79 504A 

Forwards Eie-cutive Branch response re Trananut 1 ear, I nc 
pending 900125 application to eapor-t low enriched U to 
France 

SHEA, J R Office of In terna 1 1 ana 1 Programs 60/02/05 Ip 


—0003040230 Executive Dranch position re Tr ansnuc 1 ear, Inc 800125 
application tp export 73 62 kg of U-235 contained in 900 
kg of U to France Recommends that license be issued Ltr of 
assurance end 

HQSENZO, L V State, Dept of, Bureau of Oceans 4( Internatl Environ 
e, Scientific Affairs 60/01/25 3pp 


00 03050073 Transcript of G00220 Affirmation Session 80-7 in Washington, 
DC Pp i--3 

s Conimission 60/02/20 4pp 


—800305 0089 SECY- 00-07 4 

Discusses NRC approval of delegation ef authority to 
Executive Director of Operation to act as head of agency in 
matters concerning Ofc of Special Counsel Recommends 
adoption of proposed- delegation Draft memo encl 
0KKNtT,L Office of the General Counsel 80/02/03 3pp 


— 0003050095 SECY-BO-064 

Forwards documents re disposition of PASNV FOIA app eal , f i led 
79-0615 Draft ltr to ui 1 1 encl 

OtCKNlT.t Office of the General Counsel 00/02/01 2pp 


— 0003050116 StCY-eO-025 

Requests NRC approval to publish proposed amend for public 
comment Recommend* that NRC approve publication of amend for 
comment Draft proposed rule h* congressional committee ltr 
enc i 

HlNDQUE.R ti Office of Standards Development 6G/01/16 9pp 


**-,-8003050 123 Preliminary value/impact assessment for proposed rulemaking 
re informal conference during insp Recommends NRC issue for 
comment proposed rule establishing IE author i lat i on to 
schedule meetings w/llcense« representatives during imp 
* 0-ffice of Standards Development 0(1/02/20 7pp 


—0003050123 SECV-79-296A 

Proposes denial of Fialka FQIA appeal based upon CIA review 
DICKUIT,!. Office of the General Counsel 80/01/24 2pp 


- -800305 D 1 33 BECY-79-296 

Proposes denial of Fialka FOIA appeal Draft response* end 
KELLEY, J L Office of the General Counsel flO/Ol/24 6pp 


—8003050139 aECV-QO-022 

Requests NRC approval to publish notice of denial of TD 
Conner petition for rulemaking Draft FR notice Itr to TB 
Conner encl Draft Hrs to Congress also end 

SHAPAR.H K Office of the Executive Legal Director BO/Ol/15 
|3pp 


8003140155 8eCY-79-330G 

Advises of Comiulssion actions ra four item* in response to 

9J ChUt 791127 memo Recommendations of TMl-2 Lessons 

Learned Task Force, N\JRE0-0565, I tern 1 6 on Page A-7 should be 

included in qualifications of power reactor operators 

DEHTON»H R Office of Nuclear Reactor Regulation 79/12/21 2pp 


9003190570 SECY-BO-075 

Discusses vepts generated actions Initiated by other 
countries subsequent to TMI-2 accident Abstracts of rept* 
received since 6ECV-79-425A sncJ 

BHEArJ R Office of International Pr-ograms BO/02/00 6pp 
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ao03l90AQ7 SECV~80-06a 

SumnnaTiief revieu for approval of propaieif 

licania to «xport »ourcs matl to France for enriohmont 
Rccgn'mendi deferral of action pending receipt of Exacutlve 
Drancli Ic DOE views 

SHEAf J R Office of International Proarams 80/01/31 2pp 


— 8003190690 CanMr^i. that NRC is defrrrlna action on proposed eiport 
license pending receipt of determination bij Secretaries of 
Energi^ U State that no coitimitmenfct from France are neceisari^ 
to ensure approval prior to enrichment 

SHEA I J R Office of International Programs 60/01/22 Ip 


8003190691 aECY-e0'O65 

Sumnanies info re proposed export license Recommends 

avthoriiing issuance of proposed license to TNS* Inc 

6HEA;J R Office of Internationa) Programs BO/0i/S9 3pp 


8003200060 Transcript of 800229 Affirmation Session BO-B in Washington# 
DC Pp i-6 

♦ Commission 60/02/29 5pp 


—8003200091 secy-80-06i 

Recommends that Commission approve end draft notice ol 
proposed rulemaking to revise rtq.uirfments to include fees 
for revieu; of QA packages for shipping 
DOKOGHUE. D J Office of Admi nistratien 60/01/30 6pp 


•0OO32OOSO» SECY~80-044 

Recommends that Commission approve end draft FR advance 
notice of rulemaking re personnel dosimetry processors 
HINGCUEift D Office of Standards Development 00/01/23 36pp 


- -80022001 1 3 sec Y- 79-660 

Recommends that Commission approve end draft FR notice re 
amend to regulations to specify criteria for determining 
whether proposed amend to OL or CP involves no significant 
hatards c onsiderat ion 

KIMOOUErR 0 Office of Standards Development 79/12/12 21pp 


8003200234 SECY-79-40J 

Recommends that Commission approve end draft notice of 
proposed rulemaking lOCFRDl re evaluation of alternative 
sites for nudear generating stations under NEPA Draft 
value/impac t asiescmcnt enci 

rtINOCUE. R B Office of Standards Development 79/06/10 127pp 


8003200290 Transcript of 600229 public meeting In Uaih ing tan« DC re 
SECY-eO-039 Fp 1-59 
s Gommii fsion 60/03/29 60pp 


8003210014 SECY-79-653A 

Summarlies end marked-up draft review of Whyl Rept U/q end 
revised translation of "RadloecoJogl cal Assessment of Uyh 1 
Nudear Power Plant 

DENTON# H R Office of Nudear Reactor Regulation 60/01/30 225<pp 


6003230101 SEC V-S 0-096 

Forwards Executive Branch position re Edlow Inti Co 
application for licanse to export fOiOOO leg depleted U# In 
form of U tetraf I uor i de to United Kingdom Bequests comment 
SHEAi J R Office of International Programs 60/03/13 ip 


— 8003290107 Erecutlve Branch positlan r« Edlow Inti Co application for 
license to asport iaiOOO kg depleted Ui in form of U 
t« braf luoride to United Kingdom Lieonie should be granted 
NOSEMZOiL V StatetDept of# Duroau of Oceans <( Internatl Environ, 

& Scientific Affairs 80/01/29 Spp 


0003350182 SECY-aO-078 

Recommends approval of minor changes in Commission conflict 
of Interest regulations Draft FR notice end 

FiTZOERALDfJ A Office of the General Counsel BO/02/il L2pp 


—8003250190 SECY-BO- 002 

Recommsndi r eappo i ntment of CP Seiis to ACR8 Draft Itr end 
FRALEYiB F, ACR8 - Advisory Committee on Reactor Safeguards 
00 / 02/12 Spp 


8003260484 8£CV-aO<-039 

Olscusies Section 401 of Energy Riorganl tatlon Act -Of 1974 4< 
impact on employment practices of NRC licensees U license 
applicants Recommends requiring Commlfiion not to 
dtscr Iminate on basis of sex in licensing t; regulations 
OOSSICKiL V Offlcs of the Executive Director for Operations 
80/01/21 Itpp 


— 8003260466 Discusses NAACP vs Federal Power Comml ssion# Supreme Court 
case involving reeponslb 1 1 J ty of federal agency to eliminate 
employment discrimination Recommends NRC jurisdiction be 
determined on case-by-case basis 

STRAUSS# P L Office of the Oeneral Counsel 76/07/09 20pp 


—8003260407 SECY -7 3- 334 

Discusses equal employment opportunity responsibilities for 
NRC licensee facilities Recommends deferral of Commission 
consideration pending action by Supreme Court on Federal 
Power Commission NAACP petitions 

TUCKER»E E Office of Equal Employment Opportunity 75/07/01 
7pp 


— 0003360490 Submits legal analysis of Title IViEnergy Reorganl jad on 
Act Title IV falls to Identify party to bo protected, party 
prohibited from d 1 scr iminatingr ac ti vi ties in which 
discrimination is prohibited i specific program required 
SHAPER. H K Office of the Executive Legal Director 79/02/12 
23pp 


— 8003360493 Requests author! latlon to explore feasibility of 
establishing requirement that NRC-liceneed utii develop 
affirmative action plans for equal opportunity employment as 
condition for granting CPs.QLs it continued licensing 
TUCKEft.E E Office of Equal Employment Opportunity 7S/02/tt 
3pp 


0003310352 SECY-aO-047 

Forwards Executive Branch response on pending Transnue lear. 
Inc application for license to export U-hexaf lour id# to 
Sweden Requests comment 

SKEAr^ R Office of f nternationa I Programs 80/01/24 Ip 


— 6003310355 Executive Branch poiltidn re Trantnuc lear. Inc application 
for license to export 35 080 kg U# in form of V hexaf lour ide# 
containing 32 737 kg U-235. to Sweden License should be 
granted 

NOSENZOiL V Stater Dept of# Bureau of Oceans it Internatl Environ 
6 Scientific Affairs 80/01/18 6pp 


STATE PROD STATE PROGRAMS 


0003060037 Ack receipt of 000204 Ur NUfiED-0664 containing NUREG-06IO 
was mailed per request Other requests take several wke to 
coord ina ta 

MCCARTHY. E Office of State Programs 00/02/20 ip 


6003050230 Transcript of 000220 meting u/State of NV representativSf 
in Itvcllne Village.NV re low level waste mgt Pp I-SIO 
e Commission BO/02/80 221pp 


8003060291 Discusses Dr Mattler participation In waste disposal meeting 
in NV 

KERRrO W Office of State Programs 80/02/14 ip 


8003060297 Request comments on proposed emergency planning rule 
intended to be made At NV workshop 

SCHWARTZ. B A Assistant Director for Program Development, 00/02/01 

6pp 


8003060314 Adviees that RFPtasklng for proposals on statement of work 
it describing state legislative reporting needs beginning 
w/vfan 19SI sessions, will be Issued in Commerce Business 

VOUNO.F Assistant Director for Program Development 00/02/07 Ip 


0003060445 Transcript of 800221 meeting in incline Village. NV re low 
Level waste, Pp 217-354 
a Commission 60/02/21 l40pp 


6003100044 Responds to 800121 Itr describing FL actions to improve 
regulatory program for agrtement matit Program adequate to 
protect public health & safety U compatible w/Commlislon 
program Comments on 8cott Luminous. Inc insp end 
KERRrO W Office of State Programs 00/02/14 4pp 


— 8003100040 Responds to NRC 791015 Ur ra ravlew of FL radiation control 
program^Five add! Inspaciori will be employed 
Reclassification plan for radiological health personnel 
became effective 791217 Bcott Luminous. Inc Intp rapt and 
TAYLQR.A J. Florida. State of. 00/01/Sl 16pp 


0003110257 Supports proposed state legislation facilitating AZ Atomic 
Energy Cornmisilon action on licensee operations affecting 
public health << eliminating promotional duties of 
Commission Offers support in legislative effort 
AHEARNE/J. F. Com/nlstlon 00/02/14. Ip. 
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G003i302m Forwards M Dircks i Q Cunningham 000213 sfcatsmenbs before 
con^irass 1 ona 1 subcommittee U President Carter^s program on 
raduastfl mg t to agmment ti nonagreemen t states liaison 
officers 

KEWfifO If Office of State Programs 80/02/i4 25pp 


3003130250 Transcript of 800213 testimony before Subcommittee on 
Energy < Nuc lear Prot 1 f b rat ion It Federal fives of Committee on 
Oover nmental Affairs 

DiRCKSilnl J Office of Nuclear Material Safety Ic Safeguards 
00/02/ 13 Gpp 


— 8003L3025& Transcript oi 000213 testimony re nucliar waste mgt before 
Subcomnimi t tee on Energy i Nuclear Proliferation ^ Federal fives 
of Committee on Oovernmental Affairs 
CUNNINOHAH^ 0 U Energy. Dept of aO/02/13 Spp 


S003130271 Expresses gratitude for rec ommntendat i ons for enhancing 
licensing program Dlv of radiological health advised to 
encourage licensees to submit complete applications during 
extensive mods or license renewals 
ORAHAMi 3 Tennessee* State of 80/01/17 Ip 


0003140327 Discusses Sept 1970 regional worlcshops reviewing NRC 
decommission in policy u/state officials NUREO-043fii Re vis 1 on 
1 issued 701231 Followup worlrshops scheduled for 790912~14 fc 
25**27 State representatives should be designated bg 790723 
RYANiR O Office of State Programs 79/07/17 2pp 


0OO317OOM Ack receipt of NRC 800103 I tr re NM program for agreement 
natl centrol TA Uolff 900219 Itr detailing aspects of 
program end 

OACAi T E New dexico. Stata of 80/02/19 ip 


— 0003170010 Responds to NRC 800iO3 Itr re annual review of NH program 
for agreement mail control Grants ofe has copies of 
licenses Zt supporting documentation Licensing guides tt insp 
manual being developed 

WDLFFi T A New Mexico. State of 00/02/19 2pp 


9003i90416- Confirms comments to results of NRC regulatorij program 
review Program has continued to improve over past yr Caution 
should be used in extending scope of soma license conditions 
beyond what it specifically defined by license application 
JtERRiO. W Assistant Director for State Agreements Programs 
00/02/23 ip 


8003190681 Confirms discussion re NRC review t evaluation of HD 
radiation control program MD program for regulation of 
agreement matl adei^uate to protect public health safety 
HD radiation control regulations have been updated 
KERRfO N Assistant Director for State Agreements Programs 

80/02/22 2pp 


8003190923 Confirms NRC comments made at conclusion of recent radiation 
control program review based on results of review. NRC 
believes state program for control of agreement metis 
adexiuate to protect public compatible w/NRC program 
KERRfO W Office of State Programs 80/02/00 5pp 


8003190967 Confirms discussion r* recent review of state radiation 
control progi^am Dased on results of reviewrNRC believes 
state program for control of agreement matls adeiiuate bo 
protect public It compatible w/NRC program 
KERRiG U Office of State Programs 00/02/12 2pp 


0003240640 Forwards summary of 800205 meeting w/Btate of WY Review of 
land quality regulations % legal opinion ready for 
transmittal by 800301 

SCARANOiR A Uranium Recovery Ciccnsing Dranch 00/02/22 Ip 


8003260006 Forwards invitation announcement list for CRCPD 800S18~22 
annual meeting in Loui s vi 1 1 e* I4Y 

JANTNEI4.H Office of 8t«te Programs 80/03/10 14pp 


8003260049 Forward's invitation announcement list for CRCPD 8005t8'‘22 
annual meeting in Loul svi 1 1 e* KY 

JANlNEHiM Office of State Programs 80/03/10 14pp 


8003260464 Forwards proposed agenda. map registration form for NRC 
Region V state liaison officer 800309 meeting in San 
Franciscoi CA to acquaint officers u/raglonal operations It 
update major problem areas 

MElfifiQEROi 8 Office Of Btata Programs 80/02/21 7pp 


B003260S13 Forwards CO Dept of Health 791120 response to NRC 791025 
Itr re CO annual radiation progam review 
MONTOOMERY.a L Colorado. Btateof 80/03/03 Ip. 


— 8003260530 Responds to NRC 791205 Itr commenting on CO Dept of Health 
radiation control program £merg(ncy response plan for 
transportation incidents has teen revised as recommended 
Statistical close-out survey Is complete 
HA2 lE*A J Colorado^ State of 79/11/28 2pp 


80032701B0 Forwards Idestchester County. NY Board of Legislators press 
release Ia proposed law re transportation restriction on 
nuclear matls Law would shut down facilities 
YOLFNOpF Office of State Programs 80/03/20 21pp 


0003270276 Responds to 000206 Itr re radioactive matls control program 
NRC approves of augmentation of radioac t tve matls staff 
Augmentation 1 further training will put progran on sound 
f oa ting 

KERRrO W Office of State Programs SO/02/26 ip 


-’-8003270204 Forwards summary of 791024-26 followup meeting u/state 
officials in fiacramentoi CA re radioactive matls program 
Status of license review £> NRC comments on compliance 
program 6 administrative revieu end 

KERR. G U Office of State Programs 80/02/21 23pp 


8003270294 Discusses NRC review 0 # KV radiation control program 
Program for regulation of agreement matls is adequate to 
protect public health ^ safety 6 is compatible w/NRC 
program for regulation of similar natls 
KERR.O U Office uf State Programs GO/03/10 2pp 


—8003270298 Discusses NRC review of KY radiation control progfam Program 
for control of agreement matls is adequate to protect public 
health and safety Applicants for all radioactive mails 
licenses should supply location 4^ storage info 
KERR.O U Office of State Programs G0/O2/S2 2pp 


8003310190 Hatification that review of working arrangoment document 
betuen URC/TE U DOT tnsp/onf orcement units It complete 
Document as presently cast it appropriate 

KERR* G If Assistant Director for State Agreements Programs 
80/03/03 )p 


8003310219 Responds to comments In NRC 79L227 revieu of NA Dept of 
Social Health Svcs radiation control program Computer 
program for data processing It retrievel anticipated to go- 
on line 000701 

THOHPsatLO J Washington. State of Q0/D2/13 2pp 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


0002130552 Forwards nonp r opr i etary rep is WCAP-9970 h MCAP-9662 & 
proprietary repts. MCAP-9550 U gCAP-9620 Info withheld 
Iref 10CFR2 790} Application for withholding proprietary 
info enc 1 

ANDERSON* r M Wet t ing-housc Electric Corp 80/02/06 lOpp 


—8002130572 WCAP~9662 

**llest Inghouse Clast 3* Wes t inghouse Ounert Group Assymetric 

LOCA Loads Evaluation*" nonproprietary version 

CAMPBELL.T E Westinghouse Electric Corp 80/01/31 175pp 


0003030214 Forwards technical study "Mark I Containment ProgramiVant 
Heaifer Deflector Load Definition Methodology.’' in response 
to NRC request Info provided on behalf o-f Mark I owners 
group as part of Mark I containment program 

QUCHHOUZ.RH Oineral Electric Co MFN-S9-ao 60/02/05 Ip 


— 8003030220 "Mark 1 Containment Program. Vent Header Deflector Load 
Deftnltion Hethodology 

» General Electric Co 80/02/29 O^pp 


0GO3O3O32Q Forwards Info re Mark t containment program vent header 
deflector load definition methodology Affadavit also end 
Info withheld (ref 10CFR2 790 ) 

BUCHHOLZjR H General Electric Co * Nuclear Energy Products Dlv 
MFW-030-aO 80/02/05 5pp 


8003030466 Notifies of organliation changs in KU-OA- 1 * Rev i s i on 34. 
affective 800201 Two assistant vice presidents will report 
to Vice President of Nuclear Engineering & Operations 
Changes will be incorporated in rtvlied rept 
CDUNSlL.tl O Northeast Giintici QA-3692 80/02/22 Ip 


8003030480 Proposes revisions to fuel thermal /mechanical analysis 
models to analyie extended operating cycles at high capacity 
factors Requests prompt reviaw schedule t concurrence by 
800401 

ENGEL, R E General Electric Co hFN-045-aO, 0O/D2/25 2pp 
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6O03040309 Informt of «Viiil4bintg of nonpropr iotar^ NED0’'10905-S> 
"Kigh^Prcttura 'Car* Sprai^ S<|s Pouar Supply UnifriAmandt 3 " 

CAPRA, R A Light Wator fiaactan Branch 3 BO/02/29 Ip 


—8003040314 Forwards nonpropr iatary NEDa'10905, “High-Pratsura Cor* 
Spray Syi Powtr Supply UnltiAmtndi S ” Rtqutstt ravitw 
tvaluatlon of qualification tait raiulti & tchtdul* for 
ravicu coniplitiofi 

QUlRKiJ F 0*n*r4l EUctrie Co MFN“3O0~79 79/12/20 2pp 


-“8003040319 NEDD-10905-3 

'’Hi gh“Pre«ssur 9 Cor* Spray Syi Powvr Supply UnitrAmtnd 3r " 
nonpropr i*tar y varilan 

CHAKRABORTVi S j HENDON, H H Central Elictric Co 80/02/29 70pp 


8003050501 Outline* Hark 11 owner* group underttand ing of agreement re 
NED0-219a5i '’Functional Capability Criteria for E«*ential 
Hark 11 Plpingj" Sept 197B Factor-ehort radio* elbow table* 
end 

CHAUf H General Electric Operating Plant Owner* Group HK 
ii-03a-Lic ao/oa/25 4pp 


8003050535 Forward* 6P Ferreira 800227 affidavit for withholding 
AECC-2-P (rtf 10CFR2 790) 

KEITH, R C Aerojet Energy Conver«ion Co (tub* of General Tire t. 
Rubber Co ) 80/02/27 &pp 


8003050542 Forward* ”Analy*ef of LOFT Tett L3-1. ” In retponve to NRC 
requett 

LIEBLERfO C-E Operating Plant* Owner* Oroup 80/02/28 Ip 


—8003050544 "Analyses of LOFT T**t L3-1 " 

e Combu*tifln Enginierlngr Inc 00/02/29 57pp 


8003050565 Forward* comment* on cladding deformation a* affected by 
temp ramp rate 4c prerupture plastic strain, in response to 
600131 request Incluilon of temp rate In cladding 
deformation model* not recommended 

SCHERER, A E C-E Power System* LD-SO-OIS 80/02/29. 4pp 


6003060410 Forward* "Strutural Effects of ATM9 Overpreifure Transient* 
in Byron Jackson Primary Pump*," addendum to BAH 1610, 

"Analysis of NBS Reipnse to ATHB Events, Jan 1980.'' 

TAYLOR, JH Eabcocl; U Wilcos Co 80/02/29 Ip 


—8003060415 BAW-1610 

"Structural Effaet* of ATWS Overpressure Transients In Byron 
Jackion Primary Pump*," addendum to DAM 1610, "Analyils of 
BW N8S Response to ATMS Events, Jan 1980 " 
e Babcock 4< Uilcox Co 80/02/01 31pp 


6003060546 Forward* responses, on behalf of BWR owners group, to 
C Hichelson questions re BMRs, contained in NRC 791017 Itr 
0UCHHOU?,R H General Electric Co MFN-041-80 00/02/21 9pp 


8003060593 Forward* BTVR-I-OA, "OA Program Description " 
BLAiaDELL,R E Black 4. Veatch 25 9000 21 80/02/29 Ip 


—8003060554 BVTR-l-OA 

"QA Program Description ’• 

* Black 4< Veatch 80/01/31 7Spp 


8003060611 Forwards NEDE-2477a-P, "Mark I Containmant Program Vent 8ys 
Compressibility - Effects on Mark f Pool Swell, " prepared 
by Acurei for OE Rept withheld iref 10CFR2 790) 

BVCHHGLZjR H General Electric Co MFN-02a“e0 80/02/03 Ip 


8003060750 "Fracture Toughness of Nuclear Containment Preiiure 
Boundary," bimonthly mgt status rept 

REtCHiM Srookhaven National Laboratory FIN A-33t6 80/02/01 

3pp 


8003070244 Forwards NEDE-24701-l-Pi "Comparison of Single 4, Multi vent 
Chugging at Two Scales " Rept withheld iref lOCFRS 790) 

Affidavit end 

flUCHHOLZiR H General Electric Co MFN-05I-B0 00/03/03 5pp 


8003100004 Forwards request for addl info needed to complete review of 
HCAP-9639, "Rept on Small Break Accident* for Mestlnghous* 

Nuclear Steam Supply Sys W/Upper Head Injection " 

8T0LZ,JF. Light 4fat«r Reactors Branch 1 00/02/27 3pp. 


8003100067 Summary of 791115 meeting u/OE In BethesdaiMD re steam 
effects on BWR core spray distribution Addl info requests, 
categorl latton of NRC questions k attendee list end. 

MARSH, L.B. Reactor Safety Branch 80/02/01 15pp 


0003100197 Forwards Licensing Topical Rept 11, Amend 5, "OA Co OA 
Program " Rept reflect* organ! lationa 1 change* k design 
verification testing supporting ga* cooled reactor 
development 

FISHER, G R General Atomic Co (sub* of Gulf Oil Co ) 

PLL 02 CRF 80 80/02/27 2pp 


—8003100201 0A“A13O10A 

"OA Co OA Programp " Amend 5 

e General Atomic Co (subs of Gulf Oil Go ) 80/01/31 67pp 


8003110374 Submits organizational changes in OA dipt,ai required by 
MRC 781122 itr 

KELLY, R B Stone k Mebster Engineering Corp 00/03/03 3pp 


8003110541 Forwards comments on ramp rate calculational methods 4, 
prerupture plastic strain, a* requested in NRC 000131 Itr 
OWSLEY, G F Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

OFO 040 80 00/03/03 2pp 


0003110569 Forward* elides presented at 800100 meeting u/NRC Misting 
0 Jonas slide will be provided when available 
SCHMERLINO, J M Westlnghouse Electric Corp 00/03/04 Ip 


8003110606 Requests that further regulatory correspondence previously 
addreseed to C-E owners group should now be sent to 
Individual utils following dissolution of NRC Bulletins 4< 

Orders Task Force 

LIEBLERiO E C“E Operating Plants Owner* Group. PRN-TM-aO-t3 
eO/03/03 ip 


8003120117 Notification of B00226 meeting u/Westlnghouse owners group 
In Qethesda,MD to discuss addl info needed by NRG to 
complete review of WCAP-99S8 concerning mechanistic fracture 
evaluation of reactor coolant pip* 

HQ8F0RD, 8 Division of Operating Reactors 00/02/20 2pp 


8003120353 Forwards index tabs to be Inserted into NU-QA-i, Revision 3A, 
"QA Program " 

*DtEORICK,DQ Northeast Utilities QA-3709 60/03/05 ip 


8003120422 Forwards response to NRC 800227 questions, except Question* 
li 4< 12, for use In generic review of WCAP-963? 

ANDERSON, T M Westlnghouse Electric Corp NB-TMA-2211 BO/03/IB 

6app 


0003120475 Informs NRC that QA review tn concurrence of procedures 
affecting quality will begin immediately Review will be 
completed by BOO029 

MILLS, L M Tennessee Valley Authority 80/03/03 Ip 


8003120509 Requests interpretation of requirements of ANSI N45 2 6 r« 
specific capabilities 4, respons IbU 1 1 ies of ANSI Level I 4, 

It Inspector* Requests response within 2-3 wks 

WARREN, M V Newport News Industrial Corp (subs of Newport New* 
Shipbuilding k OryDock Co > 55-401 00/03/07 Ip 


8003130396 Forwards 9AW-1933P, "Mark-BZ Demonstration Assembly, 
Licensing Rept,’' Revision 1 Rept withheld (ref 10CFR2 790) 
TAYLOR, J H Babcock 4< Wilcox Co 80/02/29 Ip 


8003130573 Dlfcusies concerns re abandonment of rulemaking process at 
precondition for ATWS resolution ATMS is low probability k 
no "Fix" should be required 

ANDERSON, T M Westlnghouse Electric Corp NB-TMA-2209 00/03/07 

2pp 


8003140007 Bubmits fifth monthly rept for project iteam generator tube 
rupture Iodine transport mechenismi, const i tutlng Task 12 of 
Agreement NRC-04-76-293 Forward* publication release 4< 

Interim rept 

DENNINOiR 0 Battelle Memorial Institute, Columbus Laboratories 
00/02/15 4pp 


— 8003140010 Publications release for unclaesifled formal NRC, consul tant 
4t contractor repts, "Steam Generator Tube Rupture Iodine 
Transport Mechahlims " 

DENNIN0,R 8 Battelle Memorial Institute, Columbus Laboratorle* 
60/02/15 Ip 


— 6003140015 "Steam Generator Tube Rupture Iodine Traneport MechanlaeiSi * 
monthly progress rept for Jan 1980. 

DENNING, R B Battelle Memorial Institute, Golumbuc Laboratories 
80/02/15 ip 


8003140111 Forwards requeet for Info re turbine diec crackt transmitted) 
to licensees pursuant to 791217 4< 800106 vendor brleflnge. 
vSCHMENCER, A, Operating Reactors Branch 1. 60/02/26, 3pp. 
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8003170132 Rtquei^i up/&iiN r»ceiv« ad<fl Info about QCcM 800211 

1 tr ra chan^ti In organ 1 la tlon ic diitribution of Integration 
re « pon« ib 1 n tl«i ulthln engineering dept Info needed to 
facilitate NRC afottement of ligniflcanc* of changes 
HAASBi W P Oualltg Aesurance Dranch 80/02/S2 Ip 


8Q03I70138 Poruards OA program manual for nuclear pouier plantsiVol 
Revielon Q 

PROSTjS R Coniumeri Pouer Co 00/03/10 ip 


— 0003170160 CPC~l“A VI RS 

QA Program Manual for Nuclear Pouier Plantii’* Vol 1 j 
R evision a 

a Consumers Pouer Co 80/02/12 12Spp 


8003170238 Ack receipt of NRC 800225 (Questions re turbine disc 
cracking Reiiuests lO-da^ extension in order to provide 
eneiiitrs to all (^ueitions Extension allous for Disc Integrity 
Task Force S003I2>*I3 meeting to dlecust questions 
STiEDEiN L Uestlnghouse Opereting Plants Quners Group 00/03/09 
Ip 


8003170286 Rsquests clarification re expected contract level beyond 
May 1980 to maintain fire protection team 
HAULER E DrooVhaven National Laboratory 79/12/18 3pp 


8O03J7029I Objects to proposed NRC order for inerting BWR Mark 1 << II 
containments Inerting is counterproductive to BUR safety 
FaeiUtlis have proven Inherent accident prevention 
features Inerting will incur significant costs to utils 
0RAV»A P General Electric Co 80/03/07 3pp 


8003170296 Advises of 790Ai4-l5 visit to Factory Mutual Carp to discuss 
fire protection test programs Forwards 6NL 790620 memo re 
visit 

HALLj R E BrooVhaven National Laboratory 79/06/20 4pp 


8003170310 Confirms 791 li6 telcon u/J Qoccio re info exhanges between 
UNI. NRC All exchanges re research support tasks will be 
conducted through E Slyvester Assumes all further 
d Is s emlnet ion of info responsibility of NRC 
HALLf R E Drookhaven National Laboratory 79/11/19 ip 


8003170320 Notifies of schedule delag fop forwarding current ltd Tech 
Specs re fire protection Comments will be forwarded by 
790-406. 

MACDOUOALLf E A Drookhaven National Laboratory 79/03/29 Ip 


0OO3i7O331 Forwards Bipt 1979 status rapt for fire protection suppls 
design review Also forwards fire protection design review 
schedule Lists facilities for Oct design review 
KACOOUOALL.E A Drookhaven National Laboratory 79/10/10 7pp 


8003170349 Forwards revised NEDE**2102l-O2^ renumbered as NEDE~81B2l**A. 
*'0NR Feedwater Nos i le/6pargar Final Rapt '* Nonproprletary 
version will be Issued as NEDO''2i031‘‘A Proprietary affidavit 
end. Rapt to Central Files only Iraf iOCFRZ 7901 
MATANADErH T Oeneral Electric Co MFN-044>eo 80/02/26 4pp 


8003170396 Forwards NEDE-246|9‘*Pr "Mark I Containment Program^ 1/4 Scale 
Pressure Suppression Pool Swell Test Program Supplemental 
Plant Unique Tests " Proprittarg affidavit end Rapt 
withheld <ref 10CFR2. 7901 

BUGHWOLZ.R H General Electric Co. MFN-047-B0 00/02/27 9pp 


8003170420 Forwards evaluation of effects of carbon dioxide supressants 
on electrical equipment, 

HALLiR E Brookhaven National Laboratory 80/03/03 4pp 


8003170432 Notifies that M Antoncttl has reviewed data re silastic 
rubber coated glass drop cloths & found cloths acceptable 
for fire protection Silastic 1 Claremont welding cloths 
should be inspteted prior to use 

MCDOUOALLiE A Brookhaven National Laboratory 79/09/t 1 Ip 


8003170494 Requests confirmation of coverage application for enel llet 
of Uestlnghouse nuclear facilities provided w/labor support 
sves by Protrac tori Inc 

WOLVERTONi J C. Penn Southwest Insurance! Inc 80/03/10 2pp 


8003170498 Notification of 800414 meeting in Monroevi U«» PA to discuss 
NRG draft questions on fuel design sections of UCAP''9900* It 
WCAP-9401 

ANDERSONi T M Uestlnghouse Electric Corp, NS-'TMA-22i2, GO/03/10 

ip. 


90031B0217 Forwards proprietary S nonpropr ietar y versions of MCAP-9561, 
"SART**A1 Computer Code for Best Estimate Analysis of Reflaod 
Transients " Application for uil thho 1 d mg end Froprietarg 
rept to Central Files only <ref 10CFR2 7901 

ANDERSON, r M Mestinghouse Electric Corp 80/01/15 12pp 


—8003IB022S WCAP''9SA1 

"8ART-Ai Computer Code for Best Estimate Analysis of 
Rellood Transients," nonproprietary version 

COLLIER. G . GURCAK. A U . KADAGI.J Nestinghouse Electric Corp 
eo/01/31 300pp 


8003180323 Forwards revised sections to ETR-lOOl. "OA Program Manual," 
Ravlsion 8. per NRC 800131 request Lists five contracts 
covered by changes 

TENZER.. Q E Ebasco Services, Tnc {jobs of Enssreh Corp > 

00/03/13 3pp 


--8003180327 ETR-lOOi RB 

"QA program Hanva),” Revision 8 

^ Ebasco Services, tnc fsubs of Enserch Corp ) 80/02/29 

46pp 


8003180337 Forwards VT Vankee 791226 1 tr tt Northern States Power Co 
800125 Itr re response to ten syt questions concerning 
NED0-2470a 

BUCHHOLZ.RH Oeneral Electric Co MFN-G55~80 80/03/12 iSpp 


6003180463 Requests NRC concurrence in proceeding u/PUR valve testing 
w/o fully defining ATWS program Concurrence naeded until NRC 
ir EPRl can evaluate proposed ATUS c-onditions 

CULLER. FL Electric Power Research Institute 80/03/11 2pp 


8003180464 Forwards test conditions L pretest prediction for second 
small break test in two loop test apparatus Expresses 
concern re scaling of apparatus 4- apparatus ability to 
simulate response of BUR to small break incident 
DUCHHOLZrft K General Electric Co RHD-015-80 0O/O3/t2 22pp 


6003180468 Forwards AP Bray 80030? Hr summarising GE concern cj/ 
proposed rule change for inerting BUR Hark I 4 II 
containments 

8TARK»8 J General Electric Co MFW 093-80 BO/03/ii Ip 


8003180499 Confirms conversations revising submittal date of inadequate 
core cooling study Program is more comprehensive than 
described by 791030 Hr Completion expected 791030 
REED.C Westinghouse Operating Plants Owners Croup OG-30 
80/03/14 ip 


6003180933 Advises of formation of Turbine Disc Integrity Task Force in 
response to 800229 Itr Forwards consensus responses to 
generic queitloni discussed at 800312-13 meeting 
eCHMERLiNO, J M Uestlnghouse Electric Corp 80/03/14 7pp 


6003180975 Forwards monthly schedule re fire protection review^ for Feb 
1960 

HALLtR E Brookhaven National Laboratory 60/D3/ii 2pp 


60031805B8 Responds to NRC 8G0304 request for info re power upset 
events at B4U p lantsf 1 den 1 1 f ica t ion of sequence-o f-evenbi 
differences between DItU t< uti) L D4U recommendations re 
S00226 event 

TAYLOR. J H Babcock k Milcox Co 60/03/12 9pp 


6003180613 Forwards corrected Figure 17-1 of GA“A13010A "OA Co QA 
Program.’' Amend 9* changing organiiatian names Changes will 
be incorporated into Amend 6 

GREGORY, D M General Atomic Co Csvbs of Gulf Oil Co ) 80/03/10 

tP 


—8003180619 Corrected Figure 17-i of OA-AISOIOA. -GA Co QA Program." 
Amend 5> changing organixatlon names 

« Oeneral Atomic Co (subs of Gulf Oil Co ) 60/03/10 ip 


6003190019 Forwards revised Page I bo NRC 600121 topical rept 
■valuation of NEOO-l 1209‘*0?Ai Revision I. "Nuclear Energy 
Business Group BUR QA Program Description " 

HAAS8, W P Gualltg Assurance Branch 80/02/22 tp 


—8003190037 Revised Page \ to topical rept evaluation of NEDD-1 1209-07A, 
Revision ti "Nuclear Energy Business Group DUR QA Program 
Description " 

• Quality Aseurance Branch BO/Oi/Sl ip 


8003190923 Forwards rept on. "Vinyl Ester Solidification of Lou Level 
Radwaste. " Rept Includes discussion of flnel product from 
Solidification process, rad I at ion degradation 1. lost of 
radloact iv i ty whan exposed to heat. 

QNENiJ B Dow Chemical Co 80/03/13 8pp 



376 


NONDOCKETED ITEMS 


--9003190523 D-AOO-366-79 

"Vinijl Ester Solid i ficafc ion of Lou Level Raduasts " 

FILTER. H E Dow Chemical Co 79/11/30 23pp 

9003190744 Sunmarv of S00327 meeting w/OE in Dethesda.MD re control 
cell core design concept 

F1EM0< D Core Performance Branch GO/02/29 I4pp 

B003200275 Summarv of BOOiai meeting u/C-E L C-E Owner* Group to 
compliance uj/NUREG-0578. Sec tion 2 I 9 Related slide* end 
KELLY. G 3 Division of Systems Safety 80/02/26 26pp 


8003210009 Notitication of 800313 meeting u/BNL in Bethesda^MD to 
review status of Div off Sy* Safety physics technical 
assistance program Agenda end 

DUNENFELD. M Core Performance Branch 80/03/03 3pp 


8003310319 Lists revisions distributed to QA program manual holder* 
FORD.F F Ehasco Services. Inc (subs of Enserch Corp ) R0/O3/1B 

2pp 


6003S10467 Advises that licensees u/noelear power plants U Mestlnghoos* 
steam turbines formed Turbine Disc Integrity Task Force to 
address 600225 1 tr Recommends utils use Westlnghouse curves 
V criteria in generating site specific Info 
STIEDE.nl Commonwealth Edison Co 80/03/14 Ip 


8003210473 Forwards proposed amends to NEDE-2401 1-P-A-l re 
administrative revisions Requests approval by 800401 
Categorljed list of requested rept revisions end Rept 
withheld IGE Co proprietary) 

ENOELrR E General Electric Co 80/02/87 8 pp 


8003240033 Notification of 800314 meeting w/Westinghouse. Comm Ed if Duke 
Power Co in BethesdarMO to discuss WCAP-9300 "Ref Core Rept 
17 X 17 Qptimiied Fuel Assembly 

KINTNERjL, L Light Mater Reactor* Branch I 80/03/11 2pp 


8003240239 Notification of 800403 meeting w/CE In Dethesda.MD to 
discuss end guidance for evaluation & development of 
procedures for transients h accidents 

ROSSjD F Division of Project Management 80/03/12 7pp 


8003240318 Forwards Suppl 1 to KED0-2470aj provid Ing info for pending 
□L unit* not included in base rept submitted Aug 1979 
Responses to long-term NRC bulletins 4( orders questions will 
be submitted later in 1980 

BUCHHOLZ.ft H General Electric Co 80/03/19 Ip 


—3003240324 N£D0-2470a Si 

Suppl 1 to NEDa-24708f provid ing info for pending OL unit* 
not included in base rept 
« General Electric Co 00/03/19 lOlpp 


8003240397 Forwards Revision 8 A of OAI-TR-106. "QA Program for Nuclear 
Power Plants ’* 

BARKER, N R Gilbert/Commonwealth Cos 60/03/19 Ip 


—8003240399 OAI-TR-106 R2A 

"OA Program for Nuclear Power Plant*," Revision 2A 
• Gi lb ert/Commonweal th Cos 80/02/29 I16pp 


8003240440 Forwards nonproprietary revised response to NRC Question b 1 
an NCAP-9600i "Rept an Small Break Accidents for 
Nest inghouse N586 8 y* " 

REEDrC Mestinghouse Operating Plant* Owners Group 00-31 
BO/03/ia lOpp 


6003240503 Forwards monthly rept for Jan 1980 re licensing assistaince 
for NRC matis engineering programs Inservlce insp work is at 
virtual halt due to lack of preservice insp plans from any 
applicant other than LaSalle 

MIDRIO.R D Battelle Hemorlal Institute, Pacific Northwest 
Laboratory FIN B-27L2 60/02/14 5pp 


6003240629 Forward* topical rept evaluation of GAI-TR-106, Revis ion SA, 
"QA Program for Nuclear Power Plants " Rept acceptable 
NAA 6 S 1 N P Quality Assurance Branch. 60/02/25 3pp 


—6003240630 Topical rept evaluation of GAI-TR-106. Revi* ion 2 A, "QA 
Program for Nuclear Power Plants " Rept acceptable 
« Quality Assurance Branch, 60/02/25 2pp 


8003250045 Notification of S00313 meeting w/OE in Bethesda.ND to 
discuss core spray sparger cracking in DNRi.GE presentation 
to cover licensing aipec t*r safety considerations h proposed 
action plan addressing generic issue 
HANNON, J Operating Reactors Branch 3 60/03/10 Ip 


6003250207 Forwards BAW-10143, "OWC correlation of Critical Heat Fltri 
in 17 X 17 Geometry Rod Bundies " 

TAYLOR, J H Babcock U Wllcoi Co 80/03/10 Ip 


—6003250292 DAW- 101 43 

"DWG Correlation of Critical Heat Flux in 17 x 17 Geometry 
Rod Bundles " 

WILSON, ft H , FARNSWORTH. D A , 8 TOUDT. R H Babcock tc Nil coi Co 
80/03/31 30pp 


B003250294 TR-21A 

"Nuclear OA Manual Vol 1. Amend 5 
a C F Braun Sc Co 80/02/25 53pp 


6003260290 Noiification of 800326 meeting w/ EPRI in Dethosda.MD to 
discuss mgt coordination topics Inluding NRC research 
on human factors S< EPRI rel 1 ef /safety valve testing 
LARKINS, J T Program Coordination Branch 00/03/07 3pp 


8003270369 Forwards addl info for review of WCAP-9639. consisting of 
response to NRC 600227 Itr, Question 12 Response to Question 
li will be provided as soon as available 

ANDERSON, T M Westinghouse Electric Corp Na-TKA-2219 00/03/14 

Mpp 


6003270420 Forward* NW Newmark Consultants Rept. "Analytical Method 
Determining Probability Distribution of Max of Combined 
Responses." as part of Mark 11 containment program Verifies 
square root sum of squares criteria ' 

DUCHHOLZ.B H General Electric Co MFN-064-aO 80/02/21 Ip 


—0003270425 IC1979 

"Analytical Method For Determining Probability Distribution 
of Max of Combined Responses " 

CORNELL. C A , VENEZIANQ. D , KILCUP, R N M Newmark Consulting 
Engineering Services 79/12/31 90pp 


8003260642 Notification of 800403 meeting w/GE-des 1 gned operating 
plants owners group in Dethesda.MD to discuss addl guidance 
for analysis of accidents U transients ^ preparation of 
emergency procedure gui del ines, NUREG-OS70. I tern 2 1 9. Task fl 
COX, r H Standard i zat 1 on Branch 00/03/17 ip 


6003310180 Forwards "Nuclear Steam Turbine Wheel Reliability*" 
covering matl discussed at 600109 meeting w/utll 
representatives 4 NRC in Pethesda.MD 

BRUGGE. R Q General Electric Co MFN-Oia-BO 60/01/16 U. 


—8003310183 "Nuclear Steem Turbine Wheal Reliability " 
* General Electric Co 80/01/18 47pp 


9003310255 Advises that recommendat ion re NNI/IC 8 power supplies ulll 
be made through utils Plant specific comments will be 
provided Response anticipated during uk of 800324 
TAYLOR, J H Babcock it Wilcox Co 80/03/18 Ip 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8003040246 Summary of 791213 meeting u/Nevago Nation i* EPA in 
A Ibuquerque, NM re NRC involvement in regulation of U 
recovery activities on Indian lands 

TRAGER.E A Uranium Recovery Llctniing Branch 00/01/17 3pp 


8003050024 Summary of 791221 meeting w/union Carbide U Acres Amir lean. 
Inc in Buffalo, NY to review addl info re tailings 
embankments Info is required before safety analysis of 
Embankments 2 fit 3 can be completed 

PERSON, L 8 Uranium Recovery Licensing Branch 60/01/17 3pp 


8003050061 Responds to NRC questions re tailings mgt «s described in 
project environ rept Discusses dilution of seepage from 
tailing* area during movement toward* Cottonwood Creek fii 
assumptions used In analysis of movement of leachates 
THOMPSON, M A Cyprus Mines Corp 15209 60/01/00 2pp 


8003060071 Ack receipt of 000122 Itr re Issuance of radioactive mail 
license to Bokum Resource* Corp Environ assessment will b* 
delivered to NM Environ Improvement Dlv by 800204 
AHEARNE, J F Commission 15392 60/01/25 Ip 


8003060096 Respond* to NRC 791207 Itr requesting comment* re lumnary 
of Church Rock ElS efforts (UNC spill) Provides detailed 
comments 

8 TUMFH, T L Environmental Protection Agency T 8 C 13 60/01/26 

spp 
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B003060205 Responds to DOE 79OV10 Itr re environ Aonltoriivg progre/n 
Forujarde «upp i to p reoperationa 1 data colltction program 
SMQL1K*T J Placer Amex, Inc 19337 QO/Ol/H ISpp 


8003060263 Responds to 900104 request for specific Info re Union 
Carbide Uravan<ca U recovery operations NRC has no 
ragulatorg control over Uravan tailings State of CO has 
entire control 

SCARANQi n A Uranium Recovery Licensing Branch 80/01/25 2pp 


— B003060274 Requests specific info re license renewal for Union Carbide 
Uravan Co U recovery operations for media release 
LANOEiT Affiliation Unknoun 80/01/04 Ip 


8003130164 Notifies of decision to authori le discharge of tailings into 
Pond 1 ht for period not to exceed 45 days from Itr receipt* 
contingent upon certain conditions outlined in end 1 trs 
MAZLEjA J Colarador State of 15274 80/01/00 12pp 


8003130652 Ac k receipt of 791220 Itr re leaching Ra-226 from ore or 
waste rock Issues should not delay submittal of revised 
environ rept due on 000229 If deadline not metiwill consider 
instituting procedures to cease sorting operations 
HAZLErA J Colorado* State of 19531 80/02/11 3pp 


— 8003130699 Responds to 791210 Itr re sensitivity of presorting sys 
other than attenuation of gamma photons* info re effects of 
acidic rain I* basis of concern re Ra*'226 leaching from waste 
rock 

SMITH. r Cotter Coip 19581 79/12/28 2pp 


-'-8003130658 Advises of Issues that need in-depth analysis prior to 
licensing*as result of 791129 site visit 
HA2LE*A J Colorado* State of 15501 79/12/10 2pp 


8003140112 Notifies of preparation to issue radioactive matl license to 
Dofcun Resources Corp for U mill at Marquet.NM on 800128 
KINO* Q New Mexico* State of 80/01/22 ip 


Q00314011S Forwards final rept re work performed on Site 8 for 
subgrade burial of ialllngs from Pitch mill W/o end 
Recommends that Site 0 not be considered viable site for 
deposition of tailings May re-evaluate Site A 
SIMCHUK.O Homestake Mining Co 00/01/31 2pp 


8003140124 Discusses preparation of cross section of conceptual design 
of Hansen pro jec t* three cell tailings disposal sys Forwards 
cross section Cross secion vertical t< horizontal scales are 
same W/o end 

THOMPSON* M A Cyprus Mines Corp 60/01/23 2pp 


0003140448 Advises Alternative Site B no longer under consideration 
far tailings disposal Forwards outline of Site A 
alternative Completion of addl engineering studies 
anticipated by 800601 

HAZEL. A J Colorado* Btate of 15572 60/02/19 3pp 


—8003140450 Forwards final repts covering work performed on Site D for 
Subgrade burial of pitch mill tailings Site B should not be 
considered viable for tailings deposition due to 
unsuitability of natural mails to receive tailings M/a end 
GlhCHUKiO Homestake Mining Co 15572 80/01/31 2pp 


8003170090 Forwards supportive documentation re Bokum resources 
groundwater discharge plan 

OALLAHERiB New Mexico* State of 15977 80/02/01 13pp 


8003190000 Dlecusses cancellation of NRC 000130-31 site visit Exp 
hope that visit can be rescheduled as soon at possible NM 
800130 Itr to vendor outlining requirement to prepare 
belou-grede disposal plan end 

FLEMINOrM M New Mexico* State of 15494 80/02/04 3pp 


8003190079 Forwards AJ Haile 790323 It 0126 Urs to D Marcott w/attached 
EPA & Co Dept of Health comments respect Ively* re original 
application for radioactive metis license for ore sorter 
hCORATH*E J McOrath* E J 15492 80/02/08 L7pp 


8003190090 Notifies of approval of and Radiation Matl License 
NMI-DRC-MU-OO covering operation of U mill tc teiUngs 
impoundment site NM Radiation Protection Bureau assessment 
NM 800129 memorandum re discharge plan end 
BACA* T, E New MtxUo* State of, 15419 80/01/28 60pp 


8003190764 Responds to 800117 petition to intervene for Homestake 
Mining Co at 800220 oral presentation re Natl Nildlift 
Federation appeal Provides details for presenting 

PETERSON* R M Agrleul tore, Dept, of r Forest Service 19464 

80/02/07 Ip 


8003200004 Forwards 6PA 8-00113 Itr to NA Dept of Boclal & Health Svcs 
re Dawn Mining Co ElS for proposed expansion of tailings 
disposal fadlity at Ford.WA Requests meeting w/EPA. NRC* 

Daiiin Mining Co U state agencies to discuss current status 
M1LL.*R C Washington. State of 15423 80/01/28 7pp 


8003200010 Submits data from radon-plus daughters sampling in Ca-non 
City, CO area Sampling done on 781180-791204 Two locations 
exceeded Orand Junction*CO range of background values No 
values threaten health 4 safety of public 
HAZLE*A J Colorado, State of 15421 80/01/23 3pp 


G003200014 Forwards State of CO 791218 Itr re amend to license 
application for Schwart iwa kder ore sorter & Cotter Corp 
791226 reply Proposes conference in DenveriCO to consider 
matters re submitting of amended application 
MCORATH^E J McOrath. £ J 15418 80/01/29 5pp 


8003200018 Forwards four maps which should accompany Pace Co study 
entitled! "Church Rock Projec t, Economics of U Mill Tailings 
Burial* Using Dragline Maps withheld iref tQCFR2 790) 

DUNCE* J United Nuclear Corp 15381 80/01/31 Ip 


6003200066 Forwards "Environ As sets ment* Karquet Mill Fac i lity * Dokum 
Resources Corp " Concludes that Bokum tailings mgt program 
is acceptab 1 e, sub J to Imposition of recommended license 
conditions noted in rept 

SCARANQ* R A Uranium Recovery Licsnskng Branch 00/02/04 Ip 


—6003200071 "Environ Assc ssmen t* Marquei Mill Fac i 1 i ty . Dokum Resources 
Corp ' 

a Office of Nuclear Material Safety Safeguards 00/02/29 
46pp 


8003200280 Forwards rasponses to NRC 791221 questions ^ requests for 
addl info re radioactive mails license application for 
San Miguel Fro,|*ctf8an Miguel County. CD Responses to 
comments -by state agencies end 

LANGE* 8 L Pioneer Nuc 1 ear* Inc 15499 00/02/12 lOOpp 


6003210017 Forwards revised. "Croundwater Discharge Plan for Mt Taylor 
U Mill Project* NM " Rept was submitted to NM Environ 
Improvement Div on 800218 

ROGERS* N L Ou 1 f Oil Corp . Gulf Mineral Resources Co 15490 
60/02/10 Ip 


— 6003210021 Revised! "Oroundwater Discharge Plan for Mt Taylor U Mill 
Project* NM " 

a Gulf Oil Corp . Gulf Mineral Resources Co 15490 GO/02/29 

300pp 


0003240510 Conflrais 000222 telcon re author i lat i on of WlUlams- 
Robinetbe 4*. Associates to work on environ review of Dawn U 
mill 

LINEMAN. J J Uranium Recovery Licensing Branch 80/02/27 tp 


B00324097B Discusses environ assessment rept for proposed facility 
Rept was forwarded to NM Environ Improvement Div on 800204 
in response to technical assistance request Rept evaluates 
operational stability of tailings mgt sys 

KRUG. M E Uranium Recovery Licensing Branch 80/02/26 2pp 


8003250123 Forwards Univ of C8 nsukts re cyclic mobility 1* 
ani sotrop 1 ca 1 ly consolidated undrained tests Tests were 
conducted on undisturbed samples from Borehole 1 in fond 2 
Results will be incorporated in analysis 
OERRY.U 9 Acres American, Inc 15606 80/02/26 Ip 


—8003250129 "Summary of Cyclic Trial la I Tests " 

a Colorado* Univ of* Denver 15606 80/02/26 2pp 


—8003290131 "Anil atropically Consolidated Undrained Tut Results 
a Colorado* Unlv ofr Denver 18606 BO/02/26 6pp 


8003290427 Forwards NRC documents re Church Rock.NM tailings 
impoundment dam failure Any final rept isiuad on failure 
will be prepared by state NRC is providing technical 
assistance U/o encis 

MILLER* H v) Uranium Recovery Licensing Branch 00/03/06 Ip 


8003290467 Responds to B00122 Itr to D Costle of ERA EPA regulation* 
40CrRl90! 1 Imlti annual doses to public Dose limits bo whole 
body* thyroid U any other organ are not added but calculated 
separately NRC will independently estimate doses 
KRUG*H E Uranium Recovery Licensing Branch 90/02/28 2pp 
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Q003270075 F'orwards result a( MRC radiological impact evaluation of 
Cutter i) (tiill <propd««d Qro Verde subdivision) In Canon Citg 
CO In response to 79121? request Air monitoring equipment 
sboulfl be installed at subdivision boundarg 

SCARano.R a Uranium Recovorg Licensing Branch 00/01/23 4pp 


8003200153 Foruards Gulf Mineral Resources Co B00104 1 tr describing 
change m Candelaria residence 4 subsequent changes to 
Mt Taglor Umill license application re radiological 
asses-sment 

MACKIN^J'L Mfiico. State of GO/02/22 2pp 


9003290A‘lS Forwards Dec 1979 operational monitoring results 
CAHJ J Cotter Corp IS785 80/03/13 Ip 


8003040&6? Foruards addendum to export license application 
BRI6TQL«D C Carpenter Technologg Corp 80/02/11 Ip 


— 0003040672 Addendum to application bg Carpenter Technology Corp to 
amend license to export 96 2 0 /noi Zircalog-4 allog fuel 
channel Si beg inning 000301# to Spain 

QRISTOUiD C Carpenter Technology Corp GO/02/11 0?p 


0003040719 Executive Branch position re 3M Co application to amend 
license to increase amount of tritium to be exported to 
various Condition 2 countries up to total of 200 Ci License 
amend should be granted 

NOSENZDi L V State# Dept Of# Bureau of Ocean* Internatl Environ t 
Scientific Affairs 00/02/11 ap p 


— 8003200656 Operational monitoring for Dee 1979 
C0FF#M C Cotter Corp 80/03/13 4pp 


8003310399 Suirmarg of 800214 meeting w/TX state organizations in 
Corpus ChristiiTX re licensee proposal to dispose of 
tailings on mill site it request for exemption from site 
ownership transfer requirement 

WU# G Uranium Recoverg Licensing Branch 80/03/03 5pp 


—'8003310404 Summary of 000214 visit to mill site u/llcensee TX state 
organn a ttons NRC determination on ownership of disposal 
Site tJi 1 1 consider whether continued monitoring would be 
reqi/ire-d after reclamation to protect public health 
WU. 3 Uranium Recoverg Licensing Branch 80/03/03 app 


0003310430 Forwards NRC predictive evaluationr In response to 600311 
comiiiunica t ion. re Cottar Corp Canon City mill expansion 
Supporting documentation end 

MCGRATH, e J McGrath# E J 15661 00/02/29 21pp 


8003310442 Forwards WA Mahler L Associates map re Cotter Corp Canon 
City mill expansion Map gives tailings impoundments# pump** 
back sys & water quality monitoring programs per license 
conditions McGrath 000306 Itr to R Milliams end 
MCORATH. E J McGrath, E J 15730 80/03/06 2pp 


0003040723 Executive Branch position re Trans nuc 1 tar# Inc appLicatio-n 
for license to export 3>010 kg 5 # c ontai ned in 86« 000 kg 

U# 8( 0 64 kg U-239, contained in 16 kg U# to Ulest Germany Ltr 
of assurance end License should liv granted 

NQ&ENZO# L V State# Dept of# Bureau of Oceans i' Internatl Environ 4 
Scientific Affairs 00/02/11 3p p 


8003040726 Amend 2 to TX Instrumentsj [nc export 1 icensei Chang 1 ng 
description of tritium exported to SSO, 00 Ci tritium ai 
tritium gas# incorporated in electronic timepieces 

PETERGQN# H R Assistant Director for Expor t/lmport & Inter naiiona 1 
Safeguards 00/02/14 Ip 


8003050004 Forwards 800120 i> 30 Itceriie applications for export of 
components to Finland $< Norway Ulcansee cannot be issued 
because Criteria 3 of Section 110 42 has not been met 
Requests contact u/forelgn govts N/o ends 

PETER9aN#M R Assistant Director for Expor t/Import U International 
Safeguards 80/02/14 Ip 


0003050005 Executive Branch position re Isotope Products Labs 
application for license to export 10 uC i Cm''244 to Zaire 
License should be granted 

NOSENZOiL V StateiDept of# Bureau of Oceans tt Internatl Environ li 
Scientific Affairs 80/02/U 2p{» 


XPORTLIC EXPORT AND IMPORT LICENSES 


8003030064 Liceni* for Aldrich Chemical Co. Inc to export 5 0 fcg 
deuterxwn contained in 20 kg deuterium oixde. to England 
PETERSOH. M fi Assistant Director for Eiport/lmport 6 International 
Safeguards 60/02/13 2pp 


a003040CO5- Discusses delay in processing Mestlnghouse export license 
applications Fifteen-day waiting period waived 

PETERSCWy M R Assistant Director for Export/Import it International 
Safeguard* 00/02/25 Ip 


0003040009 License for Mestlnghouse to expert one source/intermediate 
range assembly Model WL-2aG22r to Belgium 

PETERSON. M R Assistant Director for Export/Import International 
Safeguards 80/02/25 Ip 


—0003040014 License for Westingh ouse to export three compensated 
ionization chambers# Model WL-2a944# to France 

«■ InUrnat.OMl 


8003040130 6ECy-79-504A 

Forwards Executive Branch response re Transnuc lear. Inc 
pending 000125 application to export low enriched U to 
Franc e 

SHEA.J R Office of International Programs 00/02/05 ip 


—8003040230 
app 1 i cati 
Kg of U t 

assurance 


Eiecutive Branch position re Transnuclear# Inc 000125 
on to export 73 62 kg of U‘'235 contained in 900 
o France Recommends that license be issued Ltr of 
cnc I 


NOSEWZOpL V 
Scientific 


State# Dept of, Sureau of Oceans 
Affairs 00/01/25 3pp 


& 


Internatl 


Environ 


license, removing Conditions i l< 7 I# 
addl ultimate censigneis 

fof Export/Import it International 
P 


Inti Co to export 0 73 kg U-235. contained 
•contained in 0 802 kg U# 3 jg 
^ Argentina 

rector for Export/Import !< International 


8003050049 Executive Branch position tp Isotope Product* Cabs 
application for license to export 17 gCl Cf oxide to Israel 
License should be granted 

NOSENZQ.L V State. Dept of# Bureau of Oceans It Internatl Environ L 
Scientific Affairs 00/02/22 2pp 


8003050051 Amend 4 to Mestlnghouse 1 Ic enie# ex tend ing expiration dat# 
from 800701 to 020701 

PETER80N#M R Assistant Director For Export/Import 8c International 
Safeguards 00/02/25 ip 


8003050053 Application by Mestinghousa for license to export 0 001 o 
U-235, contained in 0 0014 g U# to Aue-tralla 
MILLER# T H Mestlnghouse Electric Corp 00/02/11 Ip 


8003050057 Requests Executive Branch position re end Conox Corp 
application for license to export components to Spain W/o 
end 


PETERSON# M R Assistant Director 
Safeguards 00/02/25 ip 


for Export/Import it 


Interna t tonal 


8003050058 Request* Executive Branch position re end 
Technology Corp application for llcanse to expert Z 
to Spain W/o end 

PETERSON# M R Assistant Director for Export/Import 
Safeguard* 00/02/23 ip 


Carpenter 

lpcaloy*-4 

it fnternat 


lorial 




4 .^ M — xsui^opv rrooucts Labs 

application for license to export SO uCi Po-210 it Cf-2S2 
to Argentina License should be grantad 


0003050063 Executive Branch position re Boeing 
license to export 3# 100 lbs depleted U to Chi 
should be granted 

NOSENZOf L, V State# Dept of# Bureau of Dceani 
Scientific Affair* 00/02/14... 2 pp 


Co 

na 

it 


application for 
Llcenee 

Interna 1 1 . Environ 


i, 


8003030142 License for Isotope Product* 
electrodeposi ted on wire In IPL Model 
Cf-252# alectrodeposlted on metallic f 
source# to Argentina 

PETER8QM# M R. Assistant Director for 
Safeguard* 00/02/26 2pp 


Lab* to export 30 uCl Po“2l0i 
AR-l foiircei$< 50 uCi 
oil In IPL Model FF-252 

Export/Import it Intarna tianal 
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Q0030S014S License for Eberline Instrument Carp to export 0 02 
m i c rog rams Am*^243 alpha calibr source ■ elec trop lated on 47 
mm metal discrto Canada 

PETERSON. M R Assistant D-irector for Export/ Import 4' Internationa) 
Safeguards Q0/0S/S6 Spp 


8003050147 License for Edlow Inti Co to export 750.000 Ci Tritium in 
bult gaseous form to United Kingdom 

PETERSON, rt R Assistant Director for Export/ Import 4 Interfiationa 1 
Safeguards B0/02/2h 2pp 


3003050150 License for CERAC.Inc to export 4 39 iig thgr lum. c ontained in 
S 0 Vg thorium oxide pouder. to France 

PETERSON.M n Assistant Oirector for Export/ Import 4 International 
Safeguards 80/02/26 2p p 


8003050155 License for Troxler Inti. Ltd to export 8 0 mCi Cs'-137 4 40 0 
mCi Am-241 ber y) llum. c onta ined in Model 3401-J) moisture 
densltv gauge. to China 

PETERSON. li R Assistant Oirector for Export/ Import 4 International 
Safeguards 80/03/26 2p p 


800305015? Executive Branch position re Mitsubishi Inti Corp 
application to amend license to aliou export of various 
nuclear reactor components to Japan License amend should be 
granted 

NQSENZO.L V State. Dept of. Bureau of Oceans 4 Internatl Environ 4 
Scientific Affairs 80/03/28 2pp 


9003050164 Executive Branch position re Edlouf Inti Co application for 
license to export 750.000 Ci tritium to United Kingdom 
License should be granted 

NOSENZO.L V State. Dept of. Bureau of Oceans 4 Internatl Environ 4 
Scientific Affairs BO/02/28 8pp 


Q003030173 Application bg Westinghouse for license to export one unit 
HL-S3822 source/lfitermedia te range assemblg to Belgium 
PO-CHAL.W F Westlnghouse Electric Corp ZE-20301 90/02/04 Ip 


80030501B1 Confirms telcon re receipt of undated export License 
application Dale of 900201 should be inserted on 
applications 

DECATD. P Marubeni America Carp {subs of Marubeni Corp ) 
QO/02/19 ip 


BOO3O5O10) Confirms telcon re receipt of undated export license 
application Date of 600201 should be inserted on 
app I icatlons 

DECATO. F Marubeni America Corp (subs of Marubeni Corp ) 
aO/02/19 ip 


3003050194 Application bg Conax Corp for license to export component 
parts for use in fabrication of electronic penetration 
assemblg to France 

FT&HER.E Conax Corp 7-99600 00/02/11 Ip 


9003030197 License for Isotope Product Labs to export 10 uCi curium 
ox 1 de. conta ined in sealed source Model PH-244r to Austria 
PETERfiONrH R Assistant OlTiCtar for Export/ Import 4 International 
Safeguards M/0-7370 B0/02/2I 2pp 


3003050199 License for Delegation of Commission of European Communi ties 
to export i 250 g U-235, contained in 4 g U.as NUB Samples 
U-050. U-lOO, U-350 4 U-750. to France 

PETERSON.M R Assistant Director for Export/ Import 4 International 
Safeguards A0/i359 (US/SB? 60/02/21 2pp 


3003050204 Application bg Meet i nghouse. Industr ial Oovt Tube Dlv. for 
license to export one Unit 23055 proportional counter bo 
Ita lig 

PDCHAU.W F Westlnghouse Electric Corp ZE“40Oaa 90/02/15 Ip 


6003050206 Application bg Chase Nuclear Div. Chase Braes 4 Copper. for 
license to export xirconlum 2 5X niobium allog extruded 
tube« to Canada 

e Chase Brass 4 Copper Co i Inc . Chase Nuclear Dlv AZ’*2020 
60/02/18 ip 


3003050211 Application bg Aldrich Chemical Co. Inc for license to export 
10 kg deuter i urn. conta ined in 40 kg deuterium oxide, to United 
Kingdom. 

EDELSTEIN.D Aldrich Chemical Co . Inc (subs of Blgma-Aldrlch 
Corp > 6/QO BO/02/13 Ip 


8003050213 Requests assistance in obtaining Itr of assurance for end 
Marubeni America Corp 900201 export license application 
M/o end 

PETERBONiM.R Assistant Director for Expor t/Import 4 International 
Safeguards 90/02/21 Ip 


8003050217 Advises of uiithdraiual of licence application per Ebeiline 
Instrument Corp 600106 request 

PETERSON.M R Assistant Director for Expor t/Impor t 4 International 
Safeguards 90/02/Sl tp 


8003050252 Forwards application bg Exxon Nuclear Co, Inc for license to 
export t.OlO kg U-235. c ante i ned in 33,660 kg U. to Sweden 
HANSEN. L E Exxon Nuclear Co . Inc (subs of Exxon Carp J 
aO/OI/14 Ip 


—8003050255 Application bg Exion Nuclear Co. Inc for license to export 
1,010 kg U-235. contained in 33,660 kg U. to Suedsn 
HANSEN. L E Exxon Nuclear Co , Inc tsubs of Exxon Corp ) 

80/02/ IS ip 


Q003060004 Executive Branch position re Edlou Int) Co proposed license 
Enrichment of matl after export has been approved 

KOSENZO. L V State. Dept of. Bureau of Oceans t Internatl Environ 4 
Scientific Affairs 00/02/22 Ip 


8003060010 Executive Branch position re ENEL proposed license 
Enrichment of matl aftei export has been approved 

NOSENZQ. L V State. Dept of. Bureau of Oceans 4 Internatl Environ 4 
Scientific Affairs 80/02/22 ip 


8003060340 Requests Executive Branch position re impact of recent 
changes in Indian govt leadership or earlier Executive 
Branch analysis Concerning Tarapur fuel export license 
app 1 icati on 

AHEARNE.J T Commission 90/01/21 2pp 


8003060646 Application bg Exxon Nuclear Co. Inc foi license to export 
fuel assemblg hardware to Sweden 

HANSEN, L E Exxon Nuclear Co . Inc (subs of Erxon Corp ) 

80/02/12 2pp 


8003060648 License for OE to export 20 sensing elements to West 
Oermang 

PETERSON.M R Assistant Director for Export/Ienporfc 4 International 
Safeguards BOM 8001 i 80/03/26 Ip 


8003060653 Amend 1 to Accurag Corp export 1 1 c ense. extend 1 ng expiration 
date from 800401 to 810401 

PETERSON.M R Assistant Director for Export/ Import 4 International 
Safeguards 77-1103 80/02/26 Ip 


3003060673 License for Transnuc J ear, Inc to export 314 80 mCi Cf-252 to 
Japan 

PETERSON.M R Assistant Director for Expor t/ Import 4 I ntarnataonal 
Safeguards 00-009/01 MISC 90/02/26 ip 


0003060678 License for Saginaw Steering Gear Div. General Motoi s Corp 
to export ball bearing spline aisemblies to Canada 

PETERSQN. M R Assistant Director for Export/Import 4 International 
Safeguards 991-73260 90/02/26 Ip 


8003060692 License for Dio-Rad Labs to export 400 g deuterium to Japan 
PETERSON.M R Assistant Director for Expart/Import 4 International 
Safeguards OF ABEL 80/02/26 2pp 


8003060663 License for Mitsui 4 Ce. (USA). Inc to export 33.951 lbs 
ilrcalog to Japan 

PETERSON.M R Assistant Director for Export/Import 4 International 
Safeguards 136134 90/02/26 Ip 


0003060697 Application bg Sigma Chemical Co for license to export 
compounds containing deuterium to DraiiJ 

STERN. M C Sigma Chemical Co (subs of Slgma-Aldr i c h Corp ) 0-38 

90/02/21 Ip 


8003060694 License for fsotope Products Labs to export 17 0 uC^i 
electroplated californium oxide to Israel 

PETEHBON.ri R Assistant Director for Export/ Import 4 International 
Safeguards W/D 7451 00/02/26 2pp 


8003060704 License for Westlnghouse to export 1 Froportional Counter 
ML-23773 

PETERSON.M R Assistant Director for Exp or t/ Impor t 4 Internet lanai 
Safeguards ZE-20325 90/02/26 Ip 


8003060736 Advises that Zlrcoa Products Div of Corning Glass Works 
license to export 52 3 kg thorium to West Germany uas 
granted w/o cvitomarg 15-dag waiting period due to urgent 
requirement of proposed export License end 

PETERSON.M R Assistant Director for Expor t/ Impor t 4 International 
Safeguards 80/02/19 tp 
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— Q0030&07^S License (or Zircoe Protfuctt DivrCarnln]^ Olaift Worki to 
fxport S2 3 kg thoriiim contained in 58 kg thorium oxlde<ai 
cruc i blfiftt to Uoit Oermang 

PETERSONjM R Ai«i«tant Director (or Export/Impart & International 
Safeguards QVA-Oi7aO 80/02/19 2pp 


8003070156 Forufards application by Marubeni America Corp for ticenie 
bo eiport 800 kg U-23S< contained in 29,165 kg Uj to Japan 
Utr of aiaurance required 

PETERSON. M R Assistant Director for Expor t/Impor t & International 
Safeguards 80/02/19 tp 


B0030702S6 Application by Westinghouse for license to export three 
units Wi.-23944 compensated ionisation chamber to France 
POCHAUrW r Wesfeinghouse Electric Corp ZM0293-3 BO/02/0^ Ip 


8003100M8 Notifies that iS-daq waiting period (Waived due to urgent 
requirement for mstl 

PETER80N< M R Assistant Director for Export/Import & International 
Safeguards 80/03/21 Ip 


— 8003100162 License for Dresser Induitrlei, Inc to export 4 O Cl Cs-^137i 
contained in two Oulf Nuclear Models CS'‘2i to Hungary 
SHEA, J R Office of International Programi 80/02/21 2pp 


8003100202 Forwards application tg Reactor Experiments, Inc for license 
to export 0 033 mg Pu-239,0 093 ffg U-235 it 0 1014 mg Np-237 
to Saudi Arabia 

HETMAN, D Reactor Exparlmentsi Inc 60/02/11, Ip 


•>'6003 100 2 Of) Application tg Reactor Experiment i, Inc for license to export 
0 033 mg Pu-239,0 095 mg U'-235 % 0 007 mg Np-837 to Saudi 
Arabia End use statement end 

e Reactor Experiments, Inc SA-l BO/02/08 2pp 


8003110072 Forwards application bg Exxon Nuclear Co, Inc for license to 
export max 66,440 kg U, enriched to 3 57. U- 235, to Belgium 
HANSEN, L E Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

80/02/15 Ip 


—8003110080 Application bg Exton Nuclear Cot Inc for license to export 
max 65,440 kg U, enriched to 3 5% U-235, to Belgium 
HAN6EN,L E Exxon Nuclear Co , Inc iiubs af Exxon Corp 1 
eO/02/16 2pp 


8003110166 Amend 2 to Westlnghouse export license, extending expiration 
dete from 800701 to B40701 

PETERSON, M ft Asslstent Director for Export/Import << International 
Safeguards 80/02/27 Ip 


8003110172 Forwards application for export license for minor nuclear 
export Ltr assurance required tf/o end. 

PETERSON, M ft Assistant Director for Export/Import & InternaCi onal 
Safeguards 00/02/27 ,lp 


8003110213 Requests Executive Branch position re Reactor Experiments, 
Inc application for license to export SNM to Baudi Arabia 
PETERSON, H ft Assistant Director for Export/Import k International 
Safeguards 60/02/27 ip 


>03110225 Requests Executive Branch position ra Nestlnghouse 
application for license amend, changing starting date from 
Jen 1905 to Jen 1984 

PETERSON, M R Asslstent Director for Export/Inport l< International 
Safeguards 80/02/27 Ip 


6003110369 Forwards application bg Exxon Nuclear Co, Inc for license to 
export 60,000 kg U, enriched to 3 17. U''235, to West Oeraiang. 

HANSEN, L E Exxon Nuclear Co , Inc (subs of Exxon Carp ) 

80/02/15 Ip 


— 8003J103BO Application bg Exxon Nuclear Co, Inc for license to export 
66,000 kg If. enriched to 3 U U-233, to West Oermang 
* Exxon Nucltar Co , Inc (subs of Exxon Corp > 80/02/15, 2pp. 


B0031103B8 Forwards application bg Ekxon Nuclear Co, Inc for license to 
export 33,440 kg J, enriched to 3 9% U-233, to Belgium, 

HANBENrL E Exxon Nucleer Co t Inc (subs of Exxon Corp, 1 
80/02/13 Ip 


— 8003110399 Application bg Exxon Nuclear Co, Inc for Ilceriee to export 
53,440 kg U, enriched to 3 5*/ (J-2334 to Belgium 

a Exxon Nuclear Co,, Inc (tubs of Exxon Carp,) 80/02/13 tp 


6003110404 Amend 2 to Hastinghout e export license, adding Ootaverlin 
Angteknlk AB as addl Intermediete consignee 

PETERSDNrM ft Assistant Director fpr Export/Import 4t International 
eafeguardi WP-40900, 80/02/27. Ip. 


8003110411 Amend to OA Cp export 1 i cento, ex tend Ing expiration dati 
from 800310 to 010310 

PETERSON, N R Assistant Director for Export/Import l» International 
Safeguards TEL- 1081 00/02/27 Ip 


0003110414 Amend 2 tq Idest inghouse export 1 1 cense, extend Ing expiratian 
date from 800701 to 020701 

PETERSON, M R Assistant Director for Export/Import it Internattonel 
Bafeguards 30/02/37 Ip 


8003110417 Amend to Mitsubishi Inti Corp export H cense, inc lud I ng 
Takahama 3 & 4 & Sendai 1 6 2 as addl nuclear reactor 
fad lities 

PETERSON, NR Assistant Director for Expor t/Import k Intarnat lomi 
Safeguards PlT-L-077e 00/02/27 Ip 


80031 10422 Amend to Sandvlk Special Metals Corp export license, 
extending expiration date from 800701 to 801231 

PETERSON, M R Assistant Director for Export/Import k International 
Safeguards 9191 80/02/27 Ip 


8003120330 Requests Executive Branch position re Exxon Nuclear Co, Inc 
application for license to export 33,660 fcg U, enriched to 
3.8'/ U-235, to Sweden 

PETERSON, M R Assistant Director for Export/Import k Internationil 
Safeguards 80/02/27 Ip 


8003120375 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

PETERSON. M R. Assistant Director for Export/Import k International 
Safeguards 80/02/29 Ip 


8003120382 Application bg Transnud ear, Inc for license to export 
286 mCi Cf-252 to France 

MATBON.V Transnuclear, Inc 00-027/01 (TNP-3 80/02/27 Ip 


8003120386 Application bg 0£ for llcanse to export U oxide powder ^ 
neptunium oxide powder encapsulated to Belgium 
NIL80N. B General Electric Co BDM 00023 00/02/20 Ip 


0003120390 License for Transnud ear, Inc to export 633 75 kg 0-235, 
contained in 19,500 kg U 0 033 kg U“235, contained in 1 kg 
U to Sweden 

PETER&ON.M R Assistant Director for Export/Import & International 
Safeguards 80/02/29 Ip 


6003120395 Submits application to amend license to extend expiration 
date to 800901 

KARMON, D Ed low International Go 80/02/26 Ip 


8003120390 Amend 9 to Nestinghouse 1 icense. add 1 ng Ootaverken Angteknlk 
AB as intermediate consignee 

FETERSON.M R Assistant Director for Export/Import k International 
Safeguards 00/02/28 Ip 


8003120400 Amend 2 to Westinghous* I icense, add ing Ootaverken Angttknll 
AB as intermediate consignee 

PETERSON, M R Assistant Director for Export/Import k International 
Safeguards 80/02/20 Ip 


8003120402 Amend 1 to Transnuclear, Inc license extending expiration 
date to 810401 

PETERSON, M. R Assistant Director for Expurt/Import International 
safeguards, 80/02/28 Ip 


8003120403 Amend 1 to Separative Work Unit Corp license, extending 
expiration date to 841231 to import U from Nest Oermang 
PETERSON, M R Asstetant Director for Export/Import k Internatl anal 
Safeguards 00/02/28 Ip 


8003120677 Forwards NJKEM GmbH. West Oermang telex, in response to 
800100 request 

MATSON, V Transnuclear, Inc 00/01/29 2pp 


8003120677 Forwards NUKEM GmbH, West Germany telex, in reeponie to 
800108 request 

MATfiON, V Transnuc lear, Inc, 80/01/29 2pp 


8003120760 Forwards application by Exxon Nuclear Co, Inc for license to 
export max 60,000 kg U, enriched to 3 IX U-235, to Nest 
Germany. 

HANSEN, t,E Exxon Nuclear Co,, Inc (subs of Exxon Corp ) 

00/02/15. Ip 


— 0O(}318O756 App i ication' bg Exxon Nuclear Co, Inc for license to export 
max 60,000 kg J, enriched to 3 IX U-239, to West Germany 
HANSEN, L e Exxon Nuclear Co , Inc. (subs, of Exxon Corp ) 
80/02/15, 2pp 
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600313000? Requests cancellation of application to export 8NM 
to Taluani under Licente XSNri-1399 

JOHNSON/ N R Eberl ine Cnfitrument Corp 80/01/0& Ip 


~-0OO3l9OO26 Notice of receipt of application! for licenses to export 
nuclear facilities or matls 

SHEA^ J R Office of International Programs 0O^^O2v'26 Sp p 


6003130015 Informs NRC of temporary storage of BNM in Holland during 
course of importation under provisions of License ISNM~ 

79005 Origin ^ final destination remain unc hanged* hoiuever 
storage ui 11 affect routing S* timing 

HANSENj L E Exxon Nuclear Co / Inc (subs of Ex3CQn Corp > 
BO/Ol/sa Ip 


6003130024 Certifies 600108 application bg DfllegatKin of Commission of 
European Communities for License XSNM-i642 to export I 25747 
g U-235 contained in 4 g total U to France Transfer subj to 
terms of &0072S addl agroement for cooperation 
OQPPELi M European Commun l 1 1 es i Commission of BD/Ol/IA Ip 


6003130228 Submits application to amend licenses adding 
Gotaveken Angteknik AB as addl Intermediate consignee 
DAHLSTROti/C 0 Uestinghouse Electric Corp IC8''?e4S 80/02/13 

Ip 


6003130240 License for Nestinghouse to export one gamma chamber Model 
ML-23152 to West Oermang 

PETERSON/M H Assistant Director for Export/Import & International 
Safeguards 80/02/13 ip 


6003130405 License for Westinghouae to export 13 6 g U*'235. contained in 
439 g Ui to Japan 

PETERSQN/M R Assistant Director for Export/Import & International 
Safeguards MNC~NRC-a4 30/02/13 2pp 


6003130625 Foruards corrected application for export license for minor 
nuclear export to replace application submitted on 791206 
Ltr of assurance required 

PETERSON, H R Assistant Director for Expor t/Import & Inter national 
Safeguards 60/02/12 Ip 


— 8003130628 Corrected application bg Bandia Labs for license to evport 
4 41 9 enriched U 2 23 It 0 744 g U mixed ui/Pu to Ue^t 
Germany 

UALKERi J V Sandia Laboratories 80/01/23 Ip 


6003190244 Forwards application for 
export Ltr of assurance req.utred 
PETERSON, H R Assistant Director 
Safeguards BD/02/2B Ip 


8003190252 Forwards application for 
export Ltr of assurance required 
PETERSON, M R Assistant Director 
Safeguards 80/02/26 Ip 


6003190260 Forwards application for 
export Ltr of assurance required 
PETERSON, M R Assistant Director 
Safeguards 60/02/26 Ip 


export license for minor nuclear 
for Export/Import & International 

export license for minor nuclear 
for £ (port/ Impor t L International 

expai t license for minor nuclear 
for Ex por t/ Impor t V t nt erna t i ona 1 


6003J9026B Requests Executive Branch position re Exxon Nuclear Co- 
application for license to export SNtI to West Germany 
DiRCKSfU J Office of the Eiecutive Director for Operations 
80/02/26 Ip 


8003190311 Requests Executive Branch position re KMS Fusion trie 
application for license io export 300 Ci tritium contained 
in pellets to United Kingdom 

PETERSON, M R Assistant Director for Expor t/ tmpor t L international 
Safeguards 80/03/03 Ip 


6003190313 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

PETERSON, M R Assistant Director for F Xpert/ Import L International 
Safeguards 80/02/29 Ip 


6003190603 Amend I to GA Co export 1 i cens e< revi sing ultimate consignees 
to inclu-de all commercial nuclear reactor facilities 
operated bg Atomic Energy of Canada>Ltd 6- revising 
description of mat 1 s, e xc 1 ud i ng certain assembled parts 
PETERSON, M R Assistant Director for Expor t/lmpor t Intel na t tona I 
Safeguards 80/02/ IS ]p 


6003140031 Submits application to amend license extending expiration 
date bo 801231 

DU80NSKY, E George S Bush $< Co 80/02/22 Ip 


6003190614 License foi Aldrich Cheniical Co, Inc to export 5 kg 
deuterium, contained in 20 bg deuterium oxide, to Delgium 
PETER8QN, M R Assistant Director for Expor t/lmpor t St International 
Safeguards 80/02/15 2pp 


8003140067 Ltr of assurance re Sandia Labs 791113 application t< 600114 
correction to export 1 32 g of U-23S contained in 4 41 g 
total U, to Nest Germany 

(}GPPEL, M European Communities* Commission of 60/02/25 Ip 


8003140091 Ltr of assurance re OE 800226 app 1. i ca tion to export 1 185 mg 
U-asS contained in 1 27 mg total U, to Belgium 

MARCHAL,J European Communities, Commission of 80/02/28 Ip 


8-003140166 Amend 1 to GA Co I icense, revising ultimate consignees to 
Include all commercial nuclear power reactor facilities in 
Canada licensed by Canadian Atomic Energy Control Board & 
revising description of matls 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards 80/02/28 Ip 


8D03140456 Submits application to amend 1 1 cense, ex tending expiration 
date from 810301 to 041231 

LAFONDrH W Separative Nork Unit Corp 80/02/25 Ip 


6003170090 Ltr of assurance re Power Reactor t* Nuclear Fuel Development 
Corp application for license to export 15 755 g of U-235 '* 
contained in 1049 011 g U, to Japan 
M1VABAYA6HI, M Japan B0/02/2t Ip 


60031G0100 Comments on proposed export to Philippines by Nestinghousv 
Urges NRC to make health ^ safety of nearby residents prime 
consideration NRC should recommend refusal to license vendor 
for const at Bataan 

MUIRcC Q Affiliation Unknown 80/02/20 Ip 


6003190014 Ltr of assurance re Transnuc lear, t nc 600130 application for 
License to export IQt 6 kg U-235 contained in 5427 kg total 
U & 0 034 kg U-235 contained in 1 kg total U to Netherlands 
CDPFEL, M European Communities, Commission of 80/02/25 Ip 


6003190018 Forwards FR notice of receipt of export license application 
SHEAiJ R Office of International Programs 60/02/26 Ip 


6003190697 8ECY-80-063 

Summarises status of review for approval of proposed 
license to export source matl to France for enrichment 
Recommends deferral of action pending receipt of Executive 
Branch DOE views 

SHEA, J n Office Of International Programs 60/01/31 2pp 


—8003190690 Conflints that NRC is deferring action on proposed export 
license pending receipt of determination by gecretaries of 
Energy State that no commitments from France are necessary 
to ensure approval prio-r to enrichment 

8HEAi J R Office of international Programs 80/01/22 Ip 


6003190691 SECY-ao-065 

Summarites info re proposed export license Recommends 

authorlilng Issuance of proposed license to TNS, Jnc 

SHEA, J R Office of Interna t t ona 1 Programs 80/01/29 3pp 


6003190736 License for Aldi ich Chemical Co, Inc to export 5 kg 
deuterium, contained in PO kg deuterium oxide, to Uest 
Germany 

PETERSON, M R Assistant Director for Ex por t/ Impor t J, International 
Safeguards 80/02/15 2pp 


6003190741 License for Aldrich Chemical Co, Inc to export 2 0 kg 
deuterium, contained in 10 O kg deuterium oxide, to Costa 
Rica 

PETERSON, M R Assistant Director for Ex por t/ impor fc l< International 
Safeguards 80/02/15 2pp 


6003190745 Supports proposed import of O 49 kg U-335, contai ned in 15 
kg Ui by Uestinghouse from South Korea 

MOaRE, R N Office of In t erna tiona i Programs 80/02/15 ip 


— 6003190746 License for Nest 1 nghous e, Nuc 1 ear Inti Div, to impart 0 47 kg 
U— 235^ contained in 15 kg U, from South Korea 

PETERSON, M R Office of I n terna ti ona i Programs 80/01/08 Ip 


8003200136 Forwards Ebasco Sve s Inc analysis of C Neuihall review of 
vol cano 1 og i ca) aspects of reactor site Ebasco requests that 
analysis be made part of record of proceeding 
HANRAHAN. E J Office of Policy Evaluations 80/02/29 Ip 
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— 8OQ32O0143 Fortijarrf* analysis of C tieuihall vo J can© lojfl cal raviau 
Analysis is based an several errc>n«ous pTtconcepblont 
Assumes that Mount Natib ti/ai active volcano during Holocene 
era Volcano is relatively old ^ deeply weathered 
HAZAK. J T Ebasco Servlcesi Inc (subs of Enserch Carp ) 
80/03/13 2App 


8003200167 Forwards Itr of assurance r« Edlow Inti Co application for 
license to export 25 kg high enriched U to France Req,uests 
r evisui 

HARMONi D EdloLi Internat ional Co 80/01/28 4pp 


8003240050 Executive Branch position ra Hlttman MatU U Medical 
Components, Jnc application for license to export 140 g 
Pu'-238, cental ned in encapsulated heat sources* to Israel 
Ctcense should te granted 

^j□5ENZ0*L V State* Dept of, Bureau of Oceana <c Internatl Environ (i 
Scientific Affairs €0/03/05 2pp 


80-03240053 Executive Oi anch position re Eberline Instrument Corp 
application for license to export 0 03 roicrogram Pu-239* 
electroplated in alpha calibr std set to South Korea Ltr of 
assurance end License should be granted 

NOSE^dZOi L V State. Dept -of. Bureau of Oceans it Internatl Environ 1 
Scientific Affairs 80/03/05 3pp 


8003240058 Requests Executive Dranch poiitien re Transnuclear Inc 
application for license to export highly enriched U to 
West eermeny 

D1RCK8*W J Qtfire of the Executive Director for Operations 
80/03/05 Ip 


8003340252 Forwards application for license to export nuclear «ael a 
equipment 

8CH0KANN. R Panalo Ina AirFreight. Inc 00/02/22 Ip 

-<-8003240256 Application by Panalpina Airfreight* Inc for license to 
export 7 g enriched U oxide to Finland 
SCHUHANN, B Pana lolna AlrFre ighti Inc 90/02/22 Ip 


0003240386 Advises that attached License. )(CQM''0372i for United Kirjj.s 
Treasury I Supply Delegation to export ZlrcalDy''2 stamltts 
tubing to United Kingdom was issued w/o customary IS-day 
waiting period 

HOORE.R N Assistant Director for Expor t/tmport & Interna tl or»i 
Bafiguards 80/03/04 IP 


— Q003240390 License for United Kingdom Treasury and Supply Delegt^ 
export 3.481 lb Zircaloy-2 seamless tubing to United 
Kingdom 

MOORE • R N Assistant Dlrsctor for Export/Import V Intsrnatio''« 

Safeguards F-3329/0T 7169 80/03/04 Ip 


8003240645 Provides addl comments on effect of proposed reactor sisj 
on heal th. safety tc environ effects U relationship of effects 
to defense & security of UB NRC consideration of safety It 
environ effects Is authorixed It in interests of US 
KNlOHTrC F Council on Environmental Quality BO/02/29 


B0032S0025 Ltr of assurance re Nuclear Fuel Induftrlei Ltd applicatrb 
to export to g U<'235. con tained In 35 g U It 2 96 g U-235. 
contained Im 50 g U to Japan 
MIVABAYASHI.K Japan 80/02/19 Ip 


6003240063 Requests change in quantity of matl noted In 790326 Itr to 
3 25 9 U-235. co-nta I ried in 3 64 g total If. for export by OA Co 
to Italy 

HARCHAL. J European Camnuni 1 1 es. CommisslDn of 80/02/26 Ip 


8003240096 Ltesnst foi Sigma Chemical Co to export 10 0 kg deuterium 
oxide to India 

PETERSON, M R Assistant Director for Fxport/Import 8. International 
Safeguards D-37 80/03/06 2pp 


6003240100 License for Westinghouse to export 3 fission counter s. Mode 1 
t-IL’'6376A W/53S mg Tb*'832 coating to Japan 

PETERSON. M R Asiistant Director for Export/Impor t 4. International 
Safeguards ZE-60171 80/03/06 Ip 


80032401-03 License for TransnucI ear , Inc to export 10 1 kg U-239. 
contained in 51 2 kg U. to Spain 

MQQREi R N Assistant Director for Export/Import (< International 
Safeguards 60/03/06 2pp 


8003240106 License for Kestinghaus » to export one proportional countar. 
Unit 23055. to Italy, 

RETER5QN. N R Assistant Director for Export/tmport 1. Int ernat 1 ona 1 
Saft guards 16-40038 80/03/06 ip 


6003240109 Liesnse for Transnuclsar. Inc to export 73 620 kg U-'235, 
contained In 900 leg U.to France 

KgoRE, R N Assistant Director for Export/lmport It International 
Safeguards TNP-28a 60/03/06 Ip 


6003240177 Forwards license for OE to export 6KM to Dsigium License 
issued w/q 15-day waiting period due to small quantity o-f 
mail U urgent requirement of proposed export 

PETERSON, M ft Assistant Director far Export/lmport 4t Internat I ona 1 
Safeguards 80/02/29 Ip 


— B003240160 License for OE to export 1 185 mg U-235, contai ned in I 37 mg 
U enriched to 93 5 u/o max. as U oxide powder encapsulated It 
26 mg Np-237 as neptunium oxide power encapsul ated . to 
Belgium 

PETERSON. M R Office of Internationat Programs. 80/02/29 2pp 


9003240192 Forward i ltr from Eberling Instrument Corp requesting 
cancellation of application CXB-0959} N/o end 

MOORE. R N Assistant Director for Export/lmport International 
Safeguards 60/03/05 Ip 


8003250032 License for Spex Industries. Inc to export 10 0 g U-235 
contained in 39 g U.at ND6 samples U-OOD. U-0 10. 0-020. U-O30. 
U-050. U-90O L U-930. to Japan 

MOORE. R N Aeelitant Director for Export/lmport !< International 
Safeguards K-0453 60/03/04 2pp 


8003250033 License for Ed low Inil Co to export 13.000 kg U. as deelf bee 
U tails inform of U tetrafiuoride. to United Kingdom 
MOOftEiR N Assistant Director for Export/Import It International 
Safeguards 80/03/05 2pp 


S0032S0036 License for 8pex Industries. Inc to export 2 96 g 0-335 
contained in 50 g U. as ND6 tamp let U-0002. U-OOD. U-OIO. U-015. 
U~020.U-030, U-050, U-100. U-150 U 0-200. to Japan 
MOORE. R N Assistant Director for Export/lmport U International 
8ifaguards 01004 80/03/04. 2pp 


0003250087 License for Sigma Chemical Corp to export 5 kg deutirtw* 
oxide to Ventiuela 

PETEREONi H R Assistant Director for Export/lmport L Intsrn*tiO''a 
Safeguards 80/03/06 2pp 


8003250101 8ECY-e0-09a 

Foruiarde Executive Sranch position re Edlow Inti Co 
application for license to export 13.000 kg depleted U. in 
forrti of U tetraf luoride to United Kingdom Requests comment 
SKEAt -J R. Office of International Programs, 80/02/15 Ip 


—8003250107 Executive Branch position re Edlow Inti Co applicalie’^ 
license to export 13.000 kg depleted U. in form of U 
tstr af Ivorl d » to United Kingdom License should be granted 
NOSENZOrL, V State. Dept of. Bureau of Oceans l( Internatl EnviTe« 
«* Scientific Affairs 80/01/29 2pp 


8003250236 Requests Executive Branch position re Exxon Nuclear C«> 
application for license to export 8NM to Belgium 
DIRGKSrU J Office of the Executive Director for Operatieni 

80/02/28 4p 


0OO32SO489 Forwards 600303 export license application for review 
Pursuant to NftC revised code requiremeti ts. exports of this 
type will not require Commissioner review License will be 
issued on receipt of Executive Brench approval N/o end 
PETERSON. M R Assistant Director for Export/lmport Ir Internatie^s« 
Safeguards 80/03/13 Ip 


0003240240 Discusses Geparative NorV Unit Cerp 791203 application & 
800204 amend to import 35.900 kg Ut enriched to 2 70X U-233 t 
9.700 kg Ui enriched to 3 29i( fro-m Germany Importation does 
not constitute undue risk License encl 

MODRE. R N Office of International Programs, B0/Q2/19 Ip 


800329-0495 Forwards pending export license app I tcation. favorable 
Executive Branch views it proposed license for export of 
lOOiOOO kg natural U. in form of U-308t to Nqst Germany 
Export does not require Commisioner review. W/o end 
PETERBONiM R, Assistant Director for Export/Import & Inta rnaiio&ai 
Safeguards. 80/03/12 Ip 


—0003240245 License f-or Separative Work Unit Corp to import 33,300 kg U. 
enriched to 2 7X U-235. U 9* 700 kg U. enriched to 3 25K 
U- 235. from Oermany. 

PETERSONiM R Of-fica of Internatlonel Programs 80/02/19 Ip 


6003260031 Notifies that license wes issued w/d customary td-day 
waiting period due to urgent requirement of matl by 
customer 

PETERSON. M.R. Assistant Director for Export/lmport i. Internaiienel 
Befeguardi 80/03/13 ip 
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— 6003260039 Licenss for Tube Div of K^uecki to export pieces of 
Z ire aloi^"! 1 seamiest tubinp to Canada 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards 80/03/13 Ip 


B00327C052 Comments on proposed reactor export to Philippines NRC 
legally entitled by Nonnuclear Proliferation Act of 197B to 
consl'dor effects on Philippine population & Americans 
connected to Gubic Bay Naval Base Clark Air Force Base 
PARSONS. R . LEWIN. R J Friends of the Earth 80/02/29 3pp 


8003270374 License for iReactor Exper imenls, I nc to export 7 49 kg U-238, 
contained in 7 5 kg U-230 disci, to Japan 

PETEFIBQN, N R Assistant Director for Export/ Import << International 
Safeguards 80/03/06 Ip 


8003270377 License for Conai Corp to expott component parts for use in 
fabrication of electric penetration assembly to Italy 
PETERGON, M R Assistant Director for Export/Import i International 
Safeguards 80/03/06 ip 


8003270380 License for Sigma Chemical Co to export S O kg 
deuterium oxide to Veneiuela 

PETERBON;li R Assistant Director for Export/lmport t* International 
Safeguards D~36 80/03/06 2pp 


8003280097 Requests Executive Branch position re OE application for 
license to export 839.000 kg U, enriched to 4 OH 11-839. 
to Taiuan 

PETEnSONrM R Assistant Director for Export/ Import tc International 
Safeguards 80/03/13 Ip 


8003260D6B Requests Executive Branch position re Edlou Inti Co 800310 
Itr requesting extension of license to export 800,000 Ci 
tritium gas to Suitierland 

PETERSON, M ft Assistant Director for Eiport/import International 
Safeguards 80/03/13 ip 


800328007S Requests Executive Branch position re Edlou Inti Co 
application for license to export U308 to Nest Oermany for 
storage ( return to UB N/o end 

PETERSON. M R Assistant Director for Export/Import 1< International 
Safeguards 80/03/12 Ip 


0003250146 Requests Executive Branch position re Carpenter Technology 
Corp application for license to export Zircaloy-4 fuel 
channels to India 

PETERSON, MR Assistant Director for Export/lmport 1 International 
Safeguards BO/03/19 Ip 


8003280178 Application by Ceract Inc for license to export 8 78 kg 
thorium oxide, to Italy 
CQLrPN. E Ceraci Inc 00/03/07 Ipp 


8003280183 Application by Uestinghou se. Indus tr ia 1 ( Oovt Tube Div, for 
llcenee to export six NL230B8 fission counters w/special 
plug vi/cab If, each containing 500 mg U**239 per square 
centimeter, to Japan 

POCHAL. N P Nestinghouse Electric Corp ZE-60177 80/03/04 2pp 


6003280190 Application by Edlou Inti Co for license tO' export 192,326 
kg Uj contained In 886 j 800 kg U30e, to Japan 

HARflON, 0 Edlou International Co NJEXCO~E 80/03/03 Ipp 


0003S50198 Application by Mitsubishi Inti Corp for license to export 
900 (nCi encapsulated cement wire of CF-292 to Japan 
KUOEi T Mitsubishi International -Corp (subs of Mitsubishi Corp,) 
64-7407-00 00/03/05 Ipp 


8003280200 License for Sigma Chemical Co to export 5 0 kg deuterium 
oxidie to Braiil 

PETERSONcM R Assistant Director for Export/Import & International 
Gafeguardi 80/03/18. 8pp 


8003880206 Application by Mestlnghousi, Indus tria 1 <Jovt Tube Olv, f or 
Itcenee to export one WL-83744 BPS counter tube to France 
PQCHAL*W F Wes ting house Electric Corp ZE-20339 00/03/04, Jp 


8(303880216 Application by Mitsubishi Inti Corp for license to export 
900 mCi encapsulated cement wire of CF-892 to Japan 
MtiOE, T Mitsubishi International Corp (tubs, of Mitsubishi Corp I 
64“7406“a0 80/03/09 Ip 


8003250221 Application by Edlou Inti Co for license to export 119,242 
kg U ore, contained in 140,616 kg (J-SOS, to West Germany 
HARMONj D W Edlow International Co UftG-5 80/03/05 ip 


6003260290 Application Qy United kingdom Treasury ^ Supply Delegation, 
British Embassy for license to export 189 reactor grade 
Zircolay-2 seamless tubes to United Kingdom 

THOMPSON. S L United Kingdom F-3329/DT 7169 80/02/88 ip 


8003880296 License for Mitsubishi Inti Corp bo export 25 mg U-235. 
contained in 27 mg U In fire incore detectors, to Japan 
MOORE. R N Assistant Director for Export/Import & International 
Safeguards 80/03/04 2pp 


8003880264 License for Mitsubishi Inti Corp to export 25 mg U-235, 
contained in 27 mg U* in fire incore detectors, to Japan 
MOORE, R N Assistant Director for Expor t/lmport & International 
Safeguards 80/03/04 Spp 


8003260270 License for Mitsubishi I'ntl Corp to expert 10 mg U-235, 
contained in 11 mg U in tiuo incort dr tec ton.- to Japan 
HDORE, R N Assistant Director for Expor t/ Cmpor t tc International 
Safeguards 80/03/04 2pp 


B003260277 License for Marubeni America Corp to export 15 759 g 
contained in 1,049 OH g U, to Japan 

HOQRE. R N Assistant Director for Export/lmport & I nternat iona 1 
Safeguards 8D/03/04 2pp 


6033260265 License for Transnuc I ear« Inc to export 181 8 kg 0-235* 
contained in 9 427 kg U it O 034 kg U-239, c onta ined In one 
kg U to The Netherlands 

HOORE, R N Assistant Director for Export/Import In ternat I ona I 
Safeguards 80/03/D3 2pp 


8003880309 License for Sandia Labs to export 1 32 g U-235, c ontained in 
4 41 g U. 1 45 g U-235. contained in 2 23 g U 6 O 744 g Pu as 
U/Pu mixture, to Nest Oei many 

MOORE, R N Assistant Director for Export/lmport 8, Interna t Iona i 
Safeguards 60/03/04 2pp 


8003280317 Forwards application by Transnuc I ear . Inc for license to 
export 14 3 kg U, contain i ng 13 342 kg U-235* to Nett Oermany 
MATSON. U Transnuc lean. Inc 80/02/29 2pp 


— 6003280330 Application by Transiiuc 1 ear, 1 nc for license to export 14 3 
kg U. containing 13.342 Kg U-235, to- West (Germany End use 
statement end 

e Transnuclear* Inc NUK ai?,80“033l 80/02/29 4pp 


B003260919 L.lcense for Nucleonic Data Bys to export 4.204 mC I Am-241, 
incorporated in sealed sensor probes ( gauges, to Poland 
PETERSON, M R Assistant Director for Export/lmport 1: tnttrnat ional 

Safeguards 60/03/14 2pp 


8003260523 Requests Eiecutive Branch position re OE application for 
license to export two power reactors to Taiwam- 

PETERSON. M R Assistant Director for Expor t/ Import it In ternat ional 
Safeguards 60/03/17 ip 


8003280930 Requests Executive Branch position re Dryon Jackson Pump Olv 
applications for licenses to export reactor components to 
India 

PETERSONrM K Assistant Director for Ex port/ Import k International 
Safeguards 60/03/18 Ip 


8003280530 Requests Executive Branch position re Dryon Jackson Pump Div 
applications for licenses to export reactor components to 
India 

PETERSON. H R Assistant Director for Export/lmport 4 International 
Safeguards, 60/03/18 Ip 


6003280934 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

PETERSON.M R Assistant Director for Export/lmport 4. International 
Bafeguardt 80/03/ 14 Ip 


8003280946 Executive Branch position re Nucleonic Data 6ysi Inc 
application for license to export 4,202 mCi Am-24i to 
Poland, LI c ense should be granted 

NOSENZO.L y 8tate, Dept of. Bureau of Oceans L Intirnatl Environ k 
Bclsntlflc Affairs. 80/03/12 2pp. 


6003280996 License for Exxon Nuclear Co, Inc to export Zircal&y tubing, 
Zlrcaloy end caps. Inconel plenum spr Ing f , alumina insulator 
d Isc s , f ke 1 eton assemblies k other nuclear reactor parts L 
components, to flelgl-um 

PETERBaNrM R- Assistant Director for Export/lmport It International 
Safeguards 60/03/13 Ip 


60-032e'0564 License for Transnucl ear, I nc to expert SB6 mCl Cf-252 to 
France, 

MOQRCiRN AsststaTit Director for Expor t/Imp ort & International 
Safeguards 60/03/17 Ip 
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8003230574 License for Exxon Nuclear Co< Inc to export nuclear fuel 
element hardware including Zircaloy tub ing# spacer aseecnbly» 
lower end caps*plenum eprlnga It other specially designed 
nuclear reactor parts to Sweden 

PETERSON. M R Assistant Director for Export/Import «< Internati ona 1 
Safeguards 60/03/13 Ip 


8003280&12 Executive Branch position re Westinghoase application for 
license to export 5& 4 mg U-235 to Yugoslavia Ltrs of 
assurance encl License should be granted 

NGSENZO. L V State. Dept of. Bureau of Oceans U Internati Environ i* 
Scientific Affairs ao/03/17 9pp 


B003310176 Application by Carpenter Technology Corp for license to 
export Zircaloy-4 fuel channels to India 
BRISTOL. D C Carpenter Technology Corp 00/03/14 3pp 


90033l0iai Application by Carpenter Technology Corp for license to 
export Zlrcaloy-4 fuel channels to Japan 
BRISTOL. D C Carpenter Technology Corp 60/03/12 5pp 


8OO331O10& Ltr of assurance re license to export 10 mg U-S35. enriched 
to max of 93 tSY. to Japan 
HIYA3AVASHI,M Japan 79/11/27 Ip 


S003310I8S Submits application for license to export 672 ft 
Zircaloy-2 seamless tubing to Canada 

TRIOLOiK Atomic Energy of Canada. Ltd 30/03/11 Ip 


0003310332 SECf-60-04/ 

Forwards Executive Branch response on pending Transnuclear. 
Inc application for license to export U-hexaf lour ide to 
Sweden Requests comment 

SHEA. J R Office of International Programs 00/01/24 Ip 


-“80033103S5 Executive Branch position re Transnuc lear. Inc application 
for license to export 3S 006 kg U. in form of U h e xaf 1 our i de . 
containing 32 737 kg U-235< to Sweden License should be 
granted 

N05ENZQ.L V State. Dept of. Bureau of Oceans 6 Internati Environ 
6 Scientific Affairs 80/01/18 6pp 


80033103B5 Forwards 800303 ltr from Westinghouse requesting 
cancellation of export license application N/o encl 
PETERSOhii M R Assistant Director for Ex p or t/ 1 mp or t it International 
Safeguards 00/03/08 Ip 


6003310457 License for Hittman Natls t Medical Components, tnc to 
export 140 g Pu. as Pu oxide pellet. to Israel 

MOORE. R Assistant Director for Export/Import International 

Safeguards 80/03/07 2pp 


8003310476 Amend 1 to Mitsubishi Inti Corp export 1 icense. replac ing 
lost original 1 icense. issued 800205 

MOORE. R N Assistant Director for Export/Import & International 
Safeguards 64-7384-80 80/03/07 Spp 


80033104B6 Executive Branch position re OA Co application for license 
to export 405 g U-235i contained in 579 g U. to Mexico Text of 
ltr of assurance encl License should be granted 

NOSENZO. L V State. Dept of. Bureau of Oceans & Internati Environ t 
Scientific Affairs 80/02/22 3pp 
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BORGMANNiE A 
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90-398 

ft 

8003200522# 

50-245 

8 

BORGMANN, E A 

6003260640# 

50-398 

0 

8003240033 

50-369 

A 

DOROKANN, E A 

6003040453 

90-39B 

ft 

800304021 1 

60-369 

A 

BORGMANN, E A 

6003200361 

30-39B 

ft 
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BRIGHT, R. M 
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NUHBER 
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AUTHOR 
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00031 10007 

so-asB 

H 

BRODSKY. R L 

0003240074* 

0003140398 

50“39a 

F 

BROEHL. 0 J 

8003130579 

e003SB03B7 

50-350 

0 

BROEHLfD J 

B003060292 

8003280392 

50-358 

8 

BROEHL, D J 

8003120343 

8003280059 

90-312 

0 

BROEHL, D vf 

8003200319 

0003050188 

70-2317 


BROEHL* 0 J 

0003260920 

0003200034 

50-445 

M 

BROEHL* 0 J 

8003250950 

0003050169 

50-373 

F 

BROEHL* D J 

8003260639 

8003170140 

50-373 

F 

BRONSON* F L 

8003060474 

8003240631 

50-373 

A 

BROOKS. J 

8003060905* 

8003250278 

NUREO 


BR0S3* I P 

80-03110987 

8003140208 

50-289 

0 

BROWN. D M 

0003050037* 

0003140291* 

90-289 

0 

BROWNrH H 

6003280028 

0003140295* 

50-289 

0 

BROWN* C 0 

8003130704 

0003140297* 

50-289 

0 

DROWN* D 

8003190371* 

8003140302* 

50-289 

0 

DROWN* H H 

0003280028 

0003050202 

70-820 


BROWN* W J 

6003140193 

0003140131 

70-020 


BROWN* t1 

B0031 40460* 

0003310200 

70-820 


BROWN. 0 F 

0003130511 

0003040324 

50-480 

0 

BROWNRTOO* 0 L 

8003050221* 

8003140300 

50-312 

T 

BROWNRIOO* P L 

0003090228* 

00031 IQ276 

50-312 

T 

BROWN* D H 

0003100508* 

0003100236 

50-312 

T 

BROWN* 8 C 

6003040268 

0003100092 

50-322 

0 

BROWN* 8 C 

8003120349 

0003190913* 

90-322 

0 

BROWN, a C 

000324091 1 

0003120592 

50-312 

T 

BROWN* a C 

0003120477 

80032S0171 

50-250 

0 

BRQWNrS C 

8003240297 

8003250173 

50-445 

0 

BROWN* S C 

800312099S 

8003270008 

50-250 

0 

BROWN* 8 C 

0003100603 

8003260210 

50-322 

0 

BROWN* 8 C 

8003190520 

800331 026S 

90-445 

0 

BROWN* R A 

0003240207* 

8003210117* 

90-3 

0 

BROWN. R A 

8003210901* 

8003190217 

50-316 

B 

BROWNLEE* U> L 

8003090297* 

8003130643 

50-316 

8 

BROWNLEE, V. L 

8003120740* 

8003050236* 

90-279 

A 

BROWN* R A 

8003190235* 

8003100641 

RES 


DROWN* C H 

8003280111* 

8003110253* 

CQHhieSION 

DROWN* C H 

8003250006 

8003070259 

REOOD 


BROWN. R A 

8003310452* 

8003250250* 

50-348 

a 

DROWN* 0 D 

8003280624* 

8003140163* 

50-340 

0 

BROWN* 0 D 

8003280609* 

800306041 1* 

FOIA 


BROWN* G D 

8003200984 

8003240489 

PR 


BROWN* R L 

8003110096* 

8003120710 

50-874 

u 

BROWN* J H 

0003 190674* 

8003060563* 

MIGC 


BROWN* J M 

0003190689* 

8003120471 

90-352 

A 

BROWNING. R E 

8003100190* 

0003100207 

50-277 

P 

BROZ.R E 

8003290603 

8003100211* 

50-277 

P 

BRUOOER.R H 

0003170106 

8003120967 

50-277 

I 

BRUOGE.R 0 

0003310180 

8003170414 

90-277 

F 

BRUQOE*R 0 

8003100215* 

8003250490 

50-277 

P 

BRUNNER, E J 

8003190449 

8003250540* 

50-277 

P 

BRUNNER* E. 

8003190442 

8003310101* 

FOIA 


BRUNNER* £. J. 

0OO31SOOB4 

8003290270 

NUREO 


BRUNNER, E, J, 

8003100136 

6003190139 

50-400 

9 

BRUNNER, E J 

0003100172 

8003050135* 

lOCFR 


BRUNNER, E 

0003190172 

0OO319O4OS 

PR 


BRUNNER, E 

0003190425 

8003180384* 

90-313 

B 

BRUNNER* E J 

0003190103 

8003180501* 

50-313 

R 

BRUNNER. E. J 

0003100137 

8003170379 

50-3 

0 

BRUNNER# £. J 

8003170195 

8003270367 

90-302 

J 

BRUNNER# E J 

8003190233 

8003270390 

50-302 

J 

BRUNNER, E J 

0003200926 

8003170291 

TOPREP 


BRUNNGR.E J 

0003030005* 

6003110040 

PR 


BRUNNER, E J 

0003060308* 

8003240376 

REQQO 


BRUNNERtE J 

8003090105* 

8003260641 

50-466 

A 

BRUNNER. E ^ 

8003040030* 

9003260405* 

50-219 

a 

BRUNNER* £ J 

8003050072 

8003190427* 

50-320 

0 

BRUNNER* E J 

8003060230 

8003240300 

50-302 

Q 

brunner.e j 

0003090054 

8003130551 

50-302 

P 

BRUNNER* E J 

8003090023 

8003180362 

50-302 

P 

BRUNNER.E J 

0003060496 

8003190933 

50-302 

R 

BRUNNER* E, J 

8003190401* 

8003200382 

50-302 

P 

BRUNNER* E. J 

8003190222* 

3003280271 

50-302 

P 

6RUNNER*E.>7 

0003190300* 

0003240391 

50-302 

P 

BRUNNER.E J. 

8003060270 

8003040669 
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BRUNNER.E J, 

8003050085 

8003040672* 

XPORTLIC 
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8003310181 
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BRUNNER. £ J, 

8003190875 

8003310176 
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8003 1 90893 

8003090376 

I6E 


BRUNNER* E. J 

0003190063 

0003170163 

50-293 

0 

BRUNNER* £, J. 

0003190090 

0003170171 

50-344 

6 

BRUNNER* E. J 

0003190906 

0003050360 
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8003190363 

0003250354 

50-350 

0 
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8003260334 

8003280033 
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800328026-9* 
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50-3 

0 

BRUNNER.E J 


eD03ll0241«' 

lOCFR 


50-344 

Q 

BRUNNER.E J 


B003260399 

50-219 

0 

SO-344 

Q 

BRUNNER.E J 


8003040031 

50-272 

0 

50-344 

P 

BRUNNER, F J 


800 31 9043 5 

50-29 

e 

50-344 

P 

BRUNNER. E J 


8003190206 

50-245 

0 

50-344 

P 

BRUNNER* E J 


0003190387 

30-293 

Q 

50-344 

P 

BRUNNER. E* J 
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G 

50-344 

P 

BRUNNER. E J 
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Q 

PR 


BRUSUEN.A D 


0003240361 
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I 

HISC 


BRYAN, K 


80030400JS» 

50-483 

0 

50-320 

P 

BRYAN* J K 


80031 10623 

50-403 

A 

30-289 

0 

BRYANT. J C. 


8003190598 

50-250 

Q 

50-275 

0 

BRYANT. J C 


8003 060728 » 

50-416 

Q 

70-1257 


BRYANT. C 


0003 1 9060 1 » 

50-593 

Q 

FOIA 


BRYANT* J C 


0003190627 

50-327 

0 

50-279 

0 

BRYANT* J C 


0003190634 

50-390 

G 

PR 


BRYANT* J C 


0003190564 

50-43B 

0 

CONTRACT 


DRVANT.J C 


8003190706* 

50-390 

Q 

PR 


BRYANT* J C 


8003270049* 

50-269 

0 

90-133 

R 

BRYANT, J.C 


0003190575 

50-438 

Q 

SO-133 

R 

BRYANT, J C 


0003190127* 

50-553 

0 

50-346 

8 

BRYANT, J C 


0003270201* 

50-400 

G 

90-404 

F 

BRYANT. J C 


0003230379* 

80-413 

G 

90-339 

8 

BRYANT* J C 


00030 5034 1 

50-340 

G 

90-339 

S 

BRYANT. J C 


0003060244* 

50-269 

G 

50-404 

0 

BRYANT, J C 


0003190823* 

90-416 

G 

50-404 

Q 

BRYANT* J C 


8003270301* 

50-261 

G 

50-339 

8 

BRYANT, J C 


8003190656* 

80-400 

G 

90-339 

A 

BRYANT* J C 


0003050250 

90-330 

G 

90-339 

S 

BRYANT* J C 


0003050277 

90-269 

Q 

27-47 


BRYANT* J C 


8003050285 

50-390 

Q 

27-47 


BRYANT* J C 


8003050291 

50-510 

G 

50-310 

Q 

BRYANT* U C 


0003190750 

50-201 

G 

50-250 

0 

BRYANT* J C 


8003210119* 

80-309 

a 

90-269 

0 

BRYANT* J e 


8003140009 

50-320 

G 

90-186 

Q 

BRYANT. J C 


0003190777# 

90-510 

0 

90-2 

a 

BRYANT. J C 


0003190071* 

90-518 

0 

90-254 

Q 

DRYANT.J C 


0003140365 

80-51B 

0 

40-0452 


BRYANT* J C 


8003190259 

50-390 

Q 

40-0452 


DRVANT.J C 


8003190340 

50-518 

Q 

40-8452 


BRYANT, J C 


8003190368 

50-416 

Q 

0A999 


DRYANT.J C 


0003190612 

90-566 

a 

FOIA 


BRYANT, J C 


0003190616 

50-250 

a 

FOIA 


BRYANT, J C 


0003 190730 

50-510 

0 

90-320 

p 

BRYANT* J C 


0003210030* 

50-309 

0 

70-754 


DRYANT.J C 


G0032 10296* 

50-413 

Q 

PR 


DRYANT.J C 


0003060217* 

50-491 

Q 

TOPREP 


BRYANT* J C 


0003210019 

50-327 

Q 

90-277 

p 

DRYANT.J C 


0003210024 

50-309 

0 

50-272 

a 

DRYANT.J C 


0003210059 

50-261 

Q 

50-293 

8 

BRYANT, J C 


8003310381 

50-438 

0 

90-317 

8 

BRYANT* J. C 


6003290026 

50-49 1 

0 

90-317 

8 

BRYANT* J C, 


6003250097 

50-390 

0 

60-219 

a 

BRYANT, J C 


0003310086* 

50-321 

Q 

90-270 

8 

DRYANT.J C 


0003280664 

80-324 

Q 

50-29 

a 

BRYANT. J. C 


0003190991 

50-553 

Q 

50-309 

8 

BRYANT* J C. 


9003190940* 

90-400 

0 

50-309 

a 

BRYANT, J, C 


0003060713 

50-416 

0 

50-29 

a 

BRYANT* J C 


S003l90n0 

50-553 

0 

50-272 

8 

DRYANT.J, C. 


0003190119 

90-269 

Q 

90-286 

8 

BRYANT. J C 


0003310369* 

50-424 

0 

50-317 

3 

BRYANT. J, C 


0003190643 

50-400 

Q 

90-317 

0 

BRYANT. J C 


000319069? 

50-390 

0 

50-245 

a 

BRYANT# J C 


800321011 1 

50-369 

Q 

50-272 

Q 

DRYANT.J C 


0003190756 

50-510 

Q 

30-387 

0 

BRYANT. J C 


0003190057 

90-510 

0 

50-272 

0 

BRYANT. J C* 


0003250362 

50-413 

0 

50-317 

Q 

DRYANT.J C 


80031 900 IG 

50-416 

0 

90-271 

Q 

DRYANT.J C 


0003270200 

50-261 

0 

90-317 

3 

BRYANT. J C. 


0003310014 

50-424 

0 

50-293 

3 

BUCHHDLZ* R 

H 

0OO3G3O214 

TOPREP 


90-245 

O 

buchhdlz. R 

H 

0OO3G6O61 1 

TOPREP 


50-247 

o 

BUCHHDLZ* R 

H 

0003060948 

TOPREP 


50-317 

o 

BUCHHDLZ. R. 

H 

0OO327O4SO 

TOPREP 


90-245 

o 

BUCHHDLZ. R. 

H 

8003170356 

TOPREP 


90-387 

0 

BUCHHOLZ.R 

H, 

0003070244 

TOPREP 


90-29 

0 

BUCHHOLZ* R. 

H 

0003160337 

TOPREP 


90-849 

0 

buchholz.r 

H, 

0003100464 

TOPREP 


90-871 

0 

BUCHHOLZ* R 

H 

00032403 la 

TOPREP 


90-844 

0 

BUCHHOLZ* R 

H. 

0003030320 

TOPREP 


90-333 

Q 

BUCK* J.H 


800331023a 

90-275 

0 

90-29 

0 

BUCKLEY* B C 


0003040100 

60-275 

A 

90-871 

0 

BUCKLEY* D L. 

0003260297 

50-279 

A 

90-334 

0 

BUDNITZ* R J. 

0003240266 

C0MHI8810N 

90-334 

0 

BUKHEAD* 8 J 

0003240495 

50-556 

H 
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ecoosoooiB 

WASTE MOT 

CAPHTON, D L 

8003050077* 

50-307 

0 

CARTWRIGHT, W R 

8003310307* 

50-338 

a 

BURCHETTi R R 

80032000&4 

NUREO 


CAPHTON. D L 

0003050060* 

50-317 

Q 

CABARELLA,« J 

8003140070* 

50-77 

Q 

BURDETTE, T E 

BOOailOA34« 

50-375 

Q 

CAPHTON. D L 

0003190070* 

50-271 

0 

CA8CIAT0, P A 

6002210266 

PH 


BURDETTEi T E 

Q003510125» 

50-389 

0 

CAPHTON. D L 

8003190902* 

50-307 

Q 

CASEV, S S 

8003200259 

PR 


BURGESS, D 

BOO 3050 S 07 

50-320 

H 

CAPHTON. D L 

e0032S0277« 

90-334 

Q 

CASEY. S B 

G003200309* 

PR 


BURKE^ D J. 

QOCSl'SOeSE* 

50-280 

Q 

CAPOWSKti J J 

0003260906 

50-320 

0 

CATANIA, J V 

8003190B54* 

70-1201 


BURKHARDT.M 

G0030A0144 

70-1257 


CAPRA. R A 

0003040309 

TOP REP 


CATCHPOLErG J 

8003060028 

40-8745 


BURKHATtDT.U 

B00307012£> 

70-29 


CAPRA. R A 

0003310133 

50-269 

P 

CATCHPOLE,G J 

8003240134 

40-8673 


BURKHARDT.tl 

S00304CI70 

70-135 


CAPRA. R A 

8003100021 

50-269 

P 

CATCHPDLE.G J 

6003030604 

40-0749 


BURKKARDT, M 

eooaaoolu 

70-764 


CAPRA. R A 

0003190429 

50-267 

P 

CAVANAUGH, W 

8003100051 

50-368 

P 

SURKHARDT.U 

0003070172* 

70-B 


CAPRA. R A 

0003190016 

50-312 

P 

CAVANAUGH, W 

6003260396 

90-313 

F 

BURKHAROTtM 

0003240300 

70-0 


CAPRA. R A 

6003190716 

90-269 

0 

CAVANAUGH. W 

8003 20 04 78 

90-313 

P 

BURKHAR:DT»H 

0003270054 

70-135 


CAPRA. R A 

80033 1 0004* 

50-312 

T 

CAYOT, R F 

B00309022U 

50-133 

R 

BURKMARDT.U 

0003240505 

70-364 


CAPRA, ft A 

BO 03270 119* 

90-312 

T 

CAYOT, R F 

8003050228* 

50-133 

R 

SURKSr^f C 

0003200140 

40-4472 


CARBON. H W 

0003040336 

NUREO 


CEUICH0WSKI,8 

8003280310* 

90-207 

H 

BURNETT, R F 

0003040275 

70- 1 1 43 


CAREY. U M 

0003310372 

90-271 

1 

CERNE.A C 

8003050652* 

50-423 

Q 

BUR8TEIN, 6 

8003260372 

50-266 

P 

CARLON.J E 

6003310376* 

50-424 

Q 

CERNE.A C 

8003170909* 

50-423 

Q 

BURSTEIN, S 

8003310105* 

50-266 

H 

CARLSON. R T 

0003040077* 

50-412 

Q 

CHAHANIA,F P 

8003250373 

50-449 

H 

BURTTiv# 0 

0003130207* 

PROJ 


CARLSON, ft T 

8003030100 

90-322 

Q 

CHAKRABORTY, 8 

0003040319* 

TOPREP 


BURI^ELt, 8 S 

0003250476 

50-445 

A 

CARLSON, ft T 

8003050034 

90-322 

a 

CHAMANIA,F D 

6003270513 

90-445 

H 

BURUELL. S B 

0003210074 

50-445 

A 

CARUaON.R T 

0003050648 

30-423 

0 

CHAN, T 

6003110044 

PR 


BURUELl., 8 B 

8003310242 

50-445 

F 

CARL80N. R T 

6003060329 

50-423 

0 

CHAN,C K 

8003290270 

NUREO 


BUSCHBACH.T C 

8003250174 

NUREO 


CARLSON. R T 

60032802 96* 

30-412 

a 

CHAN. T 

0003180281 

PR 


BUSCHift M 

0003140259 

50-522 

0 

CARLSON. R T 

6003060346 

90-307 

8 

chananiA,f D 

8003240540 

50-445 

M 

BUSHVHEADiO Y 

0003140137* 

50-556 

0 

CARLSON. R T 

8003060337 

90-307 

B 

CHANANtA,F D 

80032904B3 

50-449 

M 

BUTCHER, E J 

0003130114 

CONTRACT 


CARLSON. R. T 

0003070170 

90-410 

S 

CHANANIA.F D 

0003030072 

90-445 

M 

aUYUKHIHCliC 

0003240177 

71-376 


CARLSON. ft r 

8003060175 

50-410 

B 

CHANANIA.F P 

0003030127 

90-449 

H 

BYRD*H F 

80032601144 

FOIA 


CARLSON. R T 

8003190905 

50-423 

Q 

CHANANIA.F D 

8003030079 

90-449 

H 

BYRNE^S r 

0003180183* 

50-285 

P 

CARLSON. R T 

8003190916 

50-307 

Q 

CHANANIA/F D 

800304G667 

90-449 

H 

CABA^E 

0003130467* 

50-346 

R 

CARLSON. R T 

0003060165 

50-410 

0 

CHANANIA.F D 

8003100062 

90-445 

H 

CAHIUL.U J, 

6003040307 

50-247 

Q 

CARLSON. R T 

8003200226 

50-322 

0 

CHANANIA.F P 

6003170628 

90-449 

M 

CAHILL, U J 

0003190274* 

50-247 

Q 

CARLSON. R T 

8003040030 

50-354 

8 

CHANANIA.F D 

0003170917 

90-445 

M 

CAHILL, H J 

6003130357* 

50-247 

P 

CARLSON. R T 

8003290309 

90-482 

8 

CHANANIA.F D 

6003310064 

90-449 

M 

CAHILL, H J 

0003030520 

50-247 

0 

CARLSON. R T 

0003060177 

90-359 

8 

CHANANIA.F D 

8003250404 

50-445 

H 

CAHILL, H J 

6003050237 

50-3 

R 

CARLSON. R T. 

0003260414 

90-307 

S 

CHANANIA.F D 

8003310032 

50-443 

M 

CAHILL, H J 

8003170168 

50-3 

P 

CARLSON, R T 

B0032B01S2 

50-354 

0 

CHANDRA8EKARAN 

6003040507* 

50-280 

ft 

CAHILL, H J 

0003170316 

50-247 

P 

CARLSON, ft r 

8003280208 

90-412 

0 

CHANDRA8EHARAN 

8003090477* 

50-344 

R 

CAHILL, H J 

8003100470 

50-3 

ft 

CARLSON, ft T 

8003040070 

90-412 

Q 

CHANDRA8EHARAN 

8003110586* 

50-344 

R 

CAHILL, H J 

8003100503 

50-247 

ft 

CARLSON, R T. 

0003060234 

90-354 

S 

CHANDLER, L J 

8003100023 

50-320 

0 

CAHILL, H J 

0003180550 

50-247 

P 

CARLSON. R T 

0003060019 

90-307 

8 

CHANDLER, L J 

8003190309* 

50-445 

0 

CAHILL. M J 

8003240527 

50-3 

R 

CARLSON, R T 

8003060062 

90-387 

8 

CHANDLER, L J 

6003040712* 

50-445 

0 

CAHILL. H J 

0003250506 

50-3 

ft 

CARLSON, R T 

80032B0283 

50-412 

0 

CHANDLER. L J 

0003080140 

90-061 

0 

CAHILL. H J 

6003290464 

50-247 

P 

CARLSON, J 0 

0003060623* 

50-397 

0 

CHANDLER, L J 

8003200117 

50-020 

H 

CAKM, A L 

6003240603 

REOOD 


CARLSON, J D 

0003060446* 

50-200 

0 

CHANDLER, L J 

8003250316 

50-061 

0 

CAIN, J. 

6003200640 

WASTE KOT 

CARR.H 

0003250292 

PR 


CHANDLER. L J 

0003170128 

90-020 

0 

CALHOUN. J R 

8003060074 

71-6144 


CARR. 6 E 

8003 170290* 

CONTRACT 


CHAPLIN, B D 

8003110575* 

50-320 

8 

CALHOUN. J R 

8003120371 

71-6206 


CARR. A U 

8003130210* 

90-344 

0 

CHAPLIN, S D 

80031 10677* 

90-320 

8 

CALHOUN. J R 

8003040572 

50-276 

0 

CARREL, M B 

8003200315* 

90-209 

M 

CHAPLIN, 8 D 

0003110996* 

90-320 

8 

CALHOUN, U. R 

8003040607 

50-257 

6 

CARRICK, J 

8003170180 

50-294 

ft 

CHAPLIN, g P 

8003180954* 

90-320 

s 

CALHOUN, J R 

8003050490 

50-257 

a 

CARRIER, W B 

8003310236 

40-2061 


CHAPLIN, 8 P 

8003290560* 

90-320 

e 

CALHOUN, J R 

0003070355 

50-260 

0 

CARROLL, J, T 

0003170098 

90-219 

8 

CHAPLIN, S D 

8003290960* 

90-320 

B 

CALHOUN, U R 

0003070372 

50-260 

8 

CARROLL, J T 

0003170330 

90-219 

8 

CHAPLIN, B D 

0003290474* 

90-320 

B 

CALHOUN, U R 

0003110678 

50-296 

8 

CARROLL, J T, 

6003170324 

50-219 

8 

CHAPLIN, 8 D 

8003310204* 

90-320 

B 

CALHOUN. J R 

3003120415 

50-259 

0 

CARROLL. D E 

6003110264 

ORO 


CHAPMAN, U. D 

60033 101 55 

RES 


CALHOUN, J R 

0003110621 

50-260 

8 

CARROLL, D E 

6003110270 

90-10 

Q 

CHARNQFF. 0 

8003030501 

90-266 

0 

CALHOUN, J R 

8003170460 

50-257 

8 

CARROLL, D E 

6003120069 

GRO 


CMARNOFF, 0 

8003030526 

90-266 

G 

CALHOUN, U R 

0003170480 

50-259 

8 

CARROLL, D E 

6003120079 

90-10 

Q 

CHARNOFF, 0 

8003030936 

90-266 

G 

CALHOUN, J, R 

0003180527 

50-260 

B 

CARROLL, D £ 

6003)40148 

90-10 

0 

CHARNOFF, 0 

8003060468 

90-266 

P 

CALHOUN, U, R, 

8003100531 

50-260 

8 

CARROLL, D E, 

0003140149 

ORO 


CHASE. D K 

8003270046 

90-574 

0 

CALHOUN, J R 

8003100574 

50-257 

8 

CARROLL, 0 E 

6003190092 

ORO 


CHABErG. R 

800G2B0602* 

40-8452 


CALHOUN. U R 

8003180537 

50-260 

8 

CARROLL. D E 

0003190067 

90“ 10 

Q 

CHASE. J. W 

8003290177* 

90-257 

Q 

CALHOUN. J R 

8003100557 

50-276 

8 

CARROLL, 0 E. 

0003190297 

ORO 


CHAU, H 

8003090901 

TOPREP 


CALHOUN. J R 

8003100541 

50-259 

8 

CARROLL. 0 E 

0003190301 

90-10 

P 

CHEATUMiE L 

6003290207 

90-466 

G 

CALHOUN. U R 

8003160610 

50-299 

0 

CARROLL, 0 E 

0003120596 

GRO 


GHERN.H S 

8003 120623 

REB 


CALHOUN. U R 

6003100611 

50-259 

8 

CARROLL. D 

0003140410 

90-10 

0 

CHERRY, M M 

0003310177 

90-494 

0 

CALHOUN. R. 

6003200461 

90-327 

8 

CARROLL. D E. 

0003120260 

one 


CHEUNG, Y L 

8003200390 

NUREO 


CALHOUN. U R 

0003210535 

90-260 

8 

CARROLL. 0 E 

0003120262 

90-10 

0 

CHlANOl.N J 

80030306J2 

90-400 

A 

CALHOUN. U R. 

0003260566 

90-260 

8 

CARROLL. 0 E 

0003140301 

90- to 

Q 

CHIANOI.N J, 

8003110619 

90-400 

8 

CAMPBELL , T, E 

8002130572* 

TOP REP 


CARROLL, D E. 

0003140303 

one 


CHIANOIiN J 

8003110624 

90-400 

s 

CAMPBELL, H. 

0003120411 

70-1029 


CARROLL. 0 E 

0003160014 

90-10 

0 

CHILOB, W V, 

8003210492* 

90-333 

S 



H18C 


CARROLL. D. E 

0003260501 

GRG 


CHILDB, W V 

8003240490* 

90-333 

8 



50-312 

0 

CARTER. K M 

0003090629* 

90-209 

G 

CHtLK, 0 J 

8003060386* 

FOIA 




50-312 

<1 

CARTER. K H 

0003090614 

90-209 

0 

CHILK, 8 J. 

8003200467* 

90-443 

0 



50-510 

0 

GARTER. K U 

0003240006 

90-209 

G 

CHILK.B J 

8003060383* 

90-546 

U 



50-390 

0 

CARTER. R 8, 

0003200242 

90-104 

P 

CHILK, 0 J. 

8003190061* 

lOCFfi 




50-395 

a 

CARTHRIOHT, W. R. 

0003040629* 

90-330 

8 

CHILK. 8 J, 

8003170096 

lOCFR 




50-327 

Q 

CARTHRIOMT.H R. 

0003040634* 

90-330 

8 

CHILK, 8. J. 

8P03060414* 

FOIA 




50-390 

3 

CARTHRIOHT.H R 

0003060589* 

90-336 

8 

CHtLK, e J 

6003130386* 

tOCFR 




50-553 

0 

CARTWRIGHT. W»R. 

0003110096* 

90-330 

0 

CHtLK, S. J. 

8003130378 

lOCFR 




50-390 

<k 

CAflTHRlOHT. W,R 

8003140393* 

90-330 

B 

CHtLK, 8 J 

8003200482* 

90-443 

0 



50-510 

<k 

CARTWRIGHT, W R 

0003170379* 

90-330 

8 

CKILKrS J 

8003110429* 

lOCFR 




50-430 

0 

CARTWRIGHT, W. R. 

0003100570* 

50-330 

6 

CHtLK, 8, J, 

8003 HO 175 

PRM 




90-320 

T 

CARTWRIGHT, M. R 

0003210461* 

90-330 

8 

CKILKrS. J 

6003170004* 

lOCFR 




90-249 

0 

CARTWRIGHT. W. R, 

0003240460* 

90-330 

8 

CHtLK, 8. J 

8003110238 

NUREO 




90-317 

0 

CARTWRIGHT. W, R. 

0003240473* 

90-330 

8 

CHtLK, 8. J 

8003110261 

lOCFR 




PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 
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AUTHOR 

ACCESS I ON 
NUMBER 

8 L 

CHtLK, S J 

00031 10276 

90-320 

Q 

CLAYTON. F L 

8003100187 

90-348 

K 

COLOMBO, P 

GOD3D30221 

NUR 

CHILK. 5 J 

8003110310 

90-320 

□ 

CLAYTONi F L 

8003180427 

50-348 

R 

COLOMBO. P 

6003040333 

NUf 

CHILK. 8 J 

8003110423 

lOCFR 


CLAYTON. F L 

9003180599 

50-348 

R 

CCLOMBO. P 

6003040234 

NUf 

CHILK. B J 

0003170091 

lOCFR 


CLAYTON, F L 

9003180329 

50-364 

A 

COLOMBO. P 

6003200316 

NUf 

CHILK,9 J 

e0030SOS40 

lOCFR 


CLAYTON. F L 

8003190459 

50-348 

R 

COLOMBO. P 

6003200326 

NUR 

CHILKiS J 

0003170015 

lOCFR 


CLAYTON. F L 

8003190536 

50-364 

Q 

CDLOM. T E 

6003190888# 

50- 

CHILKiS J 

aooai70024« 

lOCFR 


CLAYTONi F L 

8003240306 

50-348 

8 

COLTON. E 

6003280176 

XPO 

CHILK 18 J 

9003 t 10067 

lOCFR 


CLAYTON. F L 

8003240541 

50-364 

A 

COLUMBO.R N 

8003260594* 

50- 

CHILKiS j 

8003120127 

lOCFR 


CLAYTONi F L 

8003260556 

90-340 

P 

COLVILLE. J 

8003130103# 

50- 

CHILKiS j 

8003170022 

lOCFR 


CLAYTONi F L 

8003240285 

50-364 

A 

COLVILLE. J 

0003130111# 

50- 

CHILKiS j 

8003110114 

lOCFR 


CLAYTONi F L 

8003240427 

50-364 

A 

COMANOR. P 

8003240609 

40- 

CHILK 18 J 

0003170008 

lOCFR 


CLAYTONi F L 

9003200641 

50-348 

P 

COMBATALADE. E 

8003040674 

50- 

CHILKiS U 

8003030012 

FOIA 


CLAYTON. F L 

8003250514 

50-349 

P 

COMBS. F 

0003190339* 

FOI 

CHILK. B J 

9003120216 

lOCFR 


CLAYTON. F L 

8003310371 

50-349 

5 

COMPTOR.R M 

8003270260# 

SO- 

CHILK. 8 U. 

8003130050 

90-272 

0 

CLAYTON. F L 

8003180596 

50-348 

P 

CONG EL. F. U 

80031 10309 

NUR 

CHILK. a J 

8003110144 

MUREO 


CLEETON. A R 

8003190060 

50-471 

0 

CONOEL.F J 

7909070962 

50- 

CHILKiS j. 

8003050244 

lOCFR 


CLEMENTE. C J 

8003130502 

50-201 

P 

CONLON. T E 

800321 0323# 

50- 

CHILKiS U 

8003050251 

lOCFR 


CLEMENSQN. F 

8003040668# 

50-344 

0 

CONLONi T. E 

8003310026# 

50- 

CHILKi s. j. 

8003110132 

REOOO 


CLEMEN 8 ON 1 F 

0003040677# 

50-344 

0 

CONLON. T. E 

8003250074# 

SO- 

CHILKiS j 

8003120229 

lOCFR 


CLEMEN90N. F 

0003250309# 

50-344 

0 

CONLON. T. E 

8003120246# 

50- 

CHILKiS j 

8003120241 

lOCFR 


CLEMENSQN. F 

7903020183 

MI SC 


CONLON. T E 

0003190721* 

50- 

CHILKiS j 

8003070020 

50-443 

Q 

CLEMENTS. N L 

0003240182# 

90-266 

P 

CONLON. T E 

8003190833# 

50- 

CHILKiS j 

8003070335 

90-466 

0 

CLEVELAND. N 8 

8003130344# 

OA999 


CONLON. T E 

8003190581# 

50- 

CHILK. Q J 

8003070 1B7 

70-2623 


CLIADAKIB. U 

7909070569# 

50-320 

H 

CONLON. T E 

8003270317# 

50- 

CHILK. S J 

8003070019 

50-443 

0 

COCHRAN. T Q 

8003050310 

70-143 


CONLON. T E 

6003190676# 

50- 

CHILKiS, j 

8003070023 

30-200 

0 

COCHRAN. T B 

0003050315 

70-143 


CONLON. T E 

6003050297# 

SO- 

CHILKiS j 

6003070329 

30-346 

M 

COCHRAN. T B 

0003060353 

FOIA 


CONLON. T E 

B003 140016# 

50- 

CHILKi 8 J 

6003170011 

90-331 

0 

COCHRAN. T 0 

0003120170# 

70-143 


CONLON. T. E 

8003190616# 

50- 

CHILK. S. J 

6003140175 

30-273 

0 

COGGlNiC. L 

0003040572# 

50-321 

8 

CONLONrT E 

9003210261# 

50- 

CHILKi 9 J. 

6003140183 

50-2B9 

0 

COGGiNiC L. 

0OO3O4O55S# 

90-366 

8 

CONLONrT E 

8003310091* 

50- 

CHILKiS j 

8003800094 

50-482 

0 

CQGGIN.C L 

8003110618# 

50-321 

R 

CONNER. T 8 

0003040662 

50' 

CHILKi 8 J, 

8003260291 

30-922 

0 

COGGIN.C L 

8003210455# 

90-321 

B 

CONNER* T B 

0003050153 

SO- 

CHILKi 8 J 

8003260244 

30-272 

0 

CQGGIN.C L 

8003210438# 

ao-366 

8 

CONNER* T B 

8003170446 

50- 

CHILKi S, j 

6003280043 

30-273 

0 

COGGINS. C L 

0OO326O5SS# 

50-321 

6 

CONNER*? B 

6003030153 

50- 

CHILKiS j 

8003200135 

30-946 

0 

COGGIN.C L 

8003250399* 

90-366 

S 

CONNELL. C 

8003160401# 

50* 

CHILKiS j 

6003200131 

30-482 

0 

COHEN. D. 

0003180202 

PR 


CONNER*? B 

8003040261 

50- 

CHILKi 6 J 

6003310227 

30-289 

0 

COHEN. I 

80031 903B2# 

70-135 


CONNER*? D 

6003040272 

50- 

CHILKiS j 

8003310233 

30-329 

0 

COHEN. I 

80031902B5# 

70-820 


CONNER.? B 

8003040037 

50' 

CHILKiS j. 

B0D327O021 

50-247 

0 

COLEMAN. A C 

8003070386 

50-311 

0 

CONNER* E L 

8003240026 

50- 

CHILKi 8 J 

6003270033 

90-309 

0 

COLEMAN. E 0 

9003110633 

50-272 

0 

CONNER* E L 

8003270206 

50' 

CHILKiS j. 

8003270026 

50-409 

0 

COLL. N. A 

8003040320 

90-250 

0 

CONNOR. C 

8003 1 90498# 

50- 

CHILKiS j 

6003270095 

50-402 

0 

COLLINS. V.P 

8003100234 

PR 


CONSTABLE. 0 L 

6003120717# 

50- 

CHILK. 9. J 

0003310259 

30-400 

0 

COLLIER. 0 

a00316022a« 

TOPREP 


CONTE. R J 

0003190161 

50- 

CHILK. 8 J 

8003310240 

SO-466 

G 

COLLINS. J.M 

8003060015 

PR 


COMTE. R J 

6003100064# 

50- 

CHILTONiA D 

6003050462 

30-191 

R 

COLLINS. J T 

0003110382 

50-320 

8 

COMTE. R vl 

8003280163 

50- 

CHOi J 

8003040292 

NUREO 


COLLINS. J T 

8003190161 

50-320 

a 

COMTE. R J 

8003140134 

50- 

CHOULSB.N C 

8003 130 147* 

30-263 

0 

COLL I NS. J T 

8003280163 

50-320 

8 

COMTE. R J 

8003280147 

50- 

CHOULEB.N C 

B00a280249» 

30-303 

Q 

COLLI Na. J, T 

8003140134 

50-320 

fi 

CONWAY. W F 

8003040469 

90- 

CHOH.E T 

800328019 ll» 

90-266 

Q 

COLLINS. J T 

6003260157 

50-320 

6 

CONWAY. W F. 

8003040476# 

50- 

CHRISTMANr J N. 

8003260597 

30-330 

G 

COLLINS. J T 

6003280147 

90-320 

6 

CONWAY. W F. 

8003060350 

50- 

CHRlBTENSENiB 

8003170334 

30-344 

Q 

COLLI N 6 .R E 

6003060426# 

50-267 

Q 

CDNWAV.W F 

6003060556# 

50- 

CHRISTIAN. R.C 

8003100129 

NUREO 


COLLINB.R 

6003250160# 

50-267 

0 

CONWAY. W F 

8003190644 

50- 

CHRIBTENSURY.E 

8003240236 

30-400 

A 

COLLINS. J T 

6003050229 

50-320 

P 

CONWAY. F 

8003200254 

50- 

CHRIBTENBURY. E 

8003240209 

H18C 


COLLINS. U T 

8003050220 

50-320 

P 

CONWAY. M F 

8003210570 

50- 

CHRISSOTlMOSiN. 

0003060712# 

30-263 

8 

COLLINS. J T 

8003050223 

50-320 

P 

CONWAY. W F 

8003240436 

50- 

CHRIsaoTIMOB. H. 

6003060727# 

90-263 

S 

COLLINS. D M 

8003190397# 

FOIA 


COOK. N 9 

6003 1 1 0044 

PR 

CHR1980TIH08. N 

6003130926 

50-263 

8 

COLLINS. J T 

6003130129# 

90-320 

P 

COOK. O.W 

6003 1 1 0033 

PR 

CHURCHILL. & H 

7910310129# 

50-346 

0 

COLLINS. U T 

6003130120# 

50-320 

P 

COOKiG M 

8003200477 

50 

CIE 8 LA. T A 

6003190576# 

90-249 

6 

COLLINS. J.T 

6003130117 

50-320 

P 

GOOKiR A 

8003040113 

PR 

CIEBZKlEWlCZiS 

8003190493# 

50-10 

R 

COLLINS. J T 

6003130326 

50-320 

P 

COOK. J 41 

B00304054B# 

SO- 

CLARK. E M 

8003060128# 

50-209 

0 

COLLINS. J T 

6003130205 

50-320 

P 

COOK. J M 

6003110475# 

SO 

CLARK. M, E 

8003260406# 

30-320 

K 

COLLINS. U T 

0OO3iao:?2? 

50-320 

F 

COOK. J. 

8003 1 30503 

SO 

CLARK. D. R 

8003310050* 

30-320 

H 

COLLINS. U T 

8003130303 

50-320 

P 

CODK. 0. W, 

80031 8028 1 

PR 

CLARK. L. 

8003160341 

30-20 

P 

COLLINS, J T. 

6003130309 

SO-320 

P 

COOK. NOW 

Q0D31 00237 

PR 

CLARK. L 

60031B0977 

30-20 

P 

COLLINS. J T 

8003130295 

90-320 

P 

COONEY. M. J 

6003120726 

50 

CLARK. J, R 

6003200154# 

lOCFR 


COLLINS. J T 

8003130322 

50-320 

P 

COONEY. M J 

6003120746 

50 

CLARK. J R 

8003090041 

50-201 

H 

COLLINS. J T. 

8003 1303 16 

30-320 

P 

COONEY. M J 

8003030463 

50 

CLARKj j R 

8003040317 

50-201 

F 

COLLINS. J T 

8003170116 

30-320 

F 

COONEY. M J 

6003070349 

50 

CLARK. R. 

8003310441# 

PROJ 


COLLINS. J T 

6003170119 

50-320 

P 

COONEY. M. J 

6003120504 

50 

CLARK. 0 

8003200410# 

50-254 

8 

COLLINS, 0 T. 

6003310072 

30-320 

H 

CODNEYi M J 

6003160555 

50 

CLARK. R J, 

8003280631 

50-277 

P 

COLLINS. U T, 

6003250273 

30-320 

P 

COONEY I M. J 

6003160567# 

50 

CLAY.E, L. 

8003240996# 

70-1131 


COLLlNBiU T- 

6003250261 

50-320 

P 

COONEY. M Jh 

6003160373 

SO 

CLAYTON. F. L 

8003290212# 

50-340 

Q 

COLLlNSiJ T 

6003250254 

50-320 

P 

COONEY. M J 

6003180582# 

50 

CLAYTON. F L. 

8003240072 

50-364 

Q 

COLLINS. ^1, T. 

6003310458 

50-320 

P 

COONEY, M. J 

6003180407 

50 

CLAYTON. F L 

8003050469 

30-364 

A 

COLLINS. J T 

8003310085 

30-320 

R 

COONEY. M U 

8003180593# 

50 

CLAYTON. F L 

8003110974 

90-340 

R 

COLLINS. J. T, 

6003120704 

30-320 

P 

COONEY. M J 

6003240463 

50 

CLAYTON. F L 

9003240091 

50-348 

0 

COLOMBO. R W. 

6003040619# 

30-3 12 

8 

COQNEYi M. J 

8003180386 

50 

CLAYTON. F U, 

6003090372 

50-348 

P 

COLOMBO. R U 

8003060560# 

90-312 

8 

COONEYi M J 

6003280429 

SO 

CLAYTON. F L. 

0003210966 

50-348 

<k 

COLOMBO. R. M 

6003060587# 

30-312 

6 

COONEYi M J 

6003280439# 

50 

CLAYTONi F. U 

6003040915 

50-348 

R 

COLOMBO. R W 

6003110616# 

30-312 

6 

COONEYi M J 

8003310363 

50 

CLAYTONi F. L 

600309001 4 

90-348 

B 

COLOMBO. R. U, 

6003110631# 

50-312 

8 

COOPER. J 

6003040659# 

SO 

CLAYTON. F L. 

8003090449 

50-348 

R 

COLOMBO. R N 

6003170306# 

30-312 

R 

COOPER. J. 

6003240429# 

50 

claWon. F. L 

8003120992 

90-348 

P 

COLOMBO. R N 

8003260596# 

30-312 

6 

COOPER. J 

6003260544# 

50 

CLAYTON. F. L 

8003240269 

50-348 

0 

COLOMBO. R. U. 

6003180574# 

30-312 

8 

COPELAND. J 0 

6003060046 

SO 

CLAYTON. F. L. 

6003240020 

90-346 

Q 

COLOMBO. R U 

6003190561# 

30-312 

8 

COPELAND* J 0, 

6003270128# 

SO 
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CATEGORY 

AUTHOR 

COPELAND. J 0 

8003370137# 

50-445 

M 

crater, j 

COPELAND. R U 

9003190331 

50-537 

A 

CRAWFORD. T V 

COPELAND. R L 

e0033t01Al 

50-537 

A 

CREED. J. R 

CORBETT. J 9 

9003120377 

71-6275 


CREWS. E H 

CORBETT. J S 

e003i?01S2 

71-6375 


CREWS. E H 

conoANr.R A 

800331033? 

70-27 


CREWS. E H 

coRdani.r a 

6003310221 

70-27 


CREWS. E H 

CORELLI. M D 

60031 90333* 

50-537 

A 

CREWS, e « 

CORNELL. C A 

6003270-^23# 

TOPREP 


CREWS. E H 

CORREA. M, A 

60031 30 A7a 

50-10 

J 

CREWS, e K 

CORREA. C 

6003160626 

50-272 

J 

CREWS. E H 

CORREA. H A 

6003110498 

50-272 

J 

CREWS, E K 

CORREA. K A 

600311065? 

50-272 

J 

CREWS. E H 

CORREA. C 

6003180360 

50-346 

J 

CREWS. E H 

CORSANICO. 0 

6003270114 

50-318 

T 

CREWS. E H 

CORSANICO. 9 

6003310003 

50-312 

T 

CREWS. E H 

CORYELL. D P 

6003310266# 

50-332 

Q 

CREWS. J L 

GOaTELLO.O J 

6003180459# 

50-280 

R 

CREWS. J L 

COSTELLO. J R 

6003140227# 

QA999 


CREWS. J L 

COTTLE. W T 

6003310257# 

50-327 

Q 

CREWS. J.L 

COTTLE. M T 

6003190610# 

50-327 

0 

CREWS, J L 

COUGHLIN. 1. 

8003060459* 

50-352 

u 

CREWS. J L 

C0UN3IL.N 0 

60D31700B6 

PR 


CREWS. J L 

COUNSrL.M 0 

8003110557 

50-213 

p 

CREWS, J L, 

C0UN8IL.M 4 

0003110496 

50-213 

F 

CREWS. %l L 

CQUNStL.W C 

6003270343 

50-213 

0 

CRiesoriHos.N 

COUHSIL.H 0 

6003110455 

50-213 

P 

CROCKER. H W 

COUNStLrU 0 

60031 4 0293 

50-213 

P 

CROCKER. H W, 

COUNSEL. U 0 

6003170338 

50-213 

P 

CROCKER. H W 

COUNBIL.H 0 

6003280260 

50-213 

P 

CROCKER. H W 

COUNSiLrU & 

0003050100# 

50-245 

Q 

CROCKER, H W 

COUNSILrU & 

6003060473 

50-249 

Q 

CRQNIH. R W 

COUN8IL. H & 

80031 1*0489 

50-336 

P 

CRONIN. R M 

COUNStL.U 7 

6003110470 

50-245 

F 

CROSS, J M 

COUNSIL, M ft 

6003110461# 

50-245 

F 

CROBSHANpH a 

COUNSTL.H ft 

6003270343 

50-213 

Q 

CROSSHAN. U A 

COUNSTL. H ft 

6003100247 

50-336 

P 

CROSfiHAN. H A 

COUNSrU. H ft 

6002190046 

PR 


CROSSHAN. H A 

COUN8IL. W ft 

6003190214# 

50-249 

0 

CROSSHAN. H A 

COUNSTL, H ft 

6003140064 

50-423 

Q 

CfiOaaMAN,W A 

COUN81L. W ft 

6003180673 

50-336 

ft 

CROSSHAN, H A 

GQUNSIL. H 0 

6003030466 

TOPREP 


CR086HAN. H A 

C0UN8IL. H 0 

6003110416 

90-845 

P 

CROBSHANrW A 

COUN8IL. H 0 

6003160335 

50-249 

P 

CRG8SHAH. H A 

CQUR8IL. H ft 

6003180634 

50-336 

P 

CROSeHAN. H A 

COUNaiL. H ft 

0003160348 

50-213 

P 

CROUSE. R P 

COUNBILrH ft 

0003100595 

90-213 

P 

CROUSE, R P 

CQUNfilL. H ft 

0003210527 

90-213 

P 

CROUSE. R P 

COUNSIL. H ft 

0003260385 

90-213 

P 

CROUSE. R P 

COUN8IL. W ft 

8003270405 

90-213 

P 

CR0U8E.fi P. 

COUNSIL. H ft 

6003260365 

50-245 

P 

CROUSE. R P. 

COUAP « C 

6003270046 

50-574 

Q 

CROUSE. R P 

COUDEN.O H 

6003190635# 

90-445 

H 

CROUSE. R P 

COHO ILL. C.U 

6003190912# 

90-333 

ft 

CROUSE, ft P 

COHO ILL. C. U 

8003060320# 

90-317 

ft 

CROUSE, ft P 

COHOILL. C. 

8003190178 

50-878 

8 

CROUSE, ft P 

COX.T.H, 

6003280642 

TOPREP 


CROUSE, R P. 

CRANE, P. A. 

6003130132 

50-279 

ft 

CROUaE.R P 

CRANE. P A 

0003100070 

50-279 

ft 

CROUSE. R P. 

CRANE. P A 

6003120739 

90-279 

ft 

CROUSE. R P. 

CRANE. P A 

8003 100009 

50-275 

Q 

CROW,W T 

CRANE. P A 

6003120700 

90-133 

Q 

CROW, H* T 

CRANE. P A 

6003040680# 

50-279 

ft 

CROW,H T. 

CRANErP A 

8003290170 

90-279 

A 

CROW.H T 

CRANE. P A 

6003250175# 

50-279 

A 

CROW, H T. 

CRANE. P A 

8002130332 

50-279 

A 

GROW.W T 

CRANE. P A 

8003170146 

90-279 

ft 

grow.h t 

CRANE. P A 

8003190066 

90-279 

A 

CROW.H T, 

CRANE. P A 

6003270511 

50-279 

Q 

CROW.W T 

CRANE. P A 

8003190908 

50-279 

H 

GROW.W T 

CRANErP A 

9003040212 

50-279 

F 

CROW. H, T 

CRANE. P A 

6003050212 

90-133 

R 

CROWrW T 

CRANE. P A 

6003060564 

90-275 

A 

CRQW.W T 

CRANEiP A 

6003260592 

90-275 

A 

CROWrW T. 

CRANE. P. A 

6003260159 

90-133 

Q 

CROW.W T 

CRANE, P A 

6003190453 

90-133 

J 

CROW.W T, 

CRANErP A 

6003160553 

90-133 

8 

CRQW.W T. 

CRANErP A 

8003160481 

90-275 

A 

CROWLEy. E. R 

CRANErP. A 

6003200626 

50-279 

6 

CROWLEY/ 6 R 

CRANErP A 

6003260631 

90-279 

A 

CftOMLEYr B. R 

CRANE. P A 

8003260526 

90-275 

A 

CRUM.R. K 

CRANErP A 

8003260003 

50-275 

ft 

CUUefiiP L 

CRANErP A 

6003260647 

50-275 

A 

CULVERi N W 

CRANE. P A 

6003270381 

60-279 

F 

CUMMlMfta.W L 

CRANSTON, A, 

6003250192 

so-iao 

U 

CUNNINOHAH. ft. E. 
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6003 110520 
6003250157# 

90-352 

70-754 

0 

CUNNINGHAM. 0 E 
GUNN 1 NOHAM. 0 E 

8003290603 

8003200217 

70- /54 

71- 9049 


6003190451 

50-282 

S 

CUNNINGHAM, ft E 

8003200413 

71-9136 


6003240460 

90-399 

8 

CUNNINOHAM. ft W 

0003050196 

50-320 

P 

6003240496 

90-399 

8 

CUNNINGHAM, ft W 

BO03 130296* 

Prog 

6003240461 

50-395 

S 

CUNNINOHAM. M E 

0003310101# 

FOIA 


6003140372 

50-395 

R 

CUNNINOHAM. M E 

0003200493 

NUREO 


6003030499 

50-399 

8 

CUNNINOHAM. M, E 

8003030224 

NURCft 


6003240168 

50-395 

ft 

CUNNINOHAM. 0 H 

8002290049# 

50-320 

P 

6003030456 

50-395 

8 

CUNNINOHAM, A U 

8003190623# 

50-299 

ft 

0003030461 

50-393 

6 

CUNNINOHAM, R E 

0003060113 

70-364 


8003060632 

90-395 

8 

CUNNINOHAM. R E 

0003050092 

70-1143 


6003070389 

90-399 

9 

CUNNINOHAM, R E 

6003050114# 

70-1143 


B003240367 

90-393 

8 

CUNNINOHAM. R E 

8003100234 

PR 


8003030202 

50-399 

K 

CURNANE. R A 

9003140200# 

0A9?9 


6003170439 

50-399 

8 

CURRAN. J M 

8003040692# 

50-206 

8 

6003120663# 

90-312 

ft 

CURRAN. J M 

6003100306 

50-206 

R 

6003260437# 

90-206 

0 

CURRAN. J M 

6003280460# 

50-206 

S 

6003060616 

90-397 

0 

CURRAN.J M 

6003260427# 

50-206 

8 

6003050119# 

50-206 

ft 

CURTIS. N W 

6003 140425# 

90-367 

P 

6003060440 

50-268 

ft 

CURTIS, N W 

6003140419 

50-367 

P 

8003070011 

50-312 

Q 

CURTIS, N W 

9003140432# 

50 307 

P 

6003050109 

30-206 

ft 

CURTIS, N W 

8003060536 

50-307 

0 

6003120652 

50-312 

Q 

CURTIS. N W 

0003260423# 

50-387 

8 

6003260430 

90-206 

ft 

CURTIS, N W 

6003040281 

50-387 

0 

8003060739# 

50-254 

S 

CURTIS, N W 

8003140072 

50-307 

Q 

6003200643# 

50-219 

0 

CURTia.N W 

8003060403 

50-307 

A 

6003090367 

70-139 


CURTIB. N W 

8003060525 

50-307 

K 

6003040026# 

70-607 


CURTIS. N W 

6003100521 

50-367 

A 

0003030052# 

70-371 


CURTIB. N W 

0003210184 

50-367 

A 

6003190727* 

70-139 


CURTIS. N W 

6003310136 

50-367 

9 

6003240637# 

PR 


CURTIB. J R 

8003170095# 

50-433 

ft 

6003270072# 

PR 


CUTCHIN. J M 

0003240377 

90-209 

ft 

8003160352 

90-299 

P 

CYPH6RT. 8 B 

8003310064 

50*449 

H 

8003030057# 

90-445 

Q 

CYPHERT. 8 B 

8003310032 

50-445 

M 

6003130413# 

50-449 

Q 

CZECH. L 0 

0003070390 

50*3 

F 

6003130127# 

50-996 

ft 

D'ARDENNE.W H 

6003140144 

REOftD 


6003120727# 

90-496 

ft 

O'ARDENNE.W H 

0003190921 

REOOD 


6003200049# 

90-449 

0 

DAHLMAN.R C 

8003110009 

PR 


6003310237# 

90-458 

0 

OAHLSTROM.C 0 

6003130226 

XPORTLIC 


80(>32702e9« 

50-362 

Q 

DAIL. L C 

8003200610# 

50-491 

a 

8003130389 

50-499 

8 

DAIL.L C 

6003250040# 

50-491 

ft 

8003260492# 

90-482 

ft 

DAIL.L C 

60001701 1 1 

REOOD 


6003310251# 

50-445 

ft 

DAIL.L C 

8003310022 

REGGD 


0003160073* 

50-445 

ft 

DAIL.L C 

0003210159 

50-409 

Cl 

6003070069* 

50-346 

0 

DAIL.L C 

0003060187 

50-491 

ft 

6003040482 

90-346 

P 

DAIL.L C 

8003200606 

50-491 

ft 

6003100133 

90-346 

P 

DALE. L F 

6003260271 

90-416 

ft 

8003280629 

90-346 

ft 

DALE.L.F 

8000190616# 

50-416 

ft 

6003160361 

50-346 

P 

DALE.L F 

8003030959 

90-416 

8 

6003160364* 

50-346 

P 

DALE.L F 

6000240396 

50-416 

ft 

6003180390 

50-346 

P 

DALE. L F 

0003120594 

50-416 

A 

8003180339 

90-346 

P 

DALE.L F 

0003070368 

50-416 

ft 

8003210442 

90-346 

P 

DALE.L F 

6003070370 

go-416 ' 

S 

8003240385 

90-346 

P 

DALE.L F 

0003240269 

50-416 

ft 

6003280471 

90-346 

P 

OALLINOER.J F 

8003250612 

71-9028 


8003280960 

90-346 

P 

OALTROFF. 6 L 

8003040165 

50-277 

ft 

6003280479 

90-346 

P 

DAUTROFF. B L 

6003040374 

50-277 

G 

6003280460 

90-346 

ft 

DALTROFF. B L 

8003120736 

50-277 

ft 

6003310146 

90-346 

R 

DALTROFF.B L 

8003140030 

50-277 

ft 

8003120469* 

50-438 

A 

DALTROFF. 8 L 

6003110327 

50-277 

P 

6003140019 

90-390 

A 

DALTROFF, 0 L 

600311054? 

50-277 

P 

6003140023* 

90-390 

A 

DALTROFF. 8 L 

0003190547 

50-277 

8 

6003140027 

90-390 

A 

DALTROFF.B L. 

0003250576 

50-277 

P 

8003060379 

70-1100 


DALTROFF. 8 L 

6003250548# 

50-277 

P 

6003060390* 

70-1100 


DANCE. H C 

6003180265 

50-302 

8 

6003120423 

70-024 


DANCE. H C 

8003060376# 

50-259 

0 

8003060214 

70-2443 


DANCE. H G 

8003250179# 

50-259 

0 

B003060407 

70-925 


DANCE. H C 

8003190332# 

90-299 

Q 

6003290319 

90-339 

A 

DANCE. H C 

8003190193# 

90-327 

ft 

8003040708 

70-33 


DANCE. H. C 

8003190610* 

90-327 

ft 

6002270464 

70-024 


DANCE. H C 

6003050360* 

50-299 

ft 

8002270471# 

70-924 


DANCE. H C 

0003310297* 

50-327 

ft 

8003260537 

8003190998# 

40-3392 

70-1100 


DANIEL6. A 0 
DANIELSON. L J 

0003100018* 

0003130145 

50-320 

40-4492 

H 

8003260134 

70-2718 


DANIELSON. D H. 

6003200529# 

50-316 

ft 

6003260140# 

70-2718 


DANIELSON. D 

6003110367 

90-341 

0 

6003190606* 

90-993 

ft 

DANIELS. F T. 

8003280203# 

50-358 

0 

8003060248* 

90-269 

Q 

DANIEL80N. D H 

8003250075 

50-456 

8 

8003190749* 

90-910 

ft 

DANIELSON. D, H 

0003200906# 

50-266 

0 

6003070099 

80-416 

6 

DANIELSON. D, H, 

6003310422# 

50-299 

0 

8003180463 

TOPREP 


DANIELSON. D K. 

0003310124# 

50-390 

ft 

6003190942* 

90-302 

R 

danielbon.d.h 

0003050699# 

90-329 

ft 

6003140418* ' 

90-974 

0 

DANKE.H C, 

0003190979 

90-302 

8 

8003200073 

71-9926 


darmitzel.r.w* 

6003140233. 

90-70 

P 
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AUTHOR 
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AUTHOR 

NUMBER 

CATEOORY 

AUTHOR 

NUMBER 

CATEGORY 

DARMiTZELiR M 

S003l‘?04<,8 

50-70 

P 

DENNINO, R 9 

aD03310152 

RE6 


DENTON, H R 

8003100154 

MT8C 


DAVIDSONi D R 

0OOBO&O54O 

50-440 

S 

DENNY, I L 

8003290090 

40-2061 


DENTON, H R 

8003250076 

50-346 

H 

DAVIS, E R 

90033104710 

50-320 

H 

DENNY, I L 

8003190091 

40-2061 


DENTON, H R 

0003 100030 

50-275 

H 

DAVIS, A J 

90032504860 

40-0505 


DENTON, R E 

8003110365 

50-318 

S 

DENTON, H n 

80 03 U 0024 

msc 


DAVIS, R K 

0OO313OOB2O 

50-546 

0 

DENTON, H R 

8003310111# 

FOIA 


DENTON, H R 

8003190629 

50-445 

H 

DAVIS, 8 M 

0003030358# 

50-317 

8 

DENTON, H R 

8003040255# 

50-320 

H 

DENTON. H R 

0003210314 

50-320 

P 

DAVIS, 5 H 

0003050454# 

50-310 

8 

DENTON, H R 

7910260219 

ruse 


DENTON. H R 

0003070299 

50-10 

Q 

DAVIS, 8 H 

0003050476# 

50-317 

6 

DENTON, H R 

7911060016 

COMMISSION 

DENTON. H R 

8003120779 

90-220 

0 

DAVIS, 8 H 

0003170459# 

50-317 

6 

DENTON. H R 

8003270176 

50-320 

P 

DENTON, H R 

8003120767 

50-271 

0 

DAVIS, a M 

0003190531# 

50-310 

8 

DENTON, H R 

8003140155 

BECY 


DENTON, H R 

8003120794 

50-195 

0 

DAVISiS h 

0003260623# 

50-310 

S 

DENTON, H R 

8003310344# 

ORO 


DENTON. H R 

8003170209 

SO-245 

Q 

DAVIS, J P 

8003120330 

90-3 

0 

DENTON. HI R 

8003200479# 

50-443 

Q 

DENTON H R 

0003190092 

50-293 

Q 

DAVIS, J P 

0003 170379 

50-3 

0 

DENTON. H R 

8003060453# 

50-352 

U 

DENTON. K R 

0003060606 

50-410 

H 

DAVIS, J F 

8003130357# 

50-247 

P 

DENTON, H R 

8003190717 

50-128 

P 

DENTON. H R 

SOD3240329 

COMMISSION 

□AVia.L D 

6003030020 

50-596 

0 

DENTON, H R 

8003210014 

SECY 


DENTON. H R 

0003240109 

50-409 

0 

DAVIS, L D 

8003050157 

50-536 

0 

DENTON.H R 

8003170033 

50-206 

P 

DENTON. H R 

0003240100# 

50-409 

0 

DAVIS, L D 

8003090393 

50-536 

0 

DENTON, K R 

80031 70036* 

50-206 

P 

DENTON. H R 

0003100002 

50-320 

H 

DAVIS, L 0 

8003090400 

50-596 

0 

DENTON. K R 

8003170048# 

50-206 

P 

DENTON. H R 

0003100016 

50-320 

H 

DAVIS, L D 

6003060457 

50-275 

0 

DENTON, H R 

8003170093# 

50-206 

P 
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FIORELLI, G 

8003070021 

90-329 

8 

FIORELLI, G. 

8003190076 

50-329 

a 

FIORELLI, G. 

8003190088 

50-329 

0 

FIORELLI, 0 

8003310106 

90-461 

0 

FIORELLI. 0 

B0Q33 10025 

90-263 

0 

FIORELLI, 0 

8003190837 

50-496 

Q 

FIORELLI, 0. 

9003190666 

90-546 

8 

FIORELLI, 0 

8003200533 

90-946 

a 

FIORELLI, G, 

8003250500 

90-341 

B 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PIQRELLI/O 

8003290578 

50-946 

8 

FRDST. S R 

8003170158 

TOPREP 


GIANNELLI.J M 

0003190444* 

FQIA 


FIORELLIi 0 

800324.0003 

50-341 

8 

FROST, 8 R 

8003170343 

30-259 

P 

OI0DQN8. T D 

8003120246* 

50-327 

0 

FIORELLli 0 

8003280636 

50-358 

Q 

FROST. S R 

8003170301 

30-259 

P 

GIBBON. T 

8003090110* 

lOCFR 


FIORELLlj 0 

800327007 A 

go -461 

8 

FROST, 5 R 

8003250503 

50-239 

Q 

GIBBON. T R 

8003280160 

50-280 

G 

FIORELH.O 

8003060644* 

50-294 

8 

FRYE. J H 

8003040272 

NUREO 


GIBBS. C F 

0003130630* 

50-956 

H 

FIORELLIr 0 

8003060701* 

50-294 

S 

FRVLINO, ft 

8003190942* 

90-272 

0 

OIBBS.M £ 

8003130201 

90-329 

G 

FIRESTONE. E A 

800325016? 

70-1308 


FUJITA, T T 

8003260389* 

70-0 


GIBOB. h E 

8003180272 

90-596 

0 

fish. R 

8003200222 

50-10 

8 

FUJITA. T T 

8003240315* 

70-8 


GIBBS, h E 

8003180272 

90-956 

G 

FiSHERr E 

8003050194 

XPORTLIC 


FULLER. J K 

8003260961 

50-267 

0 

OIBSON.A F 

00030401 18* 

70-1201 


FISHERY C R, 

8003100197 

TDPRgP 


FURUUSH- h H 

8003280003 

50-275 

0 

GIBSON. A F 

8003120226* 

30-269 

G 

FI&HERi N L 

8003190328 

14.E 


FURR. B J 

8003100026 

50-324 

Q 

GIBSON. A F 

8003310445* 

90-280 

G 

fisher. U L 

8003200488* 

50-282 

0 

PURR. 8 J 

8003060421 

30-324 

R 

GIBSON. A F 

B0032SO524* 

50-302 

G 

fisher. U L. 

8003210043* 

SO-295 

Q 

FURR. 0 J 

8003130169 

90-324 

0 

OIBSON.A F 

8003270299* 

90-269 

Q 

fisher. h L 

8003310468* 

50-266 

Q 

FURR.B J 

8003060971 

50-261 

0 

OIDO. R G 

8003100199 

NUREO 


FISHER. U L 

8003190594* 

50-358 

0 

PUTTER, J L 

8003060420 

30-322 

0 

GILBERTS. 0 E 

8003120722 

50-263 

P 

FISHER. U L 

6003260336* 

50-2 

0 

PUTTER. J L 

8003060437* 

50-322 

0 

GILOERTBrD E 

8003130119 

30-202 

0 

FISHER, g 

8003290480 

40-8585 


OADRIEL, D 

8003180214 

PR 


GILBERTS. D £ 

0003260239 

50-263 

0 

FITHIAN.F J 

800320 0070* 

50-367 

u 

0ADDI8. C X 

800306009? 

71-6400 


GILBERTS, 0 E 

8003270099 

50-263 

Q 

FITZGERALD. J A 

B003070277* 

hi SC 


OAGLI ARDO. J E 

8003280443* 

30-206 

Q 

GILBERTS. D E 

8003310002 

50-263 

Q 

FITZGERALD. J 

8003090339* 

50-275 

A 

OAGLIARDO. J E 

8003270009* 

50-253 

0 

GILBERT. J 8 

8003100199 

NUREO 


FITZGERALD. J A 

8003050347* 

50-279 

A 

<^AKM.J U 

8003170274* 

30-267 

R 

GILBERT. L D 

8003200049* 

50-445 

0 

FITZGERALD. J A 

8003290182* 

lOCFR 


lOAKM. J W 

8003170430* 

30-267 

8 

GILBERT, L D 

0003180073* 

90-445 

0 

FLECK. H U 

8003190406* 

FQIA 


OAHM. J W 

8003250933* 

90-267 

8 

OILINSKY. V 

8003200209 

50-289 

H 

FLECK. H W 

8003190389* 

FDIA 


OAMM.J W 

B003250955* 

50-267 

6 

GILINBKY. V 

S0032B0400 

50-320 

K 

FLEISHER.Z S 

8003130096 

PR 


OAHM. J W 

8003310397* 

50-267 

8 

GILLESPIE. F P 

8003070096* 

50-296 

0 

FLEISKER.Z S 

8003130003 

PR 


OAHM.J W 

0003310378* 

50-267 

5 

OILLESPie.F P 

8003240556* 

70-1191 


FLEI8CHAKER. D 

8003120196* 

70-143 


OAHM. J U 

8003250902* 

50-267 

8 

GILLESPIE, F P 

8003210040* 

70-143 


fleischaker. d 

8003120163* 

70-143 


OAHM.J W 

8003250937* 

50-267 

S 

OILLESPIE.F P 

8003110216* 

50-250 

Q 

FLEISCHAKER. D 

6003120163* 

70-143 


OAHH. J W 

8003310334* 

50-267 

8 

OILLEaPIE. F P 

8003310263* 

70-27 


fleischaker. d 

8003250469 

50-279 

0 

CALL AG HER. h P 

6003130048* 

50-275 

H 

OILLESPIE.F P 

8003190854* 

70-1201 


FLEHING. W M 

8003190006 

WASTE MOT 

OALLAHER, D 

8003170080 

WASTE MGT 

OILLESPIE.F P 

0003070309* 

70-1191 


FLOUERS.F P 

6003310419 

hI8C 


GALLAGHER. R J 

8003290390 

NUREO 


GILLEN. B M 

8003040198 

40-4492 


FLOYDj L 

8003280492* 

50-482 

Q 

GALLAGHER. E J 

8003310149* 

90-329 

0 

GILLEN, D M 

8003090183 

40-4492 


FLYNN. P 0 

0003200297* 

50-449 

M 

OALLINA. C O 

8003140092* 

90-77 

a 

GILLEN. D H 

600324022 1 

40-6659 


FLYNN. P 0 

6003290203 

50-449 

M 

OALLINA. C 0 

8003030049* 

MI8C 


GULEN. D K 

S0032505B2 

40-4492 


FLYNN. M J 

8003090120 

CONTRACT 


OALLO. J 

6002290057 

50-596 

0 

GILLEN. D M 

0003270349 

40-0675 


FOLEY. T 

00031 90B70* 

80-271 

0 

OALLO, J 

8003030161 

50-155 

0 

GILLEN. B M 

8003290128* 

40-8698 


FOLEY, r 

6003190806* 

90-29 

0 

GALLO. J 

6003200227 

50-155 

0 

GINGG. R 

0003130093* 

50-275 

H 

FOLEY. T 

6003200279* 

50-334 

Q 

OALLO. J 

8003240491 

50-556 

0 

GIRARD. T 

8003130448* 

40-6264 


FOLEY. T 

0003190425 

50-29 

8 

OALLO, J 

0003270263 

50-195 

0 

OLA8BERO.V M 

8003200313 

FOIA 


FOLEY. T 

6003190439 

90-29 

S 

GALLO. J 

8003180272 

50-396 

G 

0LA8IER.0 E 

8003060047 

40-0679 


FOOTE. R C 

0003040099* 

CONTRACT 


GALLO. J 

8003310123 

50-195 

G 

OLASSPtEQEU.K 

0003030105 

90-289 

0 

FORBES. B E 

0003100037* 

50-279 

H 

GALLO. J 

8003310126* 

90-155 

0 

CLA88PIEGEL. H 

8003060259* 

90-289 

G 

FOROiF F 

0003210319 

TOPREP 


OALLO. J 

8003130117 

90-155 

G 

0LA8BPIEGEL. H 

8003060255* 

90-289 

G 

FORDiH h 

0003040004 

40-8302 


OALLO. J 

8003030167* 

50-155 

0 

GLEN. J 

8003060519* 

90-968 

U 

rORD.W K 

6003120737 

40-8502 


GALLO. J 

8003270263 

50-195 

0 

GLOVER. F A 

0003120450* 

50-267 

R 

FORD.H H. 

6003240168 

40-8902 


GALLO. J 

8003310126* 

90-159 

0 

G0CL0W8KI. J 

8003130608* 

90-320 

G 

FPRD.N H 

6003280144 

40-8902 


GALLO. J 

8003180272 

50-556 

0 

GODDARD. R J 

0003190195 

50-367 

0 

FORD. U. H 

8003120731 

40-8902 


GAMMILL.A M 

8003130907* 

40-6964 


GOFF, M C 

8003280696* 

WASTE MOT 

FORD. U H 

6003190628 

40-8902 


GAMMILL.A M 

0003130512* 

40-6264 


GOFF. C W 

8003200023* 

CONTRACT 


FORDiH H 

0003190797 

40-8502 


GAMMILL.A M 

8003130494* 

40-6264 


GOLDBERG. 8 C 

0003030073 

50-367 

G 

FORD.E 

0003190557* 

50-390 

Q 

GAMMILL. M P 

8003190118 

50-309 

h 

GOLDBERG, 8 C 

8003190097 

50-250 

G 

FORTE. T. P 

0003140122 

NUREO 


GANLEY, D E 

8003030041* 

70-371 


GOLDBERG. 8 C. 

8003130207 

90-367 

0 

FOSTER. 8 

6003120369 

50-956 

0 

GANN 1 8. 8 . 

8003190043 

FOIA 


GOLDBERG. J R 

8003060912 

PROJ 


FOSTER. H 

0003240299 

70-1191 


OANT. J 

8003060464 

PR 


GOLDBERG. F 

7910300474* 

MI8C 


FOSTER. L E 

8003270009* 

50-295 

Q 

GARCIA. P U 

80031 10021 

40-1 162 


GOLDEN. J 

8003130677* 

50-320 

G 

FOUCHARD. J J 

8003110313* 

tOCFR 


GARCIA. P J 

8003110194 

40-0452 


GOLDMAN. H L 

8003120329* 

50-409 

P 

F0UL8HAH. P A 

8003030323 

50-293 

J 

GARRETT. E 0 

8003140126* 

90-320 

H 

GOLDMAN. K 

8003260096 

71-250 


FRACKE.S 

8003060729 

50-387 

0 

GARRlTY. J H 

0003240 U 9 

50-309 

P 

QOLE. R L 

8003210031* 

FOIA 


FRALEY.R F 

0003190177 

ACRB 


GARY. R J 

8003120706 

90-445 

0 

OOLLERiK R 

8003200291* 

90-159 

G 

FRAtEYrR F 

80032501 90* 

tOCFR 


OARY.R J 

0003190070 

90-445 

5 

GOOD.R L 

8003280363* 

CONTRACT 


FftAMPTON. 0 Y 

8003270133 

50-320 

P 

GARY. R J 

0003190093 

90-445 

8 

GOQDHOPE.A C 

8003110294 

70-1308 


FRAMPTON. 0 T 

0003270141* 

50-320 

P 

OARY.R J 

0003200619* 

90-445 

Q 

GOODMAN. L 8 

BQ03U0654* 

50-409 

R 

FRANCIS. J E 

8003260083* 

FOIA 


OARY.R J. 

8003050292 

50-445 

K 

GOODMAN. L 8 

0003180513* 

50-409 

S 

FRANKLIN. N J 

8003260454 

30-445 

« 

GARY. ft. J 

8003100389 

90-445 

A 

gdodwin.w l 

8003090161 

70-1191 


FRANKLIN. M J 

0003290320 

50-449 

M 

OARY.R vP 

00031 80509 

50-445 

A 

GOODWIN. C 

8003280119 

90-344 

G 

franklin. K J 

0003250333* 

30-449 

M 

OAY.O H 

8003040697 

90-445 

G 

GOODWIN. C 

8003100059 

90-344 

G 

franklin.w j. 

8003290339* 

30-449 

M 

OAY.O M 

8003040705* 

50-445 

G 

GOODWIN. C 

0003120703 

90-344 

G 

FRANKLIN. W J 

6003290346* 

50-445 

K 

OAY.O M 

8003190883* 

50-445 

G 

GOODWIN. C 

8003190513* 

50-344 

0 

FREDERICK. E, J 

8003260430 

RES 


GAY, 0 M 

8003040697 

50-445 

G 

GOODWIN. C, 

8003030347 

50-344 

P 

FRENCH. L D 

8003040968* 

30-29 

S 

OAY.G « 

8003040709* 

90-449 

0 

GOODWIN. C 

8003040506 

50-344 

P 

FREY. B 

8003240500 

90-367 

0 

GEHR.A € 

8003200003 

90-275 

0 

GOODWIN. C 

8003040997 

90-344 

P 

FRIEDMAN.F 

8003070383 

PR 


OEKR.A € 

B0032BOD03 

90-279 

Q 

GOODWIN, C, 

8003090446 

90-344 

Q 

FR1ED.8 

6003160202 

PR 


OEIER.J D, 

0003160583 

50-461 

A 

GOODWIN. C 

8003050471 

50-344 

R 

FRIED. 8 H 

0003 110041 

PR 


GEIGER. E L 

8003190970* 

FOIA 


GOODWIN, C, 

8003280094 

50-344 

0 

FRIED. 8 M 

8003110052 

PR 


GEIGER. E 

8003190363* 

FOIA 


GOODWIN. C 

8003110540 

50-344 

P 

FRIZZLE. C.D 

8003070337* 

50-309 

8 

OEJOERrE L 

0003190599* 

FOIA 


GOODWIN. C. 

80031 10519 

50-344 

P 

FRIZZLE. C, D 

6003280907* 

80-309 

8 

GEIGER. E L 

0003050429 

REOGD 


GOODWIN. C. 

8003110617 

50-344 

P 

FRIZZLE. C D 

0003310306* 

50-309 

8 

OEISUER.A H. 

8003240644 

REGGD 


GOODWIN. C 

8003170334 

50-344 

Q 

FROELICH.R W. 

8003240029 

50-403 

H 

GERETY.H F 

8003030319 

90-219 

J 

GOODWIN. C. 

8003290974 

90-344 

P 

FROST. 8 R 

8003030304 

50-295 

P 

GERETY.H F 

8003 U 0504 

50-209 

J 

GOODWIN. C 

8003250588 

50-344 

F 

FROST. 8 ft 

8003030311 

50-299 

a 

GERTZ* a. h 

8003280943 

90-320 

R 

ODPPEL. M 

6003130024 

XPORTLIC 


FROST. B ft. 

8003040980 

50-299 

p 

GETTY. B C 

0003170418* 

50-133 

R 

OOPPEL. M 

8003140067 

XPORTLIC 


FROST. 8. R 

8003060522 

50-259 

0 

GETTY. 0 C 

8003160962* 

90-133 

8 

GOPPEL. M, 

, 8003190014 

XPORTLIC 


FROST, a ft. 

8003140240 

50-299 

p 

GIAMBUBSO, A 

8003050316* 

30-279 

A 

GORDON. R H 

8003190901* 

90-320 

H 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

GQSSICKrL V 
OOSSICK. L V 
OOaSICKiL u 
OOSSICH. L V 
OOUOErK J 

7906290605 

79072002S8 

8003260484 

8003060501 

0003190632* 

OQUQE.M J 

GOMAN. J H 

OOMAN. J H 

GOMAN. J H 

OOMER . 0 

0003050200* 

0003130331* 

8003130319* 

8003130311* 

8003050376 

GQMER . 0 

OOMER. G C 

OOMER. 0 

OOMER. 0 C 
ORABOMSKl. A 

0003170163 

8003170171 

8003090300 

7910250451 

0003130210 

GRAHAM. R L 
GRAHAM. B 

ORAHAM. M E 
GRAHAM. M. E 
ORAHAM. M E 

0003190611 

6003130271 

0003070200 

8003070287 

8003070292 

ORAHAM. M E 
ORAHAM. P D 
GRAVES. R H 
GRAVES. R H 
GRAVES. R H 

0003070302 

6003050112* 

6003180122 

0003050414 

0003060591 

GRAVES. R H 
GRAVES. R H 
0RAVE8.R H 
ORAVEB.R H 
GRAVES. R H 

8003070309 

0003110458 

8003170257 

6003260609 

8003310276 

GRAVES. R H 

GRAY. R 

GRAY. J, R 

GRAY. J R 

GRAY. J R 

80D33 10333 

0003240099* 

0003040699 

0003040661* 

0003270506 

GRAY. J. R 

GRAYSON. 0 M 
GREEN. A 

GREEN. 0 G 

GREEN. 0 E 

B0032B0529 

0003260101* 

0003190993* 

6003200310* 

0003310196 

GREEN. 0 E 

GREEN. D G 

GREEN. D 0 

GREEN. D 0 

GREEN. D. G. 

0003310198* 

0003030137 

0003060230 

0003040271 

8003200296 

GREENE. T A 
GREGORY. D M, 
GREGORY. M 8 
GREGORY. M 8 
OREGORiL R 

6003070340 

0003180613 

8003260650 

8003260652 

0003310468* 

ORIEMiK L 

ORIER. D H 
ORIER.B H 
ORIER.B H 
ORIER.B H 

0003100234 

7907180467 

8003050259* 

0003200500* 

0003100058* 

ORrtR.D H 
ORIER.B H 
ORIER.B H 

GRIER. B H 
ORIER.B H 

000306065 L 
8003060694 
0003060639 
6003060657 
6003060658 

ORIER.B H 
ORIER.B H 
ORIER.B H 
GRIERiB K 
ORIER.B H 

0003060659 
8003060662 
8003060664 
0003060667 
0003 06 0670 

ORIER.B H 
ORIER.B H 
ORIER.B. H. 
ORIER.B H 
ORIER.B H 

8003060676 

0003060661 

B0030606B5 

0003060716 

0003060721 

ORIER.B. H 

ORIER. B.H 
ORIER.B H 
ORIER.B K 
ORIER.B. H 

0003060760 

0003060762 

8003060769 

8003040098* 

6003060100 

GRIER. B. H, 
ORIER.B. H 
ORlERi 9. H. 
ORIER.B H 
ORIER.B H 

6003060118 

8003060123 

8003060131 

8003060141 

6003060148 

ORIER. B. H 
ORIER.B. H 
ORIER.B. K. 
ORIER. B.H 
ORIER.B H 

0003040124 
0003060197 
0003130000 
800303000 1 
8003040004 


SUBJECT 

CATEODRV AUTHOR 


HISC 


ORIER.B H 

PR 


GRIER, fi H 

SECY 


GRIERrB H 

HI SC 


ORIER.B H 

90-327 

0 

ORIER.B K 

50-390 

Q 

ORIER.B H 

40-6264 


ORIER.B H 

40-6264 


ORIER.B H 

40-6264 


ORIER.B H 

I&E 


ORIER.B H 

50-293 

S 

ORIER.B H 

50-344 

S 

ORIER.B H 

I6E 


ORIER. B K 

MI SC 


ORIER.B H 

50-367 

G 

ORIER.B H 

50-367 

0 

ORIER.B H 

St*t» Prog 

ORIER. B H 

50-324 

J 

ORIER.B H 

50-261 

J 

GRIER. n H 

50-324 

J 

ORIER.B H 

50-261 

J 

ORIER.B K 

50-249 

Q 

ORIER. B H 

90-213 

8 

ORIER. B H 

50-213 

9 

ORIER.B H 

50-213 

0 

ORIER. a H 

50-213 

R 

GRfER.B H 

90-213 

8 

ORIER.B H 

90-213 

R 

ORIER.B H 

90-213 

R 

ORIER. B K 

50-213 

8 

ORIER. B H 

50-213 

8 

ORIER.B H 

90-546 

G 

ORIER.B H 

50-344 

G 

ORIER.B H 

90-344 

G 

GRIER. B.H 

50-344 

G 

ORIER. B.H 

50-344 

0 

ORIER. B. H 

FQIA 


ORIER.B. H 

71-365 


ORIER. B.H 

50-445 

M 

ORIER. B.H 

71-364 


ORIER.B H 

71-364 


ORlERrB H 

90-445 

M 

ORlERrB H 

50-445 

M 

ORlERrB. H 

90-445 

H 

ORlERrB H 

90-449 

H 

ORIER.B H 

50-312 

0 

ORlERrB H 

TOPREP 


ORIER.B H 

RES 


ORIER.B K 

RES 


GRIERrB H 

50-266 

Q 

ORlERrB H 

PR 


ORIERiS H 

MI SC 


ORIER.B. H 

50-293 

0 

ORIER.B H 

50-334 

Q 

GRIERrB K 

90-320 

Q 

GRIERrB H 

50-293 

Q 

ORIER.B H 

50-317 

Q 

ORIER. B K 

90-3 

0 

GRIER. 0 H 

50-213 

Q 

ORIER. B.H 

90-334 

Q 

ORIER.B. H 

90-219 

0 

ORIER. 8 H 

50-322 

Q 

ORIER. D.H 

50-209 

0 

ORlERrB H 

50-309 

Q 

ORIER.B H 

50-249 

Q 

ORIER. B H 

90-220 

Q 

ORIER. B H 

90-206 

G 

ORIER. 0 H 

50-171 

Q 

ORIER.B H 

50-387 

Q 

ORIER.B H 

90-272 

G 

ORIER. B H 

50-244 

Q 

ORIER. B.H 

50-271 

0 

ORIER. 0 H 

90-29 

0 

ORIER.B H 

50-272 

Q 

ORIER.B H 

90-219 

H 

ORIER. B K 

90-244 

H 

ORlERrB H 

90-813 

H 

ORlERrB H 

90-820 

H 

ORlERrB. K 

90-333 

H 

ORlERrB H 

50-3 

H 

GRIERrB H 

90-77 

Q 

ORIER.B H 

50-206 

H 

ORIER.B K 

50-334 

Q 

ORIER.B Hp 

90-317 

0 

GRIER. B.H 

90-320 

P 

ORIERiB. H 


SUBJECT 

CATEGORY 


50-208 Q 
50-293 Q 
50-334 a 
50-317 Q 
50-247 Q 

50-2B9 a 
50-309 a 
30-336 Q 
50-220 0 

50-333 Q 

50-286 Q 
50-277 Q 
50-27S Q 
50-271 Q 
80-320 0 

50-334 Q 
7O-UO0 
50-236 
50-272 Q 
50-213 P 

50-293 Q 
50-443 H 
50-320 Q 
50-225 P 
50-277 Q 

70-139 
50-293 Q 
50-317 Q 
50-3 Q 
50-213 0 

S0-33A Q 
SO-219 0 

50-320 Q 
50-309 Q 
50-245 O 

50-220 0 

50-333 O 
50-286 O 
50-277 O 
50-27S 0 

SO-31 i 0 

50-244 O 

50-271 0 

50-29 Q 

50-293 Q 

30-317 Q 

50-3 Q 

50-2 i 3 Q 

50-334 Q 

50-412 Q 

50-363 Q 

50-219 O 

50-322 0 

50-320 Q 

50-309 a 

50-245 O 

50-410 Q 

50-220 Q 

50-236 Q 

50-333 Q 

50-277 0 

50-392 0 

50-367 Q 

50-311 0 

90-272 0 

30-443 Q 

50-435 0 

50-244 Q 

50-271 Q 

50-29 0 

50-293 Q 

50-317 a 

50-3 a 

50-334 a 

50-269 O 


ACCE96I0N 

NUMBER 


8003040103 

8003130052 

8003130035 

8003130057 

6003130059 

B003130060 

8003130061 

8003130064 

8003130066 

6003130067 

8003130070 

6003130072 

6003130074 

6003130075 

6003030613 

8003200469 

8003250166 

8003060029 

3003040092 

8003060276 

6003050256 

B003060022 

0003100049 

8003140194 

8003140057 

8003190714 

8003140070 

6003140063 

8003140065 

8003140087 

8003140090 

8003140095 

6003140097 

B003140100 

6003140104 

6003140107 

8003140108 

8003140113 

B003140U8 

6003140121 

GDD3H0123 

8003140125 

6003140127 

B003140129 

8003120439 

8003120443 
6003120447 
6003 12 0449 
BO0312O45i 
8003120492 

6003120453 

8003120494 

8003120456 

B003120457 

0003120459 

6003120330 
B003 120532 
8003120535 
8003120538 
8003120541 

8003120544 
8003120946 
8003120550 
8003120553 
8003 120956 

8003120598 
8003120962 
0003120564 
0003 120566 
8003120568 

8003140353 

8003140356 

8003140359 

8003140362 

8003140370 

8003140371 

8003140378 

8003140361 

8003140364 

8003140389 

BD03140389 

8003140390 

8003140391 

0003280253 

8003180267 


50-309 0 

50-336 a 

90-220 a 

50-2B6 a 
50-333 Q 

90-277 a 
50-272 0 

50-271 Q 
50-334 0 

50-293 0 


AUTHOR 


0RIER.6 H 
ORIER 4 B H 
ORIERjB H 
OAIER 4 B H 
ORt£R*B H 

GRIER. B H 
GRIER. t H 
GRIER. 5 H 
GRIER. B H 
GRIER. B H 

GRIER. a H 
GRIER. B H 
GRiERi B H 
GRIER. B H 
GRIER. B H 

GRIER. a H 
GRIER. B H 
GRIER. B H 
ORIER. B H 
GRIER. B H 

ORIER. B H 
ORIER. B. H 
ORIER. B. H 
ORIER. B H 
ORIER. a H 

ORIER. 6 . H 
ORIER. B H 
ORIER. a H 
ORIER. B. H 
ORIER. B H 

ORIER. B H 
ORlERrB H 
ORlERrD H 
ORIER. B H 
ORIER.B H. 

ORIERiB K. 
ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER. B H 

ORIER . 8 H 
ORIER. 8 H 
ORIER.B H 
ORIER.B H 
GRIER. B H 

ORIER.B H 
ORIER.B H 
ORIER. B M 
GRIER. B H 
GRIER, a H. 

ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER. B H 
ORIER. B H 

ORIER. H H 
ORIER. B.H 
ORIER . B H 
ORIER . B H 
ORIER. B H 

ORIER. B K 
ORIER. B.H 
ORIER. B. H 
ORIER. B.H 
ORIER. B H 

ORIER.B H 
ORIER.B H 
ORIER. B H 
ORIER.B H 
ORIER.B H 

ORIER.B H. 
ORIER.B H 
ORIER* B H 
ORIER* 6 . M. 
ORIER. B H 

ORIER. B H 
ORIER. B. H. 
GRIER. B. K 
ORIER.B H 
GRIER I B H 

ORIER. B. H 
ORIER. B K 
GRIER, a. H 
ORIER.B. H 
ORIER. B.H 


ACCESSION 

NUMBER 


8003 1 8027 1 
8003 1 80273 
6003180274 
B003I a0276 
8003180278 

8003180260 

8003180262 

8003180284 

6003180265 

6003180289 

8003160291 

8003180292 

6003180294 

6003160299 

6003180298 

8003180299 

6003180024 

8003180026 

6003180029 

eoG3ieoo3o 

6003180033 

8003180035 

8003180037 

0003160041 

6003100044 

8003180047 

8003100048 

8003100091 

8003180052 

6003100053 

8003 1 80055 
8003180057 
0003100059 
6003 100061 
0003190237 

8003 1 90240 
0003190242 
0003190243 
0003190246 
6003190247 

B003 190250 
8003190253 
8003190254 
8003190258 
6003190259 

8003190263 
8003190264 
8003190267 
6003190270 
e003£9027 1 

BO 03190274 
0003190275 
6003190277 
8003190279 
BG03I90283 

0003190286 
8003190207 
0GO319O292 
0003 190295 
B003190299 

8003260243 

8003260246 

8003260265 

8003260273 

8003260276 

800326 02G0 
8003260283 
B003260284 
B00326029 1 
8003260306 

0003260310 

0003260317 

8003260323 

80D3260326 

0003260330 

8003260332 

8003260335 

8003260340 

8003260343 

8003260360 

8003260362 

B003260363 

8003260366 

8003260367 

8003260371 


39 ! 


SUBJECT 

CATEGORY 


50-317 

50-3 

50-213 I 

50-334 

50-219 

50-320 

50-309 

50-245 

50-220 

50-206 

50-333 

50-277 

50-272 

50-244 

5D-27I 

50-29 

50-293 

50-317 

50-3 

50-213 

50-334 

50-219 

50-320 

50-30? 

50-245 

50-220 

50-333 

50-206 

50-277 

50-272 

50-311 

50-244 

50-271 

50-29 

50-293 

50-317 

50-3 

50-213 

go-334 

50-412 

50-363 

50-219 

50-322 

50-320 

30-309 

50-245 

50-220 

50-410 

50-206 

50-333 

50-352 
50-277 
50-307 
50-278 
50-3 1 1 

50-443 

50-405 

SO-244 

50-271 

50-29 

50-412 

50-334 

50-213 

50-3 

50-317 

50-293 

50-219 

50-363 

50-322 

SO-320 

50-309 

50-245 

50-220 

50-410 

50-333 

50-206 
50-352 
50-277 
50-307 
50-31 1 

50-272 

50-443 

50-244 

50-485 

50-271 


PERSONAL AUTHOR INDEX 


396 


AUTHOf? 

ACCESSIQ^^ 

f^UMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSIOM 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

ORlERiB H 

8003260375 

50-29 

Q 

ORlERi 0, H 

3003230308 

50-363 

0 

HAASSrW P 

0003170132 

TQPREP 


OHiERiD H 

800326037B 

50-293 

Q 

ORlERiB- H 

8003250310 

50-217 

Q 

HAASSrW P 

9003170019 

TOPREP 


(JRlERffl H 

8003260380 

90-317 

0 

ORlERi B H 

8003250322 

90-322 

Q 

HAASBiW P 

8003240629 

TOP REP 


ORIER. B H 

8003260382 

50-3 

Q 

ORlERi B H 

6003250329 

60-320 

0 

HADLEY. D M 

80031 10612# 

50-361 

A 

ORIER<Q H 

8003260383 

SO-213 

Q 

ORlERrB H 

6003290331 

50-309 

Q 

HAFERAi T 

0003170397* 

50-254 

8 

(^RlERrB H 

8003260386 

50-334 

Q 

ORlERiB H 

6003230334 

50-245 

a 

HAFERiF D 

8003240444 

50-28? 

0 

&RIER 1 B H 

B0032603B9 

50-412 

Q 

ORlERiB H 

6003290336 

90-410 

Q 

HAOAiP B 

0003280531 

50-437 

A 

tfftlERiB K 

8003260391 

30-219 

0 

ORlERiB H 

6003250337 

50-220 

0 

HAOANi T F 

8003040000 

CONTRACT 


ORIERiB H 

8003260393 

90-363 

Q 

ORlERiB N 

00 03250340 

50-333 

0 

HAOANiT F 

8003040257 

CONTRACT 


ORlERrB H 

8003260396 

30-322 

0 

ORlERi B. H 

6003250341 

50-286 

Q 

HAOANrT F 

8003040201 

contract 


OR !ER,B H 

8003260400 

50-289 

Q 

GRIER. B H 

0003250345 

50-277 

Q 

HAGAN. T F 

8003040099 

CONTRACT 


ORlERiB H 

8003260428 

90-320 

Q 

ORlERiB » 

BD03290396 

50-392 

0 

HAOER 18 0 

8003090172* 

70-2623 


ORfERiB H 

8003260431 

90-309 

0 

ORlERiB. H 

B003290398 

50-387 

Q 

HAOEYr H 

8003170322 

CONTRACT 


ORIERrB H 

8003260433 

90-245 

0 

GRIER. B H 

8003250360 

50-272 

Q 

HAOEYrH 

0003190282 

CONTRACT 


ORIERiD H 

8003260435 

50-220 

Q 

ORlERi 0 K 

6003250361 

50-3 U 

a 

HAOEVi H 

9003260034 

contract 


ORIER^B H 

8003260437 

90-410 

Q 

GRIER . 8 H 

8003250364 

50-443 

0 

HAGEYr H 

8003310462 

CONTRACT 


ORlERrB H 

8003260441 

90-333 

Q 

ORlERi B. H 

0003250369 

50-244 

Q 

HAOEYi H 

8003280370 

CONTRACT 


ORlER^B H 

8003260442 

50-286 

0 

ORlERiB H 

6003290367 

90-469 

0 

HAOEYi H 

8003280653 

CONTRACT 


ORlERrB R 

8003260444 

50-352 

0 

ORlERiB H 

a003250368 

90-193 

Q 

HAGUIOOD.N C 

8003310426 

70-0 


ORlERiB H 

3003260446 

50-277 

Q 

ORtERiB H 

8003290369 

90-271 

Q 

HAIGHT. 0 

8002250529 

50-327 

A 

ORIERrB.H 

8003260450 

50-311 

0 

ORlERiD H 

8003250372 

50-29 

Q 

HAIRSTONrN 0 

8003050020# 

50-348 

S 

ORlERrB K 

8003260452 

50-272 

Q 

ORlERiB H 

8003260014 

50-293 

0 

HAIRSTON. W 0 

8003090026# 

50-340 

s 

ORlERiB H 

8003260456 

90-387 

Q 

ORlERiB H 

8003260016 

50-317 

0 

HAIRSTON. W G 

8003090032# 

50-348 

0 

ORlERiB H 

8003260458 

50-443 

0 

ORlERiB H 

6003260020 

50-3 

a 

HAIRSTONr W 0 

8003050040# 

50-340 

s 

ORlERrB H 

8003260460 

SO-244 

Q 

ORlERiB H 

6003260021 

50-213 

Q 

HAIRSTON. W 0, 

8003090043# 

50-348 

s 

ORlERi B. H 

B 003260461 

50-485 

0 

ORlERiB, U 

6003260029 

50-412 

Q 

KAlRETONi N 0 

6003050035# 

50-348 

6 

ORlERrB. H 

8003260463 

90-271 

0 

ORlERiB H 

6003260026 

90-334 

0 

HAIRSTON. N 0 

8003050063# 

50-340 

S 

ORtER.fi H 

8003260465 

50-29 

Q 

ORlERiB H 

6003260026 

90-217 

Q 

HAIRSTON. W 0 

6003170462# 

50-348 

R 

ORlERiB H 

G003260110 

50-293 

Q 

ORIERiB H 

6003260030 

50-363 

Q 

HAIRSTON. N G 

0003170301 

50-348 

V 

ORlERiB H 

80032601 13 

90-317 

Q 

ORlERiB. H 

6003260036 

50-322 

0 

HAIRSTON. W 0 

8003240515# 

50-348 

s 

ORIER.Q H 

80032601 17 

50-3 

0 

ORlERiB H 

8003260037 

50-320 

0 

HAIRSTON. W G 

8003240521# 

50-348 

s 

ORlERiB H 

8003260119 

30-213 

Q 

ORlERiB H 

B003260040 

50-307 

Q 

HAIRSTON. U 0 

8003240520# 

90-348 

s 

ORlERiB H 

8003260121 

50-334 

Q 

ORIER.B H 

6003260042 

50-245 

0 

HAIRSTON. W 0 

6003310375# 

50-348 

5 

OR TER, B H 

8003260125 

50-412 

0 

ORlERiB. H. 

6003260045 

90-410 

0 

HAISr.D P. 

8003040673# 

50-275 

0 

ORlERiB H 

8003260126 

50-219 

Q 

ORlERiB H 

6003260048 

90~220 

Q 

HALE.M E 

0003170096 

PR 


ORlERiB K 

8003260129 

50-363 

0 

ORlERiB H 

0003260051 

50-206 

0 

HALEiC J 

0003140227# 

QA799 


ORlERrB H 

8003260132 

50-322 

Q 

ORlERiB H 

8003260093 

90-333 

a 

HALL. N C 

0003210050# 

71-46 


ORlERiB H 

8003260133 

50-209 

Q 

ORlERiB H 

0003260054 

90-277 

a 

HALL.R E 

0003170276 

TOPREP 


ORlERiB H 

8003260137 

50-320 

Q 

ORIER.B H 

8003260099 

50-392 

Q 

HALLiR E 

0003170310 

TOPREP 


ORlERrB H 

8003260138 

50-309 

Q 

ORIERiB H 

8003260062 

90-387 

Q 

HALUiR E 

0003170286 

TOPREP 


ORlERiB H 

8003260141 

50-245 

0 

ORlERrB H 

8003260066 

50-31 1 

0 

HAULrR E 

8003170273 

50-213 

F 

ORlERiB H 

8003260143 

50-220 

0 

ORlERrB H 

8003260070 

90-272 

0 

HALLiR E 

8003170365 

90-213 

F 

ORlERiB H 

G003260147 

SO-410 

0 

ORlERi D H 

0003260074 

90-443 

a 

HALL.R E 

0003170443 

90-336 

F 

ORlERrB H 

8003260150 

50-286 

Q 

ORlERiB H 

8003260076 

50-485 

0 

HALLrR E 

8003050363 

50-317 

F 

ORlERiB H 

8003260192 

50-333 

0 

ORlERrB H 

8003260077 

90-244 

0 

HALLiR E 

8003050367 

50-263 

F 

ORlERrB H 

8003260194 

50-277 

0 

ORIER.B H 

8003260060 

50-271 

0 

HALLiR E 

8003050424 

50-237 

F 

ORlERiB H 

8003260199 

50-392 

Q 

ORlERrB H 

8003260002 

90-27 

0 

HALLiR E 

8003050475 

50-309 

F 

ORlERiB H 

8003260162 

50-387 

0 

ORlERrB H 

8003060756 

90-443 

Q 

HALL.R E 

8003050470 

30-263 

F 

ORlERrB H 

8003260165 

90-311 

0 

ORIFPIN. R E 

0003250046 

PR 


HALL.R E 

6003140003 

90-317 

F 

ORlERiB H 

8003260168 

90-272 

Q 

ORIFFiTHrP 

0O<>32OOa9O 

NUREO 


HALLiR E 

0003170420 

TOPREP 


ORlERiB H 

B003260169 

90-443 

0 

ORIMiB P 

0003190415 

REOOD 


HALL.R E 

6003110546 

50-317 

F 

ORIERjB h 

8003260172 

90-489 

0 

OR IRES. B 

790 B2 100 53 

Ht0C 


HALLiR E 

8003170466 

90-317 

F 

ORlERxB H 

8003260176 

90-244 

0 

ORlMEBiB K 

0002070079 

90-275 

F 

HALLiR E 

8003170274 

50-331 

F 

ORIERj B.H 

8003260178 

90-271 

Q 

OROCEiR H 

0003040432 

90-309 

P 

HALLrR E 

8003160622 

90-294 

K 

ORlERi D H 

8003260180 

90-29 

Q 

ORQCEiR H 

0003040193 

50-309 

P 

HALLrR E 

0003100600 

50-293 

F 

ORlERiB H 

8D032S0191 

90-47 

0 

ORDCE/R H 

0003 1 70409 

50-309 

R 

HALLiR E 

8003100467 

50-237 

F 

ORlERiB H 

8003250193 

90-170 

0 

ORaCEfR.H 

0003110001 

30-309 

P 

HALLiR E, 

8003100579 

TOPREP 


'ORlERiB H 

8003250193 

90-184 

Q 

ORQCE.R H 

0003110440 

90-309 

P 

HALLrR E 

0003100472 

50-331 

F 

RlERrB H 

B0032502I3 

70-135 


ORQCErR H 

6003 120463 

50-309 

P 

HALL.R E 

0003180608 

50-205 

F 

RiERrB H 

8003290214 

70-1100 


ORQCErR H 

0003170164 

90-309 

P 

HALLi R. e 

8003210448 

50-273 

F 

RIERjB h, 

B00325022 1 

50-201 

0 

ORQCEiR H 

0003260401 

50-309 

P 

HALLiR E. 

8003210444 

50-271 

F 

RIER.B H 

&Q03250223 

70-33 


OROCEiR H 

0003310296 

90-271 

P 

HALLrR E 

8003130413# 

50-445 

0 

RiEft, 8 H 

8003290224 

50-94 

Q 

0R088.R A 

8003070032# 

90-247 

H 

HALLiR E 

0003270289# 

90-302 

Q 

iRlERi B H 

8003250227 

70-371 


ORQSSHANr H 

0003140066 

50-155 

0 

HALL. R. E 

8003120729# 

50-450 

fl 

ORlERfB H 

8003250229 

70-820 


OR08SHAN. H 

0003070027 

50-367 

0 

HALLERrN M 

0003110302# 

lOCFR 


ORlERrB K 

8003250230 

70-1143 


OROSSHANr H 

8003270194 

50-367 

0 

HALLER. N M 

0003100185# 

90-320 

P 

ORlERrB H 

8003250233 

90-22 

0 

GROSSMANr H 

B003270104 

50-367 

T 

HALLER. N M 

80031 001 70# 

50-320 

P 

ORlERi B H 

8003250237 

90-77 

Q 

0R088HANi H 

0003260227 

50-199 

0 

HALLlOANi T J 

6003250313 

50-307 

0 

ORlERt B H 

8003250242 

90-208 

0 

ORQTENHUia. M 

0003070293 

50-290 

p 

HALLlOANi T J 

0003060170# 

50-387 

U 

OR lERi B H 

8003250244 

90-97 

Q 

OROTENHUia.M 

0003200382 

50-290 

p 

HAMILLiJ 0 

0003200273# 

50-209 

H 

ORlERi B K 

8003250249 

90-90 

Q 

OROTENHUIS, H 

6003310227 

50-282 

p 

HAMILTON. L R 

0003140355# 

40-0713 


ORlERi B H 

8003250246 

50-199 

Q 

OROVEiL J 

0003290468# 

50-217 

H 

HAHMONDiD M 

0003210037# 

FOIA 


ORlERr B H 

8003290245 

50-20 

a 

ORQVESrK L 

0003140461 

71-107 


HANAUERj 8 H 

0003060509 

GEN TEC IS 

ORlERi B H 

B003250249 

50-5 

0 

OftOVESiK 1. 

8003240073 

71-360 


HANCOCK. J A 

8003190658# 

50-302 

Q 

ORlERr B K 

8003290251 

50-229 

0 

ORQVEa.K L, 

0003270129 

71-6679 


HANCOCK. J A 

8003200570* 

50-302 

0 

ORIER. B H 

8003290253 

90-97 

a 

OUCWAiL T. 

0003170417 

90-321 

P 

HANCOCK. J A 

0003190737# 

50-302 

Q 

ORlERr B, H 

8003230256 

90-283 

Q 

OURBLEiP M 

0003040631# 

50-286 

8 

HANCOCK. J, A 

0003200507# 

50-302 

Q 

ORIERj B H 

8003290297 

50-166 

0 

Ol/RCAKiA U 

0003160220# 

TOPFEP 


HANCOCK. J, A 

80032B0512# 

50-302 

Q 

©■RlERfB H 

B0032902S9 

50-134 

0 

OORNEYiP. V, 

0003260913# 

50-336 

8 

HANCOCK. J A 

0003030406 

50-302 

9 

ORlERi E H 

8003290262 

50-293 

0 

OUSTAVEiR P. 

8003200027 

CONTRACT 


HANCOCK. J A 

0003200125# 

50-302 

Q 

ORlERi fi K 

8003250264 

50-317 

Q 

OUSTAVEiR, P, 

8003190189 

CONTRACT 


HANCOCK. J A 

6003040649 

50-302 

S 

On IbK# B* H 

no ff 11 t-f 

8003290267 

50-3 

0 

OUBTAVe. «. P. 

B00320059A 

CONTRACT 


HANCOCK. J, A, 

8003280905# 

50-302 

0 

Onle.Ni’B n 

AM V en n 1 . j 

8003290272 

50-813 

0 

OUSTAVeiR P 

9003250142 

CONTRACT 


HANCOCK. J. A, 

8003070352 

50-302 

0 


8003290279 

50-412 

Q 

HAAQBrW P. 

7706250112# 

50-270 

P 

HANCOCK. J A 

8003110663 

50-302 

8 

OR I ER ( fl H 

8003290304 

90-334 

0 

HAA 88 i U. P. 

7910220078 

liI 8 C 


HANCOCK. J. A 

0003130370 

50-302 

8 
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SUDdECT 

AUTHOR 

NUMBER 

CATEOQRY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

HAKCOCKrJ A 

80031G0489 

so-3oa 

8 

HAYNES# J 0 

9003110542 

50-206 

P 

HE-RBEINi d G 

0003310252 

50-289 

HANCOCK J A 

8003170302 

50-302 

P 

HAYNES#. J 0 

9003110610 

50-361 

A 

HERBEIN. d 0 

8003310321 

50-320 

HANCOCK# J A 

8003180357 

50-302 

P 

HAYNES# J 0 

8003180627 

50-206 

0 

HERBEIN# d Q 

8003270191 

50-320 

HANCOCK# J A 

0003340414 

50-302 

8 

HAYNES, J 0 

8003180614 

30-206 

P 

HERBEIN# d 0 

3003310275 

50-289 

HANCOCK# J A 

8003240533 

S 0-302 

6 

HAYNES, J 0 

BOOS 180539 

50-206 

r 

HERDT.A R 

8003060486* 

50-510 

HANCOCK# J A 

8003360530 

50-302 

S 

HAYNES. J 0 

8003210491 

50-206 

p 

HERDT.A R 

0003190608* 

SO-553 

HANCOCK# J A 

8003310338 

50-302 

S 

HAYNES, J 0 

8003280496 

90-206 

p 

HERDT.A ft 

B0D3060246* 

50-269 

HANN, C R 

8003310101* 

FOIA 


HAYNES. R C 

00031 90S67* 

50-520 

a 

HERDT.A ft 

0003190624* 

50-230 

HANNA# N 

B0OaiS0691« 

50-320 

H 

HA7AK. J T 

0003200143* 

XPORTLIC 


HERDT.A ft 

8003210077* 

50-261 

HANNON# J 

8003130110 

50-293 

P 

HA7EL# A J 

8003140446 

WASTE MOT 

HERDT.A ft 

B003190140* 

S 0-269 

HANNON# J N 

8003130167 

50-293 

P 

HAl ELTON. W S 

0003130641 

50-29 

p 

HERDT.A B 

8003250136* 

50-390 

HANNON# J N 

8003190694 

50-293 

Q 

HAZLE.A J 

6003260530* 

Stdt* Prog 

HERDT.A R 

G0032 10086* 

50-2B1 

HANNON# J 

8003290012 

90-293 

P 

HAZLE, A U 

800313065a* 

WASTE MOT 

HERDT.A R 

0003270260* 

50-250 

HANNON# U 

8003250045 

rOPREP 


HAZLE, A J 

0003130104 

WASTE MOT 

HERDT.A R 

8003190602* 

50-250 

HANNON# J 

8003310179 

90-249 

P 

HAZLE. A J 

0003200010 

WASTE MOT 

HERDT.A R 

8003060744* 

50-416 

HANNUM D 

B003040554* 

90-265 

S 

HAZLE. A J 

0003130652 

WASTE MOT 

HERDT.A R 

9003190572* 

50-430 

HANRAHAN#e J 

8003200130 

XPORTLIC 


HEAD, d T 

9003100047 

50-206 

0 

HERDT.A ft 

8003270033* 

50-269 

HANSEN# B L 

0003140220 

HUREO 


HEAD. J T 

8003130134 

50-206 

0 

HERDT.A ft 

8003050349* 

50-348 

HANSEN# J F 

0003310097* 

QA999 


HEADRICK# T S 

8003 110505 

50-321 

d 

HERDT.A ft. 

8003250389* 

50-413 

HANSEN# L E 

Q0030 50252 

XPORTLIC 


HEALV.J U 

8003110043 

PR 


HERDT.A R, 

0003270213* 

50-400 

HANSEN# U E 

8003130015 

XPORTLIC 


HEBELER.H K 

8003190504* 

50-320 

H 

HERDT.A R 

B003 190798* 

30-5 IB 

HANSEN# L E 

8003050255* 

XPORTLIC 


HEIBEL.R P 

0003200452* 

50-318 

s 

HERDT.A R 

SOO3O5O201* 

30-269 

HANSEN# L E 

8003060646 

XPORTLIC 


HEIDER.L H 

0003240490 

90-29 

p 

HERDT.A R 

8003190752* 

30-281 

HANSEN# L E 

80031 10072 

XPORTLIC 


HCtKAN# D 

8003100202 

XPORTLIC 


HERDT.A R 

0003190749* 

50-516 

HANSEN# L E 

80031 10080* 

XPORTLIC 


HElSHMAMiR F 

8003200496* 

50-329 

a 

HERDT.A R 

GO 032 10020* 

50-327 

HANSEN# L E 

BOOS 110369 

XPORTLIC 


HEISHMAN. R F 

8003190166 

50-34^ 

8 

HERDT.A R 

8003280669* 

50-324 

HANSEN# L £ 

80031 1038B 

XPORTLIC 


HEISHMAN.R F 

6003130131 

50-263 

0 

HERDT.A R 

0003190961* 

30-400 

Hansen, L e 

G003120750 

XPORTLIC 


HEISHMAN.R F 

8003130155 

90-373 

0 

HERLIHY# D 

8003140109* 

40-8729 

HANSEN# L E 

80031 207S6* 

XPORTLIC 


HEISHMAN.R F 

0003200408* 

60-10 

G 

HERLIHY. D 

B003140117* 

40-8720 

HANSEN. L J 

8003350105 

71-9073 


HEISHMAN.R F 

60031 10149 

50-346 

Q 

HERLinYrY D 

8003140463 

40-8720 

HANSELL# D 

B003 190009 

40-2061 


HEI8HMAN, R. F 

0003190952 

50-266 

Q 

HERLIHY. Y D 

' 6003140466* 

40-8720 

HANSELL. D 

6003240316 

50-404 

A 

HEI8HMAN# R. F 

0003110241* 

lOCFR 


HERLIHY. D 

6003170001 

4O-e720 

HANSELL# D 

8003180258 

PR 


HEISHMAN.R F 

0003270246 

50-346 

Q 

HERNANDEZ# 0 

G003060460* 

50-506 

HARDIN# A 

S003100166 

SO-324 

S 

HEISHMAN.R F 

8003280182 

50-266 

Q 

HERNANDEZ# 0 

8003060769* 

50-460 

HARDIN# A K 

6003100229 

50-324 

8 

HEISHHANrR F 

800328024 1 

50-305 

Q 

HERR.R K 

S003250160* 

50-267 

HARDIN. A K 

8003200168 

80-302 

S 

HEISHMANI.R F 

8003280108 

50-186 

0 

HERR I NO, K 5 

8003040603* 

50-344 

HARDWICK# R J 

8003190721* 

50-390 

Q 

HEISHMAN.R F 

8003310400 

50-155 

Q 

HERRiNOiK 8 

8003040600* 

50-344 

HAROETT# D J 

8003210351* 

CONTRACT 


HEISHMAN.R. F 

6003060312 

50-331 

0 

HERR I NO. K S 

8003250350* 

50-344 

HARGETT# D J 

8003190817* 

CONTRACT 


HEISHMAN.R. F 

8003070086 

50-346 

Q 

HERR I NO. K S 

8003280532* 

50-344 

HARGETT# D J 

6003240249* 

CONTRACT 


HEISHMAN.R F 

8003060063 

50-254 

P 

HERRLINOER# H 

8003280334* 

50-209 

HARGETT# D J 

8003270165* 

CONTRACT 


HEISHMAN.R F 

0003060350 

50-331 

Q 

HEUTEft.L d 

9003210043* 

50-255 

HARGETT. D J 

0003200189* 

CONTRACT 


HEISHMAN.R F 

0003260192 

50-350 

Q 

HICKEY. C 

9003180209 

50-320 

HARMON# D 

G003200167 

XPORTLIC 


HEISHMAN.R F 

0003130673 

50-269 

0 

HICKEY. C 

aooa 180201 

50-320 

HARMON# 0 

8003120395 

XPORTLIC 


HELMBEROER.O V 

8003110612* 

50-361 

A 

HICKEY, d W N 

8003120399 

NUREO 

HARMON# D 

8003200190 

XPORTLIC 


HELMECZI.L D 

8003120560 

50-320 

H 

HICKLE, B. d 

0003190607* 

50-295 

Harmon# D u 

6003280221 

XPORTLIC 


HELTEMES.C J 

60031 10268* 

lOCFR 


hiljac.d 

Q0032S0076 

70-1308 

HARMON# D F. 

0003130309* 

40-6264 


HENDON# H H 

B003040319* 

rOPREP 


HILL. W d 

9003310362* 

50-263 

HARMON. D F 

0003130394* 

40-6264 


HENDRICK. R A 

0003310030* 

50-312 

T 

HILL, B F 

9003290538* 

50-346 

HARMON# D F 

8003130379* 

40-6264 


HENDRICKSON# L 

0003190310 

FOIA 


HIND.d A 

8003190451 

50-282 

HARMON# D F. 

8003130367* 

40-6264 


HENDRICKS, D W. 

8003130642 

40-1341 


HlND.d A 

9003190071* 

50-156 

HARMON# D F 

8003130340* 

40-6264 


HENDRIE. d K 

7906270163 

CQMMIB810K 

hind.j a 

S0D3 190069 

50-156 

HARMON# D F 

6003130343* 

40-6264 


HENDRIE. d M 

80031 400 B6 

COMM 1 68 ION 

HlND.d A 

9003310497* 

50-255 

HARNEY# D P 

8003190476* 

50-320 

H 

HENDRIE.d M 

8003100122 

COMM 1 88 ION 

HlND.d A 

9003310400 

50-255 

HARRAN# 0 

8003190480* 

50-245 

R 

HENDRIE. d h 

0003 140074 

COMMISSION 

HlND.d A 

8003200647 

50-254 

HARRELL# E E 

8003060294* 

5C-339 

A 

HENDRIE.^I M 

0003140030 

COMMISBION 

HlND.d A 

6003060630 

50-123 

HARRIS, D 

8003240343 

FOIA 


HENDRIE.^^ M 

8003170129 

C0HHI&8I0N 

HlND.d A 

8003060751 

50-131 

HARRIS# P A 

8003130298* 

PROJ 


HENDRIE. d M 

8003190896 

COMMISSION 

HIND, A 

90D3070322* 

50-255 

HARRIS# R' W 

8003240160 

40-4492 


HENDRIX, V V 

B003050364* 

FOIA 


HlND.d A 

9003070319 

50-255 

HARRIS. J R 

8003210325* 

50-400 

Q 

HENNESSEV, 0 

0003130665 

70-1308 


HlND.d A 

9003210345* 

50-2 

HARRIS, U R 

8003310026* 

50-424 

Q 

HENRIKSON.P H 

0003100227* 

50-277 

P 

HlND.d A 

G0031905BS* 

50-123 

HARRIS# J R 

8003190888* 

50-518 

Q 

HENRIKBONiP K 

8003110034* 

50-333 

P 

HlND.d A 

6003210341 

50-2 

HARRIS# U R. 

8003210261* 

50-413 

0 

HENRY, M E 

6003280699 

71-9036 


KlND.d A 

6003290295 

50-282 

HARRIS# J R 

8003310376* 

50-424 

Q 

HENSLEY# K D 

8003310206 

70-143 


HlND.d A 

6003190566 

50-123 

HARRISON# J U 

0003050106*^ 

50-546 

Q 

HERBEIN, J 0 

8003060600 

50-209 

P 

HINRICH3< 0 

900321 0036* 

50-219 

HARRISON# J# J 

0003290043* 

50-546 

Q 

HER8EIN# J 0 

8003030621* 

90-320 

0 

HlNRlCHBrO H 

9003170333* 

90-219 

HARRISON, H 

8003120354 

It#E 


HERHElN.d 0 

0003040013* 

90-320 

P 

hinrichs.o. H 

8003170329* 

50-219 

HARRISON# 0 

6003240641* 

50-373 

A 

HERBEIN# J 0 

0003140018 

50-209 

0 

MIRONS# T d 

S003050321* 

50-275 

HART# 0 

0003110260* 

50-320 

U 

HERBEIN# J 0 

0003050375 

50-209 

p 

HOBART. L 

8003050171 

PR 

HARTER. E 8 

0003190938 

70-1703 


HERBEIN# d 0 

8003050392 

50-209 

H 

HOBSON# d. W 

9003270063* 

50-142 

HARTIOAN.U 

0003 1 10967* 

90-346 

8 

HERBEIN# d 0 

0003050911 

90-320 

P 

HDCKETr d 

8003250163 

70-135 

HARTIOAN. J P 

8003110637* 

50-346 

S 

HERBEIN, d 0 

0003060923 

90-320 

R 

HODGDON# A P 

8003250483 

50-445 

HARTZELLiO E 

0003050445* 

90-269 

F 

HERBEIN# J G 

0003070363 

50-289 

P 

HODOOQN# A P 

0003030072 

50-4 4 5 

HASLDECKi J, 

0003 100129 

NUREO 


HERBEIN# d 0 

0003120405 

50-209 

S 

HODODDN, A 

9003190719 

50-445 

HAUGHNEY.C J 

8003200054 

50-201 

H 

HERBEIN# d 0 

&003130518 

50-320 

P 

HaOOODNrA P 

8003270313 

50-446 

HAUOHNEY#C J 

8003280470 

90-201 

H 

HERBEIN# d 0. 

S003040002 

50-289 

P 

HODGES# d W 

8003070096* 

S0d'a76 

haupertpT j 

8003140051* 

30-320 

H 

HERBEIN. d 0 

8003170407 

50-289 

s 

HODGES# d W 

B0031909S4* 

70-1201 

HAUPERT#8 A 

8003140059* 

90-320 

H 

HERBEIN# J. G 

8003110934 

50-289 

p 

HODGES# d W 

0003070309* 

70-U51 

HAVERKAMPi D. R 

8003100064* 

90-320 

a 

HERBEIN# J. 0 

0003170493 

50-320 

p 

HOEPLIHO.R Q 

0003130165 

50-312 

NAVERKAMPr D 

8003110226* 

30-320 

u 

HERBEIN# d. 0. 

8003100480 

50-289 

p 

HOEFLINO.R K. 

8003190334 

70-2623 

HAVERRKAHP 

8003280157 

90-320 

8 

HERBEIN# d G 

0003180302 

50-299 

p 

HOFFMAN, D P 

8003060763* 

50-155 

HAWES. D 

8003130609* 

90-986 

H 

HERBEiNrd G 

0003210305 

50-289 

p 

HOFFMAN, 0 P, 

0003060257 

50-255 

HAVfKlNSr F. C 

8003120297* 

90-461 

Q 

HERBEIN# d 0 

8003240312 

50-289 

R 

HOFFMAN. 0. P 

9003110832 

50-255 

HAWTHORNE# J R 

8003040248 

NUREO 


HERBEiNrd 0 

8003290563 

90-289 

P 

HOFFMAN, D P. 

9003110026 

50-155 

HAYES# D W 

8003120257* 

50-461 

0 

HERBEIN# d. G 

6003250530 

90-209 

8 

HOFFMAN, 0 P. 

8003040564 

50-255 

HAYNES# J 0 

0003030484 

50-206 

F 

HERBEIN# d 0 

6003280544 

90-289 

P 

HOFFMAN. 0 P, 

9003050426 

50-155 
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AUTHOR 

HOFFMAN. D P 

6003050494 

50-235 

P 

HUNNICUTT. D M 

HOFFMANiD P 

8003090514 

90-155 

R 

HUNNICUTT. D, M 

HOFFMAN. D P 

6003060479 

50-259 

R 

HUNNlCUTTt D M 

HOFFMAN. D P 

0003060408 

30-255 

R 

HilNNJCUTT.D M 

HOFFMAN. D P 

8003060535 

30-255 

R 

HUW8TAD. A A 

HOFFMANiD P 

6003070251 

50-255 

F 

HUNSTAD. A A 

HOFFMAN. D P 

6003070259 

50-255 

P 

HUN3TAD. A A 

HOFFMANN. D P 

8003130561 

50-233 

R 

HUNSTAD. A A 

HOFFMAN. 0 P 

6003130577 

50-255 

P 

HUNSTAD. A A 

HOFFMAN, D P 

6003250424 

50-255 

0 

HUNT. M D 

HOFFMANiD P 

8003100193 

30-255 

P 

HUNT, M 

HOFFMANiD P 

8003110309 

30-255 

P 

HUNT, M D 

HOFFMAN. D P 

8003110509 

90-235 

Q 

HUNT, M D 

HOFFMAN. D P 

6003190479 

50-155 

P 

HUNT. M D 

HOFFMANiD P 

0003190534 

50-155 

P 

HUNT. M D 

HOFFMAN. D P 

6003210396 

50-239 

P 

HUNT. M D 

HOFFMANiD P 

8003250454 

50-195 

8 

HUNTER. R a 

HOFFMAN. D P 

8003250554 

50-195 

0 

HUNTER, D n 

HOFFMAN. D P 

8003240391 

90-155 

P 

HUNTER. V M 

HOFFMANiD P 

8003270490 

50-255 

P 

HURLEY. M D 

HOFFMAN. D P 

6003050364 

50-255 

F 

HURST. J 

HOOANi F. J 

6003190399* 

50-320 

H 

HUSEBV.D e 

HOHNE.F C 

8003210199 

40-8304 


HUSE6Y. D E 

HOHNE.F C 

8003210193 

40-6502 


HU8EBY. D. E 

HOLCOMB. N F 

0003180209 

PR 


HUSTON. R U 

HOLODYiO J 

8003270032* 

70-135 


HUTTON. P H 

HOLaoy.D J 

6003190821* 

70-1100 


HYDE. D W 

HOLODY. D J. 

6003170043* 

30-201 

Q 

IFFLANO.R R 

HOLOOV. D J 

8003190198* 

70-1143 


IFFLAND. R R 

HQLOWKA. P 

6003100006* 

90-320 

H 

IPPOUTO.T A 

HOLT. J 

6003240362 

PR 


IPPOLITO. T A 

HOLT. R J 

8003050459* 

90-29 

P 

IPPOLITO, T A 

HOOD. 0 C 

6003040383 

90-450 

A 

IPPOLITO. T A 

HOOD. D. 8 

8003190621 

90-329 

A 

IPPOLITO, T A 

HOOD. D S 

8003040166 

50-329 

A 

IPPOLITO. T A 

HOOD. D 8 

8003190765 

50-329 

A 

IPPOLITO. T A 

HOQD.D B 

6003190962 

50-450 

A 

IPPOLITO. T A 

HOOD. D 

6003190395 

50-450 

F 

IPPOLITO, T A 

HOOD. D 

8003260086 

50-453 

F 

IPPOLITO, T A 

HOOVER. P 

8003130634 

50-574 

G 

IPPOLITO. T A 

HOOVER. N H 

6003210055 

40-6601 


IPPOLITO. T A 

HOPKINS. T, 

8003260656* 

50-273 

0 

IPPOLITO. T A 

HORIN.N A 

8003260063 

PR 


IPPOLITO. T A 

HORNER. U C 

6003310491 

90-272 

0 

IPPOLITO. T A 

HDSEYiC M 

8003120226* 

50-269 

0 

IPPOLITO. T A 

H08EY.C M 

6003270259* 

90-269 

Q 

IPPOLITO, T A 

H08FORD.8 

6003120117 

GEM TEC 

18 

IPPOLITO, T A 

HQUQHTONfT C 

8003290020 

90-416 

F 

IPPOLITO. T A 

HOUGHTON. T C 

8003250021 

90-416 

A 

IPPOLITO. T A 

HOUSHOLDERrN R 

8003280646 

71-9020 


rPPOLlTO.T, A 

HOWARD r A 8 

6003130102 

PR 


IPPOLITO, T A 

HOWE. P. W 

B0O321O297* 

30-400 

0 

IPPOLITO. T A 

HOWE. P. W 

8003210283* 

90-400 

0 

IPPOLITO.T A 

HOWEfP. W 

8003270163 

50-400 

Q 

IPPOLITO, T A 

HOWE. P. W 

8003190651* 

50-400 

0 

IPPOLITO.T A 

HOWE.P. W 

6003190646* 

90-400 

0 

IPPOLITO.T A 

HOWE. P. W 

6003190922 

90-400 

0 

IPPOLITO.T A 

KOWELLjB H 

6003040243 

90-329 

a 

IPPOLITO.T A 

HOWELL. a A 

8003040490 

30-329 

8 

IfPOLJTO.T A 

HOWELLiS H 

8003070377 

30-329 

9 

IPPOLITO.T A 

HOWEULi 8 H 

8003070387 

90-329 

S 

IPPOLITO.T A 

H0WELL«8 H 

' 8003070395 

50-329 

8 

IPPOLITO.T A 

KQWELL. a. K 

8003250944 

30-329 

Q 

IPPOLITO.T A 

HOWELL t 8 

6003280268 

90-329 

R 

IPPOLITO, T A 

HOWELL. 8 H 

6003100232 

90-329 

A 

IPPOLITO.T A 

HOWELL, J C 

6003310396* 

50-348 

Q 

IPPOLITO.T A 

HO WELL. J C 

600331 0389* 

70-2479 


IPPOLITO.T A 

HOWELL. J C 

8003090271* 

90-33a 

Q 

IPPOLITO.T A 

HOWELL. J C 

8003280633* 

70-2322 


IPPOLITO.T A 

HOWELL. J 

8003260299 

30-390 

8 

IPPOLITO.T A 

HOWLETTi G. H 

6003160367* 

90-336 

R 

IPPOLITO.T A 

HOWLETT, G H 

6003190938* 

90-336 

R 

IPPOLITO.T A 

HOVLE. Ji c 

6003110303* 

50-320 

0 

IPPOLITO.T A 

HOYLE. J C 

8003110314* 

90-320 

□ 

IPPOLITO.T A 

HOYLE. J C 

6003110126* 

lOCFR 


IPPOLITO, T. A 

HUBACEK. W. 0 

6003130127* 

90-596 

0 

IPPOLITO. T, K 

HUBACEK. W G 

60031303BB 

50-499 

8 

IPPOLITO.T A 

HUBER. P.W, 

6003190101 

NUREG 


IPPOLITO.T A 

HUDSON. 0, 

8003040323 

NUREG 


IPPOLITO. T A 

HUGHEBi C 

8003 1 40029* 

90-320 

0 

IPPOLITO. T. A 

HUGHEBv H 

00032000 16* 

COMMISSION 

IPPOLITO.T A. 

HUOHEB. Jp 

8003140181* 

90-388 

0 

IPPOLITO.T A 

HUNNICUTT. DpM 

6003100228* 

0A999 


IPPOLITO. T. A 

HUNNICUTT. Dp m 

8003130366* 

QA999 


IPPOLITO, T. A 

Hl/NNlClITTi D H 

8003190361* 

0A999 


IPPOLITO. T* A. 


ACCESSION 

NUMSER 

8003100134* 

8003120291* 

9003270339* 

8003310104* 

8003030580* 

80031 lOSBH 
Q003170399# 
Q003240410K 
B003340421* 
ao03310Q2&« 

8003100161 
8003030261* 
800321 0123* 
6003190374# 
8003210030* 

8003060223* 

8003240634 

8003280443* 

8003110103* 

0003170102 

8003210023* 
8003170459* 
8003190331* 
8003260623* 
80031 10632 

8003280575 
8003230091 
8003 1905 12 
8003270333 
8003140241 

8003140244 

8003140249 

8003030068 

8003030070* 

8003030080* 

8003240380 

0003030095 

8003030098* 

8003030063* 

8003030083 

8003030007* 

6003030089* 

8003030092* 

8003040040 

6003060432 

8003060438* 

80030604SO* 

0003170071 

6003030331 

6003030019 

8003120296 

6003240373 

6003110438 

6003110443* 

8003110490* 

6003240019 

8003140119 

8003100170 

8003110330 

0003110347* 

8003110363* 

8003170216 

0003170239* 

6003170244* 

6003100049 

8003100074 

8003130304 

6003130310* 

8003130317* 

8003130330* 

8003200039 
60032000 99 
6003240129 
6003200047 
8003240230 

8003240243 

8003240250 

8003240254 

8003240257* 

6003240261* 

0003240271 

6003240279* 

8003240282* 

0003240618 

8003260002 


SUBJECT 

CATEGORY 


0A999 


IPPOLITO.T A 

0A999 


IPPOLITO, T A 

flA999 


IPPOLITO.T A 

QA999 


IPPOLITO.T A 

50-202 

8 

IPPOLITO.T A 

30-306 

3 

IPPOLITO.T A 

50-282 

R 

IPPOLITO.T A 

50-202 

8 

IPPOLITO. T A 

50-306 

S 

IPPOLITTO, T A 

30-424 

0 

ITCHQNi 0 Y 

50-369 

S 

JACKIW. I N 

90-330 

0 

JACKSON, T P 

90-309 

a 

JACKSON. H M 

50-416 

0 

JACKSON. J F 

50-309 

0 

JACKSON. 0 

50-491 

0 

JACKSON. 0 

PR 


JACKBONi T J 

SO-206 

0 

JACKSON. R E 

0A999 


JACKSON. R E 

PR 


JACKSON. R E 


50-320 

90-317 

90-318 

50-318 

90-255 

RE6 

PR 

50-245 

90-213 

50-331 

50-331 

90-293 

90-259 

50-259 

50-259 

90-259 

50-263 

50-263 

50-263 

90-299 

50-259 

90-259 

50-299 

90-321 

90-331 

90-331 

50-33! 

90-271 

90-324 

90-277 

60-293 

90-324 

90-331 

90-331 

90-331 

90-259 

90-299 

90-271 

50-893 

90-293 

30-293 

30-271 

50-271 

50-271 

50-324 

50-220 

50-289 

50-259 

50-259 

30-259 

50-321 

50-277 

30-299 

50-299 

50-277 

50-366 

50-321 

30-263 

50-263 

50-263 

50-298 

50-298 

50-298 

50-333 

50-331 


J 

J 

F 

F 

F 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

3 

P 

F 

P 

P 

P 

F 

P 

F 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

F 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


JETTr 0 
JOHNSON. R M 
JOHNSON. 6 
JOHNSON. 5 
JOHNSON. 8 

JOHN6RUO. J K 
JOHNSRUDfJ H 
JOHNSRUD, J H 
JOHNSON. J E 
JOHNSON. J E 

JOHNSON. J C 
JOHNSON. N R. 
JOHNSON. H T 
JOHNSON. R. 
JOHNSON. R 

JOHNSON. J 11 
JOHNSON. R F 
JOHNSON. N P 
JOHNSON. P. R 
JOHNSON. W P 

JOHNSON. W P 
JOHNSON. R, G 
JOHNBON. R. 0 
JOHNSON. R 0 . 

JOHNSON. R> 0. 


ACCESSION 

NUMBER 

8003250199 

6003270220 

0003290107 

8003290197* 

6003250210* 

6003200012 
8003310184 
8003310189* 
00033 10196* 
8003050136 

0003270253* 

8003310449* 

8003240602 

0003100204 

8003190502* 

0003040052 

8003040106* 

0003140497* 

8003260542 

0003260107 


SUBJECT 

CATEOGRV 


50-331 

90-237 

90-324 

50-324 

50-324 

90-277 

90-263 

90-269 

50-265 

50-574 

50-346 

50-320 

PRM 

NUREG 

FOIA 

70-1143 

50-272 

50-275 

50-400 

50-329 


JACOBS. 8 B 

0003050042 

NUREG 


JACOBS . S U 

8003200465 

REGOD 


JACOBS, A 

0003310403* 

CONTRACT 

JACOBS. A 

0003200025 

CONTRACT 

JACOBS. A 

8003200020 

CONTRACT 


JACOBS. A 

6003310462 

CONTRACT 


JACOBS. A 

0003270102 

CONTRACT 


JACOBS. A 

6003200340 

CONTRACT 


JANACEK.R F 

0003090590 

90-327 

F 

JANECEKrR F 

6003030430 

50-237 

F 

JANECEK, R F 

0003030373 

50-237 

P 

JANECEK. R r 

0003070396 

50-237 

P 

JANECEK. R F 

8003040204 

90-237 

F 

JANECEK, R F 

0003050214 

90-10 

P 

JANECEK, R F 

6003090904 

90-237 

P 

JANECEK. R F^, 

8003060392 

90-237 

P 

JANECEK. R F 

8003110305 

90-237 

P 

JANECEK, R F 

6003140251 

90-254 

F 

JANECEKrR F 

6003140203 

50-10 

P 

JANECEK. R F 

0003170170 

50-237 

P 

JANECEK, R F 

6003170476 

50-237 

F 

JANECEK. R F 

0003190711 

50-10 

P 

JANECEK. R F 

0003260541 

50-237 

P 

JANINEK. M 

8003260006 

Stat« Prog 

JAN t NEK. M 

6003260049 

8t4t* Prog 

JAY. J. M 

6003100103 

NUREG 


JAYNE, T 6 

0003090104* 

50-387 

0 

JAYNER.J H 

6003270336* 

70-135 


JENKINS, R V 

0003170208* 

90-304 

S 

JENKINS. G R 

6003200172 

50-338 

6 

JENKINS, G R 

0003250348* 

70-1113 


JENKINS. 0 R 

8003110194* 

90-280 

G 

JENKINS. 0 R 

8003190791* 

90-302 

G 

JENKINS. 0 R 

8003110200* 

50-324 

G 

JENKINS. 0 R 

0003260175* 

50-259 

G 

JENKINS. 0 R 1 

8003190623* 

90-259 

Q 

JENSEN. 8 E 

8003110531* 

50-219 

P 

JENSEN. J V 

0003190881* 

FOIA 


JERAD. E 

0003200142* 

lOCFR 


JERMAN.P C 

0003030049* 

MISC 



BOO325O250 

0003170108* 

8003240949 

8003240976 

0003200534 

8003240913* 

8003230306 

8003240909 

8003190461* 

8003120446* 

8003090022 

0003130009 

8003060497* 

0003170309* 

6003200429* 

0003310049 

0003310163 

6003260407* 

8003040197* 

0003200902 

0003200638 

8003040396 

8003040402 

8003040492 

8003040586 


PR 

90-320 

90-936 

90-956 

50-956 

90-3B7 

90-387 

90-387 

FOIA 

90-267 

PR 

XPDRTUIC 

90-275 

90-304 

90-304 

FOIA 

REOOD 

90-309 

90-309 

90-309 

50-309 

90-263 

90-262 

90-263 

50-282 



PERSONAL AUTHOR INDEX 


399 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

JOHNSON, R W 

8003190509 

50-344 

0 

JOHNSON, R W 

00031 3021 

50-344 

0 

JOHNSON, R U 

e003t3O2ia» 

90-344 

0 

JOHNSON. R U 

0003130212 

SO-344 

0 

JOHNSON, M C 

0003110428 

90-395 

0 

JOHNSON, M C 

80032S04A1 

50-395 

8 

JOHNSON, K C 

8003260559 

50-395 

8 

JOHNSON, P R 

B0030304I7* 

50-29 

P 

JOHNSON, P R 

S003210576« 

50-271 

P 

JOHNSTON, J W 

S0032503B5 

NUREO 


JOHNSON. D P 

8003060320* 

50-317 

Q 

JOHNSON, D F 

6003060504* 

50-317 

0 

JOHNSON, J 

8003190307* 

50-247 

0 

JOHNSON, J H 

8003130368* 

QA999 


JOHNSON, J H 

BD031 40227* 

QA999 


JOHNSON,? H 

8003060623* 

50-397 

0 

JOHNSON, A 

8003090126* 

50-206 

0 

JOHNSON, J 

7910300474* 

MIBC 


JONES, fi e 

8003050015* 

50-320 

0 

JONES, M S 

6003050016* 

90-320 

0 

JONES, E,E 

8003240340 

PR 


JONES, 0 L 

8003210335 

PR 


JONES, 0 L 

8003250475 

PR 


JONES, R L 

8003200013 

50-344 

0 

JONES, J A 

0003050481 

50-209 

R 

JONES, W C 

8003100176 

90-205 

P 

JONES, U C 

8003180602 

50-205 

R 

JONES. U C 

8003210389 

50-205 

P 

JONES, U C 

8003240373 

50-205 

P 

JONES, M C 

8003310286 

50-205 

0 

JONES, W C 

0003260977 

50-205 

P 

JONES. R F 

S003W0645* 

50-271 

P 

JONES, 0 C 

8003120210 

NUREO 


JONES, J N 

8003050265* 

50-293 

0 

JONES, D W 

8003310263* 

70-27 


JONES, J A 

8003190587* 

fOIA 


JONES, J A 

0003190667* 

FOIA 


JONES, J A 

00031 90580* 

i^OJA 


JONES, J A 

8003190950 

FOIA 


JONES, R J 

0003100129 

REOOO 


JONES, J A 

8003190493* 

FOIA 


JORDAN, E D 

8003040128* 

50-77 

0 

JORDAN, E D 

8003200397* 

50-77 

R 

JORDAt^sE C 

0003200321 

50-77 

R 

JORDAN, M H 

8003040324 

50-480 

0 

JOSEPHS, S 

0003260160* 

FOIA 


JOYCE, J A 

B0030S0642 

NUREO 


JOYNER, J H 

8003270032* 

70-135 


JOYNER, J H 

aC03SB0i66* 

70-135 


JOYNER, J H 

0003060336* 

70-1143 


JOYNER, J H 

0003190302* 

70-135 


JOYNER, J H 

0003190821* 

70-U00 


JOYNER, J H 

8003050312* 

70-33 


JOYNER, J H 

8003050269* 

70-371 


JOYNER, J H 

8003190803* 

70-135 


JOYNER, J H 

8003170043* 

50-201 

Q 

JOYNER, J 

8003190205* 

70-020 


JOYNER, J H 

8003110227* 

70-371 


JOYNER, J H 

0003190158* 

70-1143 


JULIAN, C 

0003110194* 

50-340 

0 

JULIAN, C 

0003110170* 

50-364 

0 

JULIAN, C 

0003290302* 

50-259 

Q 

JUNOD, T L 

8003290444* 

50-30 

P 

KABADI, J 

8003180220* 

TOP REP 


KABUE, J. B 

8003210040* 

70-143 


KAEMPF,K 

8003240167 

50-367 

0 

KAHUe, J. E. 

8003250348* 

70-1113 


KAHUE.J D, 

8003100179 

70-1173 


KAHLE,J 6, 

0003 I 90099* 

70-024 


KAHUE, J B, 

8003310266* 

50-332 

0 

KAHN, B 

8003270064 

NUREO 


KALWIANAKIS, N 

0003060606* 

50-254 

8 

KALIVIANAKI8. N. 

6003030417 

50-254 

R 

KALIVIANAKI8,N 

8003210177 

50-254 

8 

KALlVIANAKISrN. 

8003040547 

50-265 

8 

KALtUlANAKIS, N 

8003170492 

50-265 

6 

KALWIANAKIS, N. 

8003170309 

50-254 

6 

KALWIANAKIS, N, 

8003200398 

50-265 

S 

KALWIANAKIS, N. 

8003120409 

50-265 

8 

KALWIANAKIS, N. 

' 8003190497 

50-264 

P 

KALWIANAKIS, N, 

0003200406 

50-254 

e 

KALWIANAKIS, N. 

0003200412 

30-265 

6 

KALWIANAKIS. N. 

1 0003200383 

60-254 

8 

KALKUARFr D. R. 

6003050205 

70-9B4 


KALLHANN, 6. 

8003060443* 

40-8168 





ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEOORV 

KALUMUCK.K (1 


8003190101 

NUREO 


HAMMERER. C 


7909270559 

HlfiC 


HAMMERER, C 


791 1060530 

Mtec 


HAMMERER, C 


8003060470 

90-275 

U 

KAN, 6 


8003 1204 13* 

90-265 

8 

KANE. I 0 


8003260324* 

90-209 

H 

KANE, W F 


Booasec339 

50-470 

A 

KANE, H F 


0003260344* 

50-470 

A 

KAPLAN. 6 


8003160262 

30-224 

F 

KAPLAN. A L 


8003290315* 

70-1113 


KAPLAN. A L 


8003030332 

70-1113 


KAPLAN. A L 


8003260199 

70-U13 


KAPLAN. A L 


B003t70l03 

PR 


KAPLAN, A L 


8003290299* 

70-1113 


KAPLAN. A L 


8003240643 

PR 


KASTENBERO.U 

E, 

8003060326 

50-320 

0 

KASTENBERO.N 

E 

9003190503 

Acaa 


KASTENBERO.W 

E 

8003190599* 

ACRB 


Kauffman, J t 


8003160519 

50-3B7 

H 

KAUFMAN. N C 


8003270240 

NUftEO 


KAUFMAN, 8 R 


8003190359* 

FOIA 


KAUFMAN, a R 


8003190350* 

FOIA 


KAUFMANNiR S 


6003060137 

40-6721 


KAUFHANN.R S 


6003050006 

40-0745 


KAUFMANNiR 8 


0003240210 

40-9720 


KAY, J A 


8003090452 

90-29 

P 

KAYrJ A 


8003130496 

90-29 

R 

KAYrJ A 


8003140214 

90-29 

P 

KAYrJ A. 


8003170253 

50-29 

P 

KAYrJ A 


B0D3240369 

90-29 

P 

HAY8ER, W. V 


8003110551* 

90-219 

P 

KEARNEY, J J 


800304 OJ 45 

PR 


KEARNEY, J J 


0003210001 

PR 


KEARNEY, J J 


8003250093 

PR 


KEA7EN, R. N 


9003250196 

S0-2B9 

0 

KEATON, R U 


8003250196 

50-2B9 

0 

KE8LU8EK. S 


9003070045 

50-400 

A 

HEE.Cv W, 


8003110019 

PR 


KEE.C N 


6003110015 

PR 


KEEiD 


8003190049 

40-2061 


KEENE, W E 


600320039 7* 

50-77 

R 

KEETON, 9. C 


8003290390 

NUREO 


KEHOe, D. V 


8Q03030010* 

50-317 

0 

KEHOe, 0 


0003190413* 

50-293 

Q 

KEHOE, D V 


6003 190902* 

50-387 

Q 

KEHOE, 0 


0003190442 

50-293 

6 

KEIMO.R R 


8003060292* 

50-31 1 

O 

KEIMI0,R R. 


0003190446 

90-272 

6 

KEIHIO.R 


8003180004 

50-317 

S 

KE1MJ0,R R 


8003100136 

50-317 

8 

KEIHIO,R. 


0003100172 

30-219 

8 

KEIHIOiR 


0003190172 

50-270 

8 

KEIMIO, R R 


8003190233 

50-272 

6 

KEIHlOrR R 


0003200509* 

50-334 

0 

KEIMlOrR R 


8003040051* 

90-272 

o 

KEIMIIQ.R R 


8003060504* 

90-317 

0 

KEIHIQ.R fl 


8003190059* 

50-249 

0 

KEIMIO.R R 


BOO 3260405* 

90-219 

0 

KEITH. R C 


0003050835 

TOP REP 


KELLER. T 0 


8003270120 

40-1 162 


KELLEYrW D 


8003100147* 

QA999 


KELLEViM D. 


8003140120* 

0A999 


KELLEV. J L 


6003090133* 

lOCFR 


KECLQOOrP J 


0003190852* 

90-280 

Q 

KELLqoOiP 


8003100166 

50-324 

S 

KELLQOO.P, J 


8003100229 

50-324 

8 

KECLQOO,P 


B00320016B 

90-302 

8 

KELLQOO,? J 


8003190269* 

90-ta24 

0 

KELLqoOiP J 


BOO32702B2* 

90-324 

Q 

KELLPOOiP. J 


80031 10207* 

90-330 

Q 

KELLPOOiP. J 


8003190672* 

80-302 

Q 

KELLQOOrP J 


8003200616* 

50-416 

Q 

KELLQOOiP J 


0003050359* 

50-338 

0 

KELLQOOiP J 


80031 90589* 

90-261 

0 

KELLQOO, P J 


0003210144* 

90-338 

Q 

KELLPOOrP J 


8003060239* 

50-62 

Q 

KELLQOO.P. J. 


8003130591* 

50-324 

Q 

KELLY, R. 0 


00031 10374 

toprep 


KELLY, U D 


8003100242* 

<1A999 


KELLY, 0 B 


800320027 5 

TOPREP 


KEMPER, J 8 


8003140141 

50-352 

0 

KENNA, N 0 


8003130663 

50-369 

6 

KENNA, N, B 


0003070310 

70-2642 


KENNA,N B, 


0003280628 

70-2322 


KENNA. N. a 


8003190038* 

70-824 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

category 

KENNA. N B 

6003210033 

70-143 


KENNA, N 8 

SD033 10393 

50-348 

Q 

KENNA. U| 8 

800331<)3B4 

70-2479 


KENNA, H 8 

8003060660 

50-250 

Q 

KENNA. W 3 

8003070094 

S0-296 

Q 

KENNA, U n 
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0 

*■ 

LANCASTER, K F 

8003070354* 

50-302 

8 

LEVIN. C 

8003110101* 

50-341 

KLlNEfU A 

8003250028 

50-275 

0 


LANCASTER, K F 

8003110666* 

50-302 

8 

LEVINE, a 

80031905DQ 

RES 

KLINOAMANiR M 

8003120561 

50-320 

8 


LANCASTER, K F 

8003130493* 

50-302 

8 

LGWALD.© H 

8003060358 

50-471 

KNAPP 1 P 

8003100172 

50-219 

6 


UANCA6TER,K F 

8003130380* 

50-302 

8 

LGWIN.R J 

8003270092 

XPORTLIC 

KNELLERfS H 

8003130063* 

50-275 

H 


LANCASTER, K F 

8003310343* 

90-302 

8 

LEWtS.H I 

8001300337 

50-320 

KNICEUEY. J R 

6003190502* 

50-123 

0 


LANE, M 

8003260410* 

90-320 

H 

LEWIS, M 

0003060016 

50-209 

KNIOHT*C F 

8003240645 

XPORTHC 



LANCE, T 

8003060274* 

WASTE MOT 

LEWIGiM I 

0003310027 

50-209 

KNIOHT.J E 

8003040666* 

50-344 

© 


LANGE, 8 L 

0003200260 

WASTE HOT 

LEWIS. M I 

0003310089* 

50-209 

KNI0HT,J E 

6003040673* 

50-344 

© 


LAN0N£R,R R 

8003030549 

90-264 

K 

LEWIS, h 1 

8003310041* 

50-209 

KNIOHTxJ E 

8003250309* 

50-344 

© 


LANNINO. 0 D 

80032004 S3 

NUREO 


LEWIS. H W 

8003060503 

50-312 

KNQP.R C 

8003060652* 

50-254 

6 


LANNIN©. D D 

8003030224 

NUREO 


LEWIS* C E 

B003190B95* 

FOIA 

KNOPrR C 

8003140131* 

50-358 

Q 


LANTZ,R H 

8003130680 

RES 


LEWIS, C 

8003190887* 

FOIA 

KNOPiR C 

8003190641* 

50-34 1 

Q 


LAPHAM, W W 

8003240446 

50-367 

A 

LEW18,C E 

0003 19087 4* 

FOIA 

KNOPiR C 

6003310145* 

50-329 

Q 


LAPHAMrH U 

0003240393 

50-367 

R 

LEWIS,© E 

0003190869* 

FOIA 

KNOPiR C 

8003310114* 

50-461 

0 


LARKINS, J T 

8003260290 

TOPREP 


LEWIS. C E 

0003190836* 

FOIA 

KNOTTS, H 

6003280310* 

50-289 

H 


LARSEN, L 0 

8003190477* 

FOIA 


LEWIS, c e 

BO 03 1908 4 9* 

FOIA 

KNOTTS, J B 

8003270270 

50-445 

M 


LARSEN, L 0 

8003190450* 

FOIA 


LEWI8. C 

0003190832* 

FOIA 

KNOTTS, J B 

8003270270 

50-445 

H 


LARSEN, L 0 

8003190471* 

FOIA 


LEWIS, C 

0003190829* 

FOIA 

KNUTHrD F. 

8003060669 

PRM 



LARSON, L. K 

8003030022 

90-312 

0 

LEWIS, C 

0003190019* 

FOIA 

KNUTH, D F 

8003040086 

PR 



LARSON, W L 

8003130010* 

90-320 

H 

LEWIS, C E. 

0003190913* 

FOIA 

KOBLICK.L 

0003070033 

PR 



LARSON, T L 

8003170021 

40-8340 


LEWIS. C E 

8003190607* 

FOIA 

KOCH, R 

0003130653* 

50-320 

H 


LARSON, T U 

8003190105 

40-8340 


LEWIS, C E 

8003190791* 

FQIA 

KOCH, L J 

0003250462 

50-461 

8 


LARSON, H J 

8003190072 

PR 


LEWIS, C. E 

8003190801* 

FOIA 

KQE8TER,0 L 

00031901 16 

50-462 

A 


LARSON, L K 

8003030022 

50-312 

0 

LEWIS. C E 

B003 190786* 

FOIA 

KQESTERiO L 

0003190139 

50-462 

A 


LARGON, D U 

80031 10014 

PR 


LEWIS, C.E 

8003190779* 

FDIA 

KOESTERrO L 

6003170039 

50-482 

A 


LATIMER. T 

8003260641 

50-466 

A 

LEWIS, C.E 

8003190761* 

FDIA 

KOEBTER, 0. L 

8003190125 

50-482 

A 


LAUDENBACH, 0 H 

8003140170* 

SO-272 

P 

LEW 18, C E 

8003190753* 

FOIA 

KOESTER. 0. L 

0003060066 

50-482 

K 


LAWDEr W 

0003200303* 

50-445 

M 

LEWIS, C E 

8003190747* 

FOIA 

KOeSTER, 0. L 

0003060166 

50-482 

A 


LAWTON. N D 

8003190015 

40-8004 


LEWIS, C E 

8003190742* 

FOIA 

KOESTER,©. U 

0003170412 

50-402 

A 


LAVFIELD.R L. 

8003130460* 

40-6264 


LEWIS. C E 

0003190730* 

FOIA 

KOHL.K A 

8003040507* 

50-260 

R 


LAYF1ELD,R L 

8003130463* 

40-6264 


LEWIS, G E 

0003190390* 

FOIA 

KOHLrK A 

8003050477* 

50-344 

R 


LAYFIELD,R L 

8003130314* 

40-6264 


LEWIS, C.E 

0003190708* 

FOIA 

KOHL.K A 

0003110566* 

50-344 

R 


LAVFIELDrR L 

8003130305* 

40-6264 


LEW19,C.E 

9003190715* 

FQIA 

KOHZOR. L 

8003060456 

PR 



LAZO.R M 

8003130069 

50-219 

0 

LEUIB.C. E 

9003190704* 

FOIA 

KQNDASiO 8 

8003040206* 

CONTRACT 



LAZO.R. M, 

8003250208 

90-443 

M 

LEWta. C E 

0003190701* 

FOIA 

KONKLIN. J E 

6003250286* 

60-454 

Q 


LAZO.R M 

8003290208 

50-445 

M 

LEWIS, C £ 

0003190695* 

FOIA 

KOPACZ.wl 

600320D3B5* 

50-254 

8 


LEAHY, P J 

8003060510* 

NUREO 


LEWIS, C E 

8003190684* 

FOIA 

KORCHYNSKY. N 

8003040512* 

50-237 

8 


LEAR,© 

6003 1302 49 

90-309 

P 

LEWIS. C E 

6003190680* 

FOIA 

KOTCH.J L 

8003240225 

40-6602 



LEAR,©. 

8003140064 

50-272 

P 

LEWIS, C. E 

8003190577* 

FOIA 

KQTHARIiK H 

6003120267 

NUREO 



LEBO.C D 

8003200033 

CONTRACT 


LEWI9, C, E 

8Q03190S24* 

FOIA 

K0T8CH, J L 

BOO 3270342 

40-8602 



LEBO.C.D 

8003170241 

CONTRACT 


LEWIS, C E 

9003190543* 

FOIA 

K0VAC8. 8 

8003060003 

71-9028 



LEE.E.W K 

8003190641* 

90-341 

0 

LEWiBrC G 

000319051 1* 

FOIA 

KOVCHYNSKY. M. 

8003040539* 

50-249 

8 


LEE.H 

8003200183* 

lOCFR 


LEWIS, C E. 

0003190506* 

FQIA 

KOWALCZYK.W U 

B003 110667 

50-320 

P 


LEE. J 

8003140098 

90-289 

0 

LEWIS, N D 

8003070237 

PR 

KOZIOU.J J 

6003180163* 

50-265 

P 


LEE.O.R 

8003190990* 

50-267 

© 

LEWIS, 8 R 

8003070362* 

50-207 

KRAFT. D C 

B00312040S* 

50-140 

P 


LEED. R n 

8003060219 

50-522 

0 

LEWIS, S R 

■8003240474* 

50-287 

KRAUSi K 

7907200433 

50-311 

0 


LEEDYtH J 

80032B0306* 

50-209 

H 

LEWIBpS R 

0003120521* 

50-270 

KRIEHELMEYER, H 

8003110550 

50-289 

D 


LEOOrW S 

8003250111 

PR 


LEWIS, 8 R 

0003120433* 

90-207 

KRIVENKO. T 

0003070221* 

50-320 

© 


LEHMAN, L J 

8003120985 

50-320 

P 

LEWIS, 8 R. 

0003200430* 

50-269 

KRIVENKO. T 

8003190377* 

50-320 

© 


LEHMAN. L J 

8003100570 

50-320 

P 

LEWIS. F W 

8003060287* 

90-289 

KRQEHLER. C 

8003170427 

50-320 

H 


LEHP0E8, T E, 

8003070344 

50-220 

R 

LEWIS* 8 H. 

800304006 B 

50-312 

KRUO. H E 

0003240578 

WASTE MOT 


LEMP0E8, T E 

0003170407 

90-220 

R 

LEWIS, 8 H 

8003190642 

50-312 

KRUO. H E 

8003250467 

WASTE MOT 


LEhPGES. T E 

8003310280 

50-220 

6 

LEWIS. 8 H 

SOO319OB04 

90-312 

KUOEi T 

80032801 98 

XPORTLIC 



LEMPOES. T. E 

8003310310 

90-220 

8 

LEWIS.R. G 

0003190256* 

50-324 

KUOE, T 

8003280216 

XPORTLIC 



LENAKAN. J. J 

8003250074* 

90-491 

Q 

LEWIS* R L. 

0003060363* 

50-259 

KUNDERtO a 

0003100145 

50-320 

S 


LENAHAN, J J 

8003190676* 

50-400 

0 

LEWIS.R G 

8003250166* 

50-299 

KUNIN. R 

8003210420* 

50-250 

P 


LENAKAN, J. J 

0003190618* 

90-966 

Q 

LEWIS.R, C 

8003250219* 

50-348 

KURTZ, R U 

8003280575 

RES 



LENT8CH. J. H 

0003170334 

50-344 

Q 

LEWIS.R C. 

8003270272 

50-324 

KU8HNER, U L 

B003190Q03* 

70-135 



LEONARD, H 

8003120480 

50-271 

H 

LEWIS, R C, 

8003110170 

50-340 

KUSHNERrVI L 

8003280166* 

70-135 



LEONARD, J D 

8003040378 

50-333 

Q 

LEWIS, R C 

8003110197 

90-336 

LAFOND. H y. 

8003140456 

XPORTLIC 



LEONARD, J 0 

0003060529 

90-333 

Q 

LEWIS, R C 

8003190664* 

90-302 

LAOIEUSKI. J. 8 

8003050512* 

50-318 

8 


LEONARDr D 

0003110040 

50-333 

8 

LEWIS.R C. 

8003110127 

90-335 

LAtNAS. 0. 

8003100146 

50-309 

P 


LEONARD, J, D 

0003070364 

50-333 

R 

LEWIS. R C 

8003200574* 

50-302 

LA I NAS. 0. 

8003070290 

50-261 

F 


LEONARD* J D 

0OO3O4OSO2 

50-333 

8 

LEWIS, R. C 

8003190182* 

50-327 

LAINAB, Ov 

8003240152 

50-269 

F 


LEONARD* J, D 

00031 10508 

90-333 

R 

LEWIS.R C 

8003190324 

90-299 

LAINAS, 0> 

8003270207 

50-344 

F 


LEONARD, J D 

00031 10640 

50-333 

8 

LEWIS. R.C 

B003 190605 

50-327 

LAI NAS. 0, 

8003100173 

50-29 

P 


LEONARD* >1 D 

0003110645 

90-333 

8 

LEWIS. R. C 

0003190505 

50-261 

LAINAS. 0. 

8003270079 

50-272 

P 


LEONARD* J, D 

0003170137 

30-333 

a 

LEWIS. R. C 

0000070355 

50-299 

LAINAB. © 

8003270092* 

50-272 

P 


LEONARD, J D 

0003170322 

50-333 

8 

LEWIS. R. C 

0003060228* 

90-62 

LAINAS. 0 

8003120764 

50-285 

P 


LEONARD* J D 

0003190539 

90-333 

8 

LEWIS.R C 

0003210138* 

90-338 

LAINAS. 0, 

8003140207 

50-219 

F 


LEONARD* 0. D 

0003170490 

50-333 

G 

LEWIS.R C 

0003250117 

50-299 

LAINABi 0, 

8003060533 

50-213 

F 


LEONARD* J D 

0003100572 

90-333 

8 

LEWIS. R.C 

0003190844* 

50-200 

LAINABf ©, 

8003120275 

50-286 

P 


LEONARD* J D. 

0003100592 

90-333 

8 

LEWIS. R. C> 

0003060167* 

50-369 

LAtNAS. 0. 

8003180031 

50-335 

F 


LEONARD, J, D, 

0003210324 

50-333 

8 

LEWIS.R C 

0003140154 

50-348 

LAINAS. 0, 

8003260455 

50-245 

F 


LEONARD, vl D 

0003210334 

90-333 

8 

LEWIS.R C 

0003 1 30583 

50-324 
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AUTHOR 


ACCESSION 

NUHQER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LEHlSrR C 


B003U01&G 

50'-364 

0 

LITVACK. 3 M 

8003060520# 

SO-361 

M 

MACDONALD, C E 

0DO321O1O1 

71-6144 


4.£WIS.R C 


QD03 120735 

50-250 

Q 

LITVACK . 8 « 

8003260626 

50-471 

M 

MACDONALD, C E 

8003210105 

71-6206 


LEMI 81 R, C 


BOOS 190241 

90-324 

Q 

LIU. L K 

8003090506# 

50-237 

P 

MACDONALD, C E 

8003210580 

71-9069 


LEHIS.R C 


0003190946 

90-390 

Q 

LIVERNAM. J L 

8003110023 

PR 


MACDONALD. C E 

8003210585 

71-9080 


L^HIS.R C 


0003200129# 

50-302 

a 

LIVERMORE. H H 

8003120297# 

50-461 

G 

MACDONALD, C E 

8003210588 

71-9364 


LEU18. R C 


6003310253 

50-327 

Q 

LIVERMORE, H H 

8003310114* 

50-461 

Q 

MACDONALD, C E 

6003210991 

71-9010 


LCMiSiR C 


0003190654 

90-302 

0 

LLOYD. J 

8003060497# 

50-275 

U 

MACDONALD, C £ 

8003240079 

71-376 


LCMlSiR C 


0003250200 

50-340 

0 

LOCHSTET, W A 

8003190089 

PR 


MACDONALD, C E 

8003240086* 

71-376 


LfMlSiR C 


0003250371 

50-259 

0 

LOEFFLER, T 

8003060019 

PR 


MACDONALD, C E 

0003240091 

71-374 


L^HiSiR C 


0003270350 

90-302 

0 

LONC.F J 

8003200599 

50-416 

0 

MACDONALD, C E 

8003240097# 

71-374 


LEUrSiR C 


6003200563 

* 50-302 

Q 

LORENZ, R W 

8003050221# 

50-133 

R 

MACDONALD. C £ 

8003240317 

71-9070 


LEUlSiR C 


6003210054# 

50-299 

Q 

LORENZ, R W 

8003050228# 

50-133 

R 

MACDONALD, C E 

8003240372 

71-6717 


LEUrSiR c 


6003060347 

90-259 

0 

L0S3,F 0 

8003040327 

NUREG 


MACDONALD, C E 

8003250125 

71-9032 


LEurs.R C 


6003050325 

S0-33B 

0 

LOMENSTEIH.R 

8003200123# 

lOCFR 


MACDONALD, C E 

8003270509 

71-364 


LEMISrR C 


6003060206 

50-62 

0 

LOWENSTEIN.R, 

8003200128# 

lOCFR 


MACDONALD, C E 

8003270512* 

71-364 


LEUISrR C 


0003190163 

50-327 

0 

L0WEN8TEIN.R 

8003200128# 

lOCFR 


MACDONALD, C E 

8003280156 

71-359 


LEUtBrR C 


8003190840 

50-280 

0 

LUCAS. R 

8003130087# 

90-546 

G 

MACDONALD, C E 

8003280165# 

71-359 


LEUlSrR C 


8003200124 

SO-302 

0 

LUCAS, J 

8003110091 

PR 


MACDONALD, C E 

8003310420 

71-4949 


UMISiR C 


8003210130 

50-33B 

Q 

LUCA3, J 

6003180226 

PR 


MACDONALD, C E 

8003310438 

71-9111 


LEMLSiR C 


8003240610 

S0-33B 

0 

LUDEWIG. K 

8003170146 

RES 


MACDONALD, C E 

8003310443 

71-9032 


Le2AK,3 I 


6003360447 

ttlSC 


LUNOVALLtA E 

8003030024# 

50-317 

0 

MACDONALD, C E 

8003240234 

71-04 


LlAUifi D 


6003070296# 

ACRS 


LUNOVALL. A E 

8003060282# 

90-317 

Q 

MACDONALD, C E 

8003280583 

71-6771 


LISARKIM.H W 


6003050354# 

SO-275 

A 

LUNDVALL, A E, 

8003030004# 

90-317 

Q 

MACDONALD, C E 

8003280986 

71-4824 


LjBBETTSiL 


6003300534 

50-996 

H 

LUNDVALL.A E 

0003030017# 

50-317 

Q 

MACDONALD, C E 

0003280988 

71-9044 


L1BRI22I>F P 


80031 10568 

90-272 

R 

LUNDVALLtA E 

8003270399 

50-317 

K 

MACDONALD. C E 

8003280991 

71-4874 


tlBRIZZIrP P 


6003060537 

50-272 

S 

lundvall.a E 

8003050537 

90-317 

P 

MACDONALD, C E 

0003280595 

71-6206 


LJBftIZZifF P 


6003060558 

50-272 

3 

LUNDVALLfA E 

8003030299 

50-317 

P 

MACDONALD. C E 

0003200590# 

71-6206 


LIDR1ZZI,F P 


8003060570 

50-272 

6 

LUNDVALLrA E 

8003050499 

50-317 

P 

MACDONALD, C E 

8003280603 

71-9019 


LJBRIZZI,F P 


8003060596 

90-272 

8 

LUNOVALL r A E 

0003060036 

50-317 

R 

MACDONALD, C E 

8003280607# 

71-9019 


LIBRIZ2I.F P 


80031 10512 

90-272 

P 

LUNDVALL. A E 

8003170190 

50-317 

P 

MACDONALD, G E 

8003280668 

71-9942 


LlBRIZZIfF P 


0003110573 

90-272 

P 

LUNOVALL. A E 

8003200239 

50-317 

P 

MACDONALD, C E 

8003310489 

71-9091 


LIBRIZZI. F P 


8003170261 

50-272 

P 

LUNDVALL, A E 

6003250303 

90-318 

P 

MACDONALD, C E 

8003270369 

71-9086 


LIBRIZZIjF P 


8003210484 

50-272 

P 

LUNDVALLrA E 

6003280240 

90-318 

P 

MACDONALD, C E 

8003270366# 

71-9086 


LiSRIZZr-F P 


8003260629 

50-272 

P 

LYCAN.G A 

8003 190338# 

50-320 

H 

MACDONALD, C E 

8003280579 

71-9039 


LICC2ARD0.R 


6003200007 

50-10 

P 

LYNCH. M D 

6003240042 

90-397 

A 

MACDONALD, C E 

8003310165 

71-9800 


UICHTENBERGER 


8003130660 

70-1100 


LYNCH, M D 

0003250163 

90-367 

A 

MACKIN, J L 

8003280 1 53 

WASTE MOT 

LlCHTENBERGERi 

H 

8003140004 

70-1100 


HACARTHUR. T C 

8003110194# 

90-280 

Q 

MACKLIN, L 

8003130400 

71-9120 


LICHTENBEROER 


8003130632 

70-1100 


MAC DOUG ALL, E A 

8003170320 

TOPREP 


MADEOA, T J 

8003310487# 

50-259 

Q 

LICHTENBEROERr 

H 

8003310121 

70-1100 


MACOOUGALL.E A 

8003170437 

90-344 

F 

MADEDO.T J 

0003190502# 

50-123 

Q 

LlCITPArE A 


6003190772 

90-482 

A 

MACDOUGALLiE A 

0003170289 

50-409 

F 

MADISON, W R 

8003100550# 

50-330 

R 

LICITRA, E A 


8003040168 

50-275 

A 

MACDOUGALL.E A 

8003170366 

50-213 

F 

MADSEN. M R 

8003250280 

71-361 


LlCITRAiE A 


8003120416 

90-311 

A 

MACOOUGALL.E A 

6003170289 

50-245 

F 

MADSEN . 0 U 

8003240548 

50-313 

P 

LlCjTflA^E A 


8003190404 

50-928 

A 

MACOOUGALL.E A 

8003170342 

50-213 

F 

MADSEN, G U 

8003190009 

50-368 

8 

LICITflAi E 


8003270181 

90-311 

A 

MACOOUGALL.E A 

8003170387 

50-336 

F 

MADSEN, 0 U 

8003140171 

50-72 

S 

LICITRA.E A 


8003310143 

90-311 

A 

MACOOUGALL.E A 

0003170317 

90-219 

P 

MADSEN, G U 

8003250009 

50-267 

a 

LICITRA. E A 


8003310169 

50-482 

A 

MACDOUGALL.E A 

6003170290 

50-335 

F 

MADSEN, 0 L 

6003060416 

90-267 

0 

LlEBLERi 0 E 


8003050433 

NUREG 


MACDOUGALL.E A 

8003170488 

50-10 

F 

MADSEN. 0 L 

8003190683 

50-313 

0 

LZEBLERi 0 


8003050542 

TOPREP 


MACOOUGALL.E A 

8003170331 

TOPREP 


MADSEN, G L 

8003120712 

50-382 

0 

LlEDLERi 0 E 


8003110606 

TGPREP 


MACDOUGALL.E A 

8003170436 

30-289 

F 

MADSEN, 0 L 

0003110241# 

lOCFR 


LIM. T H 


8003250536# 

50-224 

R 

MACDOUGALL. E. A 

0003170247 

50-309 

F 

MADSEN, 0 L 

8003290160# 

SO-267 

0 

LIMrT H 


8003250332 

90-224 

R 

MACDOUGALL.E A 

8003170295 

50-266 

F 

MADSEN, G U 

8003170055# 

90-262 

a 

LlMAtP.M 


6003180566# 

50-285 

G 

MACDOUGALL.E A 

8003170377 

50-263 

F 

MADSEN, 0 L 

8003190981 

50-267 

0 

LiNCOLNrR C 


6003110014 

PR 


MACDOUGALL.E A 

0003170348 

90-213 

F 

MADSEN, 0 L 

8003290324 

50-313 

a 

LINDBLADr W J 


8003040577 

50-514 

A 

MACDOUGALL.E A 

8003290526 

90-331 

F 

MADSEN , 0 L 

0003170090 

50-262 

Q 

LI HDSL AD, W U 


8003050432 

90-344 

P 

MACDONALD, C, E 

8003210210# 

71-9796 


MADSEN, 0 L 

8003290156 

50-267 

Q 

LlNDBLAOi U J 


8003110565 

50-344 

P 

MACDONALD, C E 

8003210207# 

71-9796 


MADSEN, 0 L 

8003190098 

50-290 

0 

LINDERiF 


8003190141 

50-159 

0 

MACDONALD, C £ 

8003090069 

71-5796 


MA0NU80N, W 0 

8003110122# 

50-320 

u 

L I NDER, F 


8003060328 

90-409 

R 

MACDONALD, € E 

0003260191 

71-9122 


MAKEPEACE, J M 

8003170297# 

50-247 

8 

LINDER,F 


6003270345 

90-409 

0 

MACDONALD. C E 

8003050119 

71-9490 


makepeace, j m, 

8003180379# 

50-247 

S 

LINDER, F 


6003110653 

90-409 

R 

MACDONALD. C E 

8003090129# 

71-9450 


MALARO, J C 

8003190424# 

FOIA 


LINDER.F 


8003280635 

50-409 

Q 

MACDONALD. C E 

8003100230 

71-9137 


malarq, J C 

8003190432# 

FOIA 


LINDER, F 


6003J60S04 

90-409 

B 

MACDONALD. C E 

8003090233 

71-9926 


MALLAT. 0 R 

8003180366 

50-409 

0 

LINDER. F 


6003210463 

90-409 

F 

MACDONALD. C £ 

8003090239# 

71-5926 


MALLEN. A N 

8003170148 

RES 


1 INDER.F 


6003170441 

90-409 

P 

MACDONALD, C E, 

8003090242 

71-6387 


MALLORY, K 

8003140305 

50-339 

P 

LINDER, F W 


6003100631 

90-409 

P 

MACDONALD, C E 

0003090249# 

71-6387 


MALLORY, K 

8003310293 

50-339 

A 

LINDER. F 


8003240413 

50-409 

R 

MACDONALD. C E 

8003090222 

71-6697 


MALMROS, M H 

8003040663# 

50-34+ 

0 

LINDER, F 


8003200462 

90-409 

P 

MACDONALD, C E 

8003090227# 

71-6697 


MAL 8 CH, M 0 

8003200079# 

50-280 

0 

LINDER. F 


6003260469 

90-409 

0 

MACDONALD. C E 

8003090077 

71-340 


MANAKTALA, H K 

8003200316 

NUREG 


LINDER, F 


0003120322 

90-409 

P 

MACDONALD, C E 

80030500B1# 

71-348 


MANFRED, 0 . 

0003190320# 

50-320- 

H 

LINDLEY, M 


8003270046 

90-974 

0 

MACDONALD. C E 

0003070260 

71-6642 


MANOU 8 I 1 J 

8003260146# 

FOIA 


LINEHAN,J J 


8003110028 

40-3453 


MACDONALD. C E 

8003190966 

71-6400 


HANRYi M 

8003040961 

50-321 

8 

LINEMAN, vJ J 


6003100220 

40-8102 


MACDONALD, C E 

80031 90971# 

71-6400 


MANRV, M 

8003040949 

50-366 

a 

LtHEHANiJ J 


6003280488 

40-3433 


MACDONALD, C £. 

8003280404 

71-6400 


MANRYr M 

8003040592 

50-32 1 

8 

LINEMAN, J, J 


6003310204 

40-6659 


MACDONALD, C E 

8003290068 

71-100 


MANRY, M 

8003110615 

50-321 

R 

L*rNEHAN. U J 


80032405 10 

WASTE MOT 

MACDONALD, C E 

8003290072 

71-9 


MANRY, M. 

8003030591 

50-32 i 

R 

LINEMAN, J J 


8003240232 

40-6699 


MACDONALD, C E 

8003290081 

71-9 


MANRY, M 

8003110669 

50-321 

S 

LlNEHANiJ J 


8003250916 

40-6681 


MACDONALD, C E. 

8003290084 

71-97 


MANRY, M 

8003140300 

50-321 

8 

LI NEMAN, J U 


6003250413 

40-3453 


MACDONALD, G E 

80O32500B9 

71-291 


MANRY, M 

6003210412 

50-321 

a 

LINEMAN, vl J 


8003250610 

40-0492 


MACDONALD, C E 

8003290099 

71-102 


MANRY, M 

8003210391 

50-366 

8 

LINENS£R 0 £R ,0 


6003250209 

90-466 

Q 

MACDONALD, C E 

8003260099 

71-189 


MANRYr M 

8003210400 

50-366 

8 

LINEHBEROER.O 


8003200068 

50-466 

G 

MACDONALD, C E 

6003280103 

71-292 


MANRV, M 

6003210491 

50-321 

8 

LINK. L U 


8003280417# 

90-320 

H 

MACDONALD, C, E 

8003280113 

71-9086 


MANRY, M, 

8003210362 

50-321 

S 

LITRAGK 18 M 


8003250521 

50-443 

M 

MACDONALD, Q E 

8003280122 

71-49 


MANRV, M 

8003210406 

50-321 

6 

LITTLE. L W 


8003280637 

50-299 

0 

MACDONALD, C E 

8003280118 

71-169 


MANRYr M 

8003210433 

50-366 

a 

LITTLE. H. 


6003210348 

CONTRACT 


MACDONALD, C E 

8003210096 

71-9094 


MANRY, M, 

8003260550 

50-321 

8 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEODRY 

HANRY, n 

Q0032S0395 

50-366 

1 

MANSFIELD. A 

S00306Q4B7 

PR 


MANZANARE8. C 

8003130634 

50-574 

i 

MARCHAL. J 

8003140091 

XPORTLIC 

MARCHALi wl 

6003340063 

XP0R7LIC 

MARKER, L H 

6003090096* 

50-546 

K 

MARKET. A K 

8003310045* 

50-295 

< 

MARKOWSKI.R S 

6003 19099*?* 

50-244 

< 

MARSHALL, W H 

800319020*?* 

50-329 

j 

MARSHALL, D D 

6003060590 

50-273 


MARSH, L D 

6003100067 

TDPREP 


MARTIN, 8 J 

6003130613* 

50-556 

h 

MARTIN, D K 

8003290354 

50-358 

C 

MARTIN, J E 

6003120613 

ORO 


MARTIN. T J 

8003040033* 

50-354 

8 

MARTIN, T J 

6003060459 

50-354 

a 

MARTIN. T J 

8003060207* 

50-355 

E 

MARTIN.! J 

6003060242* 

50-354 

E 

MARTlNiT J 

6003140102 

50-354 

G 

MARTIN. R A 

8003260652 

RES 


MARTIN, T T 

6003260445* 

50-206 

Q 

MARTIN, T 

8003190435 

50-29 

8 

MARTIN, W 0 

8003170032 

50-201 

Q 

MARTIN. W 0 

8003280248* 

70-1 3S 


MARTIN, T 

8003190442 

50-293 

8 

MARTIN, T 

8003190423 

50-29 

S 

MARTIN, T 

8003190185 

50-309 

3 

MARTIN, T 

8003100157 

30-309 

3 

MARTIN, T. 

8003170195 

50-29 

6 

MARTIN. T 

8003200048 

50-293 

8 

MARTIN, T T 

6003050029* 

50-271 

G 

MARTIN, T T 

0003190413* 

50-293 

Q 

MARTIN, T T 

8003190886* 

50-29 

Q 

MARTIN, T T 

B003260339* 

50-271 

Q 

MARTIN, H 0 

8003060323 

70-1143 


MARTIN, N 0 

8003050162* 

70-020 


MARTIN, N 0 

8003270DJ9* 

70-135 


MARTIN, M 0 

8003050305* 

70-33 


MARTIN, W 0 

8003190373* 

70-135 


MARTIN, N 0 

8003050262 

70-371 


MARTIN, W Q 

B00311017U 

70-2042 


MARTIN, W 0 

8003270330* 

70-135 


MARTIN, W Q 

8003110162 

70-2842 


MARTIN. W 0 

8003190792* 

70-135 


MARTIN. W 0 

8003050300 

70-33 


MARTIN, U 0 

8003050295 

70-364 


MARTIN, N 0 

0003190149 

70-1143 


MARTIN, N 0 

8003190280 

70-820 


MARTIN. Q 

8003110223 

70-37 I 


MARTIN, W Q 

8003280219 

70-135 


MARTIN, N 0 

8003280161 

70-135 


MARTIN, W 0 

8003190812* 

70-il00 


MARTIN, M 0 

8003270006 

70-135 


MARTIN. W 0 

8003050154 

70-020 


martin, W 0 

0003190369 

70-135 


MARTIN, W 0 

8003190787 

70-135 


MARTIN, W 0. 

8003190806 

70-1100 


MARTIN, W 0 

8003190826 

70-020 


MARTIN. W 0 

0003270323 

70-135 


MARTIN, R D 

8003250250* 

50-348 

Q 

MARTIN, R 

8003250060 

50-302 

8 

MARTIN. R 

8003170179 

50-269 

8 

MARTIN. R D 

8003170187 

50-251 

a 

MARTIN. R D 

0003170201 

50-280 

S 

MARTIN, R D 

0003120707 

50-338 

8 

MARTIN, 0 H 

8003200015 

50-338 

8 

MARTIN, R 

0OO31QO265 

50-302 

8 

MARTIN, R D 

0003100135 

50-302 

B 

MARTIN, R D 

0003200018 

50-302 

8 

MARTIN, R D 

80032B0032 

50-302 

3 

MARTIN, R 

0003200046 

50-302 

S 

MARTIN, R D 

8003110136* 

50-335 

0 

MARTIN, R D 

0003200506* 

50-302 

0 

MARTIN, R D 

0003060176* 

30-369 

0 

MARTIN. R D. 

0003140163* 

30-348 

0 

MARTIN, R D 

0003200132* 

30-302 

Q 

MARTIN, U E 

80031B0073* 

50-445 

Q 

MARTIN, J B 

7909260214 

QRO 


MARTIN, vl B 

0003100137 

PROJ 


MARTIN, J B. 

0003120249* 

lOCFR 


MARTIN, D E 

0003060301 

PROJ 


MARTIN, D.E 

8003310437 

PRQJ 


MARTIN, B. E. 

8003200620 

PROJ 


MARUSICHfR M 

0003130543 

50-255 

P 

MA6NIK,N T 

0003140002* 

50-272 

A 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MASON. J 

0003050094 

50-546 

a 

MASON. C L 

8003190903* 

COMMISSION 

MASON, T 

B0032SD3SO* 

50-320 

H 

MASON. K H 

B003240507 

50-320 

r 

MASRI.8 J 

B003270057 

NUftEQ 


MASSE, R E 

B003190217 

50-3E6 

3 

MASSE, R E 

0003130643 

50-316 

8 

MATERS. B R 

0003030506 

50-341 

H 

MATERS. B R 

00031 J 0491 

50-/6 

J 

MATHEWS, E ft 

0003030183 

50-305 

R 

MATHEWS. E R 

0003050458 

50-305 

S 

MATHEWS, E R 

00030605S9 

50-309 

S 

MATHEWBiE R 

0003050491 

50-309 

R 

MATHEWS. E R 

600325021 1 

50-305 

<3 

MATHEWS. E R 

0003 1 10690 

50-309 

8 

MATHEWS. E R 

0003100560 

50-309 

S 

MATHEWS, e ft 

0003100494 

50-305 

P 

MATHEWS. E R 

0003100636 

30-305 

s 

MATHEWS, E R 

8003260545 

50-305 

s 

MATHEWS. E R 

8003250449 

50-305 

p 

MATHEWS. E R 

8003280463 

90-305 

p 

MATHEWS. E R 

8003260589 

50-305 

a 

MATHEWS. E R 

0003270376 

50-303 

p 

MATHEWS, E R 

8003310311 

50-305 

a 

MATHIS. W 

8003 100240 

ACR8 


MATHUR. A K 

8003110091 

PR 


MATODLE, J J 

0003060757* 

50-131 

0 

MATSON, V 

8003120677 

XPORTLIC 

MATSON. V. 

8003120302 

XPORTL/C 

MATBON, V. 

0003380317 

XPORTLIC 


MATTHEMSiC W 

6003270105* 

contract 


MATTHEWS, P R 

8003100142 

50-312 

p 

MATTHEWS. P R 

8003310005* 

50-312 

T 

MATTHEWS. P R 

60033 1 0007* 

50-312 

T 

MATTHEWS. P R 

0003270122* 

50-312 

T 

MATTHEWS. P R 

8003270126* 

50-312 

T 

MATTM^H J 

6003 t 70305* 

CONTRACT 


MATTIA.H J 

0003170314* 

CONTRACT 


MATTIMOErJ J 

8003120697 

90-312 

Q 

HATTIMOE/J J 

80031 00029 

50-312 

0 

MATTIMOE.J J 

8003060215 

50-312 

Q 

MATTIMOE.J J 

8003060033 

90-312 

0 

MATTIMQE, J J 

8003120658* 

50-312 

Q 

MATTIMOE.J J 

8003040412 

90-312 

P 

MATTIMOE.J J 

8003040524 

50-312 

P 

MATTIMOE.J J 

0003040570 

90-312 

J 

MATTIMOE.J J 

8003040608 

50-312 

8 

MATTIMOE.J J, 

8003060557 

50-312 

8 

MATTIMOE, J J. 

8003060593 

90-312 

S 

MATTIMOE.J J 

8003050518 

30-312 

P 

MATTIMOE.J J 

B0031 10613 

50-312 

fi 

MATTIMOE.J J 

8003110627 

50-312 

8 

MATTIMOE.J J, 

8003110589 

90-312 

R 

MATTIMOE.J J 

0003250573 

50-312 

P 

MATTIMOE.J J 

8003130567 

90-312 

F 

MATTIMOE.J J 

8003310359 

50-312 

P 

MATTIMOE.J J 

8003210439 

50-312 

P 

MATTIMOE.J J 

8003260410 

90-312 

F 

MATTIMOE.J J 

8003260526 

50-312 

P 

MATTIMOE.J J 

8003260645 

90-312 

P 

MATTIMOE.J J 

8003280541 

90-312 

P 

MATTIMOE.J J 

8003200554 

50-312 

P 

MATT I A, M J 

8003200510* 

FOIA 


MATT 1 A, M J 

8003040095* 

CONTRACT 


matt I A. M, J 

8003040264* 

CONTRACT 


MATTIA.H J 

8003050124* 

CONTRACT 


MATTIAiH J 

8003040206* 

CONTRACT 


MATTIA.H, J 

8003040105* 

CONTRACT 


MATTIA,M J 

8003200044* 

CONTRACT 


MATTIA.H J 

8003191006* 

CONTRACT 


hattia.m j 

8003200142* 

CONTRACT 


MATTIA.H J 

8003200509* 

CONTRACT 


MATTIA.H J 

8003200377* 

CONTRACT 


HATTIA,H J 

8003250408* 

CONTRACT 


Mattson. B j 

8003140135 

90-219 

P 

MATTSON. R J 

800311 0160* 

liUREO 


MATTSON, R J 

8003210186 

NUREO 


MATTSON, R J 

8003240583 

90-320 

P 

MAURO, J. J, 

8003240212 

PR 


MAXEYiH J 

8003240304* 

50-556 

H 

MAXBON, R. 0 

80D3240143 

71-9032 


MAXWELL, F W. 

8003130020* 

50-320 

H 

MAXWELL, D C 

8003110672* 

50-237 

B 

HAY, 1 

8003240420 

90-320 

T 

MAYER. L 0 

8003040401 

50-202 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MAYER, L 0 

0003030571 

50-202 

B 

MAYER, L 0 

0003050529 

50-263 

p 

MAYER, L 0 

8003030400 

50-263 

R 

MAYER, L 0 

8003040420 

50-292 

R 

MAYER. L 0 

8003040462 

50-263 

F 

MAYER. L Q 

B003060544 

50-263 

P 

MAYER, L 0 

0003110544 

90-263 

F 

MAYER, L 0 

0003130458 

SO -263 

0 

MAYER, L 0 

0003 1 i 0579 

50-306 

3 

MAYER, L 0 

6003 i 20403 

50-263 

P 

MAYER, L Q 

0003170267 

50-263 

R 

MAYER, L 0 

8003170395 

90-282 

R 

MAYER, L 0 

8003100392 

90-282 

P 

KAYER.L 0 

B0031905S4 

50-202 

P 

HAVER, L D 

8003190665 

50-282 

P 

HAVER, L 0 

9003190695 

50-282 

P 

MAYER. L D 

8003210530 

50-282 

P 

MAYER, L 0 

8003240405 

90-263 

a 

HAVER, L 0 

9003240408 

50-292 

s 

MAYER, L P 

8003290290 

50-282 

p 

MAYER, L 0 

0003240417 

50-306 

s 

MAYER, L 0 

8003290403 

50-263 

8 

MAYER, L 0 

8003240991 

90-263 

8 

KAYER.L 0 

9003310296 

50-263 

R 

MAVER.L 0 

8003310358 

50-263 

S 

MAYFIELD, M E 

8003140122 

NUREO 


HCANDREW,A R 

8003200296 

70-972 


MCDREARTY.R A 

8003050047* 

50-322 

Q 

HccAse.e c 

8003280526 

50-286 

8 

HCCABEi E C 

00 03 1300 89* 

50-334 

0 

MCCARTHY, E 

8003200663* 

hISC 


MCCARTHY, E 

8003060037 

S6*t> Proo 

MCCINTY, D 

8003170106 

PR 


MCCLAIN. C M 

8003210344* 

50-219 

R 

HCCLINTQCKi R. 0 

8003060447* 

40-8188 


MCCLINTQCK, R 0 

80030601 43* 

PT9 


MCCLINTQCK. R 0 

0003060291 

40-341 


MCClINTQCKi R 0 

8003070169 

40-0702 


MCCLINTOCK, R 0 

0003060436 

40-8108 


HCCLINTOCK, R 0 

0003200069 

40-341 


KCCLINTOCK, R 0 

8003190337 

MISC 


MCCOHNEiLr J W 

0003040223* 

SO-327 

H 

MCCORKLE.G W 

8003140110 

50- 1 06 

P 

MCCORKLE.G W 

0003060241 

70-1308 


HCCORKLE.G W 

600305QS93 

70-135 


HCCORKLE.O W 

0003050007 

70-1739 


HCCORKLE:, G W 

000306 0069 

70-734 


HCCQRKLE, G W 

0003060222 

70-364 


MCCORKLE, G W 

0003060226 

70-364 


MCCORHIE.G R 

3003060233 

70-135 


mccqrkle:, 0 R 

3003040670 

70-27 


MCCORKLE, 0 W 

0003040606 

70-135 


MCCORKLEiO M 

8003040297 

70-1257 


MCGDRKL^i 0. W 

8003100114 

50-267 

P 

MCCORKLE, 0* W 

8003240056 

50-317 

P 

HCGORKLE, 0 W 

0OO324OOBO 

50-206 

P 

HCCORKLE, 0 ti 

0003260013 

70-697 


MCQORKLE. 0 W 

8003290419 

70-2623 


MCCPRKLEiO W, 

0003260164 

70-27 


MCCORKLE. G W 

8003250423 

70-1257 


MCCUISTIDN.R. M 

8003310042* 

50-445 

H 

HCOONAtO, J R 

0003200133* 

70-794 


MCDONALD. C £ 

0003290134 

7 1 -5026 


MCDDNALDiC E 

0003310491 

71-9094 


MCDOUOALL, E A 

0003170432 

toprep 


MC DOW ELL-BO YER 

8003200322 

NUREO 


MCOUFPIE.M A 

8003210163 

90-400 

0 

MCDUFFie^M A 

8003030411 

50-400 

F 

MCDUFFIE, H A 

0003210513 

50-400 

A 

MCDUFFIE. M A 

0003260301 

50-400 

A 

MCEVOY.M B 

8003110047 

PR 


MCEVOYr M. B. 

600316034 t 

PR 


MCFARLAND, C F. 

8003050261* 

50-330 

Q 

MCFARLAND, C R 

0003100161 

50-369 

5 

MCFARLAND, C H 

0003130366* 

0A'?a9 


MCOARRY.J M 

0003200121 

PR 


HCGAUGHV,^ P 

8003200609* 

90-416 

Q 

MCOAUOHY.J P 

8003060722* 

50-416 

0 

MCOAUOHY.R W 

80032803 12* 

90-412 

0 

MCOAUGHY.R R 

0003040092* 

50-412 

0 

mcoauohty.r m 

0003090047* 

50-322 

0 

MCOAUOHBY.R W. 

9003050692* 

90-423 

0 

hCOAUQHYiR W 

6003190909* 

50-423 

G 

MCOAUOHY.R W 

0003200231* 

50-322 

0 

MCOAUOHY.R W 

0003280195* 

90-354 

0 
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AUTHOR 


HCOAUOHV.R U 
KCOINTY, D 
MCGRATH, E J 
MCGRATH. E J 
MCGRATH. E J 


80032002 13> 
00031 BOO? & 
80032000 1 4 
0003190079 
8003310430 


50-412 Q 
50-186 P 
WASTE MOT 
WASTE MOT 
WASTE MOT 


MILLER. T H 
MILLER, R L 
HILLER, M I 
MILLER. L K 
MILLER, M E 


MCGRATH. E J 
MCOREW. J N 
MCGREGOR. L 0 
MCGUIRE. P J 
MCGUIRE, P J 

MCGUIRE. P J 
MCGUIRE. P J 
MCGUIRE, P J 
MCGUrSE, P J 
MCGURREH,H J 

MCOURREN.H J 

mcourren.k j 

MCHENRY, T J 
MCLOUOHLIN.M T 
MCLQUGHLIW.M T 

MCLOUOHLIN.M T 
MCLOUGHLIN.M T 
MCLOUGKLIN.M T 
MCLOUOMLIN.M T 
MCMILLAN, C 

MCMILLAN, J. D 
MCMULLEN. R B 
MCNAMARA. A E 
MCNEILL. W M 
HC OSCAR, J J 

MCOSCAR, J 
MCPHATTEft,C F 
MCPHEErD T 
MCPHERSON; R B 
MCPHERSON; 0 D 

MC8WI00IN, T G 
MCSWI001N,T 0 
MECCA, J E 
MEDLOCK,R L 
MEDLOCK. R L 


0003310443 

8003210046 

0OO327O2S3* 

0003110077 

0003190495 

0003110594 

8003250527 

e0032404A7 

B003270324 

0DO3O4O6&M 

8003100053 
0GO3S5O3O2 
8003190589* 
00030 AO 539 
00031 10085* 

8003110090* 

0003110098* 

8003240472* 

0003270327* 

8003060487 

000304008 1 

8003140459* 

0003170415* 

0003130099* 

8003260339* 

0003260405* 

0003230543* 

8003060166 

0003070148* 

8003130286 

8003180444 

0003180530 

6003240037 

8003130142 

8003050573 


WASTE MOT 
71-46 

50-346 Q 
50-293 8 

50-293 R 

50-293 P 
50-293 R 
50-293 8 

50-293 8 

50-344 G 

50-490 0 

50-344 0 

50-261 G 
50-293 8 

50-293 8 

50-293 8 

50-293 8 

50-293 S 
50-293 8 

PR 

50-338 H 
50-278 A 
50-244 R 
GA999 

50-271 Q 

50-219 G 
50-289 8 

50-488 A 
70-1U3 
PRQJ 

50-373 A 
50-373 A 
PR 

40-0452 

40-8452 


HILLER, M E 
HILLER. M E 
MILLER. H E 
MILLER, M E 
MILLER. M E 

MILLER, M E 
MILLER, M E 
MILLER, K E 
MILLER, M E 
MILLER, M E 

MILLER, M E 
MILLER, H E 
MILLER, M E 
MILLER. H E 
MILLER. H E 

MILLER. M E 
HILLER. W O 
MILLER. M.O 
MILLER, W 0 
MILLER, W a 

HILLER, W 0. 
HILLER, W 0 
HILLER, W 0 
HILLER, W 0 
HILLER, H.O 

MILLER, W 0 
MILLER. W H 
MILLER. W H 
MILLER. D E 
MILLER, D E 

MILLER. L F 
MILLER. H, 
MILLER. H J 
MILLER, h E 
MILLER, M E 


MECLOCK, R L 
HEDROW,L A K 
HEDROU. L K 
HEDROW, L. A 
NEHAFFEY,R F 


8003280657 

8003191001 

8003170233 

8003200376 

8003050460* 


40-8452 
CONTRACT 
CONTRACT 
CONTRACT 
50-285 8 


HILLER, H 0 
MILLER, U 0 
HILLS. U C 
HILLS, L N 
HILLS, L M 


MEHAFFEY.R F 
MEHAPFEYiR F 
MEHAFFEY,R F 
MEHTA, K C 
ME ILL I ER, J, 


0003240514* 
8003240510* 
8003240524* 
80032 00133* 
8003130622* 


50-205 G 
50-285 8 

50-285 9 

70-754 
50-556 H 


HILLS, L H 
HILLS, L M 
HILLS, L. M 
HlLta.L M 
MILLS. L M 


MERDEL.C L 
MENARD, H W 
MENCZER.W B 
'1ENC2ER,W B. 
tEHONEY.R M. 


8003040616* 

8003250133 

8003140450 

8003280359 

8003120267 


50-346 8 

40-4492 

CONTRACT 

CONTRACT 

NUREO 


NILLB.L M 
MILLS. L M 
MILLS. L H 
MILLS. L. K 
MILLS, L. M 


lERRlLL, D,N 
lERSON.S D 
lERSON.S D 
lESLERrR. 8 
ME8SIN0ER,R 


0003200232* 

8003190489 

0003190491* 

0003120366 

8003130100 


50-443 A 
50-317 R 
50-317 R 
50-148 P 
PR 


MILLS, L. M 
MILLS, L M 
HILLS, L H 
MILLS, L.H 
MILLS, L M 


MESSINOER, R 
METRO. P 
'^EYER.W.H 

EVER. J F 

EYERiR 0 

0003190661 
6003260477 
0003110596 
000307034 1 * 
00031 7037 1 * 

PR 

FOIA 

50-397 

80-312 

50-320 

A 

G 

P 

MILLS, L M 
MILLS, L M. 
MILLS, L M 
MILLS, L, M 
MILLS, L, M 

ICHEL, C J 

IChEL, C. J 
, ICHEL, C J 
IICHEL.C J 

IICHEL, C J 

0003250616* 

8003060419* 

0003060430* 

0003060230 

8003250607 

70- 143 
FOIA 
FOIA 

71- 4949 
70-143 


MILLS, U M 
MILLS, U M 
MILLSit M 
MILLS. L M 
MILLS. L M 

MIDURA.H J 
MIDURA.H J 
MILHOLLIN.G 
MILHOLLIN, 0 L 
MILHOLLIN.G L. 

8003050280 
6003100496 
8003040292 
8003 130089 
6003130101 

50-272 
50-272 
, NUREG 

1 50-272 
50-272 

8 

R 

G 

0 

MILLS. L 11 
MlLLSrL n 
MILLS, L, H 
MILLS, L H 
MILLS, L H 

MILHOLLIN.G L 
MILHOLLIN.G. L 
HILHOLLlNiG L 
MILL.L M 

HILLER, J B. 

8003130003 
800320014 L 
8003310249 
8003210387 
0003200911 

50-272 

50-272 

50-272 

50-259 

PR 

G 

G 

0 

P 

MILLS, L H. 
MILLS, L H. 
MILLS, L M. 
MILLS. U. M 
MILLS, L M 

HILLER, E 

HILLER, J. 

MILLER, E. 8 

MILLER, S 

MILLER, H r 

0003090068 

8003170096 

8003190123* 

8003170427 

8003260224 

50-309 

PR 

80-309 

,50-320 

50-255 

H 

H 

H 

0 

MILLS, L M. 
MILLS, L M. 
MILLS, U M. 
MILLS, L M 
mills. L M 
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NUMBER CATEGORY AUTHOR 


8003050053 

8003130135* 

8003260224 

8003180500* 

8003190780 

0003130076 

0003140130 

8003130056 

0003090190 

8003090195 

8003130022 

0003070191 

8003140106 

0003130030 

8003170092 

0003190872 

0003190914 

0003280627 

0003310264 

8003250164 

8003250170 

0003240237 

0003070206 

8003190929 

8003100098 

0003190013 

6003130509 

0003310244 

8003240331 

8003280600 

0003270007 

8003270317* 

0003310091* 

0003260336* 

0003250006 

8003090126* 

0003060127 

0003290427 

8003130104 

0003120587 

0003130324* 
8003 190454* 
80031 10576 
0003090299 
6003060356* 

8003290139* 

8003310267 

8003140360* 

8003030066 

0003070001 

8003130657 

0003210272* 

8003250100* 

8003190996* 

0003190179* 

0003190004 

0003210176 

8003190121* 

8003200336 

0003030511 


XPORTLIC 
50-320 P 
50-295 O 
50-272 R 
PROJ 

50-445 M 
50-454 0 

50-445 M 
50-445 M 
50-445 M 

PROJ 

50-445 M 
50-445 M 
50-445 H 
PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

90-344 T 

90-344 T 
70-33 
50-321 P 
90-313 P 
90-302 P 

30-333 P 
90-346 P 
90-508 A 
90-329 A 
70-1739 

50-312 P 
90-261 0 

90-321 0 

90-2 0 

90-2 8 

90-206 Q 
40-8647 
WASTE MOT 
PR 

90-445 N 

40-6264 

FOIA 

90-400 A 
90-430 A 
50-259 Q 

30-259 Q 
90-430 A 
50-510 0 

50-259 0 

50-259 Q 

50-390 Q 
50-259 Q 
90-390 Q 
90-553 Q 
90-327 0 

40-1341 
90-327 0 

90-553 0 

90-259 0 

90-329 S 


MILLS, L M 
MILLS, L M 
MILLS, L M 
MILLS, L M 
MILLS, L M 

MILLS, L M 
MILLS, L M 
MILLS. L M 
MILLS, L M 
MlLLSrL M 

MILLS, L M 
MILLS, L M 
MILLS, L M 
HILLS, L M 
MILLS, L M 

MILLS. L M 
MILLS, L M 
MILLS, L M 
MILLS. L M 
MILLS, L M 

MILLS, L M 
MILLS, L M 
MILLS. L M 
MILLS, L M 
MILLS. L M 

MILLS. L M 
MILLS, L M 
MILLS, L M 
MILLS. L H 
MILLS, L M 

MILUBAP,W J 
KILOS, R 
MINECK, D L 
MI NECK, D L 
MINECK, D L 

MINECK, D L 
MINECK, D L 
MINECK, D L 
MINECK, D L 
MINECK. 0 L 

MINECK, D L 
MINECK. D L 
MINECK, D L 
MINECK; D L 
MINECK. D L 

MINECK. D L 
MINECK, D L 
MINECK, D L 
MINECK. D L 
MINECK, D L 

MINECK, D L 
MINECK, D L 
MINECK; D L 
MIN0GU£,R B 
MINOOUE, R B, 

MINDOUE.R B 
MINOOUE, R D 
MINOOUE; R 8 
MINOOUE; R D 
MINOOUE, R S 


0003030524 90-329 
8003120761 50-259 
8003050440 90-516 
8003 1000 15 50-259 
8003240480 50-390 

8003190760* 50-510 
8003190865* 50-518 
800303033? 50-259 
6003030365 90-553 
8003280322 40-1341 

6003040499 50-390 
6003050443 90-327 
8003260131* 50-289 
0OO3Q9O437 50-390 
6003090461 50-430 


B MI8HIMA.J 

Q MiSHiMAiJ 

H MITCHELL. L C 

0 MITCHELL. D 0 

a MITNICK, M M 

0 MITTL,R L 

0 MITTL.R L 

H MITTL.R L 

8 MITTL.R L. 

MITTL.R. L 

8 MITTL.R L 

A MITTL.R U 

0 MIYABAVASHI.M 

8 MlYABAYASKliM, 

S MIYABAYASHliM 


6003210097 
8003110595 
80031 204 75 
6003120572 
6003110597 


50-259 Q 
50-327 8 

TOPREP 
50-430 0| 

50-327 8 


M0DENO8, L 
MODEN08, L 
M0DEN08, L. 
MOEi P. R. 
MOELLER, 0. W 


60031 10660 
80031204^0 
0003120971 
6003110644 
00031204^5 


50-327 P 
50-390 8 
50-390 B 
50-380 A 
30-518 8 


MOFFETT. T. 
MOOOLEBKO.F J. 
MONTGOMERY. J. L 
MONTGOMERY, D M 
MONTI, W. A 


ACCESSION 

NUMBER 


8003240277 

B003270073 

8003170319 

8003170479 

0003180420 

8003240487 

0003170336 

8003180372 

8003180605 

8003100620 

8003190421 

8003210374 

8003210407 

8003210496 

0003210506 

8003240494 

0003260480 

8003260494 

8003260532 

8003260646 

8003260369 

8003260531 

8003260470 

8003260630 

8003280485 

8003280940 
8003200452 
00033 103S6 
8003310140 
00033 10308 

8003040118* 

0003200468* 

8003260480 

8003040469 

0003040463 

8003030473 

8003050465 

6003040527 

0003070315 

0003310240 

0003120527 

0003130661 

0003100625 

0003170491 

0003180517 

0003180369 

0003200245 

0003200309 

8003200394 

0003240400 

0003250530 

0003270378 

0003310291 

0003200234 

8003200119* 

0002 1902 1 2 
80030501 16* 
0003200105* 
0003110267* 
0003110140* 

0003060097* 

6003250305 

8003040721 

0003240314* 

0003060469 

0003030512 

0003070301 

6003100140 

0003190465 

8003190496 

0003190550 

8003190473 

0003310186 

8003250025 

8003170090 

0003210077* 

6003050201* 

6003260669* 

6003190414* 

0003190331 

0003060404* 
0003070369* 
8003260513 
0003260175* 
0003170444 


SUBJECT 

CATEODRV 


50-239 0 

50-259 0 

30-390 8 

50-390 8 

50-438 A 

50-S53 H 
50-553 B 
50-316 8 

50-390 0 

50-430 a 

50-239 K 
50-510 a 
50-310 S 
50-259 P 
50-553 0 

50-259 P 
50-259 P 
50-438 3 

50-390 S 
50-516 B 

50-259 F 
50-390 a 
50-436 8 

50-436 B 
50-326 A 

50-259 P 
50-390 6 

50-566 0 

50-327 A 
50-327 P 

70- 1201 

30-409 P 
50-331 8 

50-331 R 
30-331 n 

50-331 9 

50-331 a 
50-331 8 

50-331 R 

71- 9079 

50-331 8 

50-331 8 

50-331 8 

50-331 S 
50-331 S 

50-331 R 
50-331 6 

50-331 6 

50-331 6 

50-331 8 

50-331 a 
50-331 6 

50-331 8 

SECY 
lOOFR 

C*ntr«l FI 

lOCFR 

lOCFR 

lOCFR 

REGOD 

70-1143 

NUREO 

50-320 H 
50-209 R 
PR 

50-31 1 A 
50-311 A 
50-272 K 
50-311 A 
50-311 F 

50-311 A 
50-311 A 
XPORTLIC 
XPORTLIC 
XPORTLIC 

50-261 Q 
50-269 Q 
50-324 Q 
FOIA 
ACR8 

50-546 U 
50-293 ft 
8 t 4 ti Prog 
50-289 Q 
50-3 R 
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AUTHOR 

ACCESSION 

NUMBER 

SUQUECT 

CATEGORY 

KOODViD E 

Q003040&06 

50-309 

P 

HQODYiD e 

0003170419 

50-30? 

R 

mODY. D e 

8003050293 

50-271 

Q 

KOODYiD E 

8003040313 

50-271 

0 

KOODYiD E 

8003050553 

50-271 

F 

KOaOYiD E 

S003 1 70263 

50-27 1 

R 

HiOQDViD E 

8003170423 

50-29 

R 

HiOONi J 

8003060625* 

50-244 

P 

ttODNi B T 

8003250250* 

50-348 

0 

MODN.C W 

8003070308 

50-443 

H 

HaONrC u 

0003070311 

50-443 

H 

MQONrC U 

B003070313 

50-443 

H 

MCON^C W 

B003070320 

50-443 

H 

MOON. C U 

B003070321 

50-443 

H 

MQDN, C W 

0003040060 

50-466 

0 

MOON, C U 

8003120368 

50-443 

H 

MQDN^C 

B0031204SS 

50-443 

H 

liaONrC M 

6003190835 

50-443 

H 

MOONrC W 

8003190042 

SO-466 

0 

haoREi c 

8003250104 

PR 


MQDRE, T 

B003130611* 

50-556 

H 

hQDRE.K D 

8003210037* 

FOIA 


rtaOREiJ B 

8003190224 

70-1143 


KQDRE.D E 

8003130194* 

50-324 

Q 

haoRE.o w 

8003060577 

50-334 

R 

KQORE.a C 

8003040431 

50-302 

P 

KQOREiO C 

8003040620 

50-302 

R 

MODRErO C 

8003120337 

50-302 

H 

hOORErO C 

B0031 10510 

50-302 

F 

MOORE, R N 

8003190745 

XPOHTHC 


MOORE, R H 

8003240240 

XPORTHC 


MOORE, R N 

8003280285 

XPORTHC 


MOORE, R N 

6003240386 

XPORTLtC 


MOORE, R N 

8003240390* 

XPORTLIC 


MOORE, R N 

0003250032 

XPORTUtC 


MOORE, R N 

8003250036 

XPORTLIC 


MOORE, R N 

8003280258 

XPORTLIC 


MOORE, R, N 

6003280264 

XPORTLIC 


MOORE, R N 

0OO32BO27O 

XPORTLIC 


MOORE, R N 

6003280277 

XPORTLtC 


MOORE, R N 

6003280305 

XPORTLIC 


MOORE, R N 

6003240192 

XPORTLIC 


MOORE. R N 

6003250033 

XPORTLIC 


MOORE. R N 

8003240103 

XPORTLtC 


MOORE rR N 

8003240109 

XPORTLIC 


MOORE, R N 

8003310457 

XPORTLIC 


MOORE, R N 

8003310476 

XPORTLIC 


MOORE, R N 

8003200564 

XPORTLIC 


MOORE, U E 

0003050301 

50-155 

0 

MOORE, J E 

6003060325 

50-272 

0 

HDQRE, J E 

8003240622 

50-272 

0 

MOORE, D E 

8003310389* 

70-2479 


MOORE. D E 

8003050271* 

50-330 

Q 

MOORE, D E 

8003070326* 

50-406 

Q 

MOORE, V A 

B002120108 

SO-369 

F 

MORALES-aANCHEZ 

8003 110592 

50-272 

P 

MORGAN. (J E 

6003280129 

71-372 


MORRISON, C 

8003190767* 

50-320 

H 

MORRIS. B. 

6003050526 

50-295 

0 

MORRIS. 0 

6003190635* 

50-445 

H 

MORRISON. U M 

0003200202* 

lOCFR 


MORROW, b 

Q003130649 

40-872 I 


MORROW, D 

6003240059 

40-8502 


MORROW, D 

8003250405 

40-8300 


MORSE, A. K 

8003050528 

50-409 

H 

MORSE, A V, 

8003260511 

50-409 

0 

MORTIN, P W 

8003260483 

REOOD 


MORTON. P U 

8003190973 

REOOD 


MORTON. P W 

8003140136 

REOOD 


MORTON, K V 

Q003200022* 

CONTRACT 


MORTON, K V 

8003200011 

CONTRACT 


MDflTONiH V 

8003200013* 

CONTRACT 


MORTON, K V 

0003190290* 

CONTRACT 


MORTON, K V 

8003310394 

CONTRACT 


MORTON. K V 

8003190784* 

CONTRACT 


MORTON. K V. 

6003260043* 

CONTRACT 


MORTON, K V 

6003200029* 

CONTRACT 


MORTON, K V 

8003200031* 

CONTRACT 


MORTON. K V 

8003200023* 

CONTRACT 


MORTON, K V 

8003310475* 

CONTRACT 


MORTON, K V. 

8003190194* 

CONTRACT 


MORTON, K V 

8003190802* 

CONTRACT 


MORTON, K, V 

8003310490* 

CONTRACT 


MORTON, K V 

8003190842 

CONTRACT 


MORTON, K V 

0003190847* 

CONTRACT 
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CATEGORY 

MORTON. K V 

8003270103* 

CONTRACT 


MORTON- K V 

8003280 353* 

CONTRACT 


MORTON. K V 

0003200567* 

CONTRACT 


MORTON. K V 

0003250147* 

CONTRACT 


MORTON, K V 

8003280 1 79 

CONTRACT 


MORTON. K V 

0003280398* 

CONTRACT 


MORTON. K V 

0003280662* 

CONTRACT 


H08CHNER,R A 

8003060394 

70-754 


HOSCHNER,R A 

0003050086 

70-794 


M03ELEV, N C 

B00305017B 

50-269 

Q 

MO SHOW I T2, D 

8003250374# 

50-320 

H 

MOTT, U E 

8003140160 

40-1341 


HOURINO, R W 

8003210227* 

71-5597 


MOWRY.W R 

8003140316 

71-9930 


MOWRV, U R 

8003120350 

71-9072 


MUCHNICKI,£ D 

8003140153 

PR 


Mum. C 0 

8003180100 

XPORTLIC 


MULLER. 0 M 

7910180094 

MISC 


MULLER, D R 

B0O3 100012 

50-320 

H 

MULLER, D R 

8003190099 

50-320 

H 

MULLER, D R 

8003170101 

50-320 

P 

MUNKELWITZ.H 

8003120427 

MUREO 


MUNRO.U J 

8003140320 

71-9141 


MUNSON, J T 

8003120635* 

90-129 

P 

MURPHY, J U 

6003280378* 

CONTRACT 


MURPHY, P H 

8003260224 

50-255 

0 

MURPHY, P M 

6003260239* 

90-299 

0 

MURPHY, P M 

8003360224 

50-259 

0 

MURPHY, P H 

8003260239* 

50-259 

0 

MURPHY, M J 

8003060591* 

50-272 

8 

MURPHY, M J 

6003060967* 

50-272 

8 

MURPHY, M J 

8003060972* 

90-272 

8 

MURPHY, M J 

8003060603* 

90-272 

8 

MURPHYrW P 

8003180551 

50-271 

8 

MURPHY,M P 

8003180559* 

50-271 

8 

MURPHYrW P 

8003310561 

50-271 

S 

MURPHY, M P 

8003210566* 

50-271 

8 

MURPHY, C E 

8003210307* 

50-400 

0 

MURPHY, C E 

8003210277 

50-400 

Q 

MURPHY. C B 

8003310020* 

50-424 

Q 

MURPHY, C C 

8003250040* 

50-491 

Q 

MURPHY, C E 

0003060480 

50-510 

0 

MURPHY. C E 

8003120239 

90-327 

Q 

MURPHY. C E 

8003190261* 

50-390 

0 

MURPHY. C E 

8003110431* 

50-395 

Q 

MURPHY, C E 

8003210080 

50-201 

Q 

MURPHY. C E 

6003270252 

50-250 

Q 

MURPHY. C E 

8003250398* 

50-390 

0 

MURPHY, C E 

6003190132* 

50-269 

Q 

MURPHY, C E 

8003310076 

50-321 

0 

MURPHY.C e 

8003210069* 

50-261 

Q 

MURRAY, T D 

8003040471 

50-346 

8 

MURRAY,! D 

8003040168 

50-346 

R 

MURRAY,! D 

8003040609 

90-346 

8 

MURRAY,! D 

0003040979 

50-346 

9 

MURRAY.! D 

8003040597 

50-346 

S 

MURRAY. J D 

8003110559 

50-346 

8 

MURRAY.! D 

8003110966 

90-346 

6 

MURRAY,! D 

8003110626 

50-346 

8 

MURRAY,! D 

8003 110639 

90-346 

S 

MURRAY,! D 

8003110604 

50-346 

8 

MURRAY,! D 

8003130461 

90-346 

R 

MURRAY,! D 

8003140286 

90-346 

B 

MURRAY,! D 

8003100502 

50-346 

B 

MURRAY,! D 

8003170401 

50-346 

8 

MURRAY.! D 

8003200482 

50-346 

8 

MURRAY. T 0 

8003230508 

50-34 6 

9 

MU8TAIN. M J 

8003280624* 

40-8492 


MYNATT. F R 

8003120659 

RES 


MiYRABO. A L 

8003170269* 

90-263 

R 

MYRADO. A L 

8003310298* 

90-263 

R 

MYRABO.A L 

8003240564* 

90-263 

B 

NAIDUrK R 

8003100132* 

REOOD 


NALEPKA, D S 

8003260608* 

50-305 

8 

NAUEPKAi D a 

8003260616* 

30-305 

8 

NALEPKA, D B 

9003260621* 

50-305 

8 

NALEPKA. D B, 

8003260625* 

50-303 

S 

NALEPKA. D. 6 

8003310316* 

90-309 

8 

NARBUT.P P 

8003140179* 

50-520 

Q 

«ARBUT,P P 

B003060769* 

50-460 

0 

NARDACCI.O A 

8003110554* 

50-320 

R 

NARROW, L 

8003040002* 

90-412 

Q 

NARROW, L 

8003050047* 

90-322 

Q 

NARROW, L 

B0032B0312* 

50-412 

0 

NARROW, L 

8003200231* 

90-322 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NARROW. L 

80032802 13* 

90-412 

0 

NAUOHTON, W F 

BD031 10664 

90-999 

A 

NAUOHTON, W F 

8003130401 

90-454 

S 

NAUOHTONiW F 

0003130393 

90-299 

P 

NAUGHTON, W F 

8003120612 

90-295 

F 

NAUOHTON, W r 

90031 0035 0 

50-299 

P 

NAUGHTON, U F 

9003100349 

50-10 

P 

NAUGHTON, W F 

8003210SD9 

50-299 

P 

NAUGHTON, W F 

9003240357 

90-295 

P 

NAUGHTON, W F 

9003270502 

90-295 

P 

NAUGHTON. W F 

0003200631 

90-299 

P 

NAUGHTON, W F 

0003200697 

90-304 

P 

NAUGHTON, W F 

0003250452 

90-494 

K 

NEALLEY. C 

9003030224 

NUREG 


NEARV. M P 

BO0324OD92 

RES 


NECHODOH, W 8 

0003190319 

70-1297 


NEIOHBORS.O 

9003130646 

50-280 

P 

NEIOHDORS, D 

8003170162 

50-281 

P 

NEIGHBORS, D 

0003100233 

50-280 

P 

NEIGHCORSrD 

9003270051 

50-261 

P 

NElGHDORSrD 

9003310107 

90-280 

P 

MEIGHBCR8. D 

9003310162 

50-2B0 

F 

NEILSON. R M 

8003030221 

NUREO 


NEILBON. R M 

0003040254 

NUREO 


NEILSON, R M 

0003200316 

NUREO 


NELSON. P R 

6003070300 

90-229 

R 

NELSON, H K 

S0031 90239* 

HI SC 


NELSON, R L 

6003200245* 

90-309 

0 

NERDNEY, ft N 

6003100189 

NUREO 


NESBITT. J C 

9003040405 

50-29 

J 

NETH,P C 

0003180213* 

50-320 

H 

NEUFELO. W R 

0003240186* 

40-1341 


NEUMANN. H R 

0003240183 

40-8697 


NEUMAN, R U 

0003280556 

50-450 

A 

NEWELL. J R 

0003060709 

50-250 

G 

NEWFELD. W R 

0003130637 

40-1341 


NEWMARK. N M 

0003310250 

50-237 

P 

NEWMAN, P 8 

0003190754 

40-7869 


NEWMAN, J R 

000325026? 

PR 


NEWMAN, J R 

0003060660 

30-490 

G 

NEWMAN, N J 

0003130672 

70-143 


NEWMAN, J R 

0003060660 

50-490 

G 

NEXOHjH H 

0003250541 

50-10 

1 

NICHOLL. L 

0003240299* 

50-556 

H 

NIGHOLa. 8 C 

6003200008 

PROJ 


NICHOLS, 8 C 

6003200000 

PROJ 


NICHOLS. B C 

0003200008 

PROJ 


NICHOLS, J P 

0003110006 

PR 


NlCHDUarJ P 

0003110019 

PR 


NlGHOLABrH H 

8003040051* 

50-272 

a 

NIGHOLASrH H 

8003060292* 

50-311 

Q 

NICHOLASrH H 

0003050079* 

50-387 

Q 

NlCHnLABrH H 

80 D3 1909 02* 

50-387 

Q 

NICOLOBI.S L 

0003120427 

NUREO 


NIELBEN, E L 

0003040029* 

50-289 

G 

NIL60N. R 

0003040059 

70-1257 


NILBONi R. 

6003050029 

70-1297 


WILBON, R 

0003050027* 

70-1297 


NIMITZ, R L 

0003190975* 

50-272 

0 

MIMITZrR L, 

0003200643* 

50-219 

0 

NIMITZ. R 

0003270457 

90-219 

B 

NIX,R T 

6003040563* 

90-321 

8 

mXrR T 

0003110673* 

50-321 

0 

MIXrR T 

0003210416* 

50-321 

8 

NiXrR T 

0003210395* 

SO-366 

8 

NIXON, W A 

8003190203 

40-2061 


NIXON, W 

8003270054 

70-139 


NOON, J 

8003060613* 

50-244 

P 

NQQH, J 

0003060616* 

90-244 

P 

NOaNAN, V 8 

7909260370 

MISC 


NOONAN, V 

6003130225 

50-299 

P 

NOONAN. V 8 

8003270461 

90-301 

0 

NORDERHAUG.L R. 

8003180182 

90-206 

Q 

NQRDERHAUO.L R. 

8003050177 

70-734 


NDRDERHAUO, L R 

80Q3120648 

90-373 

0 

NORDERHAUO. L. R 

8003170004 

90-375 

0 

NORDERHAUOrU R 

8003090186 

70-1297 


NORDERHAUO. U. R 

8003090182 

70-794 


NORDERHAUO. L R 

0003170026 

50-142 

0 

NQRDERHAUO.L R 

0OO3J2O794 

50-373 

Q 

NQRDERHAUO.L R 

8003260033 

90-206 

0 

NQRDERHAUO.L R 

00033 10L2S 

90-397 

0 

NORDERHAUO, U, R 

0003310130 

90-344 

Q 

NQRDERHAUO.L ft 

0003310166 

50-397 

Q 

NOftiAN. P E, 

8003270160* 

50-312 

T 



406 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NOR IAN, P E 

NOR IAN, P. E 

NOR IAN, P, E 
NORJANrP E 
NORIAN. P E 

8003270 160« 
8003270 16Y« 
0003270 173« 
8003270174# 
BO 0331 04 

50-312 T 
50-312 T 
90-312 T 
50-312 T 
5(K312 T 

NORIAN,P.E 

NOR I AN, P. E 
NORJAN,P E 
NDRiANiP E 

NOR I AN. P E 

8003310473 

8003310478 

8003310481 

GC03310031# 

8003310034# 

50-312 T 
50-312 T 
60-312 T 
50-312 T 
50-312 T 

N0R1AN,P E 

NOR I AN, P E 

NOR I AN, P £ 
NDRRHDLM, L J 
NORN 1 6. J R 

0003310037# 

8003310038# 

8003310040# 

Q0D30BOS92# 

8003040<!>01« 

30-312 T 
50-312 T 
50-312 T 
50-311 0 
50-296 6 

NORRIS, J R 
WORRY. P Q 
NORTON, B 
NOSENZO. L U 
NOSENZOi L. U 

0003070374# 

80032B0&59 

8003280003 

8003310335# 

8003040230# 

50-260 8 

MI8C 

50-275 0 

8ECV 

SECY 

NOSENZO, L V 
NOSENZO, L V 
NOSENZO. L V 
NOSENZO, L V 
NOSENZO, L V 

8003250107# 

0003040719 

8003040723 

8003090005 

0OO3O5OO&5 

BECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

NOSENZO. L. V 
N08EM2D,L V 
NQSEMZO,L V 
NOSENZO, L V 
NOSENZO, L V 

8003090049 

8003050064 

8003090159 

8003090164 

8003060004 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

NOSENZO. L V 
NOSENZO, L V 
NOSENZO, 1 V 
NOSENZO, L V. 
NOSENZO, L V 

8003060010 

8003310466 

8003240272 

8003240050 

8003240093 

XPORTLIC 

XPORTLIC 

70-2009 

XPORTLIC 

XPORTLIC 

NOSENZO, L V 
NOSENZO, L V 
N0VAt\,T M 

NOVAK, T M 

NOVAK, T H 

8003280946 

8003280612 

8003270131# 

8003270140# 

8003270149# 

XPORTLIC 
XPORTLIC 
50-312 T 
50-312 T 
50-312 T 

NOVAK, T H 

NOVAK, T M 

NOVAK, T M 

NOVAK, T M 

NOVAK, T « 

B003270150 
8003100236 
8003310453 
0003310009# 
80033100 IS# 

50-312 T 
50-312 T 
90-312 T 
50-312 T 
50-312 T 

NOVAK. T H 

NOVAK, T M 
NQVARRO, J.P 
NOVARRDi J.P 
NQVARRO, J P 

0003310018# 

8003310019# 

8003040090 

0003050137 

6003050246 

50-312 T 
50-312 T 
50-322 Q 
50-322 0 
50-322 A 

NQVARfiaj P 
NOUlCKliS J, 
NUOENT. E, L 
NUOENTrE L 

NUNN. D. £ 

8003200497 

0003190697 

8003060031 

8003280079 

8003180497 

90-322 a 
50-2 t 9 P 

40-2259 
40-2299 
90-361 8 

NUSBBAUHERrD A 
NUSSSAUKERi D A 
NUSSBAUHEft. 0 A 
NUSSQAUHERrD A 
NUSBBAUMERrD A 

8003130466# 

80031304B3# 

8003130474# 

8003130495# 

8003130394# 

40-6264 

40-6264 

40-6264 

40-6264 

40-6264 

O'BRrEN.L J 
O'BRIEN, R 

O'BRIEN. R 
O'BRIEN.R 

O'BRIEN, R 

8003110289 
8003240 1 99 
8003240204 
8003240159 
8003240149 

NUREO 

71-6717 

71-9006 

71-9035 

71-9027 

0 ^CONNOR, P 

0 'CONNOR, P W 
O'NEILL, R R 
O'NEILL, R R 
O'NEILL, J H 

Boost 908 11 
8003 1908} 6 
800309043 9 
8003270098 
7910310129# 

50-3 P 
30-29 P 
90-142 8 
90-142 P 
90-346 0 

O'NEILL, J H 
Q'REILCY. J. P 
O'REILLY, J.P 
O'REIILY.J P 
O'REILLY, J P 

7910310125# 
6003120217# 
600320061 1# 
8003090344# 
8003 1 70003 

50-346 0 
90-269 0 
90-416 0 
50-330 0 
50-340 0 

O' REILLY, J.P 
O'REILLY, J P. 
O'REILLY, J P. 

0 'RE ILLY, J P. 
O'REILLY, J, P 

8003170007 

0003170013 

8003170031 

8003170037 

8003170040 

90-261 0 
90-480 0 
90-269 0 
90-302 0 
90-321 0 

0 'REILLY, J P. 
O'RElLLViJ P. 
O'REILLY, J. P 
O'REILLY. J P 
O'RElLLViJ P, 

0003170044 
0003170046 
8003170049 
8003170092 
00031 70066 

90-416 0 
90-393 Q 
90-393 0 
90-299 0 
90-280 Q 


PERSONAL AUTHOR INDEX 

ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

O'REILLVrJ P 

8003170069 

50-437 

0 

O'REILLY, J P 

8003190070 

50-348 

Q 

O'REILLY, J P 

8003190080 

50-261 

Q 

O'REILLY, J P 

0003190087 

50-400 

0 

O'REILLY. J P 

0003190099 

50-269 

0 

O'REILLY, J p 

8003190102 

90-302 

Q 

O'REILLY, J P 

8003190107 

90-250 

Q 

D 'REILLY. J P 

9003190113 

90-321 

0 

O'REILLY, J P 

8003190119 

50-399 

Q 

O'REILLY, J P 

8003190122 

90-395 

0 

O'REILLY, J P 

8003190124 

50-259 

0 

O'REILLY, J P 

0003190143 

50-280 

Q 

O'REILLY, J P 

8003190147 

50-437 

0 

O'REILLY, J P 

8003110464 

50-13 

0 

O'REILLY, J P 

8003110467 

50-437 

0 

O'REILLY, J P 

8003110471 

50-160 

G 

O'REILLY, J P 

8003110484 

90-538 

0 

□ 'REILLY, J P 

8003110487 

50-111 

Q 

O'REILLY, J P. 

8003110488 

50-406 

Q 

O'REILLY. J P 

8003110492 

50-83 

Q 

□ 'REILLV,>; P 

0003110494 

50-62 

Q 

O'REILLY, J P 

8003110499 

50-124 

0 

O'REILLY. J P 

80031 10499 

50-129 

Q 

O'REILLY.J P 

0003110501 

90-340 

0 

O'REILLY. J P 

8003120009 

50-261 

Q 

O'REILLY.J P 

8003120021 

50-26? 

0 

O'REILLVrJ P 

8003120023 

50-302 

Q 

O'REILLY.J P 

8003120027 

50-290 

Q 

O'REILLY, J P 

8003 i 20032 

90-321 

Q 

O'REILLY, J P 

8003 1 20033 

50-416 

0 

O'REILLY.J P 

0003120041 

50-395 

0 

O'REILLY, J P 

8003120043 

50-399 

Q 

0 'REILLY, J P 

8003120048 

90-280 

Q 

0 'flEILLY, J* P 

8003130140 

90-321 

P 

O'REILLY, J P 

0003260010 

90-324 

Q 

0 'REILLY. J. P 

8003260011 

90-321 

Q 

O'REILLY.J P 

8003260019 

50-416 

Q 

O'REILLY, J P 

800326001? 

90-299 

Q 

O'REILLY.J P 

8003160109 

50-340 

Q 

O'REILLY.J P 

8003160116 

50-261 

Q 

O'REILLY.J P 

eOl>310O127 

50-269 

0 

O'REILLY.J P. 

8003100130 

50-480 

Q 

□ 'REILLY, J P 

8003100022 

50-348 

Q 

O'REILLY.J P 

8003100025 

50-364 

0 

O'REILLY.J P, 

8003100020 

60-324 

Q 

0 'REILLY, J P 

8003100034 

50-261 

Q 

O'REILLY.J P. 

0003 180036 

50-269 

0 

O'REILLY.J P 

8003100046 

50-370 

0 

O'REILLY.J P 

8003100049 

90-408 

Q 

O'REILLY.J P. 

8003100094 

50-302 

Q 

O'REILLY.J P 

8003100058 

90-389 

Q 

O'REILLY.J P 

8003100060 

90-250 

Q 

O'REILLY.J, P. 

8003100060 

50-321 

Q 

O'REILLY.J P. 

8003100076 

50-416 

Q 

O'REILLY.J P 

8003100078 

90-395 

0 

O'REILLY.J P 

8003100079 

90-395 

Q 

O'REILLY.J P 

8003100081 

50-404 

Q 

0 'REILLY, J P 

8003100002 

50-299 

0 

O'REILLY.J P 

8003180066 

50-327 

0 

O'REILLY.J P 

8003] 80089 

50-280 

0 

O'REILLY.J P 

8003190386 

50-348 

Q 

O'REILLYiJ P 

8003190390 

50-261 

0 

O'REILLY.J P 

8003190390 

50-488 

Q 

O'REILLVrJ P 

8003190405 

50-269 

0 

O'REILLY.J P. 

0003190417 

50-302 

Q 

O'REILLY.J P 

0003190422 

50-250 

Q 

O'REILLY.J P 

8003190430 

50-321 

Q 

O'REILLY.J P 

8003190436 

00-416 

Q 

O'REILLY.J P. 

0003190440 

50-395 

Q 

O'REILLY.J P* 

0003190441 

50-259 

Q 

O'REILLY.J P 

8003190456 

50-200 

Q 

O'REILLY.J P 

8003190466 

50-437 

0 

O'REILLY.J P. 

8003210044 

50-259 

Q 

O'REILLY.J. P 

0003060467 

50-309 

Q 

O'REILLY.J P 

8003140035 

50-348 

Q 

O'REILLY, J. P 

0003 1 40036 

50-261 

Q 

O'REILLY.J P 

8003140030 

50-269 

Q 

O'REILLY.J P 

8003140041 

50-250 

0 

O'REILLY.J P 

8003140044 

50-321 

0 

O'REILLY.J. P 

8003140047 

50-302 

0 

O'REILLY, J.P 

8003140050 

50-416 

Q 

O'REILLY. J.P 

8003 1 40052 

50-395 

0 

O'REILLY.J P 

0003140096 

50-299 

0 

O'REILLY.J P. 

8003140058 

50-280 

Q 

O'REILLY, J.P 

800310016? 

50-261 

0 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

O'REILLY.J P 

8003 1801 71 

50-269 

4 

O'REILLY.J P 

0003180179 

50-302 

Q 

O'REILLY.J P 

8003180177 

50-230 

n 

O'REILLY.J P 

8003180101 

50-321 

g 

O'REILLY.J P 

8003100189 

50-416 

a 

O'REILLY.J P 

8003100107 

50-340 

<1 

O'REILLY.J P 

8003100109 

50-259 

Q 

O'REILLY.J P 

0003180191 

50-395 

g 

O'REILLY.J P 

8003180193 

50-395 

Q 

O'REILLY.J P 

8003180199 

50-230 

0 

O'REILLY.J P 

8003180307 

50-348 

Q 

O'REILLY.J P 

8003180309 

50-261 

0 

O'REILLY.J P 

8003180318 

50-488 

Q 

O'REILLY.J P 

0003180322 

50-269 


O'REILLY.J P 

0003190017 

50-302 

Q 

O'REILLY.J P 

8003190020 

50-250 

Q 

O'REILLY, J P 

0003190029 

50-321 

Q 

O'REILLY.J P 

0003190031 

50-4 1 6 

0 

O'REILLY.J P 

8003190034 

50-395 

0 

O'REILLY.J P 

8003190035 

50-395 

Q 

O'REILLY.J P 

0003190039 

50-29? 

Q 

O'REILLY.J P 

8003190053 

50-280 

0 

O'REILLY.J P 

8003190062 

50-437 

Q 

O'REILLY.J P 

8003100107 

50-348 

G 

O'REILLY.J P 

0003180112 

50-261 

Q 

O'REILLY.J P 

0003100123 

50-269 

d 

O'REILLY.J P 

0003180134 

50-302 

a 

O'REILLY.J P 

8003100137 

SO-2SO 

G 

O'REILLY.J P 

8003100159 

50-321 

0 

O'REILLY.J P 

8003180156 

50-39S 

0 

O'REILLY.J P 

8003180156 

50-259 

G 

O'REILLY.J P 

8003180162 

50-280 

G 

O'REILLY.J P 

0003140387 

50-299 

G 

O'REILLY.J P 

0003140395 

50-416 

G 

O'REILLY.J P 

8003140396 

50-437 

Q 

O'REILLY.J P 

0003140397 

50-302 

D 

O'REILLY.J P 

0003140400 

50-250 

G 

O'REILLY.J P 

8003140402 

50-348 

0 

O'REILLY.J P 

8003140404 

50-395 

0 

O'REILLY.J P 

0003140406 

50-261 

0 

O'REILLY.J P 

0003140407 

50-321 

0 

O'REILLY.J P 

8003140409 

50-4BB 

c 

O'REILLY.J P 

8003140414 

50-269 

0 

O'REILLY.J P 

8003140416 

50-200 

Q 

O'REILLY.J P 

0003180067 

50-340 

0 

O'REILLY. J P 

8003100069 

50-26 1 

0 

O'REILLY.J P 

8003100070 

50-26? 

0 

O'REILLY.J P 

0003180072 

50-302 

0 

O'REILLY.J P 

0003180074 

50-250 

0 

O'REILLY.J P 

8003100077 

50-32 1 

Q 

O'REILLY, J P 

0003180085 

30-416 

0 

O'REILLY.J P 

6003180088 

50-395 

Q 

O'REILLY.J P 

8003100090 

50-259 

Q 

O'REILLY.J P 

8003100093 

50-280 

Q 

O'REILLY.J P 

0003180121 

50-340 

0 

O'REILLY.J P 

8003100124 

50-261 

G 

O'REILLY.J P 

8003100133 

50-269 

Q 

O'REILLY.J P 

8003100300 

50-480 

Q 

O'REILLY.J P 

0003180303 

50-302 

Q 

O'REILLY.J P 

0003180309 

50-250 

Q 

O'REILLY.J, P 

8003100310 

50-321 

a 

O'REILLY.J P 

0003100315 

30-416 

G 

O'REILLY.J. P. 

8003180317 

50-437 

a 

O'REILLY.J P 

0003180321 

50-399 

Q 

O'REILLY.J P. 

8003180324 

50-200 

8 

□ 'REILLY, J P 

8003190003 

50-259 

0 

O'REILLY.J P 

8003270226 

30-269 

G 

O'REILLY.J P 

800327001 1 

50-437 

Q 

O'REILLY.J P 

8003270014 

50-395 

Q 

O'REILLY.J P 

8003270016 

50-395 

0 

O'REILLY.J P 

8003270018 

50-340 

dt 

O'REILLY.J P 

8003270D20 

50-302 

G 

O'REILLY.J P 

8003270024 

50-250 

Q 

O'REILLY.J P 

8003270026 

50-424 

0 

O'REILLY, J.P 

8003270029 

50-269 

Q 

O'REILLY.J P 

8003270034 

50-261 

Q 

O'REILLY.J P 

8003270037 

30-488 

Q 

O'REILLY. J.P 

0003270040 

80-327 

Q 

O'REILLY.J P 

0003270045 

50-280 

0 

O'REILLY.J P 

8003260186 

50-364 

0 

O'REILLY.J P 

8003260109 

30-400 

0 

O'REILLYiJ P 

8003260203 

30-261 

0 

O'REILLY. J.P 

0003260206 

50-26? 

0 

O'REILLY.J P 

8003260209 

80-3i? 

0 

O'REILLY.J. P. 

800326021 1 

50-488 

0 
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ACCESS IGM SUBJECT 


AUTHOR 

NUKBER 

CATEGORY 

O^fieiLLY. J P 

00032^0217 

50-302 

Q 

O'REILLY. J P 

e0032A0219 

50-250 

a 

O'REILLYjJ P 

00032^0221 

30-369 

Q 

O'REILLYiJ P 

a0032/i022& 

30-321 

9 

O'REILLYi J P 

00032^0220 

50-424 

a 

□ 'REILLY. J P 

0003260230 

50-416 

0 

O'REILLY. J P 

0003260232 

50-423 

0 

O'REILLY. J P 

0003260234 

50-395 

6 

□ "REILLY. J P 

000326023 B 

90-395 

0 

□ 'REILLY. J P 

000326023? 

50-328 

0 

□ 'REILLY. J P 

0003260253 

50-259 

0 

O'REILLY. J P 

0003260260 

50-339 

0 

O'REILLY. J P 

0003260262 

50-437 

0 

□ "REILLY. J P 

S 00326040 9 

50-3 <18 

0 

□ "REILLY. J P 

S 0032604 11 

50-260 

0 

□ "REILLY. J P 

8003250470 

50-332 

Q 

□ "REILLY. J P 

800325050a 

70-1201 


□ "REILLY. J P 

8003290509 

70-824 


□ "REILLY. J P 

8003250512 

70-27 


O'REILLYrJ P 

8003250515 

70-1113 


O'REILLY. J P 

8003250518 

70-143 


O'REILLY. J.P 

8003250519 

50-437 

0 

O'REILLY. J P 

8003290522 

70-1319 


O'REILLY, J P 

G003250S23 

70-1151 


O'REILLY. J. P. 

8003250540 

90-340 

<L 

O'REILLY. J P 

8003250547 

50-261 

0 

O'REILLY. J P 

8003250553 

50-480 

0 

O'REILLY. J P 

8003250561 

50-26? 

0 

O'REILLY. J P 

8003250565 

50-250 

0 

0 'REILLY. J P 

8003250570 

50-32 1 

<3 

O'REILLY. J.P 

a 0032 9 0572 

50-259 

<3 

0 'REILLY, J P 

8003290580 

90-260 

<3 

□ 'REILLY. J P 

8003250584 

90-302 

<3 

O'REILLY. J P 

8003250589 

50-416 

0 

O'REILLY. J P 

8003250587 

50-399 

0 

O'REILLY. J P 

0003260151 

50-437 

Q 

O'REILLY. J P 

8003360157 

90-460 

0 

O'REILLY. J P 

8003360166 

50-26? 

0 

O'REILLY. J P 

0003260171 

50-230 

0 

O'REILLY. J P 

8003260177 

50-321 

Q 

O'REILLY. J P. 

0003260101 

50-29? 

0 

O'REILLY. J P 

0003260200 

90-260 

0 

O'REILLY. J P 

0003260207 

90-261 

0 

O'REILLY, J P 

0003260212 

50-346 

0 

O'REILLY. J P 

0003260214 

50-302 

Q 

O'REILLY, J P 

0003260216 

90-416 

Q 

O'REILLY, J P 

0003260216 

50-395 

0 

OBERO.C R 

0003270445 

90-490 

6 

OBEROi C, R 

00033 10237^ 

50-490 

0 

OBERO. C, R 

0003260492 «- 

90-462 

Q 

OEBTHANNiH J 

00032900664 

50-505 

0 

OEGTHANN.H J. 

00032405994 

90-262 

0 

OODENjD k 

0003120629 

RES 


OH.G. 

79103004744 

I«0C 


OLDHAM. K R 

00032401914 

40-8697 


□LLERiR E 

00031001244- 

■0A999 


OUtIBTEAD.W J 

0003190204 

90-32? 

0 

OLIiSTEAO.U J 

0003040249 

90-369 

0 

OLSERi F M. 

0003240430 

50-40? 

0 

OLSEN. A F. 

0003240171 

70-024 


OLSEN. A F 

0003310109 

70-624 


OLSHAN, L 

0003190130 

50-247 

P 

OLSHAN, L 

0003190130 

50-247 

P 

OLSHAN, L, 

0003190136 

50-247 

P 

OLSHAN. L N 

0003130320 

50-247 

P 

OLSON. R C L 

8003240626 

ftEOOD 


OLSON. A, H. 

0003290276 

NUflEO 


ONCAVAOE. K. P. 

0003110662 

90-290 

H 

0N8D0RFF.K A 

8003260936 

90-272 

0 

OPEKA. J, F. 

8003160366 

90-336 

R 

OPEKA. J, F 

6003050287 

50-336 

8 

OPEKA, J. F. 

6003030465 

90-336 

e 

OPEKA. J. F. 

6003040619 

90-249 

R 

OPEKA. J, F. 

8003070331 

90-336 

8 

OPEKA. J, F 

6003190475 

50-249 

R 

OPEKA. J F 

6003190939 

50-336 

R 

OPEKA, J. F 

6003200491 

90-336 

S 

OPEKA, J. F. 

6003240497 

90-245 

6 

OPEKA. J. F. 

6003260917 

90-249 

0 

OPEKA. J, F. 

0003260910 

90-336 

6 

OPREArOr U, 

6003130692'*^ 

90-490 

0 

OPREA. 0. H. 

60031306864 

50-490 

0 

OPREAfO. U, 

600306021 1 

90-490 

6 

OPREA, 0. 

6003100001 

90-471 

A 

OPREA. 0, W. 

60031306994 

90-490 

0 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

ORTH. H A 

0003050102* 

70-135 


ORTLOFF.O D 

0003140005 

40-8102 


08ANN. E, W 

0003190611 

50-367 

0 

OST.F 

0003170303* 

30-304 

8 

OST.F 

8003200407* 

50-304 

S 

□TTO&OMfH L 

6003040293 

30-206 

R 

OTTOSONpH L 

0003040642 

90-206 

5 

OTTO SON, H L 

0003180612 

50-206 

a 

OTTOSONrH L 

0005280476 

30-206 

S 

OTTOBQNrH L 

0005280421 

50-206 

8 

OUBRE, R P 

0003170440 

90-312 

6 

OUETS.J E 

8003190269* 

50-324 

0 

0UZT6. J E 

8003270202* 

50-324 

□ 

0U2T&. J e 

0003130991* 

50-324 

Q 

OVERLID. T. 

0003250409* 

SO-263 

S 

OVERHYERfR F 

00032 S 0394 

NUREO 


OUEN. J R 

0003150647* 

50-320 

H 

OWEN. J B 

0003190923 

TOPREP 


OWSLEY, D F 

0003110941 

TOPREP 


OWSLEY. 0 F 

0003260645 

50-244 

P 

P AC ALA. E H 

0003150278* 

50-320 

H 

PADJACK. B 8 

8003070036 

PR 


PAOANO. C 1. 

8003190670 

PR 


PAOANO.C L 

8003130107 

PR 


PAGE 4 R 0 

8003120461 

50-436 

A 

PAQEtR C 

6003120469* 

50-430 

A 

PAGE.R 0 

6003110106 

70-135 


PAGE. R 0 

6003J1OIU* 

70-139 


PAGE. R 0 

8003250329 

90-361 

A 

PAGE.R 0 

8003190992 

70-1100 


PAGE.R G 

8003280411 

70-H0O 


PAGE.R 0 

6003190033 

40-3392 


PAOLIARO. J A 

6003110376 

UE 


PA0L1AR0. J A 

6003110372 

UE 


PAOLIARO. J A 

6003130382 

JiE 


PAIGE. A R 

6003200505 

FOIA 


PAMAZAK.H 

6003060253 

70-2539 


PANETTA.L 

6003360659* 

90-279 

0 

PANISKQi F.E 

6003050131 

NUREO 


PAOLIHQ.R J 

6003030104* 

50-322 

Q 

PAOLIHO. R J 

6003200231* 

90-322 

0 

PAPAY.L. r 

6003260433* 

90-206 

0 

PAPAY. T 

6003090117* 

90-206 

Q 

PAPERIELLQ.C J 

6Q03140132 

UE 


PARI 6 . 0 H 

6003260210 

90-322 

0 

PARKER. W E 

6003310035* 

90-320 

H 

PARKER. L T 

6003210023 

FOIA 


PARKER. W. 0 

6003090021 

70-2623 


PARKER. 14 0 

6003090176 

70-2623 


PARKER. W Q 

6003120214* 

90-269 

0 

PARKER. W 0 

6003030409 

90-369 

8 

PARKER, W 0 

6003030942 

90-270 

S 

PARKER, W 0 

6005120209* 

90-269 

Q 

PARKER. W.O 

6003310159 

PR 


PARKER. W 0 

6003200026 

90-269 

a 

PARKER. U 0 

6003240102 

90-413 

Q 

PARKER. M 0 

6003240107 

90-369 

Q 

PARKER. W. 0 

6003270044 

90-269 

a 

PARKER. (4 0 

6003190126* 

90-269 

Q 

PARKER. W< 0 

6003250375* 

50-413 

Q 

PARKER. W 0 

6003060162 

50-369 

Q 

PARKER. W 0 

8003060237 

50-269 

Q 

PARKER. W 0 

6003100031 

90-269 

Q 

PARKER. W. □ 

8003190906 

50-269 

Q 

PARKER. W 0 

6003170041 

90-269 

Q 

PARKER. W 0 

6003160153 

90-269 

Q 

PARKER. W, 0 

6003200324 

PR 


PARKER, W. 0 

6003200914 

PR 


PARKER. W 0 

6003190192* 

50-269 

Q 

PARKER. W 0 

6003270233* 

90-269 

Q 

PARKER. W Q 

6003190600 

27-47 


PARKER, H 0. 

6003210253 

30-4 13 

Q 

PARKER. W 0. 

6003130206 

90-269 

Q 

PARKER. W. 0. 

8003090442 

30-26? 

F 

PARKER. W 0 

6003030563 

30-270 

0 

PARKER. W. 0 

6003030572* 

30-270 

Q 

PARKER. W 0. 

8003090433 

90-26? 

R 

PARKER. W. 0. 

8003290476 

30-270 

0 

PARKER. W 0. 

8003240049 

90-26? 

0 

PARKER, W 0. 

8003070360 

30-287 

8 

PARKER, W. 0. 

8003070361 

90-26? 

P 

PARKER. W.O. 

8003110349 

90-36? 

8 

PARKER. 0 . 

8003110561 

80-413 

6 

PARKER, W 0- 

8003240469 

90-287 

8 

PARKER. W.O 

8003240519 

90-413 

8 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PARKER. W D 

60033 1 0392 

50-369 

0 

PARKER. W 0 

60031 10340 

50-413 

a 

PARKER. W 0 

6003120514 

50-270 

s 

PARKER. W 0 

6003180425 

50-287 

8 

PARKER. W 0 

6003180533 

SO-269 

G 

PARKER. W C 

6003180603 

50-413 

S 

PARKER. W Q 

BO 03 190 507 

50-269 

P 

PARKER. W Q 

8003170393 

30-207 

P 

PARKER. W C 

6003140303 

50-269 

P 

PARKER. W 0 

6003170312 

50-369 

A 

PARKER. W 6 

6003160197 

50-270 

P 

PARKER. W 0 

6003160449 

90-270 

P 

PARKER. W a 

6003160609 

30-2£>? 

P 

PARKER, W Q 

6003200463 

30-269 

P 

PARKER, W 0 

6003190518 

50-2A9 

R 

PARKER. W G 

6003210509 

30-413 

8 

PARKER. W 0 

8003200400 

30-3A9 

A 

PARKER, W 0 

8003200483 

30-2A9 

8 

PARKER, W 0 

6003200449 

50-2A9 

P 

PARKER. W 0 

6003200207 

90-3A9 

F 

PARKER. W 0 

6003270390 

50-269 

P 

PARKER, W 0 

6003200553 

50-369 

A 

PARKER. W 0 

6003270369 

90-269 

P 

PARKER, W 0 

6003200467 

50-267 

P 

PARHENTER. F H 

6003030146 

30-445 

H 

PARR.O D 

8003100120 

50-339 

A 

PARR.O D 

8003060061 

50-339 

A 

PARR.O D 

8003260209 

50-3 1 1 

A 

PARn.O D 

6003240127 

50-373 

F 

PARR. Q D 

6003140216 

50-483 

H 

PARR. 0 D 

6003140219* 

50-403 

M 

PARR.O D 

6003190682 

80-402 

A 

PARR.O 0 

6003240012 

50-403 

h 

PARR.O D 

6003250472 

50-307 

A 

PARR.O 0 

8003270106 

50-404 

A 

PARR, 0 0 

6003310349 

50-373 

A 

PARR. 0 D 

6003240594 

30-339 

A 

PARR. 0 D 

6003240206 

30-339 

A 

PARR.O D 

6003260426 

50-3 1 1 

A 

PARR.O D 

6003060399 

50-307 

A 

PARRIS. H 0 

6003190532 

30-327 

J 

PARBHALL.O W 
PARSONS, R 
PARTLOW, J 0 
PARTLOW, J 0 

PARTLOW, J 0 
PARTLOW, J 0 
PARTLOW. J 0 

6003040710* 

6003270092 

6003050896 

6003190002 

6003190040 

8003190423 

80032B0239 

30-320 

XPORTLIC 

70-3A4 

70-371 

70-143 

70-143 

70-1201 

H 

PASANO. A N 

8003110302 

50-320 

6 

PATON.W D 

8003040245 

50-369 

0 

PATON. W. D 

8003040657 

50-514 

0 

PATON.W D 

8003090422 

50-996 

0 

PATON.W 0 

6003240^22 

90-272 

0 

PATON.W D 

8003200019 

50-329 

0 

PATTERSON. R 

8003210279* 

50-320 

0 

PATTERSON, J P 

8003070322* 

50-255 

Q 

PATTERSON, J P 

8003210349* 

50-2 

a 

PATTER. J P 

6003310452* 

50-254 

Q 

PAUL,R A 

PAYNE, H R 

PEABODY. C A 
PECK.C C 

PEEPLCB, W P 
PEERY. W W 

6003260336* 

6003180610 

6003120399 

6003190320 

6003030002 

6003190609* 

30-2 

RES 

NUREO 

ILE 

PR 

27-47 

0 

PELLEGRINO, E D 

6003060021* 

30-77 

D 

PELTIER. I A 

8003240566 

30-330 

A 

PENDER ORAFT.rt A 

8003290469* 

50-360 

R 

PENDER OR AFT.R 

8003030538* 

30-360 

6 

PENDER GRAFT. R 

8003030540* 

50-360 

8 

PENDERORAFT. R 

8003310390* 

30-360 

8 

PENCE ROR AFT. R 

6003160470* 

90-368 

B 

PENDERGRAFT. R 

6003160483* 

90-368 

B 

PENDERORAFT, R 

6003160491* 

90-368 

S 

PENDERORAFT. 
PENOOV. C A 

6003160520* 

6003210204 

90-360 

71-9796 

R 

PEN6E.W D 

6003030300* 

50-317 

8 

PEOPLES. D. 1. 
PEOPLES. D. L 

6003260694* 

6003240636 

50-254 

REOOD 

0 

PEOPLES, D. L. 

6003190043* 

50-4 96 

0 

PEOPLES. D t 

6003130397* 

30-247 

P 

PEOPLES, D, L 

6003130678* 

50-263 

0 

PEOPLES. D L 

6003030393 

50-299 

P 

PEOPLES. D L, 

6003110463 

90-237 

P 

PEOPLES. D, L. 

6003050915 

90-374 

0 

PEOPLES. D. 

6003200076 

50-10 

0 
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AUTHOR 

ACCESSION 

NJHDER 

SUBJECT 
* CATEGORY 

AUTHOR 

ACCESSION 

NUMOER 

SUBJECT 

CATEOQRY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY 

PEOPLES. D L 
PEOPLES, D L 
PEOPLES, D L 
PEOPLES, D L 
PEOPLES, D L 

B0032703Aii 

eO03t3OA&3 

B003190A&2 

6003270112 

6003110432 

50-237 P 
50-295 P 
50-295 Q 
50-249 Q 
50-265 P 

PETERSON, M R 
PETERSON, H R 
PETERSON, M R 
PETERSON, M R 
PETERSON, M R 

8003110166 
8003110172 
80031 10213 
80031 10225 
60031 10404 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PLEASANT, E M 
PLEASANT, J C 
PLE8SET, M S 
PLESSET, M S 
PLESSET.M S 

□003290342 

8003180256 

6003070232 

8003040266 

6003270175 

50-346 0 

PR 

ACR8 

COMMISSION 
COMM I SSI ON 

PEOPLES, D L 
PEOPLES, D L 
PEOPLES, D L 
PEOPLES, D L 
PEOPLES, D L 

B003I70464 

6003210534 

6003190342 

6003250511 

6003240464 

50-10 P 

50-10 F 

50-373 K 

SO-3 H 

50-237 P 

PETERSON. M R 
PETERSON, M A 
PETERSON, M A 
PETERSON, M R 
PETERSON, M fl 

80031 10411 
80031 10414 
8003110417 
00031 10422 
8003120350 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PLUMLEE, K 

PLUMLEE, K E 
POCHAL, W F 
POCHALiW F 

POCHAL, W F 

0003030032* 

0003140092* 

8003050173 

8003070256 

0003050204 

30-317 Q 
50-77 Q 

XPORTLIC 
XPORTLIC 
XPORTLIC 

PEOPLES, D L 
PEPPER, D U 
PEPPER, D W 

PEREZ, J D 
PERI^INS, J 

6003270371 
60031 00 130» 
80032501 57« 
B003I90710* 
6003170029* 

50-249 P 
70-1257 

70-754 

50-556 Q 
50-320 0 

PETERSON, M R 
PETERSON, M R 
PETERSON, H R 
PETERSON, M R 
PETERSON, M R 

8003120390 

8003120400 

8003120402 

6003120403 

8003140166 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

POCHAL, W F 

POCHAL. W F 
POINDEXTER, T C 
POIRIER, M R 
POIRIER, M R 

6003260163 

0003280206 

S0032Q0369 

6003030081 

0003030110 

XPQRTLIC 
XPORTLIC 
50-320 P 
50-498 H 
50-490 11 

PERKIWS, J 
PERK1IJ3, T J 
PERKiwSiJ r 
PERKIW3, T J 
PERKl^S,lt A 

8003260136 

8003160126 

8003140013 

8003170411* 

B003040725 

50-387 0 
50-220 8 
50-220 8 
50-220 R 
50-317 6 

PETERSON, M A 
PETERSON, M R 
PETER60N,M R 
PETERSON.M R 
PETERSaN.H R 

0003140367 

8003190244 

8003190252 

8003190260 

8003120375 

40-0052 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POIRIER, M R 
POLLARD, R Q 
POLLARD, R Q 
POLLARD. R Q 
POLLARD, R 0 

8003190963 

8003040691 

8003100068 

8003100079* 

8003100081* 

50-49B M 
50-269 0 
50-289 0 
50-209 0 
50-239 0 

PERLMAN, J 
PERLMAN , J 
PERLMAN, J 
PERNY,C D 

FERNY, C D 

8003200178 

8003190609 

8003270159 

8003060675* 

8003130662 

CONTRACT 

CONTRACT 

CONTRACT 

50-250 0 

50-389 S 

PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERGDN.M R 
PETERSON, M R 

0003120390 

8003140061 

8003190313 

6003240177 

8003190311 

XPORTLIC 

MISC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POLLARD, ft Q 
POLLOCK, ft P 
POLOSKI.J P 
POND.G H 

POOLE, D C 

0003100086* 

0003310429* 

0003250160 

0003040605 

8003040400 

50-209 0 

NUREO 

NUREO 
50-389 11 

50-302 R 

PERREAULT, N 
FERRET. Y M 
PERRICO. L D 
PERROTTI,D J 
PERRY, J A 

G0032500BB 

B003260506 

6003260436 

B003S50348* 

6003130092* 

50-556 H 
50-320 0 

RES 

70-1 113 

0A999 

PETERSON, H R 
PETERSON, M R 
PETERSON. M R 
PETERSON, M R 
PETERSON. N R 

9003240098 
8003240100 
8003240106 
BOO 3250087 
BOO 3270374 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POPE, R B 

PORTER, 8 W 

PORTER, W L 
POTAPOVS, U 
POTAPOVS, U 

8003250280 

0003270080 

6003050165 

0003100223* 

0003130350* 

71-361 
50-320 P 
70-2623 
QA999 

QA999 

PERRY, P A 

PERRY, J C 

PERRY, J C 

FERRY, J C 

PERRY, W 

6003120341 

6003110580* 

6003130387* 

80031703CB* 

8003260244 

50-155 I 
50-344 S 
50-344 S 
50-344 8 
70-791 

PETERSON, H R 
PETERSON, M R 
PETERSON, M R 
PETERSON. H R 
PETERSON, 11 R 

8003270377 

8003270360 

6003310385 

8003250493 

8003200078 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

8003190349* 
8003 130350* 
0003100111* 
0003 100237 
8003110099 

0A999 

OA999 

QA999 

QA999 

QA999 

PERSINXO, D 
PER8INKQ, D 
PERSINXQ. D 
PERSlNKQj D 
PERSON, L S 

8003040683* 

8003040666* 

8003250350* 

8003280532* 

8003050024 

50-344 G 
50-344 G 
50-344 0 
50-344 0 

WASTE MOT 

PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON. « R 

8003280200 

8003290489 

0003260031 

B003260039* 

6003200057 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS, U 

8003100141 
8003110095 
8003130095* 
8003120285 
00031401 14 

0A999 

QA999 

0A999 

QA999 

0A999 

PETERKA, J A 
PETERSON, R M 
PETERSON. H R 
PETERSON. M R 
PETERSON, M R 

6003100188 
6003190764 
G003 190740* 
B003240245* 
8003240180* 

NUREO 

WASTE MOT 
XPQRTLIC 
XPORTLIC 
XPQRTLIC 

PETERSQN.H R 
PETERSON, M R 
PETERSON. M ft 
PETERSON, M ft 
PETERSON, M ft 

8003200060 

8003200556 

0003200074 

8003200319 

8003200334 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

G003270328 

0003140204* 

0003310098* 

0003130338 

8003270123 

0A999 

QA999 

QA999 

QA999 

QA999 

PETERSON. M R 
PETERSON, H R 
PETERSON, H R 
PETERSON, M R 
PETERSON,M R 

8003 1 30625 
8003030064 
6003 1 30240 
6003130405 
B003040726 

XPORTLJC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PETERSON, M R 
PETERSON. H R 
PETERSON, K R 
PETERSON, J C 
PETKO.M J 

8003200323 

8003280530 

6003280146 

8003030117 

8003170019* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-289 0 

50-320 H 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS. U 

8003100217 

8003100097 

8003130347 

8003190330 

8003130070 

QA999 

QA999 

QA999 

QA999 

QA999 

PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, H R 

6003050004 
8003040198 
6003 1 90603 
6003190614 
8003 1 90736 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

PETRICK.N A 
PETRICK.N A 
PETRICK.N A 
PETRICK.N A 
PETRICK.N A 

0003250393* 
0003 1 30033 
0003140024 
0003190100 
0003260630 

50-402 8 
50-402 0 
50-402 0 
50-402 S 
50-402 B 

POTAPOVS, U 
POTCPOVS. U 

POTE. D R 

POTTER, J 

POTTER, J P 

0003310094 

0003140109 

0003200567* 

B00317O215 

0003240207* 

0A999 

QA999 

CONTRACT 

UE 

27-47 

PETERSON, M R 
PETERSON. M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, M R 

8003190741 

8003060736 

9003060742* 

8003070156 

8003190302 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MI8C 

PETRlCKrN A 
PEVENBTEIW, J E 
PFAFF.S J 
PHILLIPS, T E 
PHILLONiH 

0003260644 

0003140399 

0003030230 

0003120766* 

8003310475* 

50-402 0 

roiA 

40-6659 

50-320 H 
CONTRACT 

POTTER, J P 

POTTER. J P 

POWELL, 8 C 

POWER.D F 

POWERS, R L 

8003210501* 

8003190235* 

8003110110 

8003280651 

7906140095 

27-47 
50-269 0 

PR 

FDIA 

MISC 

PETERSON, M R 
PETERSON. M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, « R 

B003050197 
6003050199 
B0030S0213 
8003030217 
80031001 4B 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

XPQRTLIC 

PHILLIPS, J R 
PHILLIPS, A R 
PHILLIP. 0 

PICKETT, D P 
PICKETT, D P 

0003250465 
0003140342* 
00031 10367 
B00319O9I0 
0003250311 

50-275 0 

40-B713 

5D-34t 8 

PROJ 

PROJ 

POWERS, D A 

POWERS, D A 

PRATT, C M 

PRICE. D B 
PRICKETT.B 

8003170371* 
800220064 1 
8003050103* 
0003250177* 
0OO324O50B 

50-320 P 

NUREO 

lOCFR 

50-259 0 

50-356 9 

PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, « R 
PETERSON, M R 

6003040253 

6003040005 

8003040009* 

8003040014* 

8003050051 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PICKENS, F D 
PICKETT, D P 
PICKETT. D P 
PIERCE, R E 

PIGOTT, D R 

0003200402 
0003190710 
80033S031 1 
0003140049 
8003200253 

71-359 

PROJ 

PROJ 

HISC 

PR 

PROF 10, A E 
PR08ECKY, M A 
PROSSER, N S 
PRDVENZANO, V 
PROVENZAND, V 

00031701 13* 

0003060660* 

00031B0204* 

0003250425 

0003170123 

30-320 P 
50-254 9 
50-320 K 
NUREO 

NUREO 

PETERSON, M R 
PETERSON, M R 
PETERSON. M R 
PETERSON, N R 
PETERSON, M R 

8003050037 

800305003B 

8003050142 

6003050145 

B0030S0147 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PILANT, J M 

PILANT, J M 
PILANT.U M 

PILANT, 0 M 

PILANT, J M 

0003190106* 

6003030500 

0003030413 

0003040299 

0OO3O4O43Q 

50-290 0 
50-290 P 
50-298 P 
30-298 P 
50-298 R 

PROXMIRErW 
PUCKETT, J M 
PURCELL, J F. 
PURPLE, R. A 
PUTZIO.K M 

0003040273 

0003200524* 

8003200267 

8003100190* 

8003250394 

50-409 U 
90-302 Q 
50-367 R 
50-320 P 
NUREO 

PETERSON, M R 
PETERSON, M R 
PETERSON,H R 
PETERSON, M R 
PETERSON, M R 

8003050150 
8003050155 
60030606 4B 
6003060653 
6003060673 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

XPORTLIC 

PILANT, J, M 

PILANT. J M 

PILANT, J M 

PILANT, J « 

PISH, M D 

8003250189 
8003120473 
00032 10300 
6003250591 
000305044 5* 

50-290 0 
50-290 R 
50-290 P 
50-298 P 
50-269 F 

QUATTROCCHI, J L 
QUflECK, T 

QUICK. D ft 

QUICK, D, R 

QUICK, D 

7906210206 

8003040660 

8003200506* 

8003170179 

8003280046 

50-320 J 
FPIA 

50-302 Q 
50-269 S 
50-302 8 

PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, M R 

8003060670 

8003060682 

8003060663 

6003060694 

B003060704 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

XPQRTLIC 

PLANJE.T J 

PLANJE. T J 

PLANT, D 

PLA6KQN. R E 

PLATO, P 

0003060643* 

8003060638* 

0003140137 

0003120742 

0003040323 

50-123 0 
50-123 Q 
50-556 G 
50-516 Q 

HUREO 

QUIGLEY, R J 
QUIOLEY, E J 
QUILLEN, J H 

QUINN, E 

QUIRK, J F 

8003130674* 

0003310400 

0003200051* 

0003250163 

0003040314* 

50-320 H 

70-1308 

70-143 

70-135 

TOPREP 
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AUTHOR 

NUMBER 
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AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 


NUMBER 

CATEODRY 

RADtN0VSKY« 8 

8003170-127 

50-330 

H 

REIBINGER.5 

8003040328 

50-387 

0 

RQBERD8. H VI 


B003130<368* 

QA999 


RADRIQUEZiR J 

80031703B2 

50-312 

R 

REITLERi E K 

0003250407 

70-U51 


SOBER D8. H VI 


0003190361* 

QA999 


RALIVlANAKlSi (i 

8003060663* 

50-254 

a 

REKITO.H A 

8003030060* 

50-317 

0 

ROBERTS. J a 


6003040286 

NUREG 


RAWIN.R F 

8003040310 

70-36 


REKITQfM A 

800328027?* 

50-334 

Q 

ROBINSON.R H 


0003310455 

PR 


RANKiNrJ L 

7711060017* 

COMMISSION 

REHICK.F J 

8003200637 

50-295 

0 

ROCHE -FARMEP 

.L 

0003140133 

NUREG 


RAN30NEiJ U 

8003180225 

40-8434 


REMLEYrtl E 

8003140006 

70-25 


RODABAUOH.E 

C 

0003140122 

NUREG 


RATHKOPF, C L 

8003140037* 

50-320 

0 

REMLEYrM E 

8003240068 

71-9035 


RODEN. J U 


8003100556 

50-321 

R 

RATHKOPFrC L 

8003040585 

50-443 

0 

REMLEYiM E 

8003170154 

50-375 

P 

RODRIQUEZ. P 


8003210126* 

SO-3 

0 

RATHKOPFrC L 

8003070299* 

MISC 


REHY. M H 

8003190048 

50-312 

0 

RODRIQUEZ. R 

J 

0003040569 

50-312 

5 

RATHKOPF, C L 

6003190882* 

50-320 

H 

RENBERGER.D L 

9003170142 

50-397 

0 

RODRIQUEZ. R 

J 

0003170445 

50-312 

8 

RATHUGPFiC L 

8003140265* 

50-339 

H 

RENBERGER.D L 

8003100057 

50-508 

0 

RODRIQUEZ, n 

J 

0003180629 

50-312 

B 

RAUBCHrJ K 

8003060225* 

50-491 

Q 

RENBEftOER.O L 

8003100064 

50-508 

G 

ROEHRIOrC R 


0003310160* 

50-320 

H 

RAUENSCROFT^N 

8003310211 

70-2322 


RENBERGER.D L 

8003170139 

50-460 

0 

ROGERS. T R 


0003310490* 

CONTRACT 


RAYiJ A 

6003030415 

50-29 

P 

RENBERGER.D L 

8003120744 

50-397 

0 

ROGERS. VI L 


BOD3210017 

WASTE MOT 

RAVKQHDill J 

6003050029* 

50-271 

Q 

RENBERGER.D L 

8003130516 

50-397 

0 

ROGERS) C 8 


0003100165* 

50-556 

0 

RAyhaND. 1^ J 

0003260339* 

50-271 

0 

RENBERGER.D L 

8003110329 

50-508 

Q 

ROGERS. C 3 


00031001 69* 

50-556 

0 

READr R. P 

8003140453 

50-443 

A 

RENBERGER.D L 

8003110323 

50-460 

0 

ROGERS. V € 


8003250394 

NUREG 


REAVISiJ A 

8003190522* 

30-269 

R 

RENBERGER.D L 

0003170151 

50-397 

Q 

ROGDVIN. M 


8003100007 

50-320 

G 

REBELOMKSIi T 

0003190307* 

50-247 

Q 

RENBERGER.D L 

0003270453 

50-508 

Q 

ROOOVIN. M 


8OO320O1B1* 

CONTRACT 


REECEiJ U 

8003180482* 

50-261 

P 

RENBERGER.D L 

9003260060 

50-397 

0 

ROOOVIN. M 


8003270133 

50-320 

P 

REECE« U N 

8003180469 

50-261 

P 

RENBERGER.D L 

6003280069 

50-508 

Q 

ROGOV IN. M 


0003270141* 

50-320 

P 

REEDiC 

8003180499 

TOPREP 


RENBERGER.D L 

8003260065 

50-460 

0 

ROLLINS. H M 


8003190635* 

50-443 

H 

REED,C 

8003240440 

TOPREP 


RENBERGER.D L 

8003280090 

50-460 

0 

ROM 1C. B 


0003060628 

50-254 

S 

REEVESrE A 

0003200273 

50-295 

P 

RENBERGER.D L 

8003060534 

50-397 

A 

ROMUALDEZ.E 

Z 

B003050130 

50-574 

0> 

REEVE9rE 

8003 L 90 1 30 

50-247 

P 

RENBERGER.D L 

B003 120522 

50-397 

3 

ROOD.K 


0003050144 

50-361 

A 

REEUESrE 

8003190136 

50-247 

P 

RENBERGER.D L 

8003260114 

50-397 

Q 

ROOD. H 


0003050146 

SO-3 61 

A 

REOANrU H 

7910260186 

MISC 


RENBERGER.D L 

6003270441 

50-508 

Q 

ROOD. N 


B003050I75 

50-361 

F 

REOANrU K 

0003060293 

50-275 

0 

RENBERGER.D L 

8003120317 

50-397 

0 

ROONEY. M A 


0003250566 

70-1308 


REOAHrW K 

0003240326* 

50-404 

A 

RENBERGER.D L 

8003240522 

50-397 

8 

ROONEY. M. A. 


0003310001 

70-1 308 


REHM*T A 

0003060747 

COHMISBiaN 

RENBERGER.D L 

8003250344 

50-500 

A 

ROONEY. V. L 


8003130172 

SO-271 

P 

REHMfT A 

8003060743 

COMMISSI ON 

RENBERGER.D L 

8003260469 

NUREO 


ROONEY. V L 


8003190732 

50-271 

P 

REHM* T, A 

0003190726 

COMMIBSION 

RENNEKE.A 

8003200220* 

lOCFft 


RDDT.L D 


8003060322* 

SO-3 31 

Q 

REHMr T, A 

0003240598 

COMMISSION 

RESSLERpH C 

8003110552 

50-320 

R 

RODT.L D 


0003060357* 

50-331 

a 

RElCHrH 

80030607SO 

TOPREP 


REVEL EY.M T 

6003060420 

50-322 

0 

RDOT.L D 


8003260247 

S0-33t 

Q 

RElDrR W 

0003030096 

50-289 

P 

REVELEYiW T 

8003060437* 

50-322 

0 

ROOT.L D 


8003070233 

50-331 

p 

REIDiR W 

8003030099* 

50-209 

P 

REVEUEYrW T 

8003060420 

50-322 

0 

ROOT, L. D 


8003200371 

50-331 

Q 

RElDiR W 

8001030044 

50-312 

P 

REVEUEY/W T 

0003060437* 

50-322 

0 

RDOT.L D 


8003180907 

50-331 

F 

RETDiR H 

8003100175 

50-289 

F 

REYES. L A 

8003110156* 

50-346 

0 

RDOT.L 0 


8003190527 

SO-331 

P 

REIDiR U 

8003060381 

50-317 

P 

REYES. L A 

8003190166 

50-346 

8 

RDOT.L D 


0003240449 

50-331 

P 

RCtDiR H 

8003140323 

50-312 

P 

REYMANN.O A 

8003120634 

RES 


ROOT.L 0 


8003200451 

50-331 

P 

REtDiR U 

BO 03 060026 

50-312 

F 

REYNOLDS. U 

8003260094 

FOIA 


ROSA. M 


8003140334* 

40-8713 


REtDfR U 

0003040023 

50-309 

H 

REYNOLDS. N B 

8003200624 

PR 


R08E.C H 


8003110341 

FOIA 


REIDiR H 

6003040063 

50-309 

H 

REYNOLDB.N S 

8003040712* 

50-445 

0 

ROSErC H 


8003260057 

FOIA 


REIDiR VI 

0003050012 

50-317 

P 

REYNOLDS. N 6 

0003250002 

NUREO 


ROSENTHAL. A 

8 

8003060463 

50-338 

U 

REIDiR VI 

6003040207 

50-129 

H 

REYNOLDS. N 8 

8003140145 

PR 


ROSENTHAL. A 

6 

8003140223 

50-320 

T 

RErOiR VI 

6003060014 

50-302 

0 

REYNOLDS. A M 

8003310441* 

PROJ 


ROSENTHAL. A 

8 

8003040261 

50-320 

T 

REIDIR VI 

800306004S 

50-209 

8 

REYNOLDS. « B 

7811130230* 

50-346 

M 

ROSENTHAL. A 

8 

8003040272 

50-320 

T 

REEDjR VI 

8003060259 

90-302 

P 

REYNOLDS. N 8, 

6003040712* 

50-445 

0 

ROSENTHAL . A 

8 

8003040037 

50-320 

T 

RELOrR. U 

8003100205* 

50-231 

P 

RHOADS. A 

8003170002 

50-320 

0 

ROSENTHAL. A 

B 

8003170131* 

50-320 

0 

R££DrR VI 

80031 20632 

50-129 

P 

RHOADS. 0 0 

0003040051* 

50-272 

Q 

R088. D M 


8003210205 

71-5597 


REID.R VI 

80030607 1 4 

50-289 

P 

RHOADS. 0 0 

8003050079* 

50-387 

0 

ROSS. D M 


8003250314 

71-5507 


REIDiR VI 

8003060720* 

50-289 

P 

RHODE. 0 K 

0003060181* 

50-410 

8 

ROSS. D A 


8003110020* 

50-2 1 9 

FI 

RCtDrR VI 

8003060730* 

50-209 

P 

RHODE. 0 K 

8003070175* 

50-410 

S 

R088. D A 


8003090410 

50-219 

0 

REID«R W 

8003170020 

50-317 

P 

RHODE. G K 

B0030405B4 

50-410 

A 

ROSS. D A 


8003140068 

50-219 

0 

REfDrR. W 

8003190391 

50-360 

P 

RHODE. 0 K 

0003070353 

50-410 

A 

ROSBi D A. 


8003210008 

50-219 

Q 

REIDf R VI 

8003060604 

50-269 

P 

RHODE. G K 

0003100579 

50-410 

F 

ROSS. D A 


8003040587 

50-219 

B 

RElOr R. VI 

8003060692* 

50-269 

P 

RIB IC OFF. A 

7909270566* 

HI8C 


ROSS. D A 


8003040599* 

50-219 

B 

REIDr R W 

8003060700* 

50-269 

P 

RICH.F J 

8003060444 

PR 


ROSS. D A 


8003200621* 

50-219 

Q 

REEDr R VI 

0003070057 

50-269 

P 

RICHARDSON. N D 

0003110158 

71-9133 


ROSS. D A 


8003060608* 

50-219 

8 

REIOrR U 

8003070061* 

50-269 

P 

RICHARD. A H 

0003050406* 

50-285 

6 

ROSS. D A 


8003060605 

30-219 

6 

REIDtR VI 

8003070073* 

50-269 

P 

RICHARD. A, U 

8003110607* 

50-285 

S 

ROSS. D A 


8003070376 

30-219 

B 

RCIDr R VI 

8003070008 

50-317 

P 

RICHLEY.E.A 

8003050377 

50-185 

R 

ROSS. D A 


8003070378* 

50-219 

Q 

REIDrR. VI 

8003070026 

50-302 

P 

RICHLEYiE,A 

8003250443* 

50-30 

P 

ROSS. D. A 


80031 10016 

50-219 

R 

REID* R W 

8003120770 

50-336 

P 

RlCKERTiP.G 

8003110041 

PR 


ROSS. D A. 


8003110061 

50-219 

B 

RCtDr R, VI 

8003190133 

50-269 

P 

RICKERT.P G 

6003110052 

PR 


ROBB. D A 


8003110068* 

50-219 

& 

REIDj R M 

8003190303 

50-309 

P 

RIDDLE. O.H 

8003240082 

71-9032 


ROSS. D. A 


8003110003 

50-219 

R 

REIOf R W 

8003120774 

50-312 

P 

RIDDLE. D.H 

8003240089 

71-9027 


ROSS. 0 A 


0003190579* 

50-219 

S 

RElDi R. W 

8003140008 

50-302 

P 

RIDDLE. D.H 

8003240095 

71-9007 


ROSS. 0 A 


8003190586* 

50-219 

8 

RElOi R W 

0003190378 

50-309 

P 

RIDDLE. D H 

8003240136 

71-9110 


R088r D A 


8003190540 

50-219 

S 

REID< VI. R 

8003190740 

50-302 

P 

RIDDLE. D.H 

8003240146 

71-9033 


R083i 0. A 


8003190545 

50-219 

9 

REtDiR VI. 

8003200241 

50-269 

0 

RIDDLE. D H 

8003240298 

71-9056 


R068i D. A 


8003210342 

50’'2i9 

R 

REXDr R. U 

8003250268 

30-317 

0 

RIDDLE. D.H 

8003240302 

71-9036 


Roes. D. A, 


B0032 10544 

50-219 

9 

REID»R W 

8003250297 

50-289 

p 

R1DGWAY.H.R 

8003310409* 

50-155 

Q 

RDS8. D. A 


8003210552* 

50-219 

9 

HPTD. R U 

8003270172 

50-309 

p 

RIOERT.H 

7910260189* 

disc 


HOBS. VI. J 


6003270085 

50-272 

P 

n * 1/1 I* n > 

REIDr R. VI 

8003270178* 

30-309 

p 

RIPPEROON. D 

8003130073 

50-546 

0 

RDSa.VI J 


8003280514 

30-272 

P 

REIDrR U> 

8003270188* 

50-309 

P 

ftieCKLIND. J 

8003040582* 

50-316 

8 

ROSS. D 


79062S0101* 

50-346 

P 

RE’tO. R U 

8003310370 

50-312 

F 

R18CHLIN0. J. 

8003040534* 

50-316 

8 

ROBS, D, F 


7906250091 

30-270 

P 

RElDr R. VI 

8003270204 

30-309 

P 

RtBGHLINO. J 

8003040543* 

50-316 

8 

ROSS, D F 


8003280169* 

50-280 

0 

REIDr R U. 

8003280614 

50-309 

P 

RISCHLlNDiJ L 

8003110677* 

50-316 

8 

R0&3. D. F 


8003190595* 

50-412 

Q 

RElDiR U. 

8003280023 

50-312 

F 

RISKCLINO. J, L. 

8003040523* 

50-316 

8 

ROSS. D F 


8003170002 

50-327 

P 

REtD> R. Wr 

8003170072 

50-313 

F 

RITCH.D. 

6003310474* 

Migc 


RD&S. D, F 


8003240239 

TOPREP 


RElNECKEf R. 

8003060449 

PR 


RIT&HER.J A 

8003200228 

50-443 

A 

ROSS. D F 


8003110214* 

3G-346 

U 

REINHUTHp 0. VI 

8002200068* 

60-369 

F 

RITTER^ D. 

8003060209* 

50-3 B 7 

U 

ROTH. J 


8003040026* 

70-687 


REKNHUTH^ 0. U. 

8003040304 

50-332 

8 

RIVER. U.D 

0003050124* 

CONTRACT 


RDTH. J. 


8003080387 

7G-13S 


RE18, E. J. 

8003040670 

50-443 

0 

RIZZO.P, 0. 

8003200452* 

50-318 

8’ 

ROTHFLEiaCH. 

>J E 

7910040383 

HI8C 
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AUTHOR 

ACCEBSION 
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SUBJECT 

CATEGORY 

AUTHOR 

ACCESS, IC* 
HUMSER 

3 « 
CATf . 


ROTHFLEiecKi J £ 

3003240236 

40-0390 


BADDQCH. H 0 

8003030476 

50-244 

P 

8CH0PMANN,M A 

00033102 j!* 

! >2? . 


RQTRSCKILO. H 

u 

00030407 12« 

50-445 

0 

SADDQCK. H 0 

a003060952 

50-244 

P 

* BCHOPPMAN, M A 

0OO33IOZ5?* 

5 0-25. 

< 

ROTHSCHILD^H 

u 

0003040709 

70-1300 


9ALDARINI,J C 

6003200471 

REOOD 


8CH0PPHAN, M A 

0003310317* 

TO 3.1! 


R0TH3CHJLD. M 

u 

000304 07 

70-1300 


SALHON.ft 

Q0031S0472 

50-331 

P 

8CHQPPMAN,M A 

60033 >032:* 

50-25' 


RDTHSCHltD*M 

u 

00030402GB 

50-445 

0 

SALHGMrR 

8003110019 

PR 


BCHOPPMAN, M A 

80O33102t?* 

! O' 3:1 


ROTHSCHtLDih 

u 

aOOG 170298 

SO-445 

0 

SALT Z MAN, J 

6003060517 

50-361 

M 

SCHDPPMAN, M A 

0003310222* 



RQTHSCHILD.H 

u 

0003 190076 

90-445 

0 

SALT Z HAN. J 

Q003240I66 

50-327 

J 

SCHULTZ. 0 

a0032405n 

50-3a *■ 


R0TH3CHlL0it1 

u 

0003170893 

50-445 

H 

SALT Z HAN. J 

8003260304 

50-340 

J 

SCHULTZ, D M 

0OO324Qc*-4 

" 0-64 5 

* 

ROTHSCHILD. M 

u 

0003190901 

50-445 

H 

SALZMAM, L 

a003060243 

PR 


SCHUMANN. R 

6003240:52 



ROUDEfWO, A U 


0003120466* 

90-309 

P 

SANCKEZ.A L 

8003200366 

NUREO 


SCHUMANN. R 

0003240256* 

I 


ROUSE. L C 


6003060091 

70-1143 


SANDERS, F D 

8003180396 

50-269 

J 

SCHUMACHER, M C 

80031905?4* 

5 


ROUSE. L C 


0003070145 

70-1143 


SANDS. S 

6003280690 

50-312 

P 

SCHUSTER. W 

00031 10276 

50*-Gi; 


ROUSE. L G 


0003060102 

70-364 


3ANDV1K.R M 

6003260232 

50-344 

0 

SCHWARZ. P R 

0003120329* 

50-4:? 


ROUSE. L C 


8003060109* 

70-364 


SANDUIK.R M 

9003280237* 

50-344 

0 

SCHWAB, 0 

8003190344* 

0499^, 


ROUSE, L C 


6003060114* 

70-364 


BAND I AN. C 

8003240333* 

COMMISSION 

SCHWAB. 0 

0003190336* 

OAt-J? 


RQUSE.L C 


B003070047 

70-1143 


SARSOUR, 6 

6003130467* 

50-346 

R 

SCHWARTZ. R G 

8003120683 

£ i 


ROUSE, L C 


8003060tSa 

70-1308 


SASSER. D N 

6003270170 

RES 


SCHWARTZ. 8 A 

8003060297 

St * 1 * R ' 


HOUSE, L C 


8003060042 

70-794 


SAUER. D N 

8003060962* 

50-309 

8 

aCHWANr 0 

8003190071* 

50-15-. 


RQUSE.L G 


8003040690 

70-25 


SAUER. R C 

8003190957* 

50-390 

Q 

SCHWEIKER.R S 

8003060435* 


'' 

ROUSE. L C 


8003100127 

70-iaS7 


SAUTE R.O D 

8003050146 

50-266 

P 

8CHWEIKER.R S 

8003060160* 

50-70’' 


RQUSE.L C 


0003200 119* 

70-754 


SAUTE R.O D 

8003240175 

50-266 

P 

SCHWEIKER.R 8 

6003110037* 

zuc: 


ROUSE. L C 


8003250 1 52 

70-754 


SAXE. R F 

8003040467 

50-111 

P 

aCHWENDIMAN, L 

8003060097* 

7C'n*3 


ROUSE, L C 


8003070154 

70-B 


8CARANQ.R A 

7910230440 

M18C 


aCHWEIBINZ.E R 

8003230206* 

50-424 


RQUSE.L C 


8QD3200092 

70-364 


SCARAND.R A 

8003060139* 

40-1341 


SCHWEIBINZ, E R 

8003050640* 

50-546 


ROUSE, L C 


8003200 100* 

70-364 


8CARANQ.R A 

8003260445 

40-1341 


aCHWElDINZ.E R 

8003n03i0 

!0-i4a 

') 

ROUSE, L C 


800324031 3» 

70-8 


SCARANQ.R A 

B003270075 

WASTE MOT 

SCHWEIDlNZrE R 

8003250079 

5u-4!s 


RQUSE.L 


8003270054 

70-133 


SCARANO.R A 

6003060106 

40-1341 


8CHWENCER. A 

8003260451 

20-247 

4 

ROUSE, L C 


8003280304 

70-8 


SCARANO.R A 

6003060263 

WASTE MOT 

8GKWENCER, A 

6003060612 

20- j<3 

6 

RQUSE.L G 


0003240505 

70-364 


SCARANO.R A 

8003270078 

40-8697 


SCKWENCER. A 

8003060617 

5 J-:;* 

6 

ROUSE, U C 


0003250453 

70-364 


8CARANA.R A 

6003250442 

40-8747 


8CKWENCER. A 

8003060619 

50-147 


RQU&E.L C 


0003250455* 

70-364 


SCARANO.R A 

0003270071 

40-8747 


8CHWENCER. A 

8003060622 

20-261 

ti 

ROUSE, L C 


0003240255 

70-1308 


SCARANO.R A 

6003100222 

40-3493 


SCHWENCER, A 

8003060621 

50-3:* 


ROUSE, L C 


000327010? 

70-1257 


SCARANO.R A 

6003200066 

WASTE MOT 

8CHWENCER, A 

8003060624 

5 0-2 1 J 

>1 

ROUSH, H L 


8003190817* 

CONTRACT 


SCARANOrR A 

B003240194* 

40-1341 


SCHWENCER. A 

8003060626 

;o-3i5 

•* 

ROW. T H 


0003280572 

RES 


8CARAN0.R A 

6003040181* 

PROJ 


SCHWENCER, A 

8003060627 

ZO-Svi 

a 

RUDENSTEIN.L 

s 

8003170006* 

50-327 

P 

SCARANO.R A 

6003040 1 76 

PROU 


SCHWENCER, A 

8003060631 

50-236 


RUDEKSTEIN.L 

5 

8003240223 

50-329 

A 

BCARANO. R A 

8003240640 

8t*te Prog 

SCHWENCER, A 

0003060623 

50-344 

u 

RUBENSTEIH. L 

S 

8003240235 

50-322 

F 

SCARANOrR A 

6003260992 

40-0493 


SCHWENCER. A 

8003060634 

50-272 

h 

RUSENSTEIU, L 

s 

8003290050 

50-496 

A 

SCARANO. R A 

6003240184 

40-1341 


SCKWENCER. A 

0003060636 

50-2 £" 

» 

HUBENSTEIN. L 

5 

8003250352 

50-320 

H 

SCARANO. R A 

B0032B0470 

40-8602 


SCHWENCER. A 

0003060639 

20-266 

b 

RUBEIISTEIN. L 

S 

8003240174 

50-327 

P 

SCAROLA. J A 

6003050201 

90-974 

0 

SCHWENCER. A 

0003060640 

50 - 7:5 


RUBENSTEIHrL 

S 

8003250611 

50-327 

P 

SCHADE. A R 

G003200257 

PROJ 


SCHWENCER. A 

8003250410 

50-234 


RUBEN8TEIN. L 

S 

8003250056 

50-329 

A 

SCHAFFER, N M 

6003200189* 

CONTRACT 


SCHWENCER. A 

8003120734 

50-26i 

h 

RUBENSTE IN, L 

s 

8003260041 

50-327 

P 

SCHAFER, J 

6003 190071* 

90-196 

0 

SCHWENCER, A 

8003060030 

50-344 

1 ) 

RUBEN5TE1N, L 

s 

8003240625 

50-367 

H 

SCHAPER. J F 

8003310487* 

50-299 

Q 

SCHWENCER, A 

8003250401 

50-262 


RUBENSTEIU.L 

s 

8003240229 

50-367 

A 

SCHAWMAN, E 

8003130041 

50-278 

H 

SCHWENCER, R A 

6003260457 

50-293 


RUOEHSTEIN. L 

S 

8003310425 

50-466 

A 

SCHECHTER.R S 

6003280652 

NUREO 


SCHWENCER, P A 

8003230622 

50-261 

fc 

RUBEMSTEIN. L 

8 

8003310434 

50-450 

A 

SCHELL. N R 

6003200366 

NUREO 


SCHWENCER, A 

8003070163 

50-334 

« 

RUSEH8TEIN, L 

S 

8003240301 

50-424 

A 

SCHENDEL.K R 

8003 1900 11 

40-6304 


SCHWENCER, A 

6003070167* 

50-334 

; 

RUSIN.M R 


8003270 HO* 

50-312 

T 

SCKERR.8 J 

6003120163* 

70-143 


SCHWENCER, A 

8003070179* 

50-334 

fi 

RUB I Ml h P 


8003270145* 

50-312 

T 

8CHERR.S J 

8003100196 

50-974 

0 

SCHWENCER, A 

8003130194 

50-24? 

P 

RUBIMiK P 


SO 03270 J 50 

S0-3J2 

T 

SCHERER. A E 

6003090965 

TOPREP 


SCHWENCER, A 

8003130161* 

50-2 + '’ 

s 

RUaiMiK P 


8003310453 

50-312 

T 

SCHIRHERrO Q 

6003140415* 

50-974 

0 

SCHWENCER, A 

6003130174* 

50-247 

» 

RUBIM.H P 


8003310012* 

50-312 

T 

SCHHERLINO, J H 

6003110969 

TOPREP 


SCHWENCER. A 

6003130274 

50-253 


RUSIMih P 


8003310015* 

90-312 

T 

SGHHERLINO, J h 

6003160533 

TOPREP 


SCHWENCER, A 

6003100104 

50-334 

e 

RUSiMiH P 


8003310019* 

50-312 

T 

SCHHERLINO, J H 

6003210426* 

90-338 

P 

SCHWENCER. A 

B0032B0020 

50-335 

7 

RUDOLPH. J P 


8003110620* 

50-346 

S 

5CHHIDT. A D 

8003170442 

50-335 

8 

SCHWENCER. A 

0003100216 

50-2e>ll 

p 

RUFF. A B 


8003190501* 

50-430 

Q 

SCHMIDT, A D 

6003110094 

50-339 

8 

SCHWENCER. A 

6003130262 

50-202 

Jr 

RUFFiA b 


8003140016* 

50-320 

Q 

SCHMIDT. A D 

8003170434 

90-339 

8 

SCHWENCER. A 

80031 907B9 

50-333 

7 

RUCEMACHTi E 


&0032d0333« 

50-2B9 

H 

SCHMIDT, A D 

8003170470 

90-250 

S 

SCHWENCER, A 

8003190793* 

50-335 

3 

RUHLHAN. V A 


8003280032 

50-302 

5 

SCHMIDT. A D 

8003170462 

50-339 

8 

SCHWENCER, A 

8003190240 

50-315 


RUITER. 0 H 


8003050464* 

50-305 

5 

SCHMIDT. A D 

6003170473 

50-339 

a 

SCHWENCER, A 

800310003? 

50-344 

5 

RUITER, Q H 


8003050467* 

50-305 

S 

SCHMIDT. A 0 

6003310300 

50-290 

a 

SCHWENCER, A 

8003190293 

50-3 

5 

RUITERiO H 


8003110602* 

50-309 

S 

SCHMIDT. A D 

8003310285 

50-291 

a 

SCHWENCER, A 

0003190395 

50-349 

9 

RUITER, 0 H 


8003180564* 

50-305 

6 

SCHMIDT. A D 

8003310309 

50-335 

0 

SCHWENCER, A 

B003100131 

50-344 

a 

RUTTER, 0 H 


6003260600* 

50-309 

8 

SCHMIDT. A D 

8003310325 

50-251 

a 

SCHWENCER. A 

0003040302 

50-344 

F 

RUrTERrO H 


8003260616* 

50-305 

a 

SCHMIDT. A D 

6003310295 

50-339 

8 

SCKWENCER, A 

0003070005 

50-25-3 

e 

RUJTERrO H 


80032606^1 * 

50-309 

8 

SCHMIDT. A D 

0003310320 

50-335 

3 

SCKWENCER. A 

8003120139 

50-295 

#• 

RUITER, 0 K 


0003260625* 

50-309 

S 

SCHMIEDER.J R 

6003110022* 

50-333 

p 

SCHWENCER, A 

0003 140 150 

50-272 

F 

fiUJTER, 0 H 


8003310316* 

90-309 

B 

SCHMIEOER.J R 

0003110013 

50-333 

p 

SCHWENCER, A 

0003140158* 

50-272 

F 

RUNDER, 0 A 


0003100141 

90-320 

a 

SCHMIEDER.J R 

8003180623 

90-206 

p 

SCHWENCER. A 

8003140174* 

50-272 

f 

RUNH I KOENi R 


0003040349 

90-294 

Q 

SCHNEIDER, F U 

8003040096* 

90-272 

0 

SCHWENCER. A 

8003170027 

50-261 

f 

RUSKOSKI.E 


8003240306* 

50-596 

H 

SCHNEIDER, F W 

8003040034* 

90-272 

0 

SCHWENCER. A A 

8003190396 

50-266 

f 

RUSSELL. L B 


8003030381 

SO-317 

a 

SCHNElOERrF W 

0003260632* 

90-272 

p 

SCKWENCER. A 

8003250217 

50-272 

9 

RUSSELL. L a 


0003050451 

50-318 

a 

SCHNEIDER, F W 

8003240411 

90-272 

Q 

SCHWENCER. A 

8003250220* 

50-272 

9 

RUSSELL, L B 


8003050503 

90-318 

a 

SCHNEIDER. F W 

0OO3S5D569 

50-272 

P 

SCHWENCER, A 

0003200366 

50-266 

t 

RUSSELL, L B 


8003050472 

50-317 

a 

SCHNEIDER.F \4 

6003260361 

90-272 

P 

SCHWENCER, A, 

0003280371* 

50-266 

9 

RUSSELL, L 0 


8003170456 

50-3J 7 

8 

gCHNELU, D.F 

B0032 10600 

50-463 

F 

SCHWENCER, A 

8003200379* 

50-206 

9 

RUSSELL, L B 


8003190526 

50-318 

a 

SCHOENBRUNN, A 

6003100183* 

50-205 

P 

SCHWENCER, A 

0003070006 

50-250 

3 

RUSSELL. L B 


8003200446 

50-318 

a 

8CH0PPMAN.M A 

6003170448* 

50-335 

a 

SCHWENCER, A 

8003100200* 

50-251 

f 

RUSSELL, L 0 


Q003260617 

50-318 

a 

BCHOPPMAN.M A 

8003110064* 

90-335 

s 

SCHWENCER, A 

0003130093 

50-344 

f 

RYAN, K H 


0003070304 

50-522 

H 

BCHOPPMANrM A 

8003170436* 

90-339 

8 

SCHWENCER, A. 

8003130699 

50-200 


lYAN.fi 0 


0003140327 

stAtc Prog 

SCHOPPMAN.M A 

8003170471* 

90-290 

a 

SCHWENCER, A 

8003140055 

50-261 


TY2NEfi. E 


8003140342* 

50-259 

p 

aCHOPPMAN.M A 

8003170467* 

90-335 

a 

SCHWENCER, A 

8003140105 

50-305 

w 

SACKS, J F, 


8003200363* 

contract 


0CHOPPMAN.M A 

6003170475* 

90-335 

8 

SCHWENCER, A 

8003170057 

50-250 

f 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOHY 

BCHWENCERt A 

8003200065 

90-316 

P 

SELLSi D 

E 

8003170122 

50-320 

H 

BEYFRIT. R V 

8003260130 

50-205 

Q 

SCHWENCERr A 

8003130012 

50-340 

P 

SELLS. D 

E 

8003310202 

90-320 

H 

BEYFRIT. K U 

8003260134 

50-267 

0 

SCHWENCERr A 

8003130014 

90-299 

P 

8 ELLS. D 

E 

8003310201 

50-320 

H 

8 EYFRIT 1 K V 

8003260145 

50-445 

0 

ECHWENCERr A 

8003130017 

90-247 

P 

8 EMEDIRA.C 

8003310407 

71-6400 


SEYFRIT. R V 

8003260580 

50-313 

Q 

SCHUENCER. A 

8003130020 

90-334 

P 

SEWELL, F 

B 

8003200246* 

50-155 

0 

SEYFRIT. R U 

8003260583 

50-498 

Q 

SCHWENCERi A 

8003130023 

50-250 

P 

SEWELL, R B 

8003200258* 

50-155 

0 

SEYFRIT. K V 

0003260584 

50-402 

Q 

6 CHWENCER. A 

8003130026 

50-206 

P 

SEYFRiTi 

K V 

0003110339 

50-131 

Q 

SEYFRIT. R V 

8003260566 

50-392 

0 

aCKUENCER. A 

8003130027 

50-344 

P 

SEYFRITi 

K V 

B003 110339 

50-274 

Q 

BEYFRIT. R V 

8003260567 

50-285 

Q 

fiCHMENCER, A 

8003130029 

90-272 

P 

SEYFRITi 

K V 

8003110343 

50-313 

Q 

SEYFRIT, R U 

8003260590 

50-445 

0 

SCHWENCER. A 

8003130032 

50-330 

P 

8EYFR1T, 

K V 

8003110330 

90-298 

Q 

SEYFRIT. R V 

9003260338 

50-313 

Q 

SCHWENCERr A 

8003130034 

90-280 

P 

SEYFRiTi 

K V 

8003110332 

50-285 

Q 

SEYFRIT. R V 

0003260341 

50-450 

0 

8 CHWENCER, A 

8003130036 

50-266 

P 

SEYFRiTi 

K V 

6003110356 

50-267 

0 

SEYFRIT. R V 

8003260345 

50-498 

Q 

aCHWENCER, A 

8003130039 

50-261 

P 

SEYFRIT, 

K V 

6003 110361 

30-262 

0 

SEYFRIT. R V 

8003260348 

50-482 

0 

SCHWENCERr A 

8003130043 

50-315 

P 

SEVFRITr 

K V 

6003110393 

50-284 

Q 

SEYFRIT. R V 

8003260350 

50-302 

0 

aCHWENCERr A 

8003130044 

50-282 

P 

SeVFRlT. 

R V 

60031 1039B 

50-188 

0 

SEYFRIT. R V 

8003260352 

50-290 

0 

SCHWENCER. A 

8003130046 

50-309 

P 

8 EVFRIT, 

R V 

8003 It 0401 

50-59 

0 

BEYFRIT. R V 

8003260354 

50-283 

a 

SCHWENCERi A 

8003070003 

50-286 

0 

SEYFRiTi 

R V 

6003110403 

50-140 

0 

SEYFRIT, R V 

0003260356 

50-267 

Q 

SCHWENCERi A 

8003140111 

TOPREP 


SEVFRIT, 

R V 

8003110406 

90-252 

Q 

SEYFRIT. R V 

8003260359 

50-445 

Q 

SCHWENCERi A 

8003280982 

50-334 

P 

SEYFRIT. 

R V, 

8003110400 

50-112 

0 

SEYFRIT. K V 

8003250135 

50-482 

Q 

SCHWENCERi A 

80032a09e9« 

50-334 

P 

SEVFRIT, 

R V 

8003110409 

50-192 

0 

SEYFRIT.K V 

8003250405 

50-313 

Q 

SCHWENCERi A 

B0032a0999» 

50-334 

P 

SEYFRiTi 

R V 

8003110410 

50-72 

0 

8 EYFRIT.R V 

80032504 1 1 

50-458 

Q 

SCHWENCERi A 

0003190047 

90-247 

F 

SEYFRIT, 

R V. 

8003260008 

50-290 

0 

SEYFRIT.R V 

90032904 1 4 

50-498 

Q 

SCHWENCER, A 

8003190094 

50-286 

P 

SEYFRiTi 

R U 

6003140196 

90-313 

0 

8 EYFRIT.R V 

80032504 1 6 

50-382 

0 

SCHWENCERi A 

8003190065 

50-247 

P 

SEYFRiTi 

R V 

8003140139 

90-267 

0 

BEYFRIT.R V 

8003250418 

50-298 

Q 

SCHWENCERi A 

8003240445 

90-348 

P 

8 EYFRIT 1 

R V 

8003140162 

50-290 

a 

SEYFRIT.K V 

80032904SO 

50-285 

0 

SCHWENCER, A 

8003190001 

90-315 

P 

SEYFRiTi 

R V 

8003140165 

90-289 

Q 

SEYFRIT. R V 

8003250421 

50-267 

Q 

SCHWENCERi A 

8003310216 

90-315 

P 

SEYFRIT. 

R V 

9003140441 

90-365 

P 

SEYFRIT. R V 

0003250422 

50-445 

Q 

SCHWENCER. A 

80033 10220« 

50-315 

P 

SEYFRIT, 

R V 

8003110199 

90-313 

Q 

SEYFRIT, R V 

8003260307 

50-313 

Q 

SCHWENCERi A. 

8003310226* 

50-315 

P 

SEYFRIT. 

R V 

8003110202 

50-298 

0 

SEYFRIT. R V 

8003260311 

50-458 

0 

SCHWENCERi A 

8003310109 

90-280 

P 

SEYFRIT, 

R V 

8003110203 

50-289 

Q 

SEYFRlTr R V 

80032603 1 6 

50-498 

Q 

SCHWENCERi A 

80033101 13« 

90-280 

P 

SEYFRIT. 

K V 

6003110209 

50-267 

0 

SEYFRIT.K V 

8003260313 

50-492 

Q 

SCHWENCERi A 

8003310120* 

90-280 

P 

SEYFRIT. 

K V 

8003250598 

50-313 

0 

SEYFRIT.K V 

8003260321 

50-382 

Q 

SCHWENCERi A 

8003310203 

90-280 

P 

SEYFRIT, 

R V 

8003250600 

50-293 

Q 

BEYFRIT. K V 

8003260329 

30-398 

Q 

SCHWENCER, A 

8003310208* 

90-280 

P 

SEYFRIT, 

K V 

6003250601 

50-239 

Q 

SEYFRIT.K V 

8003260320 

50-283 

Q 

SCHWENCERi A 

8003310214* 

90-280 

P 

SEVFRIT, 

R V 

8003250602 

90-267 

a 

SEYFRIT.K V 

B003260331 

50-267 

Q 

SCHWENCERi A 

8003260029 

50-266 

F 

SEVFRIT. 

R V 

8003140012 

50-313 

Q 

SEYFRIT.K V 

8003260333 

50-445 

Q 

SCHWENCERi A 

8003260044 

50-272 

F 

SEVFRIT, 

R V 

6003140014 

50-490 

Q 

SHACKELFORD, Q 

G003290175* 

50-275 

A 

SCHWENCERi A 

8003280175 

50-247 

P 

SEYFRIT. 

K V 

8003140017 

50-450 

0 

BHAHBAZt. A F 

BO 03 0300 06 

PR 


SCHWENCERi A 

B003260035 

50-344 

F 

SEYFRIT, 

K V 

8003140020 

50-432 

Q 

SHALLER, D V 

8003030397 

50-316 

8 

SCHWENCERr A 

8003280048 

90-309 

F 

SEVFRIT, 

R V 

8003140021 

50-332 

Q 

SMALLER, D V 

8003050S09 

50-316 

8 

SCHWENCER, A 

0003190045 

90-247 

P 

SEYFRIT. 

R V 

8003140022 

90-290 

Q 

SMALLER, D V 

8003050487 

50-316 

8 

SCHWNECERiA 

0003170075 

90-280 

P 

SEYFRIT. 

R V. 

8003140026 

50-209 

0 

SHALLER, D V 

0003200483 

50-316 

6 

SCHWOERERiE 

8003240432 

REOOD 


SEVFRIT. 

R V 

8003140028 

50-267 

0 

SHALLER, D V 

8003040570 

50-316 

6 

6 CIANDRA, J 

8003190111* 

50-3 

0 

SEYFRIT. 

R V 

8003140032 

90-449 

0 

SHALLER, D V 

80030504 S0 

50-315 

B 

BCLAFANI.U, V 

8003060966* 

MI 8 C 


SEYFRIT. 

R V 

8003120304 

50-313 

0 

SHALLER, D V 

8003090505 

50-315 

F 

SCOTT, J 

6003140101 

50-466 

0 

SEYFRIT, 

R V 

8003120309 

90-490 

0 

SMALLER. 0 V 

8003040513 

50-316 

B 

SCOTTi U. 

8003140109 

90-466 

0 

SEYFRIT. 

K V 

800312031 i 

90-450 

Q 

SHALLER. D.V 

0003060597 

50-316 

B 

SCOTT. W J 

8003260345 

50-367 

0 

BEYFRIT, 

K V 

8003120313 

50-402 

Q 

SMALLER. D V 

0003130432 

50-315 

R 

SCROOOlNSiR N 

8003110299* 

lOCFR 


SEYFRIT. 

K V 

8003120316 

90-362 

Q 

SHALLER. D V 

0003130434* 

50-315 

R 

SEAMAN. U H 

8003120314 

90-206 

P 

SEYFRIT. 

K V 

8003120321 

50-290 

Q 

SHALLER. D V 

0003110674 

50-316 

B 

SEARS, a 

8003130617* 

90-320 

0 

BEYFRlTr 

R V, 

8003120323 

50-289 

Q 

SHALLER, D V 

B003LB0526 

50-315 

B 

SEAY. J. L, 

8003100104 

QA999 


SEYFRIT. 

R V. 

8003120325 

90-267 

Q 

SMALLER, D V 

8003210399 

50-316 

B 

SEDLiKrS 

8003100129 

NUREO 


BEYFRIT. 

R V. 

8003120328 

90-445 

0 

SMALLER, D V 

BO 033 10341 

50-315 

6 

SEEDiH B 

0003290270 

NUREO 


BEVFRITr 

R V 

8003140312 

SO-313 

Q 

5HALLA. L C 

BO 03190409* 

50-320 

H 

SElDLEiW. C 

8003270445 

90-498 

a 

SEYFRIT. 

R V 

8003140314 

90-290 

0 

BHANBARY. M M 

8003040106* 

50-272 

Q 

SElDLEi W C 

8003030091 

90-445 

a 

BEYFRIT, 

R V 

B003140319 

50-205 

Q 

8 HANBAKY 1 M H 

0003250266* 

50-320 

P 

SElDLEiW C 

0003130408 

90-445 

Q 

SEYFRIT. 

R V, 

8003140317 

90-267 

Q 

eHAQrL C 

0003250016 

HI5C 


SEIDLEiW G 

8003160064 

50-449 

Q 

BEYFRIT. 

R V 

0003100101 

90-313 

0 

SHAQ.I- C 

0003270465 

50-266 

P 

SEtOLE. W C 

8003130118 

90-596 

Q 

SEYFRIT, 

R V 

8003180102 

50-298 

0 

SHAO^L C 

0003260233 

rtlSC 


SEIDUEiW C, 

8003120723 

90-498 

Q 

SEYFRIT. 

R V 

6003180103 

50-285 

Q 

8 HAPAR. H K 

0003090139* 

lOCFR 


SEIDLErW C 

8003200030 

90-449 

0 

SEYFRIT, 

K V 

8003180106 

50-267 

Q 

SHAPAR. H K 

0OO3MO279* 

lOCFR 


SEIDLEiW 8 

8003310230 

50-458 

Q 

SEYFRIT, 

K V 

0003180001 

50-313 

Q 

SHAPER, H K 

8003260490* 

SECY 


SEIDLEiW C 

8003270279 

90-382 

Q 

SEYFRIT. 

K, V 

8003180003 

90-488 

0 

SHARP. I H 

8003200542* 

FOIA 


SEIDLEiW G 

8003260489 

50-482 

Q 

SEYFRIT. 

K V. 

8003180004 

50-490 

0 

SHARP. I Hv 

0003200529* 

FQIA 


SEIDLEiW C 

8003310249 

50-445 

Q 

SEYFRIT. 

K 

8003180005 

90-462 

0 

SHAUB,E T 

0003280240* 

70-135 


SElDLEi W. C 

8003040220 

90-498 

Q 

SEYFRIT, 

R V. 

8003180007 

90-382 

Q 

SHAWrW J 

8003060576 

50-367 

A 

8 EIDLE 1 W, C 

8003130682 

90-498 

Q 

SEYFRIT. 

R V 

8003180008 

50-290 

Q 

SHAW. R W 

8003200247* 

50-269 

0 

SEIDLEiW C. 

8003190705 

50-596 

Q 

BEYFRIT. 

K V 

8003180009 

50-205 

Q 

8 HEA. K H 

8003040288 

50-367 

0 

6 CIDLE 1 W. C 

6003200617 

90-445 

0 

SEYFRIT, 

K V 

8003180011 

50-267 

Q 

SHEAiK H, 

8003240080 

50-367 

0 

SEIDLEiW C 

8003270215 

50-498 

Q 

SEYFRIT, 

R.V, 

8003180012 

90-449 

Q 

BHEA.K H 

eo 03040200 

SO-367 

0 

BElDTSiM. 0 

7912180643 

50-392 

K 

SEYFRIT. 

H V, 

8003190205 

50-313 

Q 

SHEAr^J R 

0003190690* 

SECY 


SEIDTSrM, 0. 

8003170433 

90-392 

H 

SEYFRIT, 

K V 

8003190210 

50-450 

Q 

6 HEA.J R 

8003310352 

8 ECV 


8 EITZ 1 K 0. 

8003110041 

PR 


SEYFRIT, 

R V. 

8003190215 

50-490 

Q 

SHEAi J R 

0003190691 

SECY 


SElTZi M 0 

8003110092 

PR 


SEYFRIT, 

K V. 

8003190218 

90-402 

Q 

SHEA. J R 

0003190607 

SECY 


SEKULERiS N 

6003280345 

90-367 

0 

8 EYFRIT, 

K V. 

8003190221 

50-302 

Q 

SHEA. J, R. 

8003110293* 

lOCFR 


8 EKULER 18 N 

8003310043 

50-295 

0 

SEYFRIT. 

K V 

8003190223 

90-298 

0 

SHEA. J R. 

8003040 1 30 

SECY 


SEKULERr 6 . N 

0003310045* 

90-299 

0 

SEYFRIT. 

R. V. 

8003190225 

50-289 

0 

SHEA, J R. 

8003190578 

SECY 


SEKULERi 8 . N. 

0003170469 

90-367 

0 

SEYFRIT. 

R.V. 

8003190229 

90-267 

Q 

SHEA, J R 

8003250101 

BECY 


8 ELL 81 D E 

8003210291 

50-320 

H 

SEYFRIT. 

K V. 

8003190232 

90-445 

0 

SHEA. J. R. 

B003100152* 

XPORTLIC 


8 ELLB 1 D. E 

7909270762 

MIBC 


SEYFRIT. 

K, V. 

80032601 1 1 

90-313 

Q 

SHEA. J. R. 

8003190018 

XPDRTLIC 


SELLS 1 D E. 

8003190607* 

50-412 

0 

SEYFRIT. 

R V. 

80032601 15 

50-490 

0 

SHEA. J R. 

6003190026* 

XPORTLIC 


SELLS 1 D. E, 

6003140146 

MISC 


8 EYFRIT 1 

R V. 

80032601 IB 

90-490 

Q 

SHEA. J R. 

6003240018 

30-974 

P 

SELLS 1 D. E. 

6003100239 

50-320 

H 

SEYFRIT. 

K. V. 

8003260120 

90-482 

0 

SHEA. J J. 

6003190373 

30-409 

P 

8 ELLS 1 D. E, 

8003120294 

50-320 

H 

SEYFRIT. 

R V. 

8003260123 

50-302 

0 

SHEDLOSRYr T- 

0003190059* 

50-245 

0 

8 £LLei 0 . E, 

0003130137 

50-320 

H 

SEYFRlTr 

R V- 

8003260127 

50-290 

Q 

SHELDON. K P 

8003280606 

30- 1 95 

0 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGOflY 

SHELLEY* U J 

8003140001 

70-1193 


SMITH. I W 

0003200086 

90-209 

0 

STAHL. D M 


0003040273 

50-445 

M 

SKELLEVf U J 

S00319DOS1 

40-0027 


SMITH. I U 

8003240561 

50-289 

0 

STAHL. D M 


8003060656 

30-449 

M 

SHELLEY* U J 

8003140077 

40-0727 


SMITH. I U 

8003260223 

50-269 

0 

STAHL, D M 


0003250456 

30-449 

M 

SHELLEY* U J 

8003310271 

70-925 


SMITH.© H 

7910260446 

MI6C 


STAHLE. C R 


0003310234 

90-327 

P 

SHEPARD. J h 

8003240462 

PR 


SMITH.© C 

8003270032* 

70-135 


STALLINGS. C M 


8003040664 

50-339 

A 

SHEPHERD. J L 

8003130172 

71-5984 


SMITH. T H 

0003050060* 

50-317 

0 

STALLINGS. C H 


DOO3O4O602* 

50-339 

A 

SHEPHERD. J M 

6003140039 

PR 


SMITH, ft 

0003190920* 

50-307 

Q 

STALLINGS. C M 


S0D331O424* 

50-280 

a 

SHEPHERD. R E 

S003090|7l« 

70-020 


SMITH. 0 H 

0003050387 

70-139 


STALLINGS. C M 


G003240501 

50-330 

s 

SHERRi T S 

8 0030604 34 -K 

FOIA 


SMITH.© 

0003270457 

50-219 

S 

STALLINGS. C M 


B003050337* 

50-330 

0 

SHERHOQD.O 0 

8003170097 

PR 


SMITH.© H 

79071804B9 

MISC 


STALLINGS. C H 


8003210137* 

50-330 

Q 

5HERH0DD. 0 0 

a 0032001 66* 

lOCFR 


SMITH.© H 

0003030025* 

50-317 

0 

STALLINGS. C h 


8003240423 

50-339 

5 

8HERH00D. 9 0 

8003110611 

50-331 

A 

SMITH.© H 

BOO 3030045* 

70-371 


STALLINGS. C M 


00032406 l6* 

50-333 

0 

8HERH00D. 0 0 

8003200326 

PR 


SMITH.© H 

BOO 30400 16* 

70-607 


STALLINGS, C M 


8003030406 

50-330 

p 

SHIELDS. E J 

8003310138 

40-3392 


SMITH.© H 

8003030019* 

90-317 

Q 

STALLINGS, C M 


8003030450 

90-280 

6 

SHIELDS. S H 

8003090647* 

50-946 

0 

SMITH.© H 

8003030049* 

MISC 


STALLINGS, C M 


8003030549 

50-280 

S 

SHIELDS. 8 U 

0003190822 

NUREO 


SMITH,© H 

S003030038 

70-371 


STALLINGS, C M 


8003040622 

30-338 

5 

SHIELDS. 8 H 

S003200S41'* 

50-546 

0 

SMITH.© H 

8003030013 

50-317 

0 

STALLINGS, C K 


6003040627 

50-338 

5 

SHIELDS. 8 W 

6003200207 

50-546 

0 

SMITH,® H 

0003190954* 

50-272 

0 

STALLINGS, C M 


6003040636 

50-280 

B 

SHIELDS* S H 

8003110376 

50-946 

A 

SMITH.© H 

G003190722* 

70-135 


STALLINGS,® M 


8003040640 

90-280 

S 

SHIELDS, 8 U 

6003280336 

50-946 

A 

SMITH.® H 

0003060352 

70-364 


STALLINGS, C K 


8003060569 

90-280 

Q 

SHIELDS* 8 H 

Q003070386 

50-946 

A 

EMirTH.© H 

0003280626* 

50-219 

0 

STALLINGS, C M 


6003110011 

90-280 

ft 

SHIELDS* S H 

8003180567 

50-546 

8 

SMITH.® H 

8003040003 

70-607 


STALLINGS,® M 


8003040501 

30-280 

ft 

SHIELDS* S W 

6003210510 

50-546 

I 

SMITH.® H 

9003140040 

50-219 

P 

STALLINGS. C M 


0003050203 

50-280 

P 

SHIVELY.R P 

6003040332 

50-387 

0 

8t1tTH.O H 

8003 140049 

50-219 

P 

STALLINGS. C H 


8003060580 

50-330 

S 

SHOEMAKER rC L 

8003060540 

30-317 

J 

SMITH. 9 H 

0003140049 

50-219 

P 

STALLINGS.® M 


0003060586 

50-200 

8 

SHOEMAKER. C L 

8003170410 

50-317 

J 

SMITH.® H 

0003140071 

50-219 

P 

STALLINGS, C 11 


8003 U 0090 

50-330 

8 

SHOLLYiS C 

8003240003 

90-289 

0 

SMITH.® H 

8003140073 

90-219 

P 

STALLINGS. C f1 


6003110960 

50-200 

0 

OHON.F J 

8003260210 

50-322 

0 

SMITH,® H 

8003190927 

50-272 

Q 

STALLINGS. C M 


8003140226 

50-339 

A 

SHORBiE n 

8003100035 

50-367 

Q 

SMITH.® H 

8003200613 

90-219 

Q 

STALLINGS, C M 


6003140300 

90-330 

9 

SHORBiE M 

8003250426 

90-367 

Q 

SMITH. J D 

8003190960* 

90-266 

Q 

STALLINGS, C M 


8003170204 

50-330 

P 

SHRIVER.B L 

8003060210* 

90-62 

0 

SMITH.U D 

0003190906 

50-301 

9 

STALLINGS. C M 


0003140230 

90-338 

P 

SHt^ABi J 

8002140292 

PR 


SMITH. R 

00030604284 

90-267 

0 

STALLINGS. C M 


6003170461 

50-339 

6 

SIDLEV. T H 

8003200360 

NURGO 


SMITH. H 

8003280309 

90-206 

0 

STALLINGS. C M 


6003160254 

50-339 

A 

SICMON. 8 

8003100034* 

90-320 

H 

SMOKQWSKliR T 

0003130160* 

90-201 

R 

BTAULINOS. C M 


6003180546 

50-338 

P 

SILBERDrJ E 

8003060372 

90-387 

0 

SMOLIK. T J 

0003060205 

WASTE MOT 

STALLINGS. C M 


6003180454 

50-280 

R 

SILBERO. J E 

B003 190647 

50-387 

0 

SNADER. 9 R 

60030601164 

90-320 

H 

STALLINGS. C M 


6003170347 

50-280 

3 

SiLBERO.U E 

8003250029 

PR 


SN AIDER. R P 

' 6003200262 

90-263 

P 

8TALUIN08.G M 


8003170369 

50-338 

a 

BILDERO. J E 

6003060372 

90-307 

0 

SNOW, fi A 

6003170402 

90-244 

R 

STALLINGS. C M 


6003170461 

50-280 

F 

SILDERQ* J E 

6003190649 

50-307 

0 

SOHINKI. s, a 

6003040331 

90-466 

0 

STALLINGS. C J1 


6003180297 

50-280 

P 

SILBERO* J E 

B00304026I 

50-320 

T 

BDHtNKI.3 M 

6003060090 

90-437 

0 

STALLINGS. C M 


6003180984 

90-338 

S 

SILDERO* J E 

8003040272 

90-320 

T 

eOHINKI.S M 

8003190023 

50-437 

0 

STALLINGS. C H 


0003200393 

50-338 

P 

SILBERO* J E 

6003040037 

90-320 

T 

SONDERi J L 

6003280413 

50-209 

K 

STALLING. C M 


0003190470 

50-339 

A 

SILBERO* J E 

6003060372 

90-387 

0 

SONIN. A A 

6003190101 

NUREO 


STALLINGS. C M 


8003190648 

90-339 

A 

SILBERO* J E 

8003190649 

90-387 

0 

SONNENBEROrE F. 

8003030174 4 

50-155 

0 

STALLINGS. C M 


6003210499 

90-338 

8 

SILVER. K 

8003110235* 

50-320 

u 

80DN0.A L 

80030603904 

70-1 100 


STALLINGS.® M 


8003210309 

90-339 

A 

SILVER. H 

8003040215 

50-269 

p 

SOONO.A 

6003270100 

40-3392 


STALLINGS. C M 


6003210326 

50-280 

Q 

61MCHUK*0 

6003140115 

WASTE MOT 

saucy. A R 

6003290949 

90-29 

J 

STALLINGS. C H 


6003210422 

50-338 

P 

SIMCHUK* 0 

B003140490* 

WASTE MOT 

BDUCY.A R 

6003310247 

90-29 

I 

BTALLINOS.C (1 


6003260346 

50-339 

S 

SIMCHI/K* U D 

B003130175 

71-9132 


SOUDER. J L 

6003210131 

MISC 


STALLINGS. C <1 


0003210197 

50-339 

A 

S1MMDNS*D E 

8003310036* 

90-449 

M 

BOUDER.^ L 

60032B03S6 

SD-2B9 

0 

STALLINGS. C M 


0003290391 

50-280 

P 

SIMPSON. C 

8003130634 

90-974 

O 

SDUTHWARO. D, 0 

8003260479 

REOOD 


STALLINGS, G h 


8003240465 

90-330 

9 

SIMPSON* A K 

6003110260* 

50-320 

U 

SOUTHERLAND. J T 

8003310431* 

90-260 

0 

STALLINGS, C M. 


8003260416 

50-200 

P 

SINGER. C 

6003200040* 

90-320 

H 

SOWDONrT L 

8003070369* 

50-293 

R 

STALLINGS, C M 


8003270310 

50-200 

a 

8INOER.L N 

0003100072 

90-2B9 

0 

SPAMO. J R 

8003170096* 

90-320 

H 

STALLINGS, C M. 


G0032G0491 

50-281 

S 

SINGER. L M 

6003200538 

50-2B9 

0 

BPENCeR.M C 

8003070091 

90-260 

0 

STALL INOS.C M 


0003260498 

50-330 

p 

SINGER. L N 

8003310446 

90-289 

0 

SPENCER. W C 

6003240499 

90-200 

® 

STALLINGS, C M 


0003310379 

50-339 

K 

8INOER.L N 

8003190730 

90-289 

0 

SPENCER, H C 

6003280591 

90-201 

P 

STALLINGS, C h 

t 

800331 0386 

50-339 

A 

SlNOERrfi 

8003190773* 

FOIA 


SPENCER* W C 

6003040423 

90-261 

P 

STALLINGS, C M 


6003310239 

50-330 

P 

SINOERrS 

8D03190B96* 

FQIA 


SPENCER* W. C 

6003040450 

80-260 

0 

STALLINGS, C M 


6003310301 

50-330 

8 

SINGER. 9 

8003190860* 

FOIA 


BPENCER^ 8 

6003090107 

90-528 

Q 

3TAMPLEY. N L 


0003180432 

50-416 

A 

SINGER. B 

8003190864* 

FOIA 


SPENCER.® a 

60030406B4* 

90-279 

0 

STAMPLEYiN L 


6003250562 

50-416 

0 

SINKULE.M V 

0003270005* 

90-299 

Q 

SPENCER.® 8 

8003140173* 

90-928 

a 

8TAMPLEY.N L 


6003310319* 

90-416 

K 

SISSON. C £ 

0003110014 

PR 


SPENCER.® 8 

6003070002 

90-279 

Q 

8TAMPLEY. N L 


0003310314 

50-416 

K 

8KOVHOLT. D J 

8003200327 

5Q-219 

P 

SPENCER.® 8 

0003060761 

90-460 

Q 

8TAMPEL0S. J 0 


6003190459 

ACRS 


SMART. N 

6003130600* 

90-996 

H 

SPENCER.® 8 

' 6003060491 

90-508 

Q 

STAMPELOfl, J 


8003070214 

50-201 

0 

SMEALiU P 

8003130351* 

QA999 


SPENCER.® 8 

6003190898 

90-528 

Q 

8TAMPEL0B. J 0 


6003070248 

ACRB 


SMEDIRA. C 

8003190757 

71-9074 


6PENCER. 0 B 

8003040675 

90-279 

Q 

8TAMPEL08. J G. 


6003070220 

50-320 

0 

SMITH. D M 

8003100164* 

90-320 

H 

SPENCER.® a 

6003140197 

90-520 

0 

STAMPELOB. J 0 


8003070230 

ACRB 


SMITH. E 

8003060732 

PR 


SPENCER.® S 

8D03310013 

50-397 

T 

STAMPELOS.J 0 


8003070249 

ACRB 


SMITH. R K 

8003120639 

RES 


aPESBARD.R I 

6003060712* 

50-265 

8 

BTANSQERRY.E R 


8003250412 

90-102 

F 

SMITH. J R 

8003260393* 

CONTRACT 


apESSARDjft, L ' 

6003060727* 

50-269 

a 

STARK, 8 J 


8003160486 

TOPREP 


SMITH. D A 

8003200133* 

70-794 


SPE88ARD*ft L 

6003060739* 

90-254 

8 

STARKEY, R Q 


8003210065* 

50-261 

0 

SMITH. T 

8003130655* 

WASTE NOT 

SPseSARD*A L 

6003200400* 

50-10 

Q 

STARKEY, R D 


8003270296* 

50-261 

® 

SMITH. p, a 

8003050129 

PR 


SPEBSARD.ft L 

8003130163* 

50-373 

Q 

STARKEY, R. D 


8003040170 

50-261 

R 

SMITH. P D 

80032701 10 

40-1162 


SPESBARDiR L 

6003130928 

50-269 

8 

STARKEY. R D 


8003040413 

50-261 

R 

SMITH. A £ 

8003260462 

90-320 

P 

0P1GLE8.P. 

6003060053 

40-6697 


STARKEY. R D 


8003130469 

50-261 

R 

SMITH. A G 

0003280469* 

90-320 

P 

BPIELES. P. 

6003190770 

40-8697 


0TARKEY.R D 


6003240475 

50-261 

9 

SMITH.® R. 

0003240407* 

90-263 

0 

8PI8AK1 V.F 

6003060067 

40-4492 


6TARKEY.R D 


6003240464* 

50-261 

9 

SMITH. R L 

000304061 1 

90-271 

P 

SPR1®®B. L< C. 

6003130049* 

80-320 

H 

STEEL, C U 


6003170478 

30-313 

P 

SMITH. R L 

B0031 70362 

50-271 

R 

SRENIAWSKI.D J 

6003200998 

I6E 


STEEL, C. L 


6003200255 

50-313 

P 

SMITH, fl L 

8003180314 

30-271 

P 

STAHL, D. M 

6003190622 

50-490 

M 

STEEL, C L 


8003310366 

90-313 

P 

SMITH. R L. 

8003280466 

90-271 

P 

STAHL, 0 M 

6003040276 

50-445 

M 

STEELE, P W 


6003100179 

70-1173 


SMITH. I. W 

8003070103 

90-2B9 

9 

aTAHLrPt M. 

6003060^96 

90-445 

M 

eTELLO. V. 


8003040026 

30-293 

® 

SMITH. 1 U 

6003130004 

90-293 

9 

8TAHL, D. M 

6003240969 

80-449 

M 

aiELLO. V 


8003110292* 

lOCFR 


SMITH, I 

0003250330 

60-209 

9 

STAHL. D. M 

6003250496 

50-448 

M 

STELUO. V 


8003110397 

90-344 

® 
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AUTHOR 

NUHDER 
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AUTHOR 

NUMBER 

CATEGORY 

BTELLOi V 

80030^0001 

30-77 

0 

STOLZ, J F 

8003250185 

50-275 

A 

TAMBLlNOrT N 

8C03190166 

50-346 

3 

STELLOi V 

e003060006» 

30'’77 

0 

STOLZ. J F 

0003310447 

50-556 

A 

TAMDLINOrT N 

8003280203* 

50-350 

Q 

STELLO, V 

8003060013* 

50-77 

D 

STOLZiJ F 

6003310496 

50-358 

A 

TAMLER, L 

8003050099 

50-367 

0 

STELLOi V 

8003170112 

50-219 

Q 

STOLZ, J F 

8003260001 

50-922 

A 

TANAKA, V 

800311000? 

PR 


BTELLDi V 

0003190164 

50-77 

0 

STOLZiJ F 

80032 40131 

50-461 

A 

TANO. I 

8003120427 

NUREO 


BTELLOj V 

0003190170* 

50-77 

0 

STOLZ, J F 

8003240323 

50-358 

A 

TANNER. A 13 

SO 03240 536 

70-1359 


STELLOi V 

8003190411 

30-293 

P 

STONE, E 

8003130664* 

90-320 

0 

TAPERTiA C 

8003170107 

PR 


STELLOi V 

8003140177 

50-265 

H 

STONEDURNER. W 

8003050267 

70-2470 


TAPIA. J I 

8003120729* 

50-458 

□ 

STELLOi V 

0003140182 

50-290 

H 

STONEBURNER. W 

8003310246 

70-2478 


TAUBE. J 

6003170030# 

50-320 

H 

BTELLOi V 

8003140180 

30-302 

H 

STOTT, S J 

8003270097 

NUREO 


TAUBER, H 

8003120540 

50-341 

A 

BTELLQ, V 

8003190082 

50-334 

Q 

STOTZ.J C 

8003040590* 

50-346 

S 

TAUBER. H 

8003040425 

50-341 

A 

STELLOi V 

8003140324 

50-346 

0 

STQUDT, R H 

8003250292* 

TOPREP 


TAYLOR. J H 

8003140140 

REGOD 


STELLOi V 

8003140337* 

50-346 

0 

STOUT. 0 A 

8003310261 

71-374 


TAYLOR. J H 

8003310016 

REGOD 


STELLOi V 

8003310433 

50-320 

Q 

STRADLEYiO C 

8003130477* 

40-6264 


TAYLOR, J H 

8002150255 

50-269 

P 

STEPHENSQHiQ Q 

80030S0601 

50-10 

R 

STRADLEYiO C 

8003130470* 

40-6264 


TAYLOR , J H 

8003040494 

50-302 

P 

STEPHENBONiB B 

8003280349 

50-10 

R 

STRAIT, R A 

8003170003 

40-4492 


TAYLOR. J H 

8003060410 

TOPREP 


STEPHENSONiB Q 

8003040004 

50-237 

6 

STRAND, N O 

8003140257* 

50-506 

8 

TAYLOR, J H 

6003130396 

TOPREP 


STEPHENSONiB B 

8003100149 

50-10 

R 

STRATUM, R A 

8003030470* 

50-336 

5 

TAYLOR. J H 

B003250Sa7 

TOPREP 


BTEPHENBONiB B 

8003040531 

50-249 

8 

STRAUSS. P L 

9003260486* 

SECV 


TAYLOR. J H 

0003180499 

50-302 

P 

STEPHENBQNiB Q 

8003050370 

50-249 

8 

STREETER, J F 

8003280191* 

50-266 

Q 

TAYLOR, J H 

8003180588 

TOPREP 


STEPHENSON. B D 

0003110670 

50-237 

8 

BTRICKLER, D 

8003130668* 

50-320 

K 

TAYLOR, J H 

6003310255 

TOPREP 


STEPHENSONi Q B 

8003180487 

50-10 

R 

STROUP. P 

0003060009* 

50-289 

0 

TAYLOR, A J 

9003100049# 

Statf Prog 

STEPHENSON, D B 

0003190551 

50-249 

8 

8TRUHWASSER.il 

8003030101 

PRQJ 


TAYLOR. R R 

8003240067 

71-5908 


STEPHENSON, D D 

Q003I 90549 

30-249 

3 

STRUMWASSER.II 

8003250318 

PROJ 


TAYLOR. P A 

B003190751* 

50-302 

0 

STEPTQEi P 

8003060433 

50-295 

P 

STULL, P 

8003310213 

50-201 

K 

TAYLOR. P A 

6003110208* 

50-324 

Q 

STEPTOEi P 

0003270263 

50-155 

G 

STUMPH, T L 

8003060096 

WASTE MOT 

TAYLOR. R, 0 

BO 03030057* 

50-445 

Q 

STEPTQEi P 

8003270263 

50-155 

0 

STURM, 0 

8003250425 

NUREO 


TAYLOR, R 0 

0003310251* 

50-445 

Q 

STERLiNOi A 

8003210031* 

FOIA 


STURM, D 

8003170123 

NUREO 


TENZEft. B E 

8003180323 

TOPREP 


STERN, « C 

8003060687 

XPORTLIC 


SULLIVAN. 6 T 

8003050249* 

50-320 

0 

TEPEL. R C 

8003100183 

NUREG 


STERNBEROrM R 

8003060457 

50-275 

0 

SULLIVAN. J H 

8003190385* 

50-320 

H 

TERRILL. D 

6003130633* 

50-556 

H 

STERNDERDiD [1 

8003060623* 

50-397 

Q 

SULLIVAN. W H 

8003250168 

NUREO 


THATCHER. D F 

6003310459 

30-312 

T 

GTERNBEROiO H 

8003060446* 

50-288 

Q 

SULLIVAN, T J 

9003200523 

REOOD 


THATCHER, D F 

0003310024* 

50-3 1 2 

T 

STETKA. T, F 

8003050029* 

50-271 

0 

SULLIVAN. R L 

80031 10584 

90-344 

ft 

THATCHER, D F 

0003310028* 

50-312 

T 

STETKAi T F 

8003190912* 

50-333 

0 

SULLIVAN. R F 

8003060376* 

50-259 

Q 

THATCHER, D F 

8003270154* 

SO-312 

T 

BTEVENSiB C 

80030S04BS 

50-285 

8 

SULLIVAN, R F 

8003190332* 

50-259 

0 

THATCHER, D F 

80032701 57* 

50-313 

T 

STEVENS. S C 

8003050456 

50-285 

8 

SULLIVAN. R F 

8003050360* 

90-259 

0 

THATCHER, D F 

8003270067 

50-312 

G 

STEVENS. S C 

8003050483* 

50-285 

R 

SULLIVAN. R F 

8003210054* 

50-259 

0 

THEREAULT. J P 

3003120646* 

50-330 

H 

STEVENS. S C 

8003110603 

50-285 

8 

SUMMERS. R L 

8003170493* 

50-209 

8 

THIELSCH,H. 

3003130214* 

50-269 

6 

STEVENS. S C 

8003240508 

50-285 

8 

SUMMERS. R 

8003050312* 

70-33 


THOM. T 

3003180380* 

50-259 

R 

STEVENSON. M 0 

8003100204 

NUREO 


SUMMERS, ft 

8003270336* 

70-135 


THOMAS. J L 

8003040467 

50-111 

P 

STEVENSON. R L 

8003170127 

70-820 


SUTHERLAND. J T 

8003250321* 

70-1113 


THOMAS. E D 

8003190565 

50-220 

P 

STEVENSON. R L 

8003040702 

70-020 


SUTHERLAND, J T 

8003110108 

50-280 

0 

THOMABi J H 

8003040460 

40-3392 


STEVENBONiR L 

8003040713 

70-1257 


SUTHERLAND, J T 

6003240244 

27-47 


THOMAS, J H 

3003170078 

40-3392 


STEWART. D B 

8003110048 

PR 


SUTHERLAND. J T 

8003190743* 

60-302 

0 

THOMAS, L M 

3003090257 

PR 


STEWART. W L 

8003030455* 

50-280 

8 

SUTTER, B L 

6003250385 

NUREO 


THOMAS. L M 

8003140473 

PR 


STEWART. W L 

8003030554* 

50-280 

e 

SUTTON. J W 

B003270130* 

QA999 


THOMAS, R D 

8003190159 

37-49 


STEWART. W. L 

8003040644* 

50-280 

s 

SVEN80N. 0 A 

6003130424* 

90-319 

R 

THOMAS, M 

8003190639* 

30-390 

6 

STEWART. W L 

8003040650* 

50-200 

8 

SWAN.W 0 

8003060406* 

50-51 a 

0 

THOMAS, M 

80030S0268* 

50-390 

Q 

STEWART, « L 

8003060595# 

50-200 

5 

SWANrW B 

8003190356* 

50-5 IS 

0 

THOMAS, R D 

8003190758 

HE 


STEWART, W L 

8003170353* 

50-280 

8 

aWANDV. 0 T 

80031 10045* 

40-3453 


THOMAS, R D 

8003130143 

37-49 


STEWART, W L 

8003170357* 

50-280 

8 

8WANDV, 0 T 

0003190069 

40-3453 


THOMAS, R D 

80031 10387 

ILE 


STEWART, W L 

8003170363* 

30-280 

8 

SWANBY. 0 T 

6003180146 

40-3453 


THDMPQUisr. J 

800306 0487 

PR 


STEWART. W L 

8003270315* 

50-280 

8 

8WANDV. 0 T 

8003120679 

40-3493 


THOMPSON. M A 

8003140124 

WASTE MOT 

STEWART. W L 

8003280497* 

50-281 

8 

SWANSON, D T 

00031 40264* 

90-522 

0 

THOMPSON. S L 

8003260250 

XPORTLIC 


STEWART. R C 

8003200045* 

50-445 

0 

SWANSON, 0 T 

8003040692 

50-289 

0 

THOMPSON. M A 

8003050061 

WASTE MOT 

STIEDErW L 

8003210467 

TQPREP 


SWANSON. D T 

8003040699* 

50-287 

G 

THOMPSON. G J 

8003310219 

Slatfr Prog 

OTIEDE.W L 

8003170258 

TQPREP 


EWANBON.D T 

8003120678 

50-2B9 

0 

THOMPSON. D 

9003060695* 

30-254 

8 

STOHR, J. P. 

8003030032* 

50-317 

Q 

SWANSON, D T 

80033 L0349 

50-338 

0 

THONUa, L H 

9003190975* 

50-272 

Q 

STOHR, J P 

8003140092* 

50-77 

Q 

SWANSON. D T 

8003240371 

30-209 

G 

THONUS. L 

0003270457 

50-219 

S 

STOHR.J P 

0003190975* 

50-272 

Q 

SWANSON. E R 

8003270293* 

50-346 

0 

THORPE. J R 

9003110379 

50-289 

P 

STOHR, J P 

0003280518* 

50-302 

0 

BWARTiF E 

0003190470 

90-267 

P 

THORPE. J.R 

0003110518 

50-299 

f 

STOHR. J P 

8003040109 

70-1201 


SWART, F E 

8003120442 

50-267 

R 

THORPE. J ft 

8003310282* 

50-299 

P 

STOHR, J. P, 

8003250305* 

70-1113 


SWART. F E 

6003120280 

50-267 

P 

THRALL. J- E 

80030601 12* 

40-1341 


BTOHRi J P 

0003 11 0200 

50-324 

0 

SWARTZ. L,L 

6003120670 

50-239 

0 

TIBBETTS. 1- 

8003240581 

30-556 

H 

STOHR, J P 

8003270241* 

50-269 

0 

SWARTZ. L L 

80030301 17 

90-239 

0 

TIBBETT8, D L 

6003190805 

50-375 

F 

STOHR. J P 

8003120200 

50-269 

Q 

SWARTZ. L L 

0003190515 

50-2 89 

0 

TILLMAN. T C 

0003240217 

PR 


STOHR. J P 

8003190201* 

50-269 

0 

SWARTZ. L L 

8003290202 

50-239 

G 

TILLMAN, W F 

8003310254 

PR 


STOHR, U P, 

8003190606* 

27-47 


SWARTZ. L L 

8003270013 

50-289 

G 

TILLMAN, A 

8003050333* 

5D-327 

a 

STOHR, J P 

8003210574 

27-47 


SWARTZ. L L 

6003310178 

50-289 

G 

TILLMAN. A, 

90032 G 0633* 

70-2322 


STOHR, J P 

8003260144* 

50-259 

a 

SWARTZ. L L 

0003250335 

50-289 

0 

TINKER. C G 

0003100199 

NUREO 


STOHR, J P 

0003190619 

50-259 

Q 

SWARTZ. L L 

8003250363 

50-289 

G 

TOD IN, W 

0003260295 

50-390 

3 

STOHR, J P 

8003210269 

50-259 

Q 

SWARTZ. L L 

8003200519 

50-289 

0 

TDD IN. W J 

00033 1 0398* 

50-340 

a 

STOHR. J, P 

8003250290 

70-1113 


SWARTZ. L L 

8003200553 

50-209 

G 

TOBIN, W J 

8003 31 0339* 

70-2479 


STOHR 1 J, P 

8003190728 

50-302 

Q 

SWARTZ. L L 

8003200564 

50-289 

0 

TOBINi W J 

8003060675* 

50-250 

a 

STOHR, J P 

8003190103 

50-269 

0 

8WARTZ.L L 

8003200573 

90-209 

0 

TOBIN. W J, 

a003&&0333* 

50-327 

0 

STOHR iJ P 

8003260112 

50-259 

0 

SWARTZ. L L 

8003250162 

50-289 

K 

TOBINtW J 

0003050271* 

50-338 

Q 

STOHR, J P 

8003310402 

50-260 

0 

SWARTZ. L L 

6003270493 

50-289 

0 

TOBtNrW J 

0003070314* 

70-2842 


STOHR, J, P 

8003200499 

50-302 

0 

SWITZER, D C 

8003050100* 

50-2 4 5 

0 

TOBiNrW J 

8003070326* 

50-406 

Q 

8T0LZ,J F 

8003060069 

50-364 

A 

SZUKIEWIGZrA J 

6003190540 

MI8C 


TOBlNrW J. 

8003200633* 

70-2322 


8TQLZ,J F 

8003190593 

50-412 

0 

SZWAJKOWBKI.R 

0003250566 

70-1308 


TODDrO A 

0003110216* 

50-250 

Q 

STOLZiJ F 

8003190599* 

50-412 

Q 

SZWAJKOWBKI.R 

8003310001 

70-130B 


TOLL, D R. 

8003200263 

Pft 


8TOLZ, J, F 

8003170126 

50-461 

A 

TAKAHASHI.H 

8003170146 

RES 


TOLL, D R 

8003250022 

Pft 


8TOLZ,J F 

0003100004 

TQPREP . 


TALEFF. 0 

6003060064* 

90-320 

0 

TDUUISQNiA C 

8003 i 9029 1 * 

50-324 

Q 

8T0LZ,J F 

B00320Q622 

50-275 

A 

TALWAN1,P, 

8003140375* 

50-395 

R 

TOLU SOW, A, C 

8008130220 

50-324 

m 

STOLZ, sf F 

8003240141 

50-358 

A 

TAMBLING, T N 

8003110156* 

50-346 

Q 

T0LLI8DN, A C 

8003030434 

50-324 

B 
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ACCESSION 
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AUTHOR 

ACCESSION 
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TDLLISDN,A C 

8003 030 A42« 

50-324 

S 

TREBYiS A 


8003060768 

50-522 

0 

UHRIO.R E 

8003160344 

50-250 

R 

TOLLISONiA C 

8003030558 

50-324 

S 

TREBYiB A 


8003140161 

50-522 

0 

UNRIG, R £ 

8003240089 

50-250 

0 

TQLLlSONiA C 

Q0030305i>6» 

50-324 

s 

TREOYiB A 


B003S7006? 

70-1300 


UHRIO.R E 

> 8003110605 

50-250 

P 

TOLLiSQMrA C 

B0030305S5 

50-325 

s 

TREIBEL.W C 


600350002?* 

CONTRACT 

UNRIG, R E 

00031 10S63 

50-250 

P 

toll I EON, A C 

80030305 9 

50-325 

3 

TRE3SLER.D W 

6003050256* 

50-207 

0 

UNRIG, R E 

8003110636 

50-335 

F 

TOLLISON.A C 

800303041? 

50-324 

S 

TRIMQLEiD C 


0003190688* 

50-313 

0 

UNRIG, R E 

8003110524 

50-335 

P 

TOLLIBON, A C 

Q 00303 0-4 23 « 

50-324 

s 

TRIMBLE, D C 


8003030250 

50-360 

p 

UNRIG, R E 

8003170268 

50-250 

P 

TOLL I SOM, A C 

8003030 560 

50-325 

s 

TRIMBLE. D C 


8003030532 

50-368 

B 

UHRIGiR E 

8003190439 

50-251 

Q 

TOLL I EON, A C 

8003030 567» 

50-325 

5 

TRIMBLE, D C 


8003040290 

50-313 

P 

UHRIO.R E 

8003190445 

90-335 

P 

TOLL I EON, A C 

8003040574 

50-324 

B 

TRIMBLE, D C 


B003540291 

50-313 

6 

UHRIGiR E 

8003190409 

50-251 

Q 

TOLLISOM, A C 

8003040603* 

50-324 

s 

TRIMDLEiD C 


0003040262 

50-313 

P 

UHRIO.R E 

8003200364 

90-250 

P 

TOLL IS DM, A C 

8003040540 

50-324 

R 

TRiMBUEiD C 


8003040316 

50-313 

P 

UHRIO.R E 

0003210402 

50-250 

F 

TOLL I SON, A C 

800305047? 

50-324 

B 

TRIMBLE, D C 


8003050168 

50-313 

tt 

UHRtOiR E 

8003210423 

50-250 

P 

TOLLISONiA C 

G0030504B2* 

50-324 

s 

TRIMBLE. D C 


8003050164 

50-366 

P 

UHRIO.R E 

8003210430 

50-251 

P 

TOLLISONiA C 

8003110669 

50-324 

S 

TRIMBLE, D C 


8003550196 

50-313 

0 

UHRIGiR E 

8003240366 

50-335 

P 

TOLL ISDN, A C 

8003 li 067 l« 

50-324 

Q 

TRIMBLE, 0 C 


6003310382 

50-366 

S 

UHRIGiR E 

8003240424 

50-290 

P 

TOLL I SON, A C 

8003 i 10523 

50-325 

S 

TRIMBLE, D C 


6003040477 

50-313 

p 

UHRIGiR E 

8003250471 

50-335 

P 

TOLLISON.A C 

0003110527* 

50-325 

S 

TRIMBLE, D C 


8003050234 

50-313 

p 

UHRIGiR E 

0003240346 

50-250 

R 

TOLL ISON, A C 

8003120537 

50-324 

8 

TRIMBLE, D C 


6003 140275 

50-313 

p 

UHRIO.R E 

8003240437 

90-335 

R 

TOLL I SON, A C 

8003120548* 

50-324 

8 

TRIMBLE, D C 


6003130544 

80-360 

p 

UHRIO.R E 

0003240534 

50-250 

P 

TOLL ISDN, A C 

8003170431 

50-324 

R 

TRIMBLE, D C 


0003110590 

50-366 

p 

UNRiOrR E 

8003260301 

50-250 

P 

TOLLiaONiA C 

8003 1803? 1 

50-325 

9 

TRIMBLE. D C 


0OO310O3B2 

50-313 

a 

ULLRICH. W T 

8003170066 

90-277 

S 

TOLLISONiA C 

BOO310O3?5* 

50-325 

6 

TRIMBLE. 1) € 


0003170147 

50-313 

p 

ULLRICH, W T 

8003040569* 

50-277 

R 

TOLLISON.A C 

8003180616 

50-325 

a 

TRIMBLE, 0 C 


0003100475 

50-360 

8 

ULLRICH, W T 

0003120526 

90-270 

8 

TOLLISONiA C 

8003180621 « 

50-325 

B 

TRIMBLE, D C 


8003100496 

50-313 

0 

ULMANiM Q 

0003190304* 

50-445 

0 

TOLLISONiA C 

8003180581 

50-324 

S 

TRIMBLE, D C 


8003100516 

50-368 

R 

ULRICH, W T 

0003060498 

50-277 

8 

TOLLISONiA C 

B003180SB7* 

50-324 

8 

TRIMBLE, D.C 


8003350437 

50-360 

R 

UPRIGHT, C M 

0003110184* 

50-346 

0 

TOLLISONiA C 

8003180403 

SO-325 

B 

TRIMBLE, 0 C 


8003370434 

50-313 

P 

UPRIGHT, C M 

0003120740* 

90-250 

0 

TOLL I SON. A C 

8003180412 

50-324 

S 

TftlOiE B 


8003130349* 

40-6264 


UPRIGHT, C M 

0003110170* 

50-364 

0 

TOULIBONrA C 

8003180413* 

50-325 

8 

TRIOLOrK 


0003310136 

XPORTLIC 


UPRIGHT, C M 

0003190997* 

50-390 

Q 

TOLLISONiA C 

8003180418* 

50-324 

8 

TRIPLETT, H P 


8003300556* 

50-244 

P 

UPRIGHT, C M 

8003290302* 

50-259 

Q 

TOLLISON.A C 

8003180305 

50-325 

8 

TROBTENiU M 


8003190318 

PR 


UPRIGHT, C M 

8003270394* 

50-302 

Q 

TOLLISONiA C 

8003180511# 

50-325 

8 

TROUTMAN, R C 


8003120437* 

50-269 

S 

URBAKOWSKIiS F 

8003040197* 

90-30? 

P 

TOLLISONiA C 

8003210456 

50-324 

8 

TROWBRiDOErO 

F. 

0003100022 

50-320 

P 

UR0ANOW8KI,8 F 

0003030417* 

90-29 

P 

TOLLISONi a C 

8003210463* 

50-324 

8 

TROWBRIDGE. 0 

F 

8003040300 

50-299 

0 

URDANOW8KI18 F 

6003210576* 

90-271 

P 

TOLLISONiA C 

8003250466 

50-324 

8 

TROWBRIDGE. 0 

F 

B003030149 

50-209 

0 

URHRIO, R C 

0003200390 

50-335 

P 

TOLLISONiA C 

8003250474* 

50-324 

S 

TROWBRIDGE, G 

F 

B003050160 

50-209 

0 

URRECHAGA, M M 

7910100096* 

MISC 


TOLLISON.A C 

8003250531 

50-324 

B 

TROWBRIDGE, 0 

F 

6003040300 

50-209 

0 

UTLEY, e E 

8003190652 

90-261 

P 

TOLLISONiA C 

800325033?* 

50-324 

6 

TROWBRIDGE, 0 

F 

8003050149 

50-209 

0 

UTLEY, E E 

8003200439 

90-261 

P 

TOLLISONiA C 

800325049? 

50-325 

8 

TROWBRIDGE, 0 

F 

6003050160 

50-209 

0 

UTLEY, E E 

6003210516 

90-324 

P 

TOLLISOM. A C 

8003310286 

50-325 

8 

TRU8SELL, H 11 


0003060038 

40-0064 


UTLEY, E E 

6003240418 

50-324 

F 

TOLLISONiA C 

8003310292* 

50-325 

8 

TRU88ELL, H H 


0003050530 

40-8064 


UTLEY, E E 

6003250491 

50-261 

P 

TOLLISON.A C 

8003310348 

50-325 

S 

TRU88ELL. H H 


8003870514 

40-0064 


UTLEY. E E 

8003250492 

90-261 

F 

TOLLISON.A C 

8003310350* 

50-325 

8 

T8ANG,C F 


8003110044 

PR 


UTLEY, E E 

8003280539 

90-261 

F 

rOMLINSONiD P 

8003130413* 

50-445 

Q 

TSANOiC F 


6003100261 

PR 


UTLEY, E E 

6003280561 

90-324 

P 

T0KPK!N8,B A 

6003040306 

50-275 

0 

TSaULEANlOIB, 

N 

0003210563 

50-123 

Q 

VAHRENWALDi J 

6003170457* 

50-269 

8 

TOMPKINS, B A 

8003270059 

50-219 

0 

TUCKER. E E 


6003260492* 

8EQV 


vahrenwald. j 

6003200415* 

50-265 

0 

TOMPKINS,! A 

8003270065 

50-272 

0 

TUCKER, E E 


6003260407* 

SECY 


VALENTINE, P J 

6003110951* 

50-219 

P 

TOMPKINSiB A 

8003310222 

50-44S 

M 

TUNaTALL.J E 


0003200044* 

CONTRACT 


VALLI0H, E J 

0003210066* 

50-201 

G 

rONDI.O 

7909210450 

MISC 


TURCOTTEiR P 


80031 10037 

PR 


VALLISH, E J 

8003130366* 

QA999 


TOOKERiD W 

8003120531* 

50-331 

6 

TUROEONiK 8 


8003270064 

NUREO 


VAN BRUNT, E E 

8003050200* 

90-520 

0 

TOOKERiD U 

8003100522* 

50-331 

8 

TURNER, 6. 


0003070135 

PR 


VAN BRUNT, E E. 

6003110297 

50-526 

0 

TOQKCRi D U 

8003200391* 

50-331 

8 

TURNER, E A 


0003050210 

50-498 

Q 

VAN BRUNT, E E. 

6003100027 

50-920 

Q 

TOOKERi D V 

8003200396* 

50-331 

8 

TURNER, E A 


6003260644 

50-496 

Q 

VAN BRUNT. E E 

0003050196* 

50-520 

Q 

TOOKER. D M 

8003240493* 

50-331 

8 

TURNER. E A 


0003190053 

50-496 

6 

VAN BRUNT, E E 

6003050193* 

50-920 

G 

TOOKERi D W 

8003310294* 

50-331 

8 

TURNER. e A 


6003040226* 

50-496 

Q 

VAN BRUNT, E E 

6003280037 

90-926 

a 

TOOLEiR J 

8003130152 

50-209 

8 

TURNER, e A 


0003270218* 

50-498 

0 

VAN BRUNT, E E 

B0031 10661 

90-526 

0 

^ORRONENi K 

8003250425 

NUREO 


TURNER, e A 


0003140267 

50-498 

B 

VAN BRUNT, E E, 

6003120435 

90-526 

8 

ORRONENi K 

8003170123 

NUREO 


TURNER, e, A 


0003030404 

50-490 

F 

VAN BRUNT. E E 

0003250934 

50-926 

A 

OSCANliK 

8003060024 

PR 


TURNER, E A 


0003130540 

50-490 

A 

VAN BRUNT, E, E 

8003260610 

NUREO 


OSCANIiK 

8003140445 

PR 


TURNER, E A 


B0032G0479 

50-490 

S 

VAN DOORNrP K 

8003060744* 

90-416 

Q 

QTHfi J \J 

8003190352* 

MISC 


TWEED, R. M 


60031 10266* 

lOCFR 


van eiCKELiU 

6003170499* 

90-331 

8 

OURTELLOTTEivJ. 

6003060457 

50-278 

0 

TWEED, R, M 


8003170017* 

lOCFR 


VAN Winkle, w 

6003270356 

RES 


.OURTELLOTTEiU 

6003100135 

50-275 

0 

TWEED, R ti 


00031 10070* 

lOCFR 


VANBRUNT. £ E. 

0003200939 

REGOD 


TONBRIDOEiO F 

800306024? 

50-289 

0 

TWEED, R M 


0003120135* 

lOCFR 


VANBRUNTr E, £ 

6003140166* 

60-926 

0 

TRAOESER. C M 

8003240247 

CONTRACT 


TWEED, R M 


8003170010# 

IQCFR 


VANDERVELOEN. M 

6003190040 

90-312 

0 

TRAOERiE A 

8003040246 

WASTE MOT 

TWEED, R M 


8003120222* 

lOCFR 


vandenburoh, d 

6003200493 

50-271 

P 

TRAOERi E A 

8003260438 

40-1341 


TWEED. R. M 


0003120235* 

lOCFR 


VANDENBURGH. D £ 

0003200191* 

iOCFR 


TRAOERiE A 

8003040046 

40-1341 


TYLER, P e. 


0003200457 

50-170 

a 

VANDENBUROH, D, £ 

0003070046 

PR 


TRAOOlOi R P 

8003060574* 

50-213 

8 

UDYiA C 


6003270090* 

50-272 

p 

VANDENBUROH, D E 

60030401 10 

PR 


TRAOOIO. R P 

B00331027G* 

50-213 

8 

UHRlOiR.E 


6003240536* 

90-250 

p 

VANDENBURG. D 

8003040277 

90-2? 

P 

TRAOOIOiR P 

6003310337* 

50-213 

B 

UHRIOiR E 


8003060477* 

50-369 

Q 

VANDENBUROH. D E 

0003120575 

90-2? 

P 

TRAMMELLi C, M 

6003250317* 

50-344 

0 

UHRIGiR E 


8003260633 

50-335 

6 

VANDEL<T E. 

6003140181* 

90-396 

0 

TRAMMELL, C M 

6003250326* 

50-344 

0 

UHRIO.R E 


8003260636* 

50-339 

a 

VANDEL, T, E. 

6003310145* 

90-329 

0 

TRAMMEL Li C 

6003050-121 

50-266 

P 

UKRIG.R E 


6003190678 

50-309 

8 

VANOOORN.P K, 

6003210020* 

90-327 

0 

TRAMMELUi C M 

6003120407 

50-266 

P 

UHRIO.R, E, 


6003200530 

REOOD 


VANSICKEL. J 

8003160373* 

90-331 

R 

TRAMMELLi C M 

6003190249 

50-266 

P 

UHRIO.R E. 


6003200630 

50-369 

Q 

VARANINIiE E 

6003190917 

PR 


TRAMMELL I C M 

8003200515 

50-344 

P 

UHRIO.R.e 


6003210116* 

50-369 

a 

VARELA, A A 

6003060336* 

60-423 

0 

TRAUOE/?. r C 

8003270124 

PROJ 


UHRI0.R>E. 


0003030290 

50-333 

p 

VARGA, 8 A 

6003140494 

90-275 

A 

TR AUGER iT C 

8003270124 

PROJ 


UHRIO.R, E, 


6003040474 

50-250 

p 

VARGA, 6. A. 

0003140069 

50-320 

K 

TRAUTMANi D 

8003200496* 

50-346 

6 

UHRIO.R E 


6003040494 

50-250 

p 

VARGA, 6. A> 

6003110242* 

60-320 

V 

TRAUTMANi 0 

YbAiira ^ 

800304060S* 

50-346 

8 

UHRIO.R. E 


6003100251 

90-333 

R 

VAUGHAN. R C 

6003240268 

90-201 

P 

TRftvlP/v C, 

8003100641 

RES 


UHRIO.R E 


8003240077 

50-333 

0 

VELAZ0UE2-aUARE 

6003240076* 

71-360 


TRAVLORi r, 

8003250147* 

CONTRACT 


UHRIO.R, E 


6003060565 

90-290 

P 

VENEZIANQ, D. 

6003270425* 

TOPREP 


Tn&BTj A 

8003140264* 

50-522 

0 

UHRIO.R E 


6003060573 

60-333 

P 

VINJAHURI.K 

6003250260 

NUREO 
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urviNQ. 0 

S00324O542 

50-320 

T 

WARR. J W 

0003100424* 

50-430 

A 

WERLING. J A 

80031 7027 t 

50-334 

a 

VaOELrA E 

e0O32BO0I0 

90-387 

0 

WARREN, rt V 

80031 2D SQ9 

TOPREP 


WERLING. J A 

B0O31B06P2 

50-334 

8 

VOIOHT. H H 

G003 130593 

50-244 

P 

MASBERBACH.A E 

0003200134* 

lOCFR 


WERLING. J A 

0003260620 

50-334 

0 

vaiOTrH H 

S 0030 6022 3 

50-489 

0 

WASSERBACH. A E 

0003200190* 

tOCFR 


WERLING. J A 

8003260624* 

50-334 

a 

UQLLENiR J 

0OO31SO6U 

90-367 

0 

WASTLER, 0 

0003280189* 

50-329 

A 

WERLING. J A 

8003270382 

50-334 

8 

VOLLENiR J 

G003240209 

50-367 

0 

WATANADE. H T 

0003170349 

TGPREP 


WERLING. J A 

0003270307* 

50-334 

0 

VQLLENiR J 

0OO324O214<» 

50-367 

0 

WATFORD, M L 

0003130473* 

90-26 t 

R 

WERLING. J A 

6003270391* 

50-334 

0 

VQLLENiR J 

G0033t00?6 

50-367 

0 

WATSON, E C 

BD03070145* 

70-1143 


WERNER. J 

8003110609* 

50-346 

0 

VOLLENiR J 

G003260443 

50-367 

0 

WATSON, A P 

0003100641 

RES 


WERNER. J 

8003140330* 

50-346 

0 

VOLUKERiR H 

8003240163 

90-10 

p 

WATTSON. P 

0003180308* 

50-206 

R 

WE8C0TT. H M 

0003310114* 

50-461 

0 

VQLLMER.R H 

&00313012Q 

90-320 

p 

WATZEL. N D 

0003090906* 

50-237 

P 

WEST. 0 

0003070273* 

rtIBC 


VQLLMER^R H 

8003140079 

90-320 

H 

WEBERiM R 

8003140242* 

50-253 

P 

WE8TERMAN* T F 

8003060420* 

50-267 

Q 

VQLLMERiR H 

800306027 1 

50-289 

H 

WED8ER, E H 

0003200019 

50-330 

8 

MEaTERMAN. T F 

8003120717* 

50-302 

Q 

VOLLMERiR H 

8003040242 

90-320 

H 

WEBSTER. E M 

0003210144* 

50-339 

0 

HESTERMAN. T F 

8003190087 

50-360 

8 

UaULMER^R H 

8003140094 

50-320 

P 

WEBSTER. E H 

0003060239* 

50-62 

0 

WESTERMAN. T F 

0003140171 

50-72 

8 

VQLS-HERiR H 

8003140116 

90-320 

K 

WEBSTER. E H 

8003170201 

50-200 

0 

WESTERMAN. T F 

8003290009 

50-267 

a 

VaULMERjR H 

8003100160 

50-320 

H 

WEBSTER, E H 

0003120707 

50-330 

8 

WETTERHAHN.M J 

8003090153 

50-350 

0 

VOLLMER-R H 

8003130666 

50-320 

K 

WEBSTER. E H 

0003130366* 

0A999 


WETTERHAHN.M J 

8003190933 

50-272 

0 

UOLLMEB.R H 

Q003130676 

90-320 

0 

WEEKS. E D 

B003170404 

50-133 

R 

WETTERHAHMiM J 

8003190942* 

50-272 

0 

VQLLHERiR H 

8003190314 

50-320 

H 

WE08T.M 

800305043 9 

50-142 

8 

WETTEftHAHN. M J 

0003190942* 

50-272 

0 

VOLLHEfl.R H 

0003190434 

90-320 

H 

WEOSTiW 

0003 2700 50 

50-142 

P 

WHEATON. W R 

8003240069 

50-369 

0 

VOLLMERfR H 

0003190763 

90-320 

H 

WEOST.W F 

0003090463 

50-142 

P 

WHEATON. W R 

8003240070* 

90-360 

0 

VOLLMER.R H 

0003170062 

50-320 

H 

WEOST.H E 

0003 180279 

50-142 

F 

WHEELER. J T 

8003260043# 

CONTRACT 


VOLPErF J 

0003240426 

REOGD 


WEIOAND. J G 

B003I70422 

50-490 

A 

WHERRY. T C 

8003200302* 

50-289 

H 

VORDERBRUEOOEK 

0003190867* 

50-528 

Q 

WEIL.P E 

0003240249* 

CONTRACT 


WHIPP.R F 

8003120191 

70-143 


VaSQiF W 

0003130069* 

50-320 

H 

WEINER.R E 

0003100214* 

50-251 

P 

WHITEHURST. K 

0003050225* 

50-289 

0 

VOTH. M H 

8003040010* 

70-607 


WEINER. R E, 

0OO319O7G2* 

50-247 

P 

WHITE, W H 

8003130204* 

50-344 

0 

VOTH. M H 

0003130008 

PR 


WEINER.R E 

0003100208* 

50-251 

P 

WHITE. W H 

0003130300* 

SO-344 

0 

UAONER^A 0 

0003200616* 

90-416 

0 

WEtSBrE R 

0003200122 

50-3 

P 

WHITE. J G 

8003240447 

REOOD 


MAOQNERiL V 

0003130194* 

50-324 

Q 

WEISBrE R 

0003060494* 

50-209 

0 

WHITE. R E 

8003120466* 

50-30? 

P 

UALBRIDGEiM C 

0003110657 

90-312 

F 

WE 1 88. E R. 

8003060499* 

50-209 

0 

WHITE. L D 

S003060609 

50-244 

P 

UALDRIOOE.U C 

0OO31SO557 

90-312 

P 

WEISS. E 

0003 100 J 96 

50-574 

0 

WHITE. L D 

B003D6049B 

50-244 

F 

UALDRIOOE. W C 

0003270106 

90-312 

Q 

WEI88, E R 

00032406 13 

50-209 

0 

WHITE. L D 

S0031 10602 

50-244 

P 

^ALQRIDOE^M C 

00031S0470 

50-312 

P 

WEISS. J F 

8003140069 

FOIA 


WHITE. L D 

8003 1 10902 

50-244 

R 

UALBRlDOEiU C 

S0032609BB 

90-312 

8 

WEI88. E R 

8003200665 

FOIA 


WHITE. G L 

6003130599* 

50-244 

P 

UALQRIDOEiU C 

0003260591 

50-312 

8 

WEISS. £ R 

0003200122 

50-3 

p 

WHITE. L D 

8003160404 

SO-244 

P 

UALPRIDOE.U C 

8003100966 

50-312 

8 

WGI88. e R 

8003240477 

PR 


WHITE. L D 

SD03 190516 

90-244 

P 

UALQRIDOEiU C 

8003190956 

30-312 

8 

WEISS. E R 

800306049 2 

50-20? 

0 

WHITE. L 0 

0003240301 

80-244 

P 

UALDRiDOEiU C 

0003140218 

50-312 

Q 

WEISS. E R 

8003060494* 

50-209 

0 

WHITE. L D 

6003290401 

90-244 

R 

UALDRIDOE. W C 

8003240356 

90-312 

P 

WEISS. E R 

8003060499* 

50-207 

0 

WHITE. L D 

6003290463 

90-244 

P 

WALKER. U A 

8003200297* 

90-289 

H 

WEISS. E R 

0003240613 

50-209 

0 

WHITE. L D 

S003260949 

90-244 

P 

WALKER. U V 

8003130628* 

XPORTLIC 


WEISS. E R 

0003290513 

50-3 

0 

WHITE. L D 

0003200403 

90-244 

F 

WALKER. R D 

8003130163* 

50-373 

Q 

WEISS. E R 

8003060492 

50-289 

0 

WH1TE6ELL. D E 

S003100242* 

0A999 


WALLENSTRDKr R 

0003190012 

40-8745 


WEISS. A J 

0003040333 

NUREO 


WHITEGELL. D E 

6003110103* 

QA99? 


WAL6H1E J 

8003060420 

90-322 

0 

WEISe. A J 

8003200328 

NUREO 


WHITEGELL. D E 

6003100147* 

aA999 


WALQH.E J 

0003060437* 

90-322 

0 

WEtSSENBERGER.B 

0003200346 

NUREG 


WHITE8ELL. D E 

6003110096* 

QA99? 


WALTERS. P A 

0003170067* 

50-320 

H 

WEISSENBERGER. 

0003290499 

NUREG 


WHITESELL. D E 

6003130099* 

QA999 


WALTERS. D K 

8003190833* 

90-416 

Q 

WEISS. D 

0003050059* 

70-364 


WHITE8ELL. D E 

6003140120* 

flA999 


WALTORfG. A. 

8003280312* 

50-412 

0 

WEISS. D 

8003100040 

70-020 


WHITEBELL. D E 

6003270130* 

0A99? 


WANDKErN E 

8003050624 

90-295 

R 

WEISS. D 

0003140335 

40-0601 


WHITLEY. C 0 

8003260107* 

FOIA 


WANDKErN E 

8003040404 

90-299 

R 

WE IBS. D 

8003100138 

70-364 


WHITNEY. 0 0 

8003190497* 

90-293 

R 

WANDKErN E 

8003170380 

90-304 

fi 

WEISS. 0 

0003240260 

40-0722 


WIBLE. 8 

8003260627 

90-320 

0 

WANDKE.N E 

8003170284 

90-304 

8 

WEISS. 0 

0003200097 

70-1300 


WICHER0. D L 

8003130236 

40-0502 


WANDKE.N E 

8003170299 

90-304 

8 

WE 1 88. 0 

0003200510 

70-371 


M1DD0FF.I1 P 

8003130171 

90-209 

0 

WANDKE. N E 

8003110473 

90-295 

R 

WEISS. D. 

0003240263 

70-754 


WlDDOFFiM P 

8003130171 

90-209 

G 

WANDKE. N E 

0003200420 

90-304 

S 

WEISS. D 

000324004 1 

70-364 


WIDNEft.W A 

8003100019 

90-321 

0 

WANDKE. K E 

800320040 1 

90-304 

8 

WEISS. D 

0003200661* 

71-9036 


WIDNERiW A 

0003170047 

90-321 

Q 

WANDKE. N. E 

8003200387 

90-304 

8 

WEISS. U 0 

000320060 5-- 

70-364 


WIDNER.W A 

8003170094 

50-321 

0 

WANDKE. N E 

0003200411 

90-299 

0 

WEIS80ERO. S 

0003260464 

0t«t« Pro« 

WIDNER.W A 

0003060970 

50-321 

P 

WAMDKE. N £ 

8003260998 

90-304 

8 

WEI8Z. 0 

8003170100 

PR 


WIDNER. W A 

0003070392 

90-366 

P 

WARDiJ E 

0003240379 

REOOD 


WEISZ. G 

0003290144 

PR 


WIDNER.V A 

6003110604 

90-321 

G 

WARDiE C 

0003310144 

50-282 

R 

WELCH. J P 

7910260224* 

NtSC 


WIDNER.W, A. 

0003210068 

90-321 

0 

WARDiE C. 

8003310107 

90-263 

R 

WELCH, U P 

7910260222* 

H18C 


WIDNER.W A 

6003310001* 

90-321 

0 

WARDiK 0. 

0003200525* 

50-316 

0 

WELLAND. H J 

0003130298* 

PBOJ 


WIDNER.W A 

6003240310 

90-321 

a 

WARD. K. D 

0003200906* 

90-266 

0 

WELLMAN. B 0 

0003060470 

PR 


WIDNER.W. A 

0003170106 

90-321 

F 

WAROiK D 

0003050699* 

50-329 

0 

WELSH. J F. 

8003280420* 

30-320 

H 

WIDNER.W P 

80031 0O63D 

90-381 

p 

WAREHBOURO, D 

8003120307 

90-267 

p 

WENSLAMSKT.F 

0003280222 

50-10 

8 

WIDOFF.N P 

8003040691 

30-289 

G 

WAREMBOURO. D 

0003050404 

90-267 

R 

WENTWORTH. H C. 

0003070270 

PR 


WtDOFF.H P 

6003240001 

90-209 

G 

VIAREHBDUROr D W 

0003110620 

50-267 

F 

WERLING. J A 

0003030167 

30-334 

8 

WIDOFF.M. P 

8003040691 

50-209 

G 

UAREHBQURO, D 

8003170426 

90-267 

8 

WERLINQ. J A 

0003120364 

71-9074 


WIDOFF.M P 

8003240001 

50-209 

0 

WAREMBOURO. D. 

8003250570 

90-267 

P 

WERLING. J. A 

8003120669 

50-334 

a 

WIDRtO.R D 

0003240903 

TDPREP 


HAREHBOURO. D 

8003260997 

90-267 

P 

WERLING. J A 

0003030451 

90-334 

8 

WIGGINS, E 

6003200130 

CONTRACT 


WAREHBOURO. D 

8003170270 

90-267 - 

R 

WERLING. J A 

0003110639* 

50-334 

s 

WIGGINB, E J 

6003200903 

CONTRACT 


MAREHBOURO. D 

8003250928 

90-267 

8 

WERLING. U A 

0003290464 

90-334 

8 

WiGGtNB. E J. 

6003250402 

CONTRACT 


WAREHBOURO. D 

8003250992 

90-267 

8 

WERLING. J A 

8003090474 

90-334 

8 

WIGGINTON. D>L 

6003240040 

50-319 

p 

MAREHBQURG. D 

0003310391 

50-267 

8 

WERLING. J A 

0003090400* 

50-334 

0 

WIGO INTON. D 

6003200021 

50-334 

p 

WAREHBQURG. D 

0003310373 

90-267 

8 

WERLING. xl A 

G0031 10630 

50-334 

0 

WIGGINTON. D 

600324023 1 

90-316 

p 

WAREMBOURO. D 

0003290498 

90-267 

8 

WERLING. v| A 

0003110632* 

50-334 

S 

WILCOX. D. P 

6003130160* 

90-201 

R 

WAREHBOURO. D 

0003290939 

90-267 

8 

WERLiNGr J A 

B003U0634* 

90-334 

0 

WILCOX. J D, 

8003210077* 

90-261 

Q 

WAREHBOURO. D 

8003310328 

90-267 

8 

WERLING. J, A 

0003110636* 

50-334 

0 

WILCOX. J. D 

0003190374* 

90-416 

Q 

WARNER. D. L 

0003240242* 

40-0300 


WERLING. J A 

000311064 L* 

90-334 

8 

WtLCDX.O 0 

6003310387* 

90-438 

Q 

VJARNIGKrR F 

0003190960* 

90-266 

0 

WERLING. J A 

0003110643* 

90-334 

0 

WILCOX. J. 0, 

6003100139 

90-400 

0 

WARWICK. R F 

0003130147* 

50-263 

0 

WERLING, J. A 

0003110647* 

90-334 

a 

WILDErR N 

8003060476* 

90-320 

G 

WARNIGKr R. F 

0003200249* 

90-309 

0 

WERLING. J A 

0003110651 

90-334 

3 

WILKINSON. E P 

0003140366 

50-308 

P 

WARWICK. R F 

0003190986 

90-301 

8 

WERLING. A 

0003120393 

90-334 

8 

WILL.R, C 

0003200004 

WASTE MGT 


r» 



PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSIOH 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGDRV 

WiLLENrJ V 

B0030&07AO 

PR 


H30D. E C 

Q003070334 

50-309 

S 


ZELINBKY, W M 

8003190958 

50-496 

H 

giLLHlTEi S 

6003240525 

50-556 

H 

WOOD. E C 

8003180625 

50-309 

S 


ZELINSKY. W M 

8003240434 

50-956 

H 

giLLIAMS. D 

6003130475* 

40-6264 


WOOD.E C 

8003260504 

50-309 

S 


ZELINSKY. W M 

8003240436 

M18C 


giLLlAMS. 0 

B003I30466* 

40-6264 


UOQD.E C 

8003310302 

50-309 

8 


ZIBULBKY, H 

9003190285* 

70-820 


WILLIAMS, D 

8003130451* 

40-6264 


WOODHEAD. C P 

9003190443 

50-320 

H 


ZIDULBKY, H 

0003200240* 

70-135 


WILLIAMS. D 

6003130303* 

40-6264 


WOODHEAD. C P 

8003240619 

50-409 

0 


ZIOULSKY. H 

0003050269* 

70-371 


WILLIAMS. D 

8003130371* 

40-6264 


WOGORUFF. R L 

8003190609* 

27-47 



ZIEMANN. D 

L 

0003070037 

50-244 

P 

WILLIAMS. R C 

8003260009 

70-37t 


WOODRUFF, R 

8003120696 

70-992 



ZIEMANN. 0 

L 

0003130159 

50-295 

P 

WILLIAMS, R C 

8003240216* 

70-820 


WOOLEVER.E J 

8003040074# 

50-412 

0 


ZIEMANN. D 

L 

0003050156 

50-244 

P 

WILLIS, E A 

8003170433* 

50-324 

n 

woolever. e j 

0003240054 

50-412 

0 


ZIEMANN. 0 

L 

0003060689 

50-244 

P 

WlLLtFORDiR E 

8003200453 

NUREG 


WOOLEVER.E J 

0003200290* 

50-412 

0 


ZIEMANN. D 

L 

8003060691* 

50-244 

P 

WILLIAMS.C C 

8003250206* 

50-454 

0 

WOOLEVER. E J 

8003030494 

50-334 

P 


ZIEMANN. D 

L 

0003060696* 

50-244 

P 

WILLIAMS, C C 

8003050106* 

50-546 

Q 

WOOLEVER. E J 

8003170450 

50-412 

8 


ZIEMANN. D 

L 

6003050156 

50-244 

F 

WILL I AMS, C C 

8003050640* 

50-546 

Q 

WOOLBEY, R T 

8003030480 

40-6622 



ZIEMANN. 0 

L 

6003070272 

50-10 

P 

WILLIAMS, C C 

8003200443* 

50-454 

□ 

WORKMAN. Q 

8003170065* 

50-320 

H 


ZIEMANN, D 

L 

00030702/4 

50-295 

P 

WILLIAMS, C C 

8003250043* 

50-546 

0 

WRAY.J R 

8003200172 

50-330 

6 


ZIEMANN. D 

L 

8003070278 

50-155 

P 

WILLIAM3,C C 

8003110360 

50-546 

8 

WRIGHT, K H 

8003270096 

40-4492 



ZIEMANN, D 

L 

8003070RB1 

50-244 

P 

WILLSEY.W R 

8003110555 

50-277 

R 

WRIGHT, K H 

0003190006 

40-4492 



ZIEMANN. D 

L 

8003070204 

90-213 

P 

WILSON. R J 

8003190617 

50-271 

0 

WRIGHT. F S 

8003050425 

50-471 

0 


ZIEMANN. D 

L 

8003070289 

50-155 

P 

WILSON, W E 

8003180490 

50-27 

F 

WRIGHT. R W 

0003190273* 

50-390 

0 


ZIEMANN. D 

L 

8003070294 

50-2 1 3 

P 

WILSON, W R 

8003050179 

50-490 

M 

WRIGHT, R W 

8003190137* 

50-553 

Q 


ZIEMANN. D 

L 

8003070324 

50-206 

P 

WILSON. W R 

8003050179 

50-490 

M 

WRIGHT . R W 

8003310307* 

50-430 

Q 


ZIEMANN. D 

L 

8003070325 

50-2 1 9 

P 

WILSON. R H 

8003250292* 

TGPREP 


WRIGHT. 0 C 

8003310409* 

50-135 

Q 


ZIEMANN. 0 

L 

8003070327 

50-219 

P 

WILSON. B D 

OO 03060256 

70-1159 


WRIGHT, G C 

8003191002 

50-331 

0 


ZIEMANN. D 

L 

8003070330 

50-29 

P 

WILSON. B 

6003120306 

XPORTLIC 


WU.G 

8003310399 

WASTE MGT 


ZIEMANN. D 

L 

8003070333 

50-245 

P 

WILSDN-ZALKO,L 

8003180165* 

50-556 

Q 

WU.G 

8003310404* 

WASTE tIGT 


ZIEMANN. D 

L 

8003070336 

50-237 

P 

WILSCN-2ALKQ.L 

0003180168* 

50-556 

G 

WULLER. 0 E 

8003110516 

50-461 

0 


ZIEMANN. D 

L 

8003070339 

50-237 

P 

WILSON. B 

0003060497* 

50-275 

U 

WULLER, G E 

8003200455 

50-461 

A 


ZIEMANN, 0 

L 

8003130213 

50-206 

P 

WILSON. R P 

8003100054* 

50-320 

Q 

WULLER, G E 

8003180524 

50-461 

A 


ZIEMANN, D 

L 

8003140271 

50-10 

P 

WILSON. R F 

8003120758 

50-320 

P 

WVKOFF, D 

8003200404* 

50-265 

8 


ZIEMANN. D 

L 

8003140277 

50-29 

P 

WILSON. R F 

8003130124 

50-320 

F 

YATES, S R 

6003250473 

50-10 

U 


ZIEMANN. D 

L 

8003140202 

50-244 

P 

WILSON. R P 

8003130078 

50-320 

P 

YATRON.O 

7706290617* 

RISC 



ZIEMANN. D 

L 

8003270083 

50-255 

P 

WILSON. R P 

8003270162 

50-320 

P 

VEH. 0 C 

7910160322 

50-320 

P 


ZIEMANN, D 

L 

8003130392 

50-245 

P 

WILSON. R P 

B003270135 

50-320 

P 

YIN. 1 T 

8003310422* 

50-295 

Q 


ZIEMANN. D 

L 

8003140202 

50-213 

P 

WILSON. R F 

8003 110572 

50-320 

S 

YIN. I T 

6003310124* 

50-358 

Q 


ZIEMANN, D 

L 

0003100190 

50-409 

P 

WILSON. R F 

8003110675 

50-320 

6 

YOUNG, 0 G 

6003070225 

ACRS 



ZIEMANN. D 

L 

0003200150 

50-206 

P 

WILSON. R F 

8003270144 

50-320 

F 

YOUNG. 0 0 

6003100113* 

ACR8 



ZIEMANN. D 

L 

0003200155 

50-159 

P 

WILSON. R F 

8003110553 

50-320 

8 

YOUNG, 0 G 

6003070209 

ACR6 



ZIEMANN. D 

L 

0003200592 

50-10 

P 

WILSON. R F 

8003130091 

50-320 

P 

YOUNG. 0 0 

6003070207 

ACRS 



ZIEMANN. D 

L 

6003240337 

50-219 

P 

WILSON. R P 

8003110625 

50-320 

P 

YOUNG, 0 0 

6003100103* 

ACRS 



ZIEMANN. D 

L 

0003250071 

50-244 

P 

WILSON, R F 

8003170233 

50-320 

P 

YOUNG. G G 

6003100098 

ACR8 



ZIEMANN. D 

L 
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P 

WILSON. R F 
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a 
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L 
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P 
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8003260491 

50-320 

p 

YOUNG. F 
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L 
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P 

WILSON. R F 
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5 
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G 
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L 
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50-133 

P 

WILSON. R F 
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6 
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P 


ZIEMANN. D 

L 

6003260264 

50-213 

F 

WILSON. R F 

8003250546 

50-320 

S 

YOUNGBLOOD. B J 

0003100180 

50-251 

P 
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L 

0003280463 

50-213 

F 

WILSON. R F 

8003250564 

50-320 

9 

YUNDT.C P 

0003130242* 

50-344 

G 


ZIEMANN. D 

L 

6003200056 

50-10 

P 

WILSON. R F 

8003250497 

50-320 

P 

VUNDT. C P 

0003130258* 

50-344 

0 


ZlEMANNr D 

L 

6003310054 

50-233 

F 

WILSON. R F 

8003310279 

50-320 

S 

YUNDT.C P 

B0031 10578 

50-344 

8 


ZIEMANN. D 

L 

0003190911 

50-29 

P 

WILSON. R F 

8003310346 

50-320 

P 

YUNDT.C P 

0003110648 

50-344 

R 


ZIEMANN. D 

L 

6003240305 

50-244 

P 

WILSON. J H 

8003140082* 

50-272 

A 

YUNDT.C P 

6003130383 

50-344 

6 


ZIEMANN. D 

L 

0003240327 

50-853 

P 

WINOARD. 0 

Q 0032 50086 

PROJ 


YUNDT.C P 

0003170306 

50-344 

8 


ZIEMANN. D 

L 

0003240332 

50-206 

P 
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8003110033 

PR 
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0003060614* 

50-410 

H 


ZIEMANN. D 

L 

6003240456 

50-244 

P 
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8003180237 

PR 
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50-209 

0 


ZIEMANN. D 

L 

6003240441 

50-409 

P 

W12NER. D 0 

8003030399* 

50-316 

6 

ZAHLER.R E 

0003050076 

50-209 

G 


ZIEMANN. D 

L 

0003280494 

50-244 

F 

WQHLSEN.A B 

8003140106* 

50-320 

P 

ZAHLER. R E 

8003050082 

50-209 

G 


ZIEMANN. D 

L 

6003310241 

50-244 

P 

WOLF. 0 

7900280595 

50-320 

0 

ZAHLER.R E 

0003250366 

50-209 

0 


ZIEMANN. D 


0003250353 

50-237 

P 

WOLF.J F 

8003280637 

50-295 

G 

ZAHLER.R E 

0003270135 

50-269 

0 


ZIEMANN. D 

L 

B003270042 

90-29 

F 

WOLFE. S J 

8003140192 

50-466 

G 

ZAHLER.R E 

0003050032 

50-209 

G 


ZIEMANN. D 

L 

6003260036 

50-213 

F 

WOLFE 1 S J 

8003250209 

50—466 

G 

ZAHLER.R E 

0003050076 
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0 


ZIMMERMAN, 
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8003050046 

PR 


WOLFE. S J 

B00320006B 

50-466 

0 

ZAHLER.R E 

B0030SOOB2 

50-289 

0 


ZIMMERMAN. J J 

8003250216 

REOGD 


WOLFE. 6 J 

8003240342 

50-445 

M 

ZAHLER.R E 

0003250366 

50-289 

G 


ZIMMERMAN, J C 

0003090469* 

50-331 

8 

WOLFF. C E 

8003030334 

40-8602 


ZAHLER.R, E 

0003270135 

50-209 

0 


ZIMMERMAN. 

J C 

0003040537* 

50-331 

6 

WOLFF. 0 W 

8003310045* 

50-295 

G 

ZARAKAS. P 

0003 170290 

50-247 

B 


ZITTEL. H I 


6003260566 

RES 


WOLFF .T A 

8003170018* 

Prag 

ZARAKAS. P 

80031Q0376 

50-247 

8 


ZITTEL. H I 


6003280577 

REd 


WGLIVER. J 

8003040346 

FOIA 


ZARAHA8, P 

8003140200 

90-247 

P 


ZUFELT. E 


60031 10511* 

50-333 

R 

WOLIVER. J 

0003200520 

PR 


ZARAKA&. P A 

0003170300 

50-247 
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WOLLETTiS A 

8003190794 

CONTRACT 


ZEDRQSKI^e L 

8003140366 
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P 







WOLTNERi E 

60030S0269* 

70-371 


ZECH.O 0 

0003190892 
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WOLTNER. E 

8003110227* 

70-371 
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0003170118 
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WOLVERTON. J C 

8003170454 

TOPREP 


ZEFF, D W 

8003240111 
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B0030505S9 

40-299 
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50-409 
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WOOD, W C 

8003120670 
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ZELINSKY. W M 
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11 







WOODiC C 
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50-309 

S 
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8 
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AECLi Ch«lk Rjiv»r Nuclear L 4 boratarl«i 

6003200322 

NUREO 



8003240906 

90-340 

0 

Acrit Amtricani Ine 

8003250123 

MA0TE MOT 


8003240919* 

90-340 

0 

Atrojil; £nirgv Convtrtion Co of 

8003050535 

TOPREP 



B003240921* 

90-348 

8 

Otniral Tire li Rubber Co > 





0003240920* 

50-348 

8 

Agrl cultgrer Dept of 

&00325040a» 

CONTRACT 



0003240941 

50-064 

A 

Agricul turir Depb of* Foreit; Bervlee 

8003190764 

WASTE HOT 










8003250212* 

90-340 

Q 

Agriculbure* Depb of* Rtiiercb Center 

8003130135* 

50-320 

P 


8003250914 

90-340 

P 

Alebeme Power Co 

0003040915 

90-049 

R 


8003260986 

90-349 

P 


8003040522* 

90-349 

R 


0003310371 

90-348 

9 


9003050014 

90-349 

8 


8003310379* 

30-340 

6 


8003050020* 

90-349 

0 









Alebenia* State of 

00031 0O4S4* 

50-438 

A 


0003050026* 

90-349 

8 

Aldereon Repartlng 

0003200529* 

FOIA 



8003090032* 

80-349 

8 


8003200542* 

FQIA 



8003090040* 

90-348 

8 

Aldrlct Che*)lcal Co « Inc <ftub« of 

8003090211 

XPORTLIC 



8003090049* 

90-349 

8 

8igm*-Aldr 1 ch Cerp > 





8003090099* 

90-348 

B 

AH American Reporting- Service 

0003200900 

FOIA 



8003090063* 

90-34B 

S 

Alleghenii Electric Cooperative. Inc 

9003060372 

90-387 

0 


9003090372 

90-349 

P 


9003060372 

90-387 

O 


9003090374# 

90-340 

P 


9003190649 

50-387 

0 


9003090449 

90-349 

R 


8003170649 

50-387 

0 


9003090497* 

50-340 

R 

Allied Chemical Corp. 

8003040460 

40-3392 



8003090499 

90-364 

A 


9003040466* 

40-3392 



0003100197 

90-349 

K 


0003310130 

40-3392 



0003100187 

90-348 

It 

Allied Chemical Corp j Nuclear Bervlcac 

0003170070 

40-3392 



0003100191* 

90-349 

K 

Dlv 





0003100191* 

90-349 

K 

A1 Ilf-Chalmere Corp 

0003120329* 

90-409 
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0003190371* 

90-409 

0 


9003110574 

30-340 
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9003110574 

90-348 

R 

American Fleherlee Society. Inc 

0003180204* 

90-320 

H 


0003110577* 

90-348 

R 

American Friend* Service Commlbtee 

0003260074 

FOIA 



0003110977* 

90-348 

R 

American National Standard* In«tltute 

B003070H4* 

ACRS 



0003120992 

90-348 

P 

American Nuclear Ineorer* 

7906210206 

90-320 
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American 0oc|ety of Mechanical Engineer* 

8003140142 

REOOD 



8003170301 

90-340 
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9003170301 

90-348 

V 


8003280667 
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9003190427 

90-340 

R 
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9003190427 

90-348 
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8003280008 

PROJ 
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90-348 
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Antl-Mucl*ar Oroup Repretentimg York 

8003140280 

90-289 
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0 


0003180433* 

90-349 
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0003180438* 

50-349 

R 


8003140295* 
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Q 


8003180438* 
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R 


8003140297* 

50-209 

0 


8003180929 
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A 
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0 


8003180939* 
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A 
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8003110052 
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8003190999 
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90-349 
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8003180202 
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90-340 

R 


8003240315* 

70-0 
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90-340 

R 
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R 
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0 
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0 
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0 
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Q 
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0 
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Q 
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0 
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50-313 R 
50-313 R 
50-313 P 
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PR 
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0003040135* 

70-135 



0003040137* 

70-133 



0003040140* 
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8003040404 

50-302 

P 
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P 


0003060410 
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0003060413* 
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8003130396 
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8003130534* 

SO-320 

P 


8003140093 
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0003140062 
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0003140140 

REOOD 
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P 


8003100409 
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r' 
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p 
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p 
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0003070259 

neoou 
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<3 
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Q 


B0032002S6 

50-449 

H 
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M 
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M 
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M 
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li 
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M 
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, 
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H 
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H 
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J1 
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JM 
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« 


0003270120* 
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M 
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H 

Baltimore Oas I Electric Co 
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O 
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Q 
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50-317 

0 


8003030299 

50-317 

P 
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50-317 

6 
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50-317 

G 


0003050451 
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8 
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8 
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8 
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50-317 

a 
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0003050499 

90-317 

P 


0003130291 « 

50-344 

0 


8003090903 

90-316 

8 


BOOS 130300* 

50-344 

0 


e0030909iSO 

90-316 

8 


B00S190109* 

50-462 

0 


0003090537 

90-317 

P 


0003240603 

REOQD 



0003060036 

90-317 

R 

fianjamln P Shatu Co (lub* of Blount. 

B00S130351* 

QA999 



0003060036 

50-317 

R 
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50-317 

R 
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8003200476 

REOOD 



0003060041* 

90-317 

R 

Black 6 Utatch 

6003060593 

TOPREP 



0003060202* 

90-317 

Q 


0003060554* 

TOPREP 



0003060940 

90-317 

J 
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0003200146 

40-4472 






Booing Co 

6003190504* 

50-320 

H 


8003110365 

90-310 

S 






8003170190 

90-317 

P 


6003200129 

71-372 



8003170410 

90-317 

J 


6003280131* 

71-372 



8003170496 

50-317 

8 

Booing Conitructlon Co Coub* of Booing 

0003130028* 

50-320 

H 


0003170459* 

90-317 

8 

Go) 








Bonnavlll* Pouar Admtnl* trat i on 

0003260013 

50-344 

0 


0003190489 

90-317 

R 

fiorg-Narntr Corp 

0003240067 

50-368 

8 


0003190485 

90-317 

R 






0003190491* 

90-317 

R 


8003240069 

90-360 

3 


8003190491* 

90-317 

R 


0003240067 

50-360 

S 


0003190926 

90-310 

8 


0003240067 

50-366 

8 






000324006? 

90-366 

8 


0003190931* 

90-310 

8 


0OO324OO7B* 

90-360 

S 


0003200239 

90-317 

P 






0003200446 

90-310 

8 


0003240070* 

50-368 

S 


000320 04SS* 

90-310 

8 


0003240070* 

50-368 

8 


8003200993 

PR 



0003240070* 

50-368 

S 






8003240070* 

50-368 

8 


0003240626 

REOOD 


Borgoift Hoop Kal amaioot MI 

6003260083* 

FOIA 



8003290303 

90-310 

P 






0003260390 

90-317 

F 

Boaton Collag# 

8003280353* 

CONTRACT 



0003260617 

90-310 

8 

Boaton Edlion Co 

0003030323 

50-273 

J 


0003260623* 

90-310 

8 


0003040062 

50-273 

0 






8003060506 

90-273 

Q 


0003270191 

PR 



B00306DS3? 

90-273 

8 


0003270399 

90-317 

K 






8003270399 

90-317 

K 


0003070367 

90-293 

R 


0003270403* 

90-317 

K 


B003070369* 

90-273 

R 


8003270403* 

90-317 

K 


0003100132 

90-273 

F 






0003110077 

90-273 

8 


6003200240 

50-310 

P 


B0031 10095* 

90-273 

B 

MD 

8003240543 

90-320 

T 





MtmariJil 

8003110093 

PR 



6003110090* 

50-273 

B 

Mtmorial Inttitutci Calunbui 

0003140007 

TOPREP 



6003110098* 

90-273 

S 

Laborator i>« 





6003110574 

50-273 

P 


0003140010* 

TOPREP 



6003110601* 

50-293 

P 






6003120998 

50-273 

G 


0003140019* 

TOPREP 







8003140123 

NUREO 



8003120715 

50-273 

Q 


0003310152 

RES 



8003170374 

50-273 

F 

Dabtalli Hamorlal Inatltutcr Pacific 

8003030224 

NUREO 



0003170399 

50-293 

F 

Norbbwtit Laboratory 





0003100601 

50-293 

F 


6003050131 

NUREO 



8003190374* 

50-273 

Q 


8003050209 

70-904 



8003170479 

50-273 

R 


8003060097* 

70-1143 



8003170477* 

30-273 

R 


8003070140* 

70-1143 



8003200120* 

lOCFR 



0003110039 

PR 



8003240467 

50-273 

8 


8003160161 

PR 



0003240472* 

50-273 

8 


8003100166 

PR 



0003290372 

50-273 

P 


8003160170 

PR 



0003250927 

50-273 

R 


8003200453 

NUREO 



8003290931* 

30-273 

R 


8003240903 

TOPREP 



8003260642 

30-273 

P 


8003290389 

NUREO 



0003270321 

90-273 

F 


8003260436 

RE8 



0003270324 

50-273 

a 


8003260649 

RES 



8003270327* 

50-273 

s 


8003280979 

REB 


Brookhavan National Laboratory 

0003030221 

NUREO 



8003310101* 

FOIA 



8003040254 

NUREO 


Dtar Crook Uranium Co. 

8003050973 

40-0492 



8003040333 

NUREO 



8003130142 

40-0492 



0003050363 

30-317 

F 


B0032B0602* 

40-8492 



8003090367 

50-263 

F 


8003280697 

40-8492 



8003050424 

50-237 

F 

Gttcbtol Aiooclatoi Profottlonal Corp 

8003040496* 

90-329 

B 


0003050475 

50-307 

F 

Bochtol Corp 

0003130981* 

90-299 

P 


0003090470 

50-263 

F 


8003130989* 

90-299 

P 


6003060750 

TOPREP 



0003130907# 

90-299 

P 


6003110546 

30-317 

F 


8003130990* 

90-299 

P 


B003120210 

NUREO 



8003130993* 

90-299 

P 


6003120427 

NUREO 



8003130999* 

90-299 

P 


0003140003 

90-317 

F 


0003310323* 

90-416 

K 


0OO317O14B 

RES 



8003310326* 

90-416 

K 


0003170247 

50-309 

F 


0003310333* 

90-416 

K 


0003170250 

50-339 

F 


0003310336* 

90-416 

K 


8003170255 

50-266 

F 


0003310340* 

90-416 

K 


0003170205 

50-409 

F 


8003310347* 

90-416 

K 


0003170286 

TOPREP 



8003310393* 

90-416 

K 


8003170299 

90-24 5 

F 


8003310360* 

90-416 

K 


8003170293 

90-213 

F 


8003310369* 

90-416 

K 


6003170294 

50-33 1 

F 

Boehtol Powor Corp. tfubt of Bochtol 

8003130237* 

90-344 

0 


0003170296 

TOPREP 


Corp ) 













8003170310 

TOPREP 



8003130292* 

90-344 

0 


6003170317 

50-217 

P 


8003130284* 

90-344 

0 


6003170320 

TOPREP 
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8003170331 

TOPREP 



8003030594# 

50-325 

8 


0OO317O34S 

50-213 

F 


B00303D612 

90-400 

A 


8003170348 

50-213 

F 


6003040178 

90-261 

R 


8003170395 

50-213 

F 


8003040183# 

50-261 

R 


8003t703&& 

50-213 

F 


8003040413 

50-261 

R 


8003170377 

50-263 

F 


SD03Q40415# 

50-261 

R 


8003170337 

50-336 

F 


8003040417# 

50-261 

R 


8003170420 

TOPREP 



8003040540 

90-324 

R 


8003170432 

TOPREP 



0003040540 

50-324 

R 


00031 704 3& 

50-239 

F 


B00304O556# 

50-324 

R 


8003170437 

50-344 

F 


8003040594 

90-324 

8 


8003170443 

50-336 

F 


0003040603# 

90-324 

8 


80031 704 

50-317 

F 


BOO3O9O304 

90-293 

F 


8003170488 

50-10 

F 


8003030479 

90-324 

S 


80031804^7 

50-237 

F 


8003050482# 

30-324 

S 


8003180492 

50-331 

F 


B003060421 

50-324 

R 


8003160375 

TOPREP 



8003060421 

90-324 

R 


8003180600 

50-299 

F 


8003060425# 

90-324 

R 


8003180606 

50-285 

F 


B003060371 

30-261 

Q 


8003180622 

50-254 

H 


8003070280 

90-324 

J 


e0032003U 

NUREO 



B0D307O2BO 

90-324 

J 


8003200386 

NUREO 



8003070287 

30-261 

J 


8003210444 

50-271 

F 


0003070292 

90-324 

J 


8003210448 

50-295 

F 


8003070292 

50-324 

J 


8003230386 

50-331 

F 


B0030703B2 

50-261 

J 


8003280459 

50-29 

F 


8003100026 

50-324 

Q 

Brouin Sc Root Corp (<utii of KaUIburton 

6003840644 

REOOD 



B003 100232 

50-329 

A 

Carp. > 





8003110523 

50-325 

S 

Bruco Morton 

8003260003 

50-275 

0 


0003110527* 

90-325 

a 

C-E aporatlng Planti Oun»ft Group 

8003030435 

NUREO 



0OO3UO619 

90-400 

a 


8003050348 

TOPREP 











8003110619 

50-400 

5 


8003110606 

TOPREP 



8003110619 

30-400 

8 

C>E Powir 8v«tfmi 

8003030385 

TOPREP 



8003110619 

90-400 

S 


8003120361 

71-6294 



8003110624 

90-400 

8 


8003130632 

70-1100 



8003110624 

50-400 

8 


8003130660 

70-1100 











6003110624 

90-400 

6 


8003140004 

70-1100 



8003110624 

90-400 

8 


8003270519 

70-36 



80031 10660 

50-324 

8 


e003270S20» 

70-36 



0003110671# 

90-324 

8 


8003310121 

70-1100 



B003120537 

50-324 

6 


8003310807 

70-36 











□003120948# 

50-324 

8 

C F Braun & Co 

8003230294 

TOPREP 



8003130185 

90-324 

Q 

California Initltut* of Tfchnology 

8003180269 

PR 



8003130194# 

90-324 

Q 


8003180875 

PR 



8003130220 

50-324 

Q 

Galiforniaf Statt of 

8003030101 

PROJ 



8003130469 

50-261 

R 


8003030048 

50-312 

0 










8003130473* 

50-261 

fi 


8003140300 

50-312 

T 


8003170431 

50-3^4 

R 


8003190734# 

50-128 

P 


8003170431 

90-324 

R 


8003190917 

PR 



8003170435# 

90-324 

R 


8003230318 

PROJ 



6003170435# 

50-324 

R 


8003270124 

PROJ 











0003100391 

50-329 

S 


8003280028 

50-275 

0 


0003180395# 

90-325 

8 


8003280300 

90-312 

Q 


B00318D403 

90-329 

8 

CaliforniBr l/nlv of^ Sorkoltv 

8003110033 

PR 



6003180412 

90-324 

B 


8003110044 

PR 



0003180413# 

50-329 

S 


8003110091 

PR 











0003180418# 

50-324 

8 


8003180237 

PR 



0003180505 

90-329 

8 


8003180262 

50-224 

F 


0003180511# 

80-329 

a 


8003230270 

MUREO 



0003180501 

50-324 

S 


8003230932 

50-224 

R 


0003180507# 

90-324 

8 


8003290936# 

50-224 

R 










00031 B061 6 

50-325 

a 

CaHfornlai i^nlv ofj Lot Angalai 

8003030439 

30-142 

8 


00031 B0621* 

90-329 

8 


8003090463 

50-142 

P 


0003190251# 

90-324 

Q 


8003030466# 

90-142 

P 


8003190646# 

50-400 

0 


8003180279 

90-142 

F 


0003190651# 

50-400 

0 


8003270038 

50-142 

P 










0003190652 

90-261 

P 


8003270038 

50-142 

P 


6003190922 

90-400 

0 


8003270063# 

50-142 

P 


0003190922 

50-400 

0 


8003270063# 

90-142 

P 


8003190922 

50-400 

Q 


8003310475# 

CONTRACT 



0003190922 

90-400 

Q 

Californlai t/nlv ofi Santa Barbara 

8003060303 

50-312 

0 










8003200435 

90-261 

P 


8003170113# 

50-320 

P 


B003200438# 

50-261 

P 

Carolina Fouar 1 Light Go 

8003030411 

50-400 

F 


8003210069# 

50-261 

0 


8003030411 

50-400 

F 


8003210163 

90-400 

Q 


8003030411 

30-400 

F 


8003210283# 

50-400 

Q 


8003030411 

50-400 

F 










8003210297# 

50-400 

Q 


8003030419 

50-324 

a 


8003210496 

50-324 

8 


8003030423# 

50-324 

8 


8003210463# 

90-324 

a 


8003030434 

50-324 

8 


8003210513 

90-400 

A 


8003030442# 

50-324 

8 


8003210518 

90-324 

P 


8003030358 

50-324 

a 










8003210518 

90-324 

P 


8003030960 

50-325 

a 


8003240416 

90-324 

F 


8003030566# 

90-324 

8 


8003240475 

50-261 

8 


8003030967# 

50-325 

a 


8003240404# 

50-261 

B 


8003030985 

50-329 

a 


8003250451 

90-261 

P 
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000329046^ 

50''324 

B 



0003130652 

WASTE MOT 


8003250474* 

SO-324 

e 



80031306500 

WASTE MOT 


8003250492 

90-251 

F 



80031 40440 

WASTE MOT 


0003250499 

90-329 

8 



8003200D 1 0 

WASTE MOT 


8003250951 

50-324 

B 



8003290147* 

CONTRACT 



8003250999» 

90-324 

S 



8003260913 

State Prog 


80032^0301 

30-400 

A 



8003260930# 

State Prog 


8003270183 

90-400 

Q 

Coldrado. Unlv 

of. Denver 

0003290129# 

WASTE MOT 


800327029i>s 

50-261 

Q 



0003250131# 

WASTE MOT 


800327049^ 

90-400 

A 

Columbia Univ 


8003070032# 

50-247 

H 


8003270301 » 

50-400 

A 

Combuftion Engineering. Inc 

0003050944# 

TOPBEP 



8003280539 

50-261 

F 



0003180183# 

90-289 

P 


G003280S&1 

90-324 

P 

Commercar Dept 

of. National Bureau of 

0003120683 

NUREO 



0003310049 

FOIA 


Standartfe 






8003310286 

90-325 

8 



0003280242 

90-164 

P 





Commonwealth Edleon Co 

00030303 93 

50-299 

P 


80033 10292tt 

90-325 

S 







8003310348 

50-329 

6 



B003030373 

90-237 

P 


8003310390# 

50-329 

S 



0003030373 

90-237 

P 

CArpBntftr Technology Corp 

8003040669 

XPDRTUIC 




8003030373 

90-237 

P 


8003040672# 

XPORTUIC 




8003030373 

50-237 

P 







0003030438 

90-237 

F 


0003310176 

XPDRTLIC 








8003310131 

XPORTLIC 




0003030439 

90-237 

F 

Cethollc Unlv 

8003040128# 

90-77 

a 



0003030439 

90-237 

F 


8003060021# 

90-77 

0 



0003030439 

90-237 

F 


8003140070# 

50-77 

Q 



0003030439 

90-237 

F 







0003040284 

90-237 

F 


8003200321 

50-77 

R 







8003200397# 

50-77 

R 



0003040284 

90-237 

F 


8003280398# 

CONTRACT 




0003040284 

90-237 

F 

Gtnttr for Otvelopmint Policy 

0003060749 

50-974 

0 



8003040284 

50-237 

F 

Centtr for Leu (< Social Policy 

0003100196 

90-974 

0 



6003040404 

80-299 

R 







8003040404 

90-299 

R 

Canter for Lau in the Public Interett 

8003250469 

90-279 

0 






Central (< Southwaet Corp 

8003040278 

90-449 

N 



0003040904 

50-237 

8 


8003060696 

90-449 

N 



0003040912# 

50-237 

S 


8003250456 

90-445 

M 



B003040921 

50-373 

A 

Cerac« Inc 

8003280178 

XPORTLIC 




0003040926# 

50-373 

A 







6003040931 

90-249 

8 

Chaie Draii i Copper Co. i Inc , Chaie 

8003050206 

XPORTLIC 







Nuclear Div 






6003040939# 

50-249 

8 

Chem-Nucltar Syttem«« Inc 

8003120377 

71-6279 




0003040947 

90-269 

0 


0003190152 

71-6379 




G003040S48# 

B0-29S 

R 

Chemetron Corp * Tuba Turne Div 

8003100104 

QA499 




0003040949# 

90-299 

R 

Chemtrol Corp 

8003050963# 

90-271 

F 



0003040994# 

90-269 

a 


8003050968# 

50-271 

F 



0003090214 

50-10 

P 


8003050976# 

90-271 

F 



0003090370 

90-249 

8 


8003050983# 

90-271 

F 



0003 090373# 

90-249 

8 


0003050391# 

90-271 

F 



0003090417 

90-294 

R 


0003090976* 

90-271 

F 



8003050417 

50-254 

R 


80030S0600# 

50-271 

F 



60030504 1 9# 

90-254 

R 


8003050607# 

90-271 

F 



00030904 1 9# 

90-294 

R 

Chen A»toclatet< Inc 

8003030235# 

40-6699 




0003090423# 

50-254 

R 

Cherry. M M /Cherry. Flynn it Kanter 

0003310197 

90-494 

0 



8003090423# 

90-294 

R 

Chetapeaki Energy Alliance 

8003040681 

90-209 

0 



8003050904 

90-237 

P 


8003100068 

90-289 

0 



8003090904 

90-237 

P 


0003100079# 

50-289 

0 



0003090919 

90-374 

8 


8003100081# 

90-289 

0 



6003090950 

80-327 

F 


8003100086# 

90-289 

0 



0003090990 

80-327 

F 

Chicago. Univ. of 

8003280389# 

70-8 




0003050990 

90-327 

F 

Chicherlng It Oregory 

8003200299 

PR 




0003090990 

90-327 

F 


8003200305# 

PR 




0OO3O9O6D1 

90-10 

R 

Chr 1 i ta^Mur la 

8003280606 

90-159 

Q 



0003090601 

90-10 

R 

Cincinnati Oai U Electric Co 

8003040493 

90-358 

A 



6003090601 

90-10 

R 


80030501 93 

50-358 

0 



600309061 1# 

80-10 

R 


8003 110007 

50-358 

H 



8003090624 

80-298 

R 


0003130198 

50-358 

A 



8003090632# 

90-298 

R 


8003140398 

50-358 

F 



6003060392 

80-237 

P 


8003200361 

90-358 

0 



0003060549 

90-373 

A 


8003200387 

90-358 

6 



0003060663* 

90-254 

0 


8003200392 

90-358 

8 



0003060671* 

90-284 

8 


8003200640# 

90-358 

Q 



0003060671* 

80-284 

8 

Cltiienv Action For Safe Energy 

6003240529 

50-956 

H 



0003060680# 

50-254 

8 

Citiiene Againit Nuclear Dangert 

8003250313 

90-387 

0 



0003060680# 

90-294 

8 

Cititen* Aeeoclatlon for Sooncf Energy 

8003240606 

90-449 

0 



0003060686# 

80-254 

8 

Cltlien* for Safe Environment 

0003040037 

90-320 

T 



8003060690# 

90-294 

a 


8003040261 

90-320 

T 



8003070396 

90-237 

p 


8003040272 

90-320 

T 



8003070396 

90-237 

p 

Clevoland Electric Illuminating Go 

7910310129# 

90-346 

0 



8003070396 

90-237 

p 


0OO3OSOS43 

90-440 

8 



8003070396 

90-237 

p 


8003050943 

90-440 

8 



0003 loot 4 9 

90-10 

R 


8003050947* 

50-440 

8 



8003100149 

90-10 

R 


8003090547* 

90-440 

S 



600310014? 

90-10 

R 

Coalition on Ueet VaUey Nuclear Uaetee 

8003240288 

50-201 

P 



8003100133# 

90-10 

R 

Coaetal Environments. Inc. 

7910100096# 

MI0C 




0003100193# 

90-10 

R 

Colorado State UnW 

8003100188 

NUREO 




0003100193# 

90-10 

R 

8003iS0267 

NUREO 




8003110385 

90-237 

P 


8003120446# 

90-267 

R 



0003110432 

90-265 

P 

Golorador State of 

8003130184 

WASTE HOT 



8003110437# 

90-269 

P 
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6003110463 

50-237 

P 

6003110463 

90-237 

P 

8003 110463 

50-237 

P 

6003110463 

50-237 

P 

6003110473 

50-299 

R 

8003110473 

50-299 

R 

8003110475# 

50-295 

R 

8003110475# 

50-299 

R 

8003110664 

50-599 

A 

8003110670 

50-237 

8 

80031 10672« 

50-237 

S 

6003120405 

50-265 

a 

6003120413# 

50-265 

s 

6003120612 

50-295 

F 

6003130357# 

50-247 

P 

6003130397* 

50-247 

P 

6003130364* 

50-247 

P 

0003130393 

50-295 

P 

8003130393 

50-299 

P 

6003130401 

50-454 

6 

6003130401 

SO-454 

6 

8003130419* 

50-454 

8 

8003130415* 

50-454 

8 

6003130493 

50-295 

P 

8003130676* 

50-265 

Q 

6003140203 

50-10 

P 

6003140291 

50-254 

F 

6003140291 

50-294 

F 

6003140269# 

50-254 

F 

8003170170 

50-237 

P 

B0031702B4 

50-204 

S 

6003170266# 

50-204 

9 

0003170299 

50-204 

3 

6003170303# 

30-204 

B 

8003170380 

50-204 

S 

6003170369# 

50-304 

S 

6003170369 

50-294 

8 

6003170397# 

50-254 

6 

0OO317C4S2 

50-265 

6 

6003170457# 

50-265 

8 

6003170464 

50-10 

P 

6003170476 

50-237 

F 

0003100345 

50-10 

P 

6003160345 

50-10 

P 

6003160345 

50-10 

P 

6003160345 

30-10 

P 

6003100396 

50-295 

P 

6003180398 

50-299 

P 

6003160359* 

50-299 

P 

6003160399* 

00-299 

P 

6003180407 

50-10 

R 

6003160493# 

50-10 

R 

6003160493# 

50-10 

R 

6003190342 

50-373 

K 

6003190347# 

50-373 

K 

6003190452 

50-299 

Q 

6003190452 

50-299 

Q 

6003190497 

50-294 

P 

6003190549 

50-247 

8 

000319055/ 

50-24? 

8 

6003190969* 

50-249 

8 

6003190976# 

50-249 

8 

00031907// 

50-10 

P 

6003190843# 

50-496 

Q 

6003200076 

50-10 

0 

8003200076 

50-10 

Q 

6003200076 

50-10 

Q 

8003200076 

50-10 

Q 

6003200076 

50-10 

Q 

6003200076 

50-10 

Q 

8003200383 

50-294 

8 

6003200369# 

50-294 

8 

6003200387 

50-304 

a 

6003200392# 

50-304 

6 

6003200398 

50-265 

8 

8003200401 

50-304 

8 

6003200404* 

50-269 

a 

6003200406 

50-294 

s 

6003200407# 

50-304 

a 

6003200410# 

50-294 

8 

6003200411 

50-299 

8 

B003200412 

50-269 

8 

6003200415# 

50-265 

8 

8003200418# 

50-295 

8 

6003200420 

50-304 

8 


AUTHOR 

AFFILIATION 


ComputtT Enginvtring As«ocla1;ii« Inc 

Comp-utfT 8ci*nc*» Corp 
GomFutiT 8v«t»m« Support Gorp 
Con«> Corp. 

Connictlcut Vanko* Atonic Pouir Co 


ACCESSION 

number 


80032004S5« 

a00320oA3l 

S003200&97 
8003210177 
800321 04A7 

8003210508 

8003210534 

8003210934 

8003240357 

B003240357 

B0032404&4 

8003240484 

8003240484 

8003240478# 

8003240492# 

8003240490# 

8003240838 

8003290247 

B003250452 

8003250492 

8003250452 

8003250452 

8003250497# 

8003250457# 

8003250457# 

8003250457# 
8003250511 
800325091 1 
800325091 1 
8003250511 

B0032905U 

B00325DS41 

8003290941 

B0032S0541 

6003280941 

8003280596 

8003280607# 

8003270112 

8003270112 

8003270346 

8003270348 

B003270348 

8003270348 

0003270371 

8003270373# 

8003270902 

8003270902 

8003280349 

8003280349 

8003280349 

8003280356# 

8003280358# 

8003280358# 

8003280654# 

8003200969 

6003110269 

8003170314# 

B0030S0194 

8003040203 

8003090414 

8003060991 

6003060994# 

8003070369 

0003070391# 

6003110459 

0003110458 

6003110461# 

8003110498 

8003110509# 

6003110997 

6003140283 

80031700B8 

0003170297 

8003170260# 

0003170336 

0003170344# 
8003180122 
800326060 ? 
800326061 9# 
8003270343 

8003280260 

OC033t<3Z76 

8003310270# 

8003310333 

8003310337# 


SUBJECT 

cateoory 


50-304 8 

50-299 P 
50-304 P 
50-254 S 
TOPREP 

50-295 P 
50-10 F 
90-10 F 
50-295 P 
SO-295 P 

90-237 P 
50-237 P 
90-237 P 
50-237 P 
90-237 p 

90-237 P 

REOOD 

PR 

90-494 K 
90-494 K 

90-454 K 
90-454 K 
50-454 M 
50-454 K 
90-494 K 

50-454 K 
90-3 H 
90-3 H 
50-3 H 
90-3 H 

90-3 H 
90-10 I 
90-10 I 
90-10 I 
90-237 P 

90-304 6 

90-304 B 
30-249 0 

50-24? 0 

90-237 P 

90-237 P 
90-237 P 
50-237 P 
50-249 P 
50-249 P 

90-299 P 
90-295 P 
90-10 R 
50-10 R 
90-10 R 

90-10 R 
90-10 R 
90-10 R 
50-294 0 

POIA 

NUREO 
CONTRACT 
XPQRTLIC 
50-213 R 
90-213 9 

50-213 9 

50-213 8 

50-213 R 
50-213 R 
90-213 P 

50-213 6 

50-213 8 

90-213 F 
50-213 F 
50-213 p 

90-213 P 
PR 

50-213 R 
50-213 R 
50-213 P 

50-213 P 
90-213 8 

50-213 R 
50-213 R 
90-213 Q 

50-213 P 
90-213 3 

50-213 8 

90-813 8 

90-213 8 
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AUTHOR ACCESSION 

AFFILIATION NUMDER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESS I ON 
NUMBER 

SUBJECT 

CATEGORY 

Conn»ri Moop» it Corber 6003040662 

50-358 

0 


8003110909 

50-255 

6003090153 

so-osa 

0 


8003110532 

50-255 f 

B0031 70446 

90-416 



8003110536* 

50-2S5 J 

8003190933 

50-272 

0 


6003110652 

90-255 f 

a003190942« 

50-272 

0 


8003120341 

50- 1 59 

CbnfDl id«t»d Ed lion Co of Niu York 8003030320 

50-247 

0 


8003120341 

SO- 155 

8003040307 

30-247 

Q 


6003130119 

90-155 < 

8003030237 

30-3 

R 


8003130129* 

30- 1 55 

a0030S0243« 

50-3 

R 


6003130543 

50-255 

8003120330 

50-3 

0 


8003130561 

90-255 

aoo3i3oa97« 

50-247 

P 


8003130563* 

50-253 

aD03l3O364« 

50-247 

P 


8003130577 

30-259 

8003140208 

50-247 

P 


B0031 40240 

50-293 

a003170l6B 

50-3 

F 


B003170I5B 

TOPREP 

8003170290 

50-247 

8 


8003170160* 

TOPREP 

80031 70297« 

50-247 

S 


B003 170165 

SO- 155 F 

8003170300 

90-247 

P 


B003170167* 

30-195 F 

8003170316 

50-247 

P 


B003 170343 

30-295 P 

8003170379 

50-3 

0 


B£:031703B1 

50-255 F 

8003170379 

90-3 

0 


6003190478 

50-267 P 

8003170379 

50-3 

0 


B003190479 

50-155 P 

8003170444 

50-3 

R 


8003190534 

50-155 P 

8003170444 

90-3 

R 


8003200235* 

50-195 G 

8003170444 

90-3 

R 


8003200246* 

50-153 Q 

8003180376 

50-247 

8 


9003200258* 

50-155 G 

eoo3ieoa79« 

50-247 

S 


8003200523 

REOOD 

G0031G0470 

90-3 

R 


8003210398 

50-255 P 

8003180503 

50-247 

R 


6003240351 

50-155 P 

800aiB0306« 

90-247 

R 


B003250424 

50-255 G 

8003180339 

90-247 

P 


8003250454 

90-155 e 

8003190294* 

50-247 

0 


8003230460* 

50-155 E 

8003240529 

50-3 

R 


8003250503 

90-255 Q 

8003240529 

50-3 

R 


8003230544 

90-329 a 

8003240929 

50-3 

R 


8003250994 

50-199 Q 

6003240331* 

50-3 

R 


8003260224 

90-259 G 

8003240931* 

50-3 

R 


G003260239* 

90-295 G 

B003240931* 

90-3 

R 


B003270263 

90-159 G 

8003250484 

50-247 

P 


6003270490 

90-259 P 

8003250906 

SO-3 

R 


8003280268 

50-329 R 

8003250306 

50-a 

R 


B003310126* 

90-155 G 

0003250306 

50-3 

R 

Corntll Univ 

8003260595 

90-97 P 

8003250510* 

50-3 

R 


8003310490* 

CONTRACT 

CQritumiri Poutr Co 8003030167* 

90-155 

0 

Cobttr Corp 

8003130655* 

NA9TE M&T 

8003030174* 

50-155 

0 


8003280648 

UASTE HOT 

8003030304 

50-235 

P 


0003280656* 

WABTE HOT 

8003030311 

90-295 

Q 

Could* Rtglon En*rQv Co«litlon 

8003050528 

50-409 H 

8003040243 

50-329 

a 


8003260511 

30-409 0 

8003040490 

50-329 

8 

Council on Env iranmin^al Oualit^ 

8003240645 

XPORTLIC 

8003040490 

90-329 

S 

Critical Naif Energy Projact 

800331042?* 

NUREG 

8003040350 

90-255 

P 

C^prui Min»« Corp. 

8003050061 

HASTE HOT 

8003040564 

90-255 

P 


8003140124 

HASTE HOT 

8003040571* 

50-259 

P 

Dairvland Pouar Coopsrative 

8003060928 

90-409 R 

8003040576* 

90-299 

P 


8003060530* 

90-409 R 

8003050172* 

70-2623 



B003060532* 

90-409 R 

8003050426 

90-195 

R 


80031 10653 

90-409 R 

8003050430* 

90-199 

R 


6003110654* 

30-409 R 

8003050494 

50-255 

P 


0003170441 

50-409 P 

8003050814 

50-193 

R 


BOO 31 80369 

50-409 Q 

8003050516* 

50-139 

R 


0OO31BO5O4 

50-409 8 

B003060257 

50-299 

P 


8003160513* 

90-409 8 

8003060261* 

50-255 

P 


80031B0631 

90-409 P 

8003060479 

30-295 

R 


8003190141 

90-199 0 

8003060489* 

90-255 

R 


8003200463 

90-409 P 

8003060488 

50-299 

R 


80032 104S9 

50-409 F 

8003060490* 

90-255 

R 


8003240413 

30-409 R 

8003060322 

50-259 

Q 


80O3S404 1 5* 

50-409 R 

8003060335 

50-255 

R 


8003270345 

50-409 0 

8003060538* 

50-253 

R 


8003280469 

90-409 0 

8003060763* 

50-155 

0 


8003280635 

90-409 0 

80030702S1 

50-295 

F 

Daltoni OA 

8003110985 

90-321 J 

8003070253* 

50-295 

F 

D«m*i U Maor* 

B003280473* 

50-409 0 

8003070295 

50-295 

P 

Daniel lnt*rriationali Danlal Conit Co 

8003240149 

71-9027 

8003070377 

50-329 

8 

Dlv, 



0003070377 

90-329 

8 


8003240155 

71-9035 

8003070379* 

50-329 

8 


8003240199 

71-6717 





8003240204 

71-9006 

0003070379* 

50-329 

8 




8003070387 

50-329 

a 

DabvVQli* $1 U1 barman 

B0O3030153 

50-4 45 M 

8003070387 

90-329 

a 


8003040712* 

50-449 0 

8003070395 

50-329 

8 


80031401 45 

PR 

8003070395 

90-329 

8 


8003200121 

PR 





8003240173 

90-449 M 

8003100193 

50-255 

p 




8003110026 

50-195 

p 


8003240173 

50-445 M 

8003110309 

90-298 

p 


8003240173 

50-445 M 

8003110478 

90-255 

R 


80032 D0002 

NUREG 

8003110489* 

50-258 

R 


8003260063 

PR 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


80032^0277 

50-445 

M 


8003160153 

50-269 < 


8003240277 

50-445 



8003160197 

30-270 f 


8003240277 

50-445 

M 


0003100207* 

30-270 f 


8003270270 

50-445 

M 


8003180356 

50-269 


8003280434 

50-445 

M 


8003180449 

50-270 F 

D»ftn««iD>pt ofi Dvfente Nucla^r A^ancy 

8003280457 

50-170 

8 


8003100449 

50-270 F 


8003280450* 

50-170 

8 


8003100609 

50-269 f 

DanviTjUnlv of 

8003210037* 

FOIA 



8003100609 

50-269 f 

Dt«ign Spaca Intarnaiional 

6003050124* 

CONTRACT 


8003100609 

30-269 F 

Dttroit Edlaon Co 

8003030506 

50-341 

H 


8003190128* 

50-269 C 


8003040425 

50-341 

A 


6003190192* 

30-269 C 


8003040518 

50-341 

S 


8003190507 

50-269 F 


8003100042 

50-341 

3 


8003190507 

50-269 f 


B003 110491 

50-16 

J 


8003190507 

50-269 F 


8003120540 

50-341 

A 


8003190518 

50-269 R 


8003240307 

50-341 

8 


8003190518 

30-269 R 

District of Columbia 

8003240507 

50-320 

T 


8003190518 

50-269 R 

Dobtrty^ J F 

8003310084 

50-466 

H 


8003190522* 

50-269 R 

Don L W«rn«r 

8003240242* 

40-8380 



0003190522* 

50-269 R 

Dow Chtmical Co 

8003190523 

TDPREP 



8003190522* 

50-269 R 


8003190528* 

TOPREP 



0003190600 

27-47 

Dow Corning Corp 

8003030549 

50-264 

H 


6003190988 

50-269 Q 

Dravo Corp 

6003190336* 

QA999 



8003200026 

50-269 Q 


8003190344* 

QA999 



8003200324 

PR 

Dukt Poutr Co 

8003030409 

50-369 

B 


8003200400 

50-369 A 


8003030409 

50-369 

8 


B0032D0400 

50-369 A 


8003030410* 

50-369 

8 


0003200403* 

50-367 A 


8003030410* 

50-369 

3 


8003200403* 

50-369 A 


8003030475 

50-270 

8 


8003200423 

50-269 S 


8003030542 

50-270 

S 


8003200430* 

50-269 8 


8003030543 

50-270 

0 


8003200449 

50-269 P 


8003030563 

50-270 

G 


8003200463 

50-269 P 


8003030572* 

50-270 

6 


8003200463 

50-269 P 


8003030572* 

50-270 

G 


8003200463 

50-269 p 


8003050021 

70-2623 



8003200514 

PR 


80030SOJ65 

70-2623 



8003200610* 

50-491 Q 


8D030S0176 

70-2623 



8003210159 

50-408 Q 


8003050433 

50-269 

R 


8003210253 

50-413 Q 


8003050433 

50-269 

R 


6003210509 

50-413 S 


8003050433 

50-269 

R 


8003240049 

50-269 Q 


8003050434* 

50-269 

R 


8003240102 

30-413 Q 


8003050442 

50-269 

F 


8003240107 

50-369 Q 


8003060162 

50-369 

Q 


8003240469 

50-287 8 


8003040187 

50-491 

Q 


8003240474* 

50-287 e 


8003060237 

50-269 

Q 


8003240519 

50-413 8 


8003070360 

50-207 

8 


8003240519 

50-413 8 


8003070361 

50-269 

P 


8003240527* 

50-413 8 


8003070361 

50-269 

P 


8003240527* 

50-413 8 


8003070362* 

50-287 

8 


8003250040* 

50-491 Q 


0003100031 

50-269 

Q 


8003250375* 

50-413 Q 


80031 10340 

50-413 

8 


8003250476 

50-270 0 


6003110349 

50-369 

8 


8003250476 

50-270 0 


6003110349 

50-369 

8 


80oaa7oo'i4 

50-269 Q 


8003110358* 

50-369 

3 


8003270233* 

50-269 Q 


8003110358* 

50-369 

8 


6003270233* 

50-269 Q 


8003110561 

50-413 

S 


8003270369 

50-269 P 


8003110561 

50-413 

8 


8003270369 

50-269 P 


8003110564* 

50-413 

9 


8003270369 

50-269 p 


8003110564* 

50-413 

8 


8003270370* 

50-269 P 


8003120209* 

50-269 

0 


8003270370* 

50-269 p 


8003120214* 

50-269 

Q 


8003270370* 

50-269 P 


8003120322 

50-409 

P 


6003270398 

50-269 P 


8003120425 

50-287 

8 


6003200287 

50-369 F 


8003120433* 

50-287 

8 


0003200207 

50-369 F 


8003120514 

50-270 

8 


0003200304* 

50-369 F 


8003120521* 

50-270 

B 


8003200304* 

50-369 F 


8003120533 

50-269 

Q 


8003200467 

50-269 P 


8003120533 

50-269 

0 


0003200467 

50-269 P 


8003120533 

50-269 

0 


8003200467 

50-269 P 


6003120603 

50-413 

a 


8003200553 

50-369 A 


8003120603 

50-413 

8 


8003310022 

REGGD 


8003120608* 

50-413 

8 


8003310159 

PR 


8003120608* 

50-413 

8 


8003310163 

REGGD 


6003130208 

50-269 

0 


8003310392 

50-369 0 


8003140383 

50-269 

P 


8003310392 

50-369 Q 


8003140383 

50-269 

P 

Duqutin* Light Co 

8003030431 

50-334 fl 


8003170041 

50-269 

Q 


8003030494 

50-334 P 


0003170041 

50-269 

0 


8003030499* 

50-334 P 


8003170041 

50-269 

Q 


8003030504* 

50-334 P 


80031701 1 1 

REOGD 



8003040074* 

50-412 Q 


8003170312 

50-369 

A 


8003050167 

50-334 8 


8003170393 

50-287 

P 


8003050474 

50-334 6 


8003170398* 

50-287 

P 


8003050460* 

50-334 8 


8003 ISO 153 

50-269 

Q 


8003050510 

50-334 P 


8003180153 

50-269 

Q 


8003060465 

50-334 0 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUhBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCE5S1DN 

NUHBER 

SUBJECT 

CATEGORY 


0003060577 

50-334 

R 

Edloiu I ntvrtiat lonal Co 

8003120395 

XPORTLIC 



000306050 1» 

50-334 

R 


8003200167 

XPORTLIC 



0003110630 

30-334 

a 


8003200190 

XPORTLIC 



00031 10632« 

30-334 

s 


0003260221 

XPORTLIC 



0003110634m 

30-334 

a 


0003310211 

70-2322 



00031 10636» 

50-334 

8 

Elc hhor n. Eichhorn & Link 

0003040260 

30-367 

0 


80031 10639« 

50-334 

8 


0003050001 

50-367 

0 


0003110641# 

50-334 

B 

El P*»o N*tor*l OAf 

80032503 59* 

50-320 

H 


8003110643# 

50-334 

B 

Eltcbric Pou/tr Rttearch Instibut* 

8003140366 

50-302 

P 


8003110647* 

50-334 

6 


8003140392* 

90-302 

P 


80031 106S1 

50-334 

B 


8003180463 

TOPREP 



B0031S0364 

71-9094 


El tcbrl c tilt* of North Carolina 

0003200247* 

50-269 

0 


0003180907 

50-334 

F 

Enargg Fo#U Nuclear. Inc 

8003060047 

40-0675 



0003180513* 

50-334 

F 


0003060063 

40-8681 



0003180593 

50-334 

8 


8003240516 

40-0691 



0003120669 

50-334 

8 


8003260125 

40-0681 



8003170871 

50-334 

8 

Entrgg R!t«tarch Dtvolopmont Admin 

0003110023 

PR 



0003170879 

50-334 

R 

<Pr«f*ntlg DOE) 





8003170879* 

50-334 

R 


8003110037 

PR 



8003170490 

50-412 

8 


0003110057 

PR 







0003110056 

PR 



8003170455* 

50-412 

8 






8003100638 

50-334 

8 


80031 10060 

PR 



0003800409 

50-334 

P 


8003100250 

PR 



8003800494* 

50-334 

0 

Entrggj Dept of 

8003040565 

50-443 

0 


8003840034 

50-412 

Q 


8003050190 

50-320 

p 






0003060044 

70-1319 



B003S508B9 

50-334 

P 






8003850464 

50-334 

8 


8003060045* 

70-1319 



8003260568 

50-334 

0 


9003060099 

71-6400 



8003360620 

50-334 

8 


0003070299* 

MI0C 



B003360624* 

50-334 

8 


0003100200* 

50-251 

p 






6003100214* 

50-251 

p 


8003870318 

50-334 

F 






8003870368 

50-334 

9 


6003110031 

PR 



8003870367* 

50-334 

a 


8003110035 

PR 



0003270391* 

30-334 

fl 


0003110066 

PR 



0003880861* 

50-334 

Q 


0003120646* 

50-320 

H 






0003130256* 

State Pt*o 


8003860290* 

50-412 

Q 






0003310324 

50-334 

R 


6003130511 

PR 



0003310327* 

50-334 

R 


6003140037* 

50-320 

0 

E I du Pant dc NeA)our« & Co 

. Inc 8003040710* 

50-320 

H 


6003140160 

40-1341 



8003100130* 

70-1257 



8003140869* 

50-339 

H 






6003170100 

PR 



8003190317* 

70-1257 







0003250137* 

70-754 



6003180220 

PR 


EOS NucloATr Inc 

0003270364* 

50-279 

F 


6003190762* 

90-247 

P 

EO & 0, Inc 

0003100133* 

50-309 

P 


6003190862* 

50-320 

H 


0003120629 

RES 



B0032100S9 

40-6601 







6003210209 

71-5597 



8003180634 

REB 







8003120639 

RE6 



6003290144 

PR 



8003130867* 

50-290 

P 


8003290314 

71-5507 



8003130369* 

FRDJ 



6003310441* 

PROJ 



8003130298* 

PROJ 



8003310492 

PR 






Envrgg* Dapt of. Clinch Rly«r Braodtr 

8003180331 

50-537 

A 


8003140170* 

80-272 

P 

Rftactor Plant 





8003140220 

e^UREO 







9003250168 

NUREO 



0003310161 

90-937 

A 


0003250260 

NUREO 



0003310164* 

90-537 

A 


0003250415 

NUREO 


Environmental Coalition on Nuclear Pouir 

000324050? 

90-387 

0 






0003240513* 

50-367 

0 


0003270090* 

50-272 

P 


6003290306 

90-367 

0 


8003270840 

NOREO 







8003270245* 

NUREO 


Envlrontntntat Policy Inebltutf 

8001 100406 

90-10 

H 

£«g It Intptctionj tnc 

8003310261 

71-374 


Environmental Protection Agency 

8003050 1 29 

PR 



8003310361* 

71-374 



0003060096 

VA0TE HOT 






0003060 1 1 2* 

40-1341 


EaitmAH KodAli Co 

B00319093& 

70-1703 



0OO3L 10027 

Pft 


Eb«»eo Strvictti Inc (tub*. 

of EntvrcK 0003050201 

90-974 

0 





Corp ) 





0003110032 

PR 



0003180323 

TOPREP 



6003110036 

PR 



8003180327* 

TOPREP 



8003110128 

PR 



8003200143* 

XPORTLIC 



6003110592 

90-272 

P 






6003120613 

QUO 



0003200471 

REOOD 







0003210319 

TOPREP 



0003130642 

40-1341 



0003240212 

PR 



6003180146 

PR 



0003250347* 

90-908 

A 


6003180149 

PR 


Ebtrlint Intirumtnb Carp. 

0003040507* 

90-880 

R 


0003180170 

PR 







8003100166 

PR 



8003050102* 

70-135 







6003050429 

HEOOD 



0003100205 

PR 



0003050477* 

50-344 

R 


0003180209 

PR 



0003130009 

XPORTLIC 



8003180230 

PR 



0003190553* 

FOIA 


. 

6003100246 

PR 







6003160263 

PR 



8003190563* 

FOIA 







0003190570* 

FOIA 



0003180266 

PR 


Ecktrb# Stamanif Ghirln titnobb B003060799 

50-574 

0 


0OO3J9OO49 

40-2061 


Ecologlcil Analgtbtr Inc 

0003050496* 

90-219 

R 


0003270110 

40-1162 


Edlion Eltctrlc Intblbutt 

0003040149 

PR 



B0032B0462 

90-320 

P 






8003200462 

50-320 

P 


8003120690 

PR 







8003190392* 

PR 



0003880465* 

50-320 

P 


8003210001 

PR 



0003200465* 

50-320 

P 


8003850003 

PR 


Erl*, PA 

8003190352* 

MI8C 
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CORPORATE SOURCE INDEX 




AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AFFIHATIDN 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

£fitx Corp 

ac}03040099« 

CONTRACT 


8003170471* 

90-250 

B 


8003140309 

90-339 P 


8003170473 

50-339 

8 


8003310293 

90-339 A 


8003170475* 

90-339 

8 

Eurap«dn Comrnunl ti »(i CQfflntl$(lQn 

8003130024 

XPORTLIC 


8003180344 

90-290 

R 


80031400^7 

XPORTLIC 


8003180344 

90-290 

R 


8003140091 

XPORTLIC 


8003180419* 

90-290 

R 


8003190014 

XPORTLIC 


8003180419* 

50-250 

R 


8003240063 

XPORTLIC 


8003180422* 

50-290 

R 

Evcr{|rt«n Lijpil Bfrvlctf 

8003140239 

50-322 0 


8003180422* 

50-250 

R 

Eixon Mlntrali Co r UBA 

8003050580 

40-8064 


B003190439 

50-291 

0 


8003060038 

40-8064 


8003190449 

50-335 

p 


8003140005 

40-8102 


8003190489 

50-291 

Q 


8003270514 

40-8064 


8003190678 

50-389 

8 

Exxon Nucltor Co i Inc (lubt of Exxon 

8003040059 

70-1297 


8003190689* 

50-309 

S 

Corp I 




8003200384 

90-250 

P 


8003090025 

70-1297 









0003200390 

50-335 

P 


8003050027* 

70-1297 


8003200530 

REOOD 



8003090031 

70-1297 


8003210116* 

90-389 

Q 


8003050180 

70-1257 


8003210402 

50-250 

F 


8003050252 

XPORTLIC 


8003210402 

50-290 

F 


8003090255a 

XPORTLIC 









8003210402 

50-250 

F 


8003060646 

XPORTLIC 


8003210425 

50-290 

P 


8003110072 

XPORTLIC 


8003210425 

90-290 

P 


80031 lOOeOa 

XPORTLIC 


8003210430 

50-251 

P 


8003110369 

XPORTLIC 


8003240077 

50-335 

0 


8003110380* 

XPORTLIC 









0003240089 

50-290 

0 


8003110388 

XPORTLIC 


8003240009 

90-250 

0 


8003110399* 

XPORTLIC 


0003240346 

50-290 

R 


8003110941 

TOPREP 


0003240346 

50-250 

R 


8003110551* 

90-219 P 


0003240340* 

50-290 

R 


8003120750 

XPORTLIC 









8003240340* 

90-290 

R 


8003120756* 

XPORTLIC 


0003240360 

50-335 

P 


8003130019 

XPORTLIC 


0003240424 

90-250 

P 


8003130092* 

0A999 


0003240424 

90-290 

P 


6003130670 

70-1297 


0003240437 

90-339 

R 


8003130704 

70-1257 









8003240442* 

90-339 

R 


8003190315 

70-1257 


8003240834 

90-290 

P 


8003200032 

70-1297 


8003240534 

90-250 

P 


8003200037* 

70-1257 


8003240538* 

90-250 

P 


8003200043* 

70-1297 


8003240538* 

90-290 

P 


8003200049* 

70-1257 









0003240943* 

90-290 

P 


8003200059* 

70-1257 


8003240543* 

50-290 

P 


6003260643 

50-244 P 


8003240945* 

90-250 

P 


8003310499 

PR 


8003240545* 

50-250 

P 

Firrltt U R 

8003180197 

90-596 0 


8003250471 

90-335 

P 


8003180197 

90-956 0 









8003260381 

50-250 

P 


8003180199* 

50-596 0 


8003260633 

50-339 

a 


8003180159* 

90-996 0 


8003260636* 

90-335 

a 

F«d«r«l Ajnirl.c«n Pirtntri 

8003060067 

40-4492 


6003280630 

90-30? 

0 


8003190006 

40-4492 


8003310285 

90-251 

8 

Ffdorol Afflirtcan Partnan (Mining* 

8003270096 

40-4492 









8003310289* 

90-291 

9 


8003270101* 

40-4492 


8003310299 

90-339 

8 

Ftdaral Einirg.tncM Managtflitnb Aganc^ 

8003040223* 

90-327 H 


8003310299* 

90-339 

a 


8003290298 

PR 


8003310300 

90-290 

8 

PinUnd 

8003290429 

NUflEO 


8003310305* 

90-200 

a 

Fitcbburg Oai tt Elictrie Light Co 

8003200244* 

90-443 A 









8003310309 

90-339 

a 

Flaiachakarr 0 B 

8003120163* 

70-143 


8003310317* 

90-339 

8 


8003290469 

90-279 0 


8003310320 

90-339 

B 

Florida Pouar t( Light Co, 

8003030290 

90-339 P 


8003310323* 

90-339 

a 


8003040474 

50-290 P 


8003310329 

90-291 

a 


8003040474 

60-290 P 









8003310330* 

90-251 

a 


8003D4047B* 

90-290 P 

Florida Pouar Corp 

0003030496 

90-302 

a 


6003040478* 

90-290 P 


0003030489* 

90-302 

8 


8003040494 

90-290 P 


8003040270 

90-302 

p 


8003060477* 

50-389 Q 


8003040431 

90-302 

p 


8003060965 

90-290 P 









0003040439* 

90-302 

p ^ 


8003060965 

50-290 P 


8003040480 

90-302 

R 


8003060973 

50-335 P 


8003040620 

90-302 

R 


8003100291 

50-339 R 


8003040625* 

90-302 

R 


8003100296* 

50-335 R 


8003040632* 

90-302 

R 


8003110094 

50-339 B 









8003040638* 

90-302 

R 


8003110064* 

30-339 a 


8003040649 

90-302 

8 


8003110524 

90-335 P 


8003040699* 

90-302 

8 


8003110528* 

90-335 P 


8003070391 

90-302 

P 


8003110963 

90-250 P 


8003070392 

50-302 

8 


8003110609 

90-290 P 









8003070394* 

90-302 

8 


8003110638 

90-339 F 


80031 10910 

90-302 

F 


8003170268 

50-290 P 


8003110919* 

90-302 

F 


G003 170434 

90-339 8 


8003110663 

90-302 

6 


8003170438* 

90-339 8 


8003110666* 

90-302 

8 


8003170442 

90-335 8 









8003120337 

90-302 

H 


8003170448* 

90-339 8 


0003130370 

90-302 

S 


8003170462 

90-335 a 


8003130360* 

90-302 

8 


8003170467* 

90-339 S 


8003130489 

90-302 

8 


0003170470 

50-290 a 


6003130493* 

90-302 

6 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 



ACCE8810H 

NUMBER 

SUBJECT 

CATEGORY 





0003130551 

50-302 

P 





0003170802 

30-302 

P 





0003160897 

90-302 

P 





8003160362 

90-302 

P 





6003190533 

90-302 

R 





8003190542* 

50-302 

R 





B00319069B* 

50-302 

0 





8003190737* 

50-302 

0 





8003200185* 

50-302 

Q 





0OO32OO3S2 

90-302 

P 





8003200570* 

90-302 

Q 





8003840300 

50-302 

Q 





0003240391 

90-302 

P 





0003240414 

90-302 

0 





000324042?* 

50-308 

0 





8003240532 

90-302 

e 





0003240537* 

90-302 

8 





8003250130 

90-302 

0 





8003260S3B 

90-302 

0 





B003260S44* 

50-302 

0 





0003270367 

50-302 

J 





0003270390 

50-302 

J 





0003260271 

90-302 

p 





0003280505* 

50-302 

G 





0003260509* 

50-302 

Q 





8003260512* 

50-302 

0 





800331 0338 

90-302 

0 





8003310343* 

50-302 

s 

Flor 1 da 

, State of 



0003100040* 

State Prog 

Fornag Engln«*rlngr Inc 



0003310097* 

0A999 


Fo*t*r ' 

Wheeler Corp 



0003060003 

71-9026 


Friend* 

of the Earth 



0003060243 

PR 






0003060429 

PR 






0003190048 

90-312 

0 





8003270092 

XPORTLIC 


Prlendi 

of the Filip ino People 


6003140412 

50.-574 

0 





0003140415* 

90.-974 

0 

General 

Accounting Office 



0003110012 

PR 


Ocneral 

Atomic Co (eut* of 

OuH 

Oil 

0003100197 

TOPREP 


Go, } 











600310020 I* 

TOPREP 






0003120350 

71-9072 






0003100613 

TOPREP 






0003100619* 

TOPREP 






0003190403* 

90-267 

p 





0003190400* 

50-267 

p 

General 

Atomic Co («ub« of 

Gulf 

Oil 

8003140316 

71-9930 


Corg ) 







General 

Dgnamlc* Corp ^Electric Boat Div. 

0003890612 

71-9020 


General 

Electric Co 



0003030214 

TQPREP 






0003030220* 

TQPREP 






0003030332 

70-1113 






8003030400 

TOPREP 






8003040067 

70-1306 






0003040073 

70-1300 






0003040076 

70-1300 






0003040003 

70-1300 






8003040314* 

TOPREP 






8003040319* 

TOPREP 






0003050071 

70-1300 






0003050079 

70-1308 






0003090000 

70-1300 






8003050003 

70-1300 






8003050096 

70-794 






0003050090 

70-1300 






8003050506* 

90-237 

p 





0003060256 

70-U99 






8003060394 

70-754 






8003060949 

TOPREP 






9003060611 

TOPREP 






0003070244 

TQPREP 






0003100219* 

50-277 

P 





0003100224* 

50-277 

p 





0003100227* 

90-877 

p 





00031 10034* 

50-333 

p 





80031 10341 

FOIA 






0003110611 

90-531 

A 





0003120306 

XPORTLIC 






0003140144 

REOGO 






0003140233 

90-70 

P 





6003 170097 

PR 






8003170103 

PR 






0003170291 

TOPREP 






0003170349 

TOPREP 






00031 70356 

TOPREP 



AUTHOR 

AFFILIATrdN 


0tn*r4l Electric C« f Nu-clv^r Entrgij 
Product* Div 


Osnorol Eloctric Oporoting Plant Omnir* 
Orou|) 

Otnorol Public utllttl** - «PU Strvict 
Corp 


Otarg* 6 Bu»h 4* Go 

Otorgia institut* of Tachriologg 

Otorgla Powar Co 




ACCESSION 

NUMBER 


00031 B 0337 
80D31G04B4 
8OO310O4BB 
0003190469 
a003l90a47» 

3003190921 

3003200073 

a003200l66« 

3003200413 

3003210473 

0003 2 403 IB 
9003 240324 « 
900324047 1» 
9003230169 
9003290299* 

B0032S0319* 

0003290566 

0OO325O6O3 

9003260057 

9003260199 

B003270372* 

0003270420 

0003290217 

9003310001 

9003310180 

0003310183* 

0003310419 

8003030320 

0003100219* 

0003190419 

6003200526 

0003240643 

0003050901 

0003030319 

0003060600 

0003100203* 

0003110379 

9003110904 

0003110910 

0003110992 

8003170023 
0003 1 70020 
0003240444 
0003250190 
00033 1 0202* 

0003310207* 
800331 0290* 
0003140031 
0003270064 
000303099 1 

0003030951 

0OO3O3O96S* 

6003030966* 

0003040945 

0003040992 

G003040SS9* 

0003040561 

0003040963* 

B003040972* 

0003090436 

9003090436 

0003050440* 

0003050440* 

0003060472 

0003060570 

6003060502* 
0003070392 
0003070394* 
6003100019 
00031 10604 

00031 1<^604 

8003110615 

0003110613 

9003110610* 

0003110618* 

0003110669 
8003 1 1 0673* 
90031 40309 
9003140311* 
9003170047 

0003170047 
0003 1 70094 


SUBJECT 

CATEODRV 


TOPREP 
TQPREP 
TOPREP 
50-70 P 
CONTRACT 

REOOD 
71 “5926 
lOCFB 
71-9136 
TOPREP 

TOPREP 
TOPREP 
90-237 P 
70-1300 
70-1113 

70-U13 

70-1306 

70-734 

FOIA 

70- 1113 

90-249 P 
TOPREP 

71- 9049 
70-1300 
TOPREP 

TOPREP 

msc 

TOPREP 

90-277 P 
REOOD 

PR 

PR 

TOPREP 

90-219 J 

50-209 P 

90-320 P 
80-809 P 
30-809 J 
50-289 P 
50-320 R 

50-2 1 9 P 
90-219 P 
50-209 0 

50-209 0 

50-209 P 

50-209 P 
60-299 P 
XPORTLIC 
NUREO 
90-321 n 

50-321 R 
50-321 R 
50-321 n 
90-366 B 
80-321 B 

50-366 9 

90-381 9 

50-321 8 

50-321 9 

50-424 8 

90-424 0 

50-424 0 

90-424 8 

50-424 8 

50-381 P 

50-321 P 
90-366 P 
50-366 P 
90-321 Q 
50-321 Q 

50-321 0 

50-321 R 
50-321 R 
50-321 R 
50-321 R 

50-321 S 
50-321 a 
50-381 9 

50-321 3 

50-321 Q 

50-321 d 
50-321 Q 



428 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Oirmanv* Fadtral Republic af 

Oibbe i Hill* Inc (tubs dF Drevo Corp 

Oi Iber b/ComfflOTiuf alth Cot 


Oould^Broun Bovtri 
Qrjhamr R L 
Oulf Nucleatj Inc 


Oi/lf Oil Corp I Oulf Mineral Retources 
Cd 


Gulf Stibet Uillifelet Co 


HSUrDepb of< US Public Health Service 
Hanford Enginftring Development 

Laboretory 

Hartco Corp ^ Quiter Alkov Ceeting Co 
blv 

Heldelbergi (Jnlv of 

Helmut Thiiltch 
Hill Chriftopher it Phillips 
Hirschkop {< Grad P C 
Hittman Corp 


Hamestske Kirtlng Co 


Honevuellt Inc 


ACCESSION SUBJECT 

NUMBER CATEODRY 


AUTHOR 

AFFILIATION 


0003170054 

50-321 

0 


8003170106 

50-321 

F 


0003170186 

50-321 

F 


0003170417 

50-321 

F 


0003170417 

50-321 

F 


0OO318O5S6 

50-321 

R 


0003180556 

50-321 

R 


8003180630 

50-321 

P 


B00318063D 

50-321 

P 


0003210062 

50-424 

Q 


8003210068 

50-321 

0 


8003210362 

50-321 

8 


8003210391 

SO-366 

6 


8003210395* 

50-366 

G 


0003210400 

50-366 

S 


8003210406 

50-32! 

S 


8003210412 

50-321 

5 


8003210416* 

50-321 

8 


8003210433 

50-366 

8 


6003210438* 

50-366 

8 


8003210451 

50-321 

8 


8003210455* 

50-321 

8 


8003240310 

50-321 

Q 


8003240439 

50-424 

6 

House of Rep 

6003250395 

50-366 

8 


□003250399* 

50-366 

8 


0OO326O5SO 

50-321 

S 


8003260553* 

50-321 

8 


8003310010* 

50-424 

0 


8003310091* 

50-321 

0 


0003310364 

50-424 

Q 


8003250425 

NUREO 


House of Rep 

8003190501 » 

50-320 

H 

House of Rep 

7912050302* 

50-458 

A 

House of Rep 

8003240397 

TOPREP 


House of Rep 




Commerce 

B003240399* 

TOPREP 



9003040707 

90-413 

S 

Houston Light 

0003190611 

80-367 

G 


0003030002 

PR 



0003140136 

REGGD 



0003190973 

REGOD 




Appropriations 
Foreijn Affairs 
Government Operations 
Interst Farelpn 


<< Power Co 


8003210017 

8003210021a 

80032604B3 

8003130SQ3 

8003170422 

8003170107 

8003200257 

B003190505» 


HASTE HOT 
WASTE MOT 
REOOD 
SO-SIO A 

90-458 A 
PR 

PRDJ 

90-320 H 


8003060975# 

Q003130214« 

G0032B002S 

6003200313 

6003290112 

6003290119* 

6003250119* 

6003140119 

8003140490* 

8003160225 

8003190390* 


COMMISSION 

90-269 0 

90-279 0 

FOIA 
71-24 
71-24 

71-24 
WASTE MOT 
WASTE MOT 
40-0434 
FOIA 


8003 1 90359* FOIA 
8003190371* FOIA 
6003190379* FOIA 
8003190369* FOIA 
6003190406* FQIA 


8003190414* FOIA 
0003190490* FOIA 
6003190471* FOIA 
B003190477* FOIA 
6003190406* FOIA 

0003190506* FOIA 
8003190511* FOIA 
6003190524* FOIA 
8003190543* FOIA 
8003190577* FOIA 

9003190590* FOIA 
6003190600* FOIA 
6003190604* FOIA 
6003190695* FOIA 
6003190701* FOIA 

0003190704* FOIA 
00031 9070B* FOIA 


ACCESSION 

NUMBER 


0003190715* 

0003190720* 

8003190730* 

8003190742* 

8003190747* 

8003190753* 

0003190761* 

0003190779* 

8003190786* 

0003190791* 

0003190001* 

8003190007* 

8003190013* 

8003190019* 

0003190025* 

0003190032* 

0003190836# 

8003190845* 

8003190869* 

8003190874* 

00031 9088 1* 
0003190887* 
8003190893* 
7906290617* 
8003060209* 

8003060497* 
0003060505* 
0003200031 f 
6003250177 
8003250473 

8003260107* 

8003060459* 

0003200070* 

8003060404* 

8003060015 


8003030137 

8003030404 

G003030404 

8003040228* 

8003040271 

8003040271 
8003040271 
80030S0210 
8003060211 
80030602 1 1 

8003060221* 

8003060221* 

0003060238 

8003060660 

8003060660 

8003100001 

8003100001 

8003130231* 

8003130548 

0003130680* 

0003130688* 

0003130692* 

8003140267 

8003140267 

8003140273* 

0003140273* 

0003190053 

8003190053 

0003190063* 

0003190063* 

0003200256 

0003240447 

8003250328 

0003250328 

8003250328 

8003250320 

8003250333* 

8003250333* 

8003250333* 

0003250333* 

0003250339* 

0003250339* 

0003250339* 

0003250339* 

0003250346* 

8003250346* 

8003250346* 

0003250346* 

0003270210* 


SUBJECT 

CATEGORY 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FQIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

MISC 

50-387 U 

50-275 U 
MISC 
70-143 
PRrt 

50-10 U 
FOIA 

50-352 U 
50-367 U 
50-546 U 
PR 


50-445 M 
50-490 F 
50-490 F 
50-490 0 
50-445 M 

30-445 M 
50-445 M 
50-498 0 
30-498 8 
50-498 S 

50-498 S 
50-490 S 
50-445 M 
50-490 G 
50-490 0 

50-471 A 
50-471 A 
50-344 0 
50-498 A 
50-498 Q 

50-498 0 
50-490 G 
50-490 0 
50-498 S 
50-498 8 

50-498 8 
50-498 8 
50-490 8 
50-490 8- 
50-490 8 

50-445 M 
REOOD 

50-445 H 
50-445 M 
50-445 M 

50-445 M 
50-445 M 
50-445 « 
50-445 « 
50-445 M 

50-445 M 
50-445 M 
50-445 M 
50-445 M 
50-445 H 

50-445 « 
50-445 « 
50-445 M 
50-490 0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQftV 


B003aB0479 

50-49B 

8 

Interl ori Dep t of, Fleii L Ullijlife Service 

8003060025 

40-8721 



eooaseo644 

50''49B 

Q 


8003060590 

30-275 

A 


B003310036* 

50''445 

« 


8003110500 

90-397 

A 


600331 003 

50-445 

M 


8003190012 

40-8749 



0003310036a 

50-445 

M 


8003190237# 

MI SC 



G003310042K 

50-445 

M 


0003260479 

40-4492 


Hudion Lljht & Pauiat Dvpt 

8003130695# 

90-490 

Q 

I nter ior. Dept of, Oenlagical Survey 

B00307DO78 

50-574 

A 

Hunton 8« HilUamt 

S 003060420 

90-322 

G 


0003110035 

PR 



8003060437# 

90-322 

0 


0003110046 

PR 



8003260557 

50-339 

0 


8003180144 

PR 


Ich thijolog leal Asftoclataii Inc 

8003110554# 

90-320 

R 


0003240393 

50-367 

R 

Illinois Poujer Co 

8003110316 

90-461 

Q 


0003240446 

50-367 

A 


6003180524 

50-461 

A 


0003240936 

70-1330 



6003180583 

50-461 

A 


0003290133 

40-4492 



B003200455 

30-461 

A 

Interior, Oepfc of, National Park Service 

0003060976 

50-367 

A 


8003250482 

50-461 

8 


G0031700B3 

40-4492 


niinolftr State of 

0003170469 

60-367 

G 

International Verbatim Reportars, Inc 

0003270114 

50-312 

T 


8003160350 

PR 



0003310003 

50-312 

T 


8003180444 

50-373 

A 

rntervenore Cleeton 

0003190060 

50-471 

0 


8003180444 

50-373 

A 

Iowa Electric Light it pouir Co 

0003030473 

50-331 

s 


8003180530 

50-373 

A 


0003030474# 

90-331 

s 


8003180530 

90-373 

A 


8003040468 

50-33 1 

R 


8003190009 

40-2061 



8003040472# 

50-33 1 

R 


8003240316 

50-404 

A 


8003040403 

90-331 

R 


8003240340 

PR 



0003040400# 

30-331 

R 


80032B0345 

50-367 

0 


8003040527 

50-331 

G 


8003310043 

50-295 

0 


6003040537# 

50-331 

S 


8003310043 

50-S95 

0 


0003090469 

50-331 

6 


8003310045# 

50-295 

0 


9003090467# 

50-331 

S 


8003310045# 

50-295 

0 


0003060322# 

50-331 

0 

Illlnoltj Univ oft Urbana'^Champaign 

8003050462 

30-151 

R 


8003060357# 

50-331 

0 


8003050466# 

50-151 

R 


8003070233 

50-331 

p 

Indiana (t Michigan Electric Co 

8003030397 

50-316 

S 


8003070239# 

50-331 

p 


0003030397# 

50-316 

S 


8003070319 

50-331 

R 


0003040513 

50-316 

6 


8003070318# 

50-331 

R 


0003040523# 

90-316 

S 


8003120472 

50-331 

P 


0003040534# 

50-316 

8 


8003120527 

50-331 

3 


0003040543# 

50-316 

6 


0003120931# 

50-331 

S 


0003040570 

SO-316 

6 


8003130661 

50-331 

S 


0003040582# 

50-316 

6 


0003170491 

90-331 

s 


0003050209 

50-316 

8 


0003170499* 

50-331 

s 


0008050487 

50-316 

S 


0003100369 

50-331 

R 


0003050488 

50-315 

8 


0003100373# 

90-331 

R 


0003050486 

50-315 

S 


0003180507 

50-331 

F 


0003050505 

50-315 

F 


6003180517 

50-33£ 

8 


0003050505 

90-315 

F 


6003180522# 

90-331 

8 


0003060267# 

90-315 

Q 


8003180629 

50-331 

8 


8003060597 

90-316 

8 


8003190527 

50-331 

P 


B003060602# 

50-316 

6 


8003200249 

50-331 

8 


B003070366 

50-315 

F 


0003200371 

50-331 

a 


8003070366 

90-315 

F 


8003200389 

50-331 

s 


8003110674 

90-316 

B 


0OD32OP391# 

90-331 

s 


0003110677# 

90-316 

8 


0003200394 

90-331 

3 


0003120945 

90-315 

P 


0003200396# 

90-331 

s 


0003120545 

50-315 

P 


8003240449 

50-331 

p 


0003130422 

30-315 

R 


B003240454# 

90-331 

p 


0003130422 

90-319 

R 


0003240457* 

90-331 

p 


0003130424# 

90-319 

R 


0003240408 

90-331 

3 


8003130424# 

50-315 

R 


0003240493# 

90-331 

8 


0003 130426 

90-319 

0 


8003250530 

90-331 

0 


0003180473 

90-319 

P 


8003250556 

90-331 

3 


0003180473 

50-319 

P 


8003260847 

90-331 

Q 


8003180525 

50-319 

P 


0003260400 

50-331 

a 


0003180526 

50-313 

8 


B00327037B 

90-331 

s 


0003180534# 

50-315 

S 


B003280451 

50-331 

p 


8003200483 

90-316 

B 


8003310249 

71-9079 



0003210355 

50-316 

B 


8003310291 

50-331 

9 


0003240034 

50-319 

P 


8003310294# 

50-331 

8 


0003240634 

PR 


loua Public Intereit Research Oroup 

6002140292 

PR 



0003250517 

50-316 

P 

leham, Lincoln % Dealt 

B002250057 

50-556 

0 


0003310341 

90-315 

a 


0003030161 

90-199 

Q 

Indianar State of 

0003060469 

PR 



SO 030402 70 

90-449 

M 

Inetituta of Electrical Electronic 

0003190384 

REOOD 



6003060433 

90-299 

P 

Engineer! 





B003060696 

90-445 

M 

Interagency Review Group on Nuclear Waete 

0003060391 

PR 



8003130201 

90-329 

0 

Management 

0003180154 

PR 



6003180272 

50-596 

0 






6003190622 

90-490 

M 


0003180174 

PR 



8003200227 

50-159 

0 

Interfatth Center on Corporate fteiponeib 

0003270046 

50-574 

0 


8 003240 49 1 

90-956 

0 

1 1 1 1^ 





0003240969 

50-445 

M 

Inter iori Dep t of 

B003190151 

40-4492 






Inter lor r Dept of* Bureau of Land 

7911060017# 

COMM IBS ION 


6003260224 

90-295 

0 

Management 





6003260239# 

50-255 

0 


8003240609 

40-4492 



6003270263 

90-155 

0 






6003310123 

50-195 

0 

Interior* Dept of. Bureau of Mine* 

0003240160 

40-4492 



6003310126# 

50-195 

G 


f 



430 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Mhikiua j Iffla '** HarlniA Htavij Industriit 
Co 

J L Shaphtrtf tc As»ociat»s> Inc 

J R BInnin9h>«in Co 
JHK International Corp 

Jack R Danjamln & A««o< iatair Inc 
Japan 


Jaraay Central Power a* Light Co 


John F Holtnan & Co j Inc 
JohntonrJ t 
JuitictiOept oF 


JvttlcaiOept ofj Attorneg Oanaral '• 
Office 


KMCi tnc 

Kalter Engineere 
Kan>at Oat << Electric Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCE88I0N 

NUMBER 

8UBJECT 

CATEOOfty 

6003100221# 

0A999 



6003060140 

50-482 V 





6003060145 

90-482 V 

90031 30 1<?2 

71-5994 



8003060152 

50-402 ¥ 

6003130190* 

71-5904 



0003060199 

50-402 ¥ 

6003170305# 

CONTRACT 



0003060166 

50-462 / 

6003140069 

FOIA 









8003060174 

90-402 C 

9003140239# 

90-70 

P 


0003060103* 

50-403 ( 

6003170090 

XPORTLIC 



6003060192 

90-462 ¥ 

6003250025 

XPORTLIC 



8003170039 

50-402 f 

6003310196 

XPORTLIC 



8003170412 

90-462 f 

8003040387 

50-219 

8 








6003190116 

50-402 f 

6003040599* 

50-219 

S 


8003190125 

90-482 / 

6003050410 

SO-219 

Q 


8003190139 

90-462 f 

B003050497 

SQ-219 

R 

Kantaei Unlv of 

8003120366 

90-148 F 

8003060605 

50-219 

S 


0003120376* 

90-140 F 

8003060608# 

50-219 

6 








8003120383* 

50-140 F 

8003070376 

50-219 

8 


0003120391* 

50-148 F 

8003070370* 

50-219 

8 


0003120400# 

50-149 f 

0003 U 0003 

50-219 

R 

Karn-Brantle-Sakerhet 

8003180260 

PR 

8003110005# 

80-219 

R 

Kenti/ckg. State of 

8003060470 

PR 

8003110016 

50-219 

R 








0003250394 

50-359 G 

8003110020# 

50-219 

R 


8003280033 

50-330 C 

8003110061 

50-219 

6 

Karnforichungtianfcrum Karltruh* 

6003050208 

NUREO 

6003110069* 

50-219 

S 

Kerr-fIcOae Chemical Corp (tub* of 

0003190091 

40-2061 

6003110539 

50-219 

P 

Kerr-McOae Corp 1 



6003110349* 

50-219 

P 


6003250090 

40-2061 

G0031 10549* 

50-219 

P 

Kerr-ficOaa Nuclear Corp 

0003140001 

70-1193 

6003 120301 

50-219 

P 


8003140002* 

70-1193 

6003140046 

50-363 

Q 


8003140077 

40-6727 

6003140069 

50-219 

0 


8003190021 

40-8027 

6003170023 

50-219 

P 


0003190029# 

40-8027 

6003170029 

50-219 

P 


8003310271 

70-929 

6003170059 

50-219 

8 


0003310271 

70-925 

6003 170324 

50-219 

8 


0003310274* 

70-925 

B003 170329* 

50-219 

a 


0003310274* 

70-925 

6003170330 

50-219 

8 

Kriamlmagari H 

8003110550 

50-289 E 

0003170339* 

50-219 

8 

Kudtu A1 llanc* 

0003190291* 

50-400 C 

6003190S40 

50-219 

8 

Lancaftarr PA 

6003140106* 

50-320 P 

6003190549 

90-219 

S 

Laurtnea Derkeleg Laboratory 

8003110047 

PR 

6003190S79* 

50-219 

8 


0003100226 

PR 

6003190986* 

50-219 

8 


0003160241 

PR 

6003200386 

50-219 

P 


8003160281 

PR 

6003210008 

50-219 

Q 

Lawrenca Llvermora Laboratory 

6003160237 

PR 

6003210036* 

50-219 

0 


6003200346 

NUREO 

8003210342 

50-219 

R 


6003250276 

NUREO 

6003210344* 

50-219 

R 


6003250499 

NUREO 

6003210944 

50-219 

8 


6003260652 

NUREO 

8003210992* 

50-219 

8 

LaBoaufi Lambi Lelby St (iacRae 

6003060223 

50-489 C 

8003260604 

50-219 

6 


0003130553 

50-244 F 

6003260611* 

50-219 

8 


6003190310 

PR 

6003200942 

50-219 

Q 


0003190969 

50-220 f 

B003280621* 

50-219 

Q 

Leagua of Homen Votart of 8an Lult 

0003250252 

PR 

0003040264* 

CONTRACT 


Ob lipoi CA 



6003190461* 

FOIA 


Lffdoux S( Co 1 Inc 

0003060443* 

40-8166 

6003030146 

50-445 

M 

LeedrR. M 

6003060219 

90-922 G 

0003040206* 

CONTRACT 


Legal Aid Boclaty of Clermont CountyrOH 

8003040346 

FOIA 





6003200520 

PR 

6003040689 

50-389 

M 




6003060402 

90-445 

M 

Long leland Lighting Co 

8003040050 

50-322 C 

0003060402 

50-445 

M 


8003090137 

90-322 G 

6003060402 

50-445 

M 


8003050246 

90-322 / 

6003060402 

50-445 

M 


8003060420 

90-322 C 





6003060437* 

50-322 C 

0003060406* 

90-445 

M 




6003060406* 

50-445 

M 


6003120742 

90-516 < 

6003060406* 

50-445 

M 


0003200497 

50-322 £ 

6003060406* 

90-445 

M 

Lot Alamot 8ciantiflc Laboratory 

6003100199 

NUREO 

6003250921 

90-443 

M 


8003100204 

NUREO 





8003110043 

PR 

6003260447 

HI8C 





0003310032 

90-445 

M 


8003240092 

RE8 

6003310064 

90-445 

M 


0003260690 

RES 

8003060520* 

50-361 

M 


6003260652 

REB 




Louitlana Power St Light Co 

8003060240 

90-302 

6003260626 

30-471 

h 


8003160397 

50-302 

6003040086 

PR 



6003100546 

90-382 

S003060669 

PRM 



6003190626 

50-362 

0003270116 

40-4492 



6003260649 

50-362 

0003060066 

50-482 

K 

Loultiana Statft Unlv. 

6003290850 

50-450 

6003060070* 

50-402 

K 

Lowanitaint Newmani Raltf Axalrad St Toll 

6003040298 

50-367 

6003060075 

90-402 

K 


6003040696 

90-522 

0003060080 

50-482 

K 


6003050001 

50-367 

0003060080 

50-402 

K 


6003060660 

90-476 

6003060101 

90-402 

K 


6003120690 

PR 

0003060105 

90-482 

K 


6003130216 

90-344 

6003060119 

50-402 

K 


6003130218* 

50-344 

6003060124 

90-482 

K 


0003130231* 

50-344 

0003060132 

90-402 

K 


6003130247* 

50-344 



CORPORATE SOURCE INDEX 


43t 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


a003i30279e 

50-344 

0 


6003250436 

50-302 

J 


0003130297* 

80-344 

a 

Marubeni America Carp (cube oP Marubeni 

6003050161 

XPORTLIC 



0003190300 

PR 


Corp ) 





8003190392* 

PR 


Karylandt State of 

80031 10667 

S0«320 

P 


Q 003 2000 34 

50-445 

H 


6003200016* 

COMMISSION 





Marglandi- Unlv of 

6003130103* 

50-344 

P 


6003200034 

80-445 

f1 






B00a200l»3* 

lOCFft 



8003130111* 

30-344 

P 


B00320012B* 

lOCFR 


Heeiachuee 1 Initltute of Techtiolong 

6003160341 

50-20 

P 


BOO 3200 2 

50-445 

M 


60031 S0S77 

SO -20 

P 


BOO 3200 2 5A 

50-443 

M 


6003190101 

NUREO 







6003200350 

NUREO 



B003200256 

80-443 

M 






6003200263 

PR 


Matsachueetbe* State of 

6003050423 

50-471 

0 


6003200297* 

50-443 

M 


6003030629* 

30-209 

0 

• 

B003200310* 

80-445 

M 


6003200163* 

lOCFR 



6003200310* 

50-445 

M 

Mattliewtt Noutin# Macfarlan* L Barrett 

8003030179 

50-496 

M 





Magari Brcwn 5 Platt 

BO 03230566 

70-1300 



6003200310* 

50-445 

M 






aoo324ooaa 

50-367 

0 

HcCutchen# Ooglti Brnmn & Enereon 

B003190910 

fRaj 



6003230022 

PR 



6003230295 

FftOJ 



6003250203 

50-445 

M 


B00325D311 

RftQJ 



6003230269 

PR 


McGrath# E J 

6003190079 

WA0TE HGT 






B003200014 

UABTE MGT 


6003250326 

50-445 

M 






B0032S032B 

50-445 

H 


6003310430 

UA0TE MOT 


6003250326 

80-445 

M 


6003310442 

WASTE MOT 


B0032S0333* 

50-448 

M 

Metr o-pol i tan Area Planning Agancg 

8003160561 

50-265 

0 


6003250333* 

50-448 

M 

Oma h a# NE 









6003180566* 

50-203 

0 


B0032 50333* 

50-445 

M 


6003160576 

SQ-2BS 

P 


6003250339* 

50-445 

h 






B0032 50339* 

50-445 

H 

Metropolitan Edleon Co 

6003030621* 

50-320 

Q 


6003250339* 

50-445 

M 


6003040003 

90-289 

P 


6003250346* 

50-445 

M 


0003040007* 

30-209 

P 






B003Q40013* 

50-320 

P 


6003250346* 

50-445 

M 


B003040037 

50-320 

T 


6003250346* 

50-445 

M 






6003260454 

50-445 

M 


6003040037 

30-320 

T 

Lower Allow«i|f Cpt*Vj NU 

6003310363 

80-351 

0 


0003040261 

30-320 

T 

tioditon & Eltctric Co 

6003030197* 

80-305 

R 


8003040272 

50-320 

T 






8003040300 

30-269 

0 


6003050496* 

50-305 

R 


8003050032 

50-267 

0 

Moint Yanko* Atontle Power Co 

8003040193 

50-309 

P 






6003040197* 

50-309 

P 


6003080076 

50-209 

0 


6003040432 

50-309 

P 


B0030500B2 

50-2 B9 

0 


6003040606 

30-309 

P 


S003050149 

50-207 

0 






8003080160 

90-207 

0 


6003050365 

50-309 

P 


0003050373 

50-269 

p 


6003070334 

50-309 

B 






6003070337* 

50-309 

B 


0003050392 

50-2 &7 

K 


6003110001 

50-309 

P 


0003050311 

50-320 

P 


6003110448 

50-309 

P 


0003050311 

50-320 

P 






0003060253* 

50-209 

0 


6003120463 

50-309 

P 


0003060492 

50-209 

0 


6003120466* 

50-309 

P 






6003120670 

71-5026 



0003060523 

30-320 

R 


6003120721 

30-309 

B 


0003060323 

30-320 

R 


6003130284* 

50-309 

P 


6003060324* 

30-320 

R 






6003070363 

50-207 

P 


6003170164 

50-309 

P 


6003100034* 

30-320 

0 


8003170419 

50-309 

R 






8003170426* 

50-309 

R 


0003100037 

50-320 

P 


6003170485 

50-309 

R 


0003110334 

50-209 

P 


6003170489* 

50-309 

R 


6003110353 

50-320 

0 






0003110536* 

50-320 

0 


8003160626 

30-309 

6 


0003110572 

50-320 

S 


6003200502 

30-309 

P 






6003200636 

30-309 

P 


8003110375* 

50-320 

a 


60032401 19 

30-309 

P 


8003110623 

50-320 

p 


8003240122* 

30-309 

P 


0003110673 

50-320 

a 






0003110679* 

50-320 

a 


6003240614 

30-309 

B 


6003120465 

50-209 

0 


6003280401 

50-309 

P 






6003260407* 

30-309 

P 


0003120467* 

50-269 

a 


6003260504 

50-309 

6 


0003120361 

30-320 

a 


8003200507* 

30-309 

a 


8003120861 

50-320 

a 






8003120565* 

50-320 

a 


6003310302 

50-309 

a 


0003120565* 

50-320 

a 


6003310306* 

50-309 

8 





Merih %i McLennan# Inc. » M l< M Nuclear 

6003030317 

50-327 

J 


0003120565 

90-320 

p 

Goneul tant«i Inc. Div. 





6003120565 

90-320 

p 


6003030320 

30-302 

J 


6003120750 

50-320 

p 


6003040613 

50-250 

J 


6003130070 

50-320 

p 






BO 03 130091 

50-320 

p 


8003110465 

50-327 

J 






8003110490 

30-272 

J 


6003130124 

90-320 

R 


6003110496 

30-272 

J 


6003130152 

80-209 

8 


8003110659 

30-272 

J 


6003130319 

80-320 

P 


6003110659 

30-272 

J 


0003130510 

90-320 

P 






6003140010 

90-269 

Q 


6003130478 

50-18 

J 






8003180360 

50-346 

J 


6003170263 

90-320 

P 


8003160626 

30-272 



6003170453 

30-320 

P 


6003250430 

30-250 

J 


6003170407 

50-269 

0 


6003250431 

80-346 

J 


6003170493* 

50-ce9 

B 






6003160141 

90-320 

8 


6003250431 

30-348 

J 






6003250434 

50-34B 

J 


6003160145 

90-320 

0 

, 

6003250435 

30-321 

J 


&0031B0302 

90-269 

p 


6003250435 

50-321 

J 


0003160400 

90-269 

P 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Michigan Chemical Carp 


Kiel) ig«t> State Univ 
Hichiganr State of 
Michigan! Unlv of 


Middle South Utllitlet. Inc 
Hlduvtt Reeearch Institute 
Hlilireville State College 
Mlnncfotar State of 
Miialiilppl Pouer St Light Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

GATEOORV 

AFFILIATION 

NUMBER 

CATEODRV 

8003160545 

50-320 

8 


6003240396 

50-4 1 6 t 

e003l80554e 

50-320 

8 


6003250562 

50-416 { 

ao03iaos70 

50-320 

P 


6003260271 

50-416 C 

6003310365 

50-269 

P 


6003310314 

50-416 1 

6003240312 

50-289 

R 


0003310319# 

50-416 i 

&00324Q314« 

50-209 

R 


6003310367# 

50-416 k 

8003240394 

50-320 

6 

Mt»eourl» State of 

6003040310 

70-36 

6003250196 

50-289 

0 

Kiteourl. Unlv ofi Columbia 

6003170106 

PR 

6003250366 

50-269 

0 


0003100096 

50-106 f 

6003250466 

50-320 

8 

Mlesourli Unlv of* Rolla 

6003060636# 

50-123 ( 

a003250494» 

50-320 

S 


6003060643# 

50-123 ( 

GOD32S0497 

50-320 

P 


6003210583 

50-123 ( 

6003250536 

50-269 

8 

Mitre Corp 

6003160214 

PR 

e0032S0543« 

50-269 

3 

Mltfublihl International Corp <aub« of 

6003260196 

XPORTLIC 

6003250546 

50-320 

8 

Mltaubiahl Corp > 







6003280216 

XPORTLIC 

6003250560* 

50-320 

6 




60032S0S63 

50-269 

P 

Jiltfulline Travel Service of Americaj 

6003060253 

70-2539 

6003250564 

80-320 

8 

Inc 



8003250S6B« 

50-320 

S 

Moneanto Research Corp 

6003240067 

71-5908 

6003260491 

50-320 

P 

Morgan* Finnegan* Pine* Foleg & Lea 

7910260222# 

MISC 





7910260224# 

M18C 

6003270135 

50-269 

0 

Movement for a Free Philippines 

6003060749 

50-574 C 

6003270144 

50-320 

F 




6003270151 

50-320 

P 

MM Neuimark Consulting Engineering 

6003270425# 

TOPREP 

6003270151 

50-320 

P 

Services 



6003270155 

50-320 

P 


6003310250 

50-237 f 




ML Industries* NL Nuclear Div 

8003310044 

71-244 

6003270162 

50-320 

P 


B003310046# 

71-244 

6003270162 

50-320 

P 

NUSAC, Inc. 

6003140399 

FOIA 

6003270166# 

50-320 

P 




8003270168# 

50-320 

P 

National Aeronautics & Space Admin 

8003050377 

50-105 f 

6003280544 

50-207 

P 


8003050301# 

50-105 F 





6003240412 

50-105 P 

6003310252 

50-289 

P 


6003240416# 

50-165 P 

6003310275 

50-209 

P 


8003240419# 

50-185 F 

6003310277# 

50-269 

P 




8003310279 

50-320 

S 


6003250441 

50-30 P 

8003310284# 

50-320 

s 


0003250443# 

50-30 P 





8003250444# 

50-30 P 

8003310321 

50-320 

J 


8003250446# 

50-30 F 

6003310346 

50-320 

p 


6003250440# 

50-30 F 

8003310346 

50-320 

p 




8003130311# 

40-6264 


National Rural Electric Cooperative 

8003310254 

PR 

8003130319# 

40-6264 


Assoc latlon 






National Wildlife Federation 

6003130145 

40-4492 

6003130331# 

40-6264 


Natural Resources Defense Council 

6003050310 

70-143 

6003130349# 

40-6264 



8003050315 

70-143 

6003130362# 

40-6264 



6003060353 

FOIA 

6003130371# 

40-6264 





G003130385# 

40-6264 



6003100196 

50-574 C 





B0031201S6# 

70-143 

6003130448# 

40-6264 



8003120163# 

70-143 

6003130451# 

40-6264 



8003120170# 

70-143 

6003130454# 

40-6264 



0003120178# 

70-143 

8003130466# 

40-6264 





8003130470# 

40-6264 



0003190617 

50-271 C 




Navg* Dept, of 

8003060052 

71-273 

6003130475* 

40-6264 



6003060056# 

71-273 

6003130477# 

40-6264 



6003140334# 

40-6713 

6003130460# 

40-6264 



0003140342# 

40-8713 

8003130494# 

40-6264 





8003130309# 

40-6264 



8003140355# 

40-0713 





6003140460# 

CONTRACT 

6003130512# 

40-6264 



6003240076# 

71-360 

8003170180 

50-294 

R 


6003240143 

71-9032 

6003040115 

PR 



8003280576 

71-373 

8003040323 

NUREO 





6003140242# 

50-255 

P 


6003260610# 

71-373 





60033101 56 

7 1 -364 

8003200477 

80-2 

6 


8003310150# 

71-364 

6003250093 

71-340 


NavVfDept of* Naval Nuclear Power Unit 

6003140461 

71-107 

8003250100* 

71-348 



0003240073 

71-360 

6003260614 

50-2 

a 




6003270105# 

CONTRACT 



6003270129 

71-6679 




Navy* Dept of* Naval Research Laboratory 

8003040246 

NUREO 

6003060287# 

50-269 

H 


6003040327 

NUREO 

6003210046# 

FOIA 



6003170123 

NUREO 

6003170427 

50-320 

H 


6003250425 

NUREO 

8003260602 

50-263 

p 




6003030S55 

50-416 

8 

Navy*Dept of* Philadelphia Naval Shipyard 

8003140046 

HIBC 




Nebraska Public Power District 

80030304 1 3 

50-290 f 

6003030555 

50-416 

8 


6003030500 

50-298 F 

8003060722# 

50-416 

Q 


6003040299 

50-298 F 

6003070368 

50-416 

S 


6003040305# 

50-290 F 

8003070368 

50-416 

8 




6003070370 

50-416 

8 


8003040436 

50-290 f 





8003040443# 

50-290 f 

6003070370 

50-416 

8 


60031 10655 

50-298 F 

8003120594 

50-416 

A 


60031 10658# 

50-290 F 

8003120594 

50-416 

A 


8003120473 

50-290 F 

6003120599# 

50-416 

A 




6003120399# 

50-416 

A 


6003170486 

50-298 i 





8003170492# 

50-290 E 

8003100432 

50-416 

A 


8003190106# 

50-290 C 

8003190816# 

50-416 

a 


8003210360 

50-290 f 

6003200605# 

50-416 

Q 


6003210382# 

50-298 F 

6003240269 

50-416 

0 




6003240396 

50-416 

8 


6003250189 

50-290 t 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


NvbrAttcfli Univ oT 
Nfutron Prodwctii Inc 


Nvui Enpland Conftrtnct of Public UtiHtv 
CaiTtmlii lonari 
N*w England Nuclvar Corp 
N*w Hamp*hlrt Rfiaarch Projact 
N«u Jarniji Stat* of 


Nau Mtxlcoi Sbatt of 


Ntw Yorkr Stat* of 


N*w York* NY 

Naw York/61:ata Unlv ofr (Alban\i) 

Ntwark* NJ 

NaUfport Ntut Indi/itrlal Corp (lubt of 
Nauport Naut 8h ipb-ui Id Ing U DryDock Co ) 

Niagara Mohauk Pouar Corp 


Nortih Anna Envlronmantal Coallblan 

North Carolina Stata Unlv 
North Carolina* Stata of 


Northaatt Nuclaar Entrgv Go (fubi of 
Northaatt Utilltiaa) 


Northaait Utl 1 it lot 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEOQRY 

AFFILIATION 

NUrtSER 

CATEGORY 

B0032 90991 

90-290 

P 


B003 070270 

PR 


GOO32AO3S0 

90-290 

R 


8003070331 

50-336 

0 

S003200364 

NUREO 



8003070330# 

30-336 

S 

8003190759 

71-9094 



8003110418 

90-245 

P 

0003310407 

71-6400 



0003 1 20353 

TOPREP 


8003200S67« 

CONTRACT 



8003120673 

50-336 

Q 





8003 1 40064 

50-423 

a 

00031 404di4« 

71-107 



8003170350* 

90-213 

p 

0003140493 

90-443 

A 


0003180335 

50-245 

p 

0003130107 

PR 



8003180340 

50-213 

p 

8003Sa053i» 

90-272 

0 









8003100340 

50-213 

p 

0003140112 

WA0TE MOT 


8003180599 

50-213 

p 

0003170014 

Stata Prog 


8003180599 

90-213 

p 

80031 700 laa 

Stata Prog 


8003100634 

90-336 

p 

0003 170000 

WASTE MOT 


8003190214# 

90-245 

0 

00031 90000 

WASTE MOT 









80 0 3190475 

90-245 

R 

8003190090 

WASTE MOT 


0003190480# 

90-245 

R 

0003200153 

WASTE HOT 


0003190912 

90-245 

J 

00030606144 

90-410 

H 


0003190912 

90-245 

J 

0003070390 

50-3 

F 


8003190935 

90-336 

R 

0003130006 

PR 










0003190933* 

50-336 

R 

0003130402# 

90-3 

0 


800320049 1 

90-336 

8 

0003130902 

50-201 

P 


8003210927 

50-213 

P 

6003190111# 

50-3 

0 


8003210927 

50-213 

P 

0003210100 

90-3 

0 


8003240497 

50-245 

a 

0003260133 

NUREO 










0003240902# 

50-245 

s 

6003190661 

PR 



B003260369 

50-245 

p 

8003190679 

PR 



B003260373# 

50-245 

p 

6003200662# 

CONTRACT 



8003260305 

90-213 

p 

0003190670 

PR 



8003260385 

90-213 

p 

8003120909 

TOPREP 










8003260385 

50-213 

p 





8003270333 

90-213 

J 

B0030409B4 

50-410 

A 


8003270405 

90-213 

p 

B0030S0091 

50-220 

Q 


8003270405 

90-213 

p 

0003060161* 

50-410 

a 


0003270405 

90-213 

p 

0003060169# 

50-410 

8 





8003060574 

50-220 

F 


8003200910 

90-336 

s 





8003200913# 

90-336 

s 

0003070179# 

50-410 

8 


8003200917 

90-249 

8 

0003070344 

90-220 

R 


8003260922# 

50-249 

B 

00030703404 

50-220 

R 

Northiaat Utllltla# Sarvlct Co 

8003070204 

90-213 

P 

0003070393 

90-410 

A 





8003 1207 18 

50-410 

0 

Northarn Indiana Public Sarvict Co 

8003030493 

30-367 

R 





9003040268 

90-367 

G 

0003140013 

90-220 

a 


9003040409 

90-367 

R 

8003170407 

90-220 

R 


9003090001 

80-367 

G 

8003170411# 

90-220 

R 


8003070304 

50-367 

A 

0003100126 

90-220 

6 





8003100200 

90-220 

F 


9003100035 

90-367 

Q 





8003180458 

50-367 

R 

0003100979 

90-410 

F 


8003200267 

50-367 

R 

0003190960# 

90-220 

P 


8003290426 

50-367 

Q 

8003190971# 

90-220 

P 


9003260619 

90-367 

R 

0003290447 

90-220 

F 





0003290470 

50-410 

Q 


8003270430 

90-367 

R 





9003310383 

90-367 

A 

6003310200 

90-220 

a 

Northarn statat Pouar Co 

9003030400 

90-263 

R 

8003310281# 

90-220 

8 


9003030401# 

50-263 

R 

0003310310 

50-220 

8 


8003030402# 

50-263 

R 

0003310313# 

90-220 

6 





0003260164# 

90-280 

Q 


8003030971 

90-362 

8 





8003030990* 

90-382 

8 

8003040467 

90-111 

P 


0003040398 

90-263 

J 

0003110376 

90-400 

A 


0003040402 

90-292 

J 

8003200290# 

90-369 

F 


8003040402 

90-282 

J 

8003310426 

70-0 






8003090100# 

90-245 

0 


8003040420 

90-292 

R 





0003040420 

50-202 

fl 





8003040422# 

90-202 

R 

0003060473 

50-249 

0 


0003040422# 

50-202 

R 

0003100247 

90-336 

P 


0003040426# 

90-202 

R 

8003110470 

50-249 

F 





8003110470 

60-245 

F 


8003040426* 

90-202 

R 

8003110401# 

90-245 

F 


8003040462 

50-263 

F 





8003040481 

50-262 

R 

0003110481# 

90-249 

F 


0003040409# 

90-282 

R 

8003110489 

50-336 

P 


8003040489# 

90-282 

R 

8003180366 

50-336 

R 





0003100367# 

90-336 

R 


8003040492 

50-260 

J 

0003270343 

50-213 

Q 


8003040916 

50-263 

s 





8003040903 

90-263 

P 

0003270343 

90-213 

Q 


0003040986 

90-292 

J 

0002190048 

PR 



8003040906 

90-202 

J 

6003030465 

50-336 

8 





6003030466 

TOPREP 



8003050929 

50-263 

P 

6003030470# 

90-336 

8 


8003060544 

90-263 

P 





8003060946# 

90-263 

P 

B003040909 

90-249 

R 


8003110913 

90-263 

0 

8003040509 

90-249 

B 


0003110944 

90-263 

F 

8003040615 

50-249 

R 





8003040615 

50-249 

R 


8003110979 

50-306 

0 

8003040621# 

90-249 

R 


8003110901# 

50-306 

S 





8003120440 

50-263 

P 

8003040621# 

50-245 

R 


8003120493 

50-260 

P 

8003090287 

90-336 

0 


6003120607 

50-263 

s 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUKBER 

SUBJECT 

CATEGORY 



0003120722 

90-263 

P 



0003130(15 

90-202 

Q 



0OO313O45B 

90-263 

Q 



B0031702&7 

50-263 

R 



00031 70269# 

90-263 

R 



B003170313 

90-263 

0 



0003170395 

90-282 

R 



0003170395 

90-2B2 

R 



0003170399a 

90-282 

R 



BOO3170451 

50-263 

P 



0003100952 

50-202 

P 



0003180992 

50-202 

P 



0003100633 

50-263 

8 



00031 B0635 

50-263 

9 



0003190594 

50-202 

P 



0003190594 

90-282 

P 



0003190655 

50-202 

P 



0003190655 

90-202 

P 



0003190669 

90-202 

P 



6003210930 

90-202 

P 



0003210930 

90-202 

P 



0003240361 

90-263 

1 



6003240361 

90-263 

I 



0003240364a 

90-263 

I 



6003240364# 

90-263 

I 



0003240364# 

50-263 

1 



0003240409 

90-263 

8 



8003240407# 

90-263 

8 



6003240400 

90-202 

6 



8003240410# 

90-232 

6 



9003240417 

90-306 

8 



6003240421# 

90-306 

0 



8003240422 

90-263 

S 



0OO324O9S1 

50-263 

6 



0003240964# 

90-263 

8 



0003250298 

50-202 

P 



0003250403 

90-263 

B 



0003250409# 

90-263 

8 



0003250942 

90-263 

Q 



0003260299 

90-263 

0 



0003270099 

50-263 

Q 



0003310002 

90-263 

Q 



0003310144 

90-202 

R 



8003310149# 

50-282 

R 



0003310187 

90-263 

R 



0003310191# 

90-263 

R 



0003310296 

90-263 

R 



0003310290# 

90-263 

R 



0003310350 

90-263 

S 



0003310362# 

90-263 

0 

Nuclft«r Inc 


0003280646 

71-9020 


Nucitar Entrg^ Sarvlcai Inc 


0003200468# 

90-409 

P 



0003210489# 

90-409 

F 

Nuclaar Engln««rino Co « Inc > (tub* of 

0003130109 

71-290 


Taladgnar Inc ) 







0003190960 

71-6400 


Nueloar Fuel Sirvicttr Inc (tub* 

of 

6003040317 

90-201 

F 

Oattij Oil Co. } 







6003090041 

50-201 

H 



0003060230 

71-4949 




0003060419# 

FQIA 




6003060430# 

FQIA 




6003060541 

90-201 

R 



6003130153 

90-201 

R 



0003130160# 

90-201 

R 



8003130672 

70-143 




0003200194# 

lOCFR 




6003290607 

70-143 




60 03310206 

70-143 


Nucitar Packaglngi Inc 


6003130179 

71-9132 




0003130179# 

71-9132 




6003290109 

71-9073 


Nucitar Sythtmti Oamma Induabrltt 

Div 

0OO3UO19B 

71-9139 




8003240082 

71-9032 




0003240089 

71-9027 




8003240099 

71-9007 




8003240136 

71-9110 




60 03240146 

71-9033 




6003240290 

71-9096 




6003240302 

71-9036 


Nucitar Ttcbnologijr Inc CNubtcb) 


6003310374# 

90-416 

K 

Nuittc 


6003040134# 

70-139 


Oak Ridg* National Laboratory 


0003100103 

NUREO 




0003110006 

PR 




80031 10009 

PR 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 


B0031 10015 

PR 



B0031 10019 

PR 



8003120610 

REB 



80031 20623 

RES 



0003120659 

RES 



8003130600 

RES 



8003100256 

PR 



B0031 00641 

RES 



0003210227# 

71-5997 



8003260430 

REB 



0003270350 

RES 



8003200966 

REB 



0003200572 

REB 



0003200577 

RES 



0003310030# 

90-312 

T 

Qffthora Pouar Sgttam* (tub* of 

0003200531 

50-437 

A 

Utftinghouta Elactrlc Gorp ) 




Ogit P«troltuffl» Inc 

0003050604 

40-8749 



BOO3O6OO20 

40-0749 



0003240134 

40-0693 


Ohlo^ 8tatt of 

00031401 S3 

PR 


Oklahotnai Btata of 

0003100165# 

50-556 

0 


0003100165# 

50-556 

Q 


8003100160# 

50-596 

0 


0003100160# 

90-556 

0 

Omaha Public Powtr Dittrict 

0003030456 

50-205 

8 


0003050460# 

90-205 

8 


0003050401 

50-209 

R 


8003050403# 

50-205 

R 


0003050405 

90-205 

9 


0003050406# 

50-205 

S 


0003110603 

50-205 

S 


0003180176 

90-205 

P 


0003180602 

90-205 

R 


0003 180607# 

90-209 

R 


0003190399# 

90-320 

H 


0003190409# 

50-320 

H 


0003210309 

50-289 

P 


8003240373 

50-285 

P 


8003240508 

90-285 

8 


8003240514# 

50-285 

8 


8003240510# 

50-209 

8 


8003240524# 

50-205 

8 


8003260577 

50-209 

P 


8003310288 

50-285 

Q 

Oneavagti Mark 

8003110662 

90-290 

H 

OragoH) Stata of 

8003200232 

50-344 

0 


0003200237# 

90-344 

0 

Dtann« E, U 

0003190611 

50-367 

0 

Pacific Oat It EUctrlc Co 

8002130332 

90-279 

A 


8003040212 

90-279 

F 


8003040218# 

90-279 

F 


0003040218# 

90-279 

P 


8003040680# 

90-279 

Q 


8003050212 

90-133 

R 


0003090210* 

90-133 

R 


0003090221# 

90-133 

R 


0003050220# 

90-133 

R 


0003050500 

90-133 

P 


0003050500 

90-133 

P 


0003050500 

50-133 

P 


0003060964 

50-279 

A 


0003060564 

50-273 

A 


0003100009 

50-275 

Q 


0003100070 

50-279 

Q 


0003120700 

50-133 

Q 


0003120739 

50-279 

Q 


0003130132 

90-279 

0 


0003170146 

90-279 

Q 


0003170404 

90-133 

R 


0003170410# 

90-133 

R 


00031 00481 

90-279 

A 


0003100491 

90-279 

A 


0003100553 

90-133 

8 


0003100562# 

90-133 

B 


0003190066 

30-279 

A 


0003190453 

90-133 

J 


0003190900 

90-275 

H 


0003190910 

PRQJ 



0003200620 

90-279 

6 


0003200620 

90-279 

a 


0003250170 

90-278 

A 


8003230170 

90-279 

A 


0003250173# 

90-273 

A 


0003250179# 

90-279 

A 
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NUHDER 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUHQER 
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CATEGORY 



BO0S2S039S 

PROJ 






8003140030 

50-277 

0 



8003250311 

PRQJ 






0003140141 

50-^52 

0 



8003260528 

50-279 

A 





0003140419 

50-307 

P 



3003260328 

50-279 

A 





0003140419 

50-307 

P 



B003S60S92 

50-279 

A 





0003140429* 

50-307 

P 



Q003260592 

50-275 

A 





0003 1 40432-* 

90-397 

P 



8003260631 

50-279 

A 





6003140432# 

90-307 

P 



8003260631 

90-279 

A 





8003170068 

50-277 

8 



0003 260634* 

90-279 

A 





0003170414 

50-277 

F 



ao03260634« 

50-275 

A 





0003180407 

50-277 

R 



8003260647 

50-275 

A 





0003180407 

50-277 

R 



0003270381 

90-279 

F 





8003180409* 

50-277 

n 



0003270511 

90-279 

Q 





0003100409* 

50-277 

R 



80032BQ003 

90-275 

0 





0003160595 

50-270 

s 



0003280003 

50-275 

0 





0003180567# 

50-278 

s 



0003280119 

90-344 

Q 





8003180573 

50-270 

s 



8003280159 

50-133 

Q 





8003180502* 

90-278 

8 

Pacific Pumpi Dlv 


8003190-476* 

50-320 

H 





8003160586 

50-277 

S 

PanalQlna AirFraightj Inc 


0003240252 

XPORTLIC 






0003180993* 

50-277 

S 



8003240256* 

XPQRTHC 






6003190947 

30-277 

s 

Pathflndar Hinas Corp 


0003060031 

40-2299 






0003190547 

90-277 

s 



8003260079 

40-2299 






0003240463 

90-278 

a 



0OO32SOO83» 

40-2259 






8003250490 

50-277 

P 

Pann Southwest Insurancsj 

Inc 

8003170494 

TOPREP 






0003250490 

50-277 

p 

Panniylvania Power U Light 

Co 

8003040281 

90-307 

0 





0003250348* 

50-277 

p 



0003060170* 

50-387 

U 





0003250348* 

50-277 

P 



8003060372 

90-307 

0 





0003250976 

50-277 

p 



8003060372 

90-397 

0 





000320042? 

50-278 

6 



8003060403 

90-307 

A 





0003260435* 

50-270 

S 



8003060403 

50-307 

A 





8003310368 

50-277 

s 



G0030609B5 

90-367 

K 

Philippi 

nes 



8003090130 

50-974 

0 



8003060529 

50-387 

K 





8003090136 

SO-974 

0 



B003060926* 

50-387 

K 

Pick Instrument 

Product* ' 

Ca 1 Inc 

8003200402 

71-359 




0003060526* 

50-397 

K 

Picker Corp 



0003210204 

71-9796 




8003060927* 

90-387 

K 

Pioneer 

Nuclear* 

Inc 


8003200280 

WASTE HOT 



8003060927* 

50-397 

K 

Placer Amex» Inc 



8003060209 

WASTE MOT 



8003060536 

50-397 

Q 

Plateau 

Rcsourcesi Ltd 


80031907S4 

40-7069 




S003 140072 

50-397 

Q 

Plofflouth 6 Uash-lngton Countu 

8003060294* 

50-339 

A 



8003180519 

S0-3B7 

H 

Porter-’Oerti Consu 1 tanks* 

Inc 

8003270080 

50-320 

P 



0003180921 

50-387 

A 





8003280543 

SO -320 

R 



8003190649 

90-387 

0 

Portland 

General 

Electric 

Co 

BOO 3030347 

50-344 

P 



0003190649 

50-387 

0 





a003Q4020B 

50-344 

R 



0003210184 

90-307 

A 





8003040906 

50-344 

P 



e003260423» 

90-387 

6 





B003040557 

SO-344 

P 



8003310136 

90-387 

8 





0003040577 

50-514 

A 

PenntgWAnla State Unlv 


0OO319OOB5 

PR 






8003050432 

90-344 

P 

Pennsglvanlai State cf 


8003050614 

90-289 

0 





8003050446 

90-344 

0 



8003060020 

90-289 

0 





0003050471 

90-344 

R 



8003240006 

50-289 

0 





B003060292 

50-344 

0 



B0O328O01O 

90-307 

0 





0003100055 

50-344 

0 

Petratonilcs< Inc 


8003030230 

40-6659 






8003110919 

50-344 

P 

Philadelphia Electric Co 


0003030463 

90-277 

6 





B0031 10540 

50-344 

P 



8003040037 

50-320 

T 





6003110969 

90-344 

P 



0003040165 

90-277 

Q 





G0Q31 10978 

50-344 

6 



8003040165 

90-277 

Q 





8003110900* 

50-344 

8 



B003040261 

50-320 

T 





B003 110984 

90-344 

R 



8003040272 

90-320 

T 





00031 10586* 

50-344 

R 



8003040272 

90-320 

T 





0003110617 

50-344 

P 



8003040272 

90-320 

T 





9003110640 

50-344 

R 



8003040374 

90-277 

Q 





0003 1 1 0650* 

90-344 

R 



8003040374 

90-277 

0 





8003120343 

50-344 

P 



0003040999 

30-277 

R 





0003120703 

50-344 

0 



8003040959 

50-277 

R 





0003130212 

50-344 

0 



800304D56S* 

50-277 

R 





0003130216 

50-344 

0 



8003040969* 

90-277 

R 





800313021Q* 

50-344 

0 



0003060498 

90-277 

S 





B003 130242* 

50-344 

0 



8003070349 

90-277 

R 





0003 1 30247* 

50-344 

0 



8003070350* 

90-277 

R 





0003130258* 

50-344 

0 



0003100207 

50-277 

P 





3003130279* 

50-344 

0 



0003100211* 

90-277 

P 





B003 130297* 

50-344 

0 



8003110327 

90-277 

P 





8003130363 

90-344 

5 



8003110949 

90-277 

P 





8003 130307* 

90-344 

8 



0003110949 

50-277 

P 





8003130979 

90-344 

0 



8003110999 

90-277 

fl 





0003 £70306 

90-344 

S 



8003110538* 

90-277 

R 





8003170305* 

90-344 

8 



B0031 10603 

90-279 

P 





0003 170334 

50-344 

0 



8003110609* 

90-279 

P 





800319090? 

90-344 

0 



8003120471 

90-352 

A 





8003190913* 

30-344 

0 



0003120904 

90-270 

S 





8003200315 

50-344 

P 



0003120926 

‘ 90-279 

8 





6003250958 

50-344 

p 



8003120967 

90-277 

1 





6003250974 

50-344 

P 



8003120967 

90-277 

I 





B003250S77* 

50-344 

p 



8003120726 

90-277 

P 





00032 90S8B 

50-344 

F 



8003120736 

90-277 

Q 





8003260920 

50-344 

P 



8003120746 

50-277 

P 





0003260639 

90-344 

P 
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cateoort 


6003260054 

30-344 

a 




0OO32SO537* 

50-267 

9 

Pawtr Autharttv 8t«tt of N«(ii York 

6003040376 

SO-333 

0 




0003250552 

50-267 

8 


8003040302 

30-333 

6 




8003250555# 

50-267 

8 


6003040510# 

30-333 

S 




8003250570 

50-267 

P 


6003040623 

30-286 

8 




0003250581# 

50-267 

P 


8003040631# 

30-206 

S 




0003260561 

50-267 

0 


6003050103# 

lOCFR 





8003260565# 

50-267 

Q 


6003050366 

50-333 

J 




0003260571* 

50-267 

0 


B0030 50369 

50-206 

J 




0003260576# 

50-267 

0 


8003050369 

50-286 

F 




0003260570# 

SO-267 

0 


6003050447 

50-286 

P 




8003260597 

50-267 

p 


8003050490 

50-286 

R 




8003260603# 

50-267 

P 


6003050492 

50-286 

P 




0003310323 

50-267 

9 


8003030493 

50-333 

F 




0003310334# 

50-267 

8 


B0030S0495# 

50-206 

ft 




8003310351 

50-267 

S 


8003050521 

50-206 

0 




0003310357# 

50-267 

B 


8003060529 

50-333 

Q 




0003310373 

50-267 

S 


8003060543 

50-286 

F 




8003310378# 

50-267 

e 


B003060584 

50-333 

F 

Public 8«rvlce 

Co 

of Indian#! Inc 

8003050647# 

50-346 

0 


6003070356 

50-333 

P 




6003070386 

50-546 

A 


8003070364 

50-333 

R 




8003 110396 

50-546 

A 


8003070365# 

SO-333 

R 




0003180569 

50-546 

8 


6003110013 

50-333 

P 




0003190022 

NUREO 



8003110022# 

50-333 

P 




0003200207 

50-546 

0 


8003110030# 

50-333 

P 




8003200541# 

50-546 

Q 


B0031 10040 

50-333 

S 




0003210510 

50-546 

1 


6003110046# 

50-333 

6 




8003210514# 

SO-546 

I 


8003110508 

50-333 

ft 




8003200536 

50-646 

A 


8003110511# 

50-333 

R 




8003200536 

50-546 

A 


60031 10640 

50-333 

8 




8003280539# 

50-646 

A 


60031 10642# 

50-333 

8 




8003200539# 

50-346 

A 


6003110645 

50-333 

8 

Public 8 #tv1c» 

Co 

of N»ii/ Hantpihirf 

8003060023# 

50-443 

H 


6003110646# 

50-333 

6 




8003120751 

50-443 

0 


6003120728 

30-286 

0 




0003200232* 

50-443 

A 


8003130215 

50-206 

0 




0003200232# 

50-443 

A 


8003130357* 

50-247 

P 




6003200238# 

50-443 

A 


8003130364# 

50-247 

P 




0003200238# 

50-443 

A 


8003130418 

50-286 

P 

Public 6»rvlc# 

Co 

of Oklahoma 

0003100272 

50-536 

a 


8003130433 

50-286 

P 




8003190710# 

50-536 

0 


8003170137 

50-333 

8 

Public Svrvlc# 

Electric it G#f Co of N#u 

8003030512 

50-311 

A 





J#r»«v 







8003170323 

50-333 

8 








8003170490 

50-333 

8 




8003040033# 

50-354 

8 


8003170494* 

30-333 

8 




8003040033* 

50-354 

8 


800318 0398 

50-286 

R 




6003040034# 

50-272 

0 


8003160401# 

50-206 

R 




8003040096# 

50-272 

Q 








0003050260 

50-272 

a 


8003180515 

50-286 

Q 








8003160571 

50-286 

P 




8003050470 

50-272 

Q 


6003160372 

50-333 

0 




0003060207# 

50-339 

8 


8003180580# 

50-333 

6 




6003060242# 

50-354 

8 


8003160392 

50-333 

8 




0003060455 

50-354 

0 








0003060455 

50-354 

Q 


6003180597# 

30-333 

6 








8003160633 

50-206 

P 




8003060537 

50-272 

S 


8003190539 

50-333 

0 




6003060551# 

30-272 

s 


6003190659 

50-286 

P 




0003060550 

50-272 

8 


8003210324 

30-333 

S 




0003060567# 

50-272 

S 








8003060570 

50-272 

a 


8003210330# 

50-333 

8 








8003210334 

50-333 

0 




8003060572# 

50-272 

8 


8003210340# 

30-333 

8 




0003060596 

50-272 

8 


8003210440 

50-333 

d 




8003060603# 

50-272 

3 


8003210452# 

50-333 

8 




8003070301 

50-311 

A 








8003100140 

30-272 

K 


8003240452 

50-333 

0 








6003240458# 

50-333 

0 




9003100140 

50-272 

K 


8003260387 

50-206 

P 




8003100143# 

50-272 

K 


8003260394# 

50-286 

P 




0003100143# 

50-272 

K 


8003270434 

50-333 

P 




0003110512 

50-272 

P 








0003110568 

50-272 

R 


8003280230 

30-206 

P 








8003280234# 

50-206 

P 




8003110570# 

50-272 

R 

Poutr Enfiitittrlng Soclitu 

8003260585 

NUR8G 





8003110373 

30-272 

P 

Prlnctton Unlv 

8003200126* 

50-3 

P 




0003140102 

50-384 

Q 

Public Inbcritb R«it«rch Group 

8002210266 

PR 





0003170261 

50-272 

P 








0003170264# 

30-272 

P 

Public 6«rvlc* Co of Color«ifo 

8003030484 

30-267 

R 








60031 10620 

50-267 

F 




8003100496 

50-272 

R 


8003120280 

50-267 

P 




8003100500# 

50-272 

R 


8003120307 

50-267 

P 




8003190465 

50-31 1 

h 


8003120442 

50-267 

R 




0003190473 

50-311 

A 








0003190496 

50-311 

F 


8003170270 

50-267 

R 








8003170274# 

50-267 

R 




8003190498# 

30-311 

F 


8003170426 

30-267 

a 




8003190558 

50-311 

A 


0003170430# 

50-267 

8 




0003190942# 

50-272 

a 


0003190990# 

50-267 

0 




8003210404 

50-272 

p 








6003210404 

30-272 

p 


0003250490 

50-267 

a 








8003250502# 

50-267 

s 




0003240411 

50-272 

0 


8003250528 

50-267 

s 




8003250569 

50-272 

p 


8003250533# 

50-267 

8 




8003260361 

80-272 

p 


8003250535 

30-267 

8 




6003260629 

50-272 

p 
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G003260632* 

50-272 

P 



0003130567 

50-312 

F 


800326063S* 

90-272 

P 



0003140218 

50-312 

Q 

Puget Sound Pourer t. Light Co 

8003040698 

90-522 

0 



0003140300 

50-312 

T 


8003240037 

PR 




8003170322 

50-312 

R 

Purdue Unlv 

0003250412 

90-182 

F 



a003l703B6* 

50-312 

R 

PyrotronlcK Baker Protec 5vc s Inc 

0003050039 

PR 




8003170440 

SO-312 

S 

Quad Log Istlcti Inc 

8003240333* 

COMMISSION 



□003170445 

50-312 

9 

Radiation Research Asiociate* 

00032001 B?« 

CONTRACT 




8003180497 

50-361 

9 

Raytheon Corp 

6003130010* 

50-320 

H 



0003180566 

50-312 

9 

Reactor Controls. Inc 

8003070099 

90-416 

S 



8003100574* 

50-312 

S 

Reactor Experiments. Inc 

8003100202 

XPORTLIC 




8003100629 

30-312 

S 


0003100206* 

XPORTLIC 




BO 03 190 996 

50-312 

5 

Reece Engineering Associate* 

0OO31QO469 

50-261 

P 



0003190561* 

90-312 

5 


0003100493* 

90-261 

P 



8003210439 

90-312 

P 

Rentselaer Polytechnic Inst 

6003070300 

90-225 

R 



0003240396 

90-312 

P 

Resource Communities. Inc 

8003210042* 

FQIA 




SO 03250573 

30-312 

P 

Richard N Daneifon tt Associates 

8003140033 

REOOD 




8003260410 

50-312 

F 

Richland County. SC 

0003050152 

PR 




0003260926 

50-312 

P 


0003060492 

PR 




BO 03260 980 

50-312 

S 

Rio Algom. Ltd 

8003190015 

40-6034 




8003260591 

30-312 

S 

Riverside. CA 

8003280000 

PRQJ 




B003260594* 

50-312 

s 

Rochester Oa* Electric Carp 

8003030478 

50-244 

P 



000326 0996* 

50-312 

s 


0OO3O3O4B3* 

90-244 

P 



G003260645 

50-3 1 2 

p 


0003060450 

SO-244 

F 



8003270106 

SO-312 

0 


8003060952 

50-244 

P 



8003280059 

50-312 

Q 


0003060609 

50-244 

P 



8003280541 

50-312 

P 


6003060613* 

50-244 

P 



0003280554 

50-3 1 2 

P 


6003060616* 

50-244 

P 



8003310359 

50-3 1 2 

P 


800306062S* 

50-244 

P 


Saluda Tnuinship. Ill 

0003240099* 

50-546 

G 


0003110502 

90-244 

R 


San Antonie. TX 

80030 SO 179 

50-490 

M 


0OO3J 10983* 

50-244 

R 


San Diego Ga* & Electric Co 

8003040265# 

50-206 

R 


0003110602 

50-244 

P 


San Luis atispOtCA 

8003130048* 

50-275 

H 


8003130555* 

90-244 

P 


Sandla Laboratories 

0003110014 

PR 



0003130557* 

50-244 

P 



0003110010 

PR 



8003170402 

50-244 

R 



80031 10029 

PR 



8003170415# 

SO-244 

R 



8003130628* 

XPQflTLlC 



0003180404 

50-244 

P 



8003250280 

71-361 



0003)90516 

50-244 

P 



8003230390 

NUREQ 



8003200112 

PR 




0003270170 

RES 



0003240301 

50-244 

P 



8003310159 

RES 



8003250463 

50-244 

P 


Schenk Qoncher 

8003130294 

F01A 



0003250461 

SO-244 

R 


Science Applications. Inc 

8003310030* 

50-312 

T 


0003260949 

50-244 

P 


Scientist* & Engineer* for Secure Energti 

8003060740 

PR 



8003200403 

50-244 

F 


Senate 

7909270566* 

MI SC 


Rockuell International Corp 

B003 140006 

70-25 




0003040273 

50-409 

U 


6003170154 

90-375 

P 

• 


0003060160* 

50-387 

U 


8003240060 

71-9039 




8003060435* 

50-352 

u 

Rocky Mountain Energy Co 

8003060093 

40-0697 




8003060310* 

NUREO 



8003190770 

40-0697 



• 

8003060S63* 

MISC 



8003240163 

40-0697 




8003110007* 

50-320 

u 


800324019 I • 40-0697 

Rogovln< Siitrn (< Huge 0003100007 90-320 0 

00032601 CONTRACT 

Rope* V. Qr»n 00030603559 50-471 0 

8003200229 50-443 A 

Ra«u*ll PerV Memorial Inetitrute 0003110587 50-320 P 

RouihiM B003l90ei7» CONTRACT 

Becranitnto Municipal Utllltii Dlsfcricf; 8003030022 50-312 0 

8003040412 30-312 P 

8003040414# 30-312 P 

8003040524 50-312 P 

0003040369 50-312 8 

0003040578 30-312 J 

0003040600 30-312 S 

8003040619# 50-312 B 

8003050310 50-312 P 

8003060033 50-312 0 

8003060215 50-312 0 

BO 03060 957 50-312 8 

BO 03060 560* 50-312 9 

6OO3O6OS03 50-312 8 

eOO3O6O907« 50-312 8 

8003100029 50-312 ft 

8003100032 50-312 P 

8003110589 50-312 R 

80031109914 50-312 R 

6003110613 50-312 8 

e0031106f6* 50-312 3 

9003110627 50-312 8 

9003U0631# 50-312 9 

8003110657 50-312 F 

3003120470 50-312 P 

8003120957 50-312 P 

8003 120698# 50-312 0 

8003120697 50-312 0 


8003110101* 50-341 F 

0003120710 90-574 U 

0003290192 90-133 U 

6003260114* FaiA 

8003200154 5Q-367 U 

Senate^ Appropriation* 0003110122* 90-320 U 

&enat*i Energy Mature I Reeource* B003240A02 PRM 

Senatii Envi ronment Pobl i q Work* 80031 10268* 50-320 U 

Senate. Oovernmental Affair* 8003060915* 50-560 U 

Senelble Main* Pomt 8003190123* 50-30? H 

Saparatlve Work Unit Gurp 0003140456 XpORTLlG 

S|iau4 Pittman. Pott* ■(< Troubr idge 0003030022 50-312 0 

6003000105 90-289 0 

0003030501 SO-266 0 

0003030526 30-266 0 

8 003030926 50-266 0 

B003030536 50-266 0 

8003030536 50-266 0 

8003040300 S0-2B9 O 

0003050052 50-289 0 

0003050076 50-209 0 

8003050002 50-289 0 

8003050149 50-289 0 

0003090160 50-207 0 

0003060249 50-289 0 

B003 060255* 50-2B9 0 

0003060372 60-397 Q 

8003060372 50-387 0 

0003060460 50-266 P 

0003100022 50-320 P 

0003190144 50-289 Q 

8003190649 50-307 Q 

8003190649 50-387 0 

8003550029 PR 

000-3250342 90-346 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

category 


B0038S03A6 

30-209 

0 


0003030110 

30-490 

M 


e0032304&6 

90-449 

M 


0003090650 

PRQJ 



6003270139 

90-209 

0 


0003190963 

50-49B 

M 

5h«Honf Harmon &t UkIss 

BOO 3060492 

90-209 

Q 


B003270124 

PROJ 



SO 03060494a 

90-209 

0 


0003260000 

PROJ 



BOO 306049?* 

90-209 

0 

St Lou it Univ 

□003250174 

NUREO 



6003200122 

90-3 

P 

Standardized Nuclear Unit Poutr Plant 

0003130033 

50-462 

Q 


0003240477 

PR 


Bgittm 





00 03240613 

90-209 

0 


0003140024 

50-4B2 

Q 


BO 032909 13 

90-3 

0 


0003 190100 

50-402 

3 






0003240432 

REOOD 



6003280669 

FOIA 






Shaphtrdi J H MD 

BO 03 140039 

PR 



0003290393* 

90-402 

8 

Rlgtna Chamical Co (cub-i of Sigma-Aldrl 

60 03060687 

XPORTHC 



B00326063B 

90-402 

B 

ch Corf) ) 





800326063B 

50-402 

S 

Small 8u«intftt Adml nl< tration 

B003200D44* 

CONTRACT 



800326063B 

50-402 

S 


eOO32B0363» 

CONTRACT 



800326063B 

50-482 

B 


Bntll U Ullffltr 

6003200003 

90-279 

0 

Social Rttaarch Application* Corp 

6003310031* 

FOIA 


Sourct production If Equipment Co < Inc 

8003260699 

71-9036 


South Carolina Electric L Oat Co 

6003030202 

90-399 

K 


6003030206* 

90-395 

K 


6003030496 

90-399 

8 


B0030304BI 

90-399 

8 


6003030499 

90-395 

8 


6003060632 

90-399 

6 


6003070305 

90-399 

S 


6003110428 

90-399 

0 


6003170439 

90-399 

8 


6003240188 

90-399 

Q 


60 03240367 

90-395 

8 


6003260461 

50-395 

8 


60 03280999 

90-395 

8 

South Carolina! Siata of 

6003040193 

PR 



6003030297 

PR 



6003140473 

PR 


South Carolina* UAiv of 

6003140375* 

90-395 

R 

South Dalotar State of 

6003130637 

40-1341 



8003240 166* 

40-1341 


Southern California Edieon Co 

6003030484 

90-206 

F 


8003040290 

50-206 

R 


8003040269* 

50-206 

R 


6003040642 

50-206 

8 


6003040652* 

90-206 

S 


6003050117* 

90-206 

Q 


6003100047 

90-206 

0 


6003100061 

90-361 

Q 


8003100075 

90-361 

Q 


60031 102B0 

90-361 

Q 


6003110542 

90-206 

P 


6003110610 

90-361 

A 


6003110610 

50-361 

A 


6003110612* 

50-361 

A 


6003110612* 

50-361 

A 


6003120314 

50-206 

P 


6003120430 

50-206 

F 


6003130134 

50-206 

0 


6003140372 

90-399 

R 


6003170149 

90-361 

0 


6003100386 

90-206 

R 


6003180380* 

90-206 

R 


6003180539 

90-206 

F 


8003100549* 

90-206* 

F 


8003100612 

90-206 

0 


8003100614 

50-206( 

P 


8003180627 

90-206 

Q 


8003200642 

90-206, 

P 


8003210491 

90-206* 

P 


8003240460 

90-399 

B 


8003S40461 

90-399 

8 


8003240496 

90-399 

8 


8003260640 

90-206 

P 


80032E0042 

90-361 

Q 


8003200421 

30-206 

0 


8 003200427* 

90-206 

8 


0003260439* 

90-206 

0 


8003200456 

90-206 

P 


S0D3260476 

90-206 

8 


0003200480* 

90-206 

0 


0003310218 

50-361 

Q 

Southarn Cal if or riia* Univ. of 

0003270097 

NUREO 


Southweit Reetarth Imtltuta 

0003050449* 

50-269 

F 

Bouthweatern Public Servlet Co 

S003030183 

90-305 

R 

Spltgal L HcOlarmid 

0OO3O3OOB1 

90-490 

M 


0003090081 

90-490 

M 


0003030110 

90-490 

M 



8003260644 

50-482 

Q 


8003260644 

50-402 

0 


B003260644 

50-402 

0 


6003260644 

50-402 

0 

State* Dapt of 

8003060719 

50-574 

0 

9tatt*0apt of* Bureau of Gceana 1 

6003040230* 

SECY 


Internatl Environ L Scientific Affair* 

6003040719 

XPQRTLIC 



6003040723 

XPORTUIC 



0003090005 

XPORTUIC 



0003090049 

XPQRTUIC 



6003050064 

XPORTLIC 



8003050065 

XPORTLIC 



8003050159 

XPORTLIC 



8003090164 

XPORTLIC 



8003060004 

XPORTLIC 



8003060010 

XPORTLIC 



8003240090 

XPORTLIC 



6003240093 

XPORTLIC 



0003240272 

70-2005 



8003290107# 

SECY 



8003280946 

XPORTLIC 



8003280612 

XPORTLIC 



8003310399* 

SECY 



6003310466 

XPORTLIC 


Steel* Hector It Davie 

8003040320 

50-250 

$ 

atone I( Uebatar Engineering Corp 

B0030S0042 

NUREO 



80031 10374 

TOP REP 



8003110629* 

90-267 

F 


0003130344* 

QA999 



0003140198 

50-499 

D 


8003140201* 

50-495 

B 


8003200465 

REOOD 



8003210549* 

90-10 

F 


8003210995* 

50-10 

F 


8003210559* 

50-10 

F 


8003210563* 

50-10 

F 


8003240359 

50-495 

H 

Sweden 

8003110036 

PR 


Sgatem Development Corp 

8003260477 

FOIA 


TERA Corp 

8003110010 

PR 


TRU* Inc 1 Energy Syttema Planning Dlv 

8003200602* 

FOIA 


Tech/Opi (Technical Operation!* Inc > 

8003140320 

71-9141 



8003140322* 

71-9141 


retnatriin Reeaarch* Inc 

8003100129 

NUREO 


Taknatron* Inc 

8003210023 

FOIA 


Teltdyne Caat Product* 

8003050168 

70-2317 


Telfdgna Energy 8y*tems 

8003210048 

71-46 



8003210050* 

71-46 


Teledyne Engineering Service* 

8003070397* 

50-329 

8 

Tennei«ee Valley Authority 

8003030066 

50-299 

0 


0003030066 

50-239 

0 


8003030066 

50-259 

Q 


6003030339 

50-259 

H 


8003030365 

50-353 

8 


8003030369 

90-593 

S 


0OO3O3O37O* 

90-953 

S 


8003030370* 

90-953 

8 


0003030511 

50-329 

B 


8003030911 

50-329 

8 


000303091 S* 

50-329 

8 


0003030515* 

50-329 

8 


0003030524 

50-329 

8 


0003030524 

50-329 

8 


0003030528* 

50-329 

8 


8003030928* 

50-329 

8 


0003040459 

50-390 

8 


0003040592 

90-296 

8 


8003040601* 

50-296 

8 



CORPORATE SOURCE INDEX 


439 


AUTHOR 

APFILIATIQN 


ACCEB8I0N 

NUMBER 


aooaoAOA07 

8003040614* 

8003050399 

8003050399 

8003050307* 

8003050307* 
8003050437 
800 3030437 
BOO 305044 U 
8003050441* 

6003050443 
6003050446 
SO 03050450 
8003050453* 
80030504^1 

60030^0074 
60030^0356* 
6003060386* 
GO 03060356* 
8003070001 

8003070001 

B003070001 

B003070001 

8003070355 

6003070358* 

8003070372 
0003070374* 
6003100015 
6003100015 
60031 10468 

8003110595 
80031 10596* 
8003110597 
8003110597 
8003110599* 

8003110599* 

8003110621 

8003110644 

8003110660 

8003110678 

8003110683* 

0003110719# 

8003120371 

8003120415 

8003120420* 

0003120475 

0003120490 

8003120490 

8003120493* 

6003120493* 

8003120495 

8003120495 

8003120495 

8003120495 

8003120496* 

8003120498* 

8003120498* 

8003120498* 

8003120571 

8003120571 

8003120572 
8003120579* 
8003120579* 
8003 £20761 
8003130657 

8003130657 

8003140368* 

6003170319 

6003170319 

8003170326* 

6003170326* 

6003170336 

8003170340* 

6003170460 

6003170463* 

8003170479 

8003170479 

6003170460 

6003170462* 

6003170462* 

8003170463* 
8003160352 
8003 I 60352 
8003180352 
8003180353* 


SUBJECT 

CATEODRV 


50-259 8 

30''a5? 8 

30-436 A 
50-438 A 
50-436 A 

50-436 A 
50-390 S 

30-390 a 
50-390 S 
50-390 B 

50-327 A 
50-3.1 B H 
50-259 8 

50-259 8 

50-436 B 

7I-A144 
50-239 Q 
30-259 0 

30-259 <J 
50-239 0 

50-259 0 

50-259 0 

30-259 0 

50-260 8 

50-260 8 

50-260 8 

30-260 8 

90-239 Q 
30-259 Q 
50-327 R 

50-327 a 
50-327 9 

50-327 9 

90-327 8 

90-327 8 

50-327 a 
50-260 8 

50-328 A 
90-327 P 
50-296 8 

50-296 8 

50-260 8 

71-6206 
90-259 8 

90-299 S 

TOPREP 
90-390 8 

30-390 6 

50-390 9 

50-390 a 

50-SlB 8 
50-Sifi 8 
50-9 JB 8 
50-918 8 

50-916 S 

90-916 8 

50-910 8 

50-916 a 
50-390 8 

50-390 a 

50-436 Q 
90-390 8 

90-390 8 

50-259 0 

90-390 Q 

90-390 Q 
90-516 0 

50-390 8 

50-390 8 

90-390 8 

90-390 8 

90-953 B 
90-553 B 
90-259 a 
50-299 a 

90-390 8 

50-390 a 
90-259 8 

90-390 8 

90-390 9 

90-299 8 

90-299 P 
90-299 P 
90-259 P 
90-299 P 


AUTHOR 

AFFIHATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6003160353* 
6003160353+ 
60031 B0372 
6003160377* 
0003160378 

6003160376 
6003160376 
B003ia0380» 
6003160420 
8003 1 80527 

8003180931 

6003160536* 

0003100537 

6003100541 

0003100943* 

8003100544* 

6003160547* 

0003160397 

6003160569* 

0003160594 

8003160596* 
6003160609 
B003 1 60&1 0 
6003160611 
8003 1006 17* 

8003160616* 

0003160620 

0003160620 

0003160624* 

6003160624* 

8003190004 

6003190121* 

B003190179* 

6003190421 

8003190421 

8003190421 

8003190426* 

8003190426* 

8003190426* 

8003190532 

8003190596* 

8003190766* 

6003190766* 

6003190766* 

6003190768* 

6003190065* 

8003190865* 

8003190869* 

8003190869* 

8003200336 

B003200461 
6003200472* 
80032 1 0097 
6003210097 
8003210176 

6003210272* 
6003210374 
8003210376* 
00032 1 03B7 
8003210367 

8003210367 
6003210407 
6003210407 
6003210407 
60032 1 0407 

6003210407 
B0032 1 0407 
0003210416* 
6003210416* 
0003210418* 

60032 104 IB* 

6003210416* 

6003210416* 

8003210496 

6003210496 

B00321049& 
000321 090& 
600321050^ 
6003210535 
G003210541* 

0003240277 

8003240277 

8003240277 

6003240460 

6003240460 


30-299 P 
SO-299 P 
50-51 B S 
50-516 S 
50-239 a 

50-259 ft 
50-259 R 
50-259 R 
50-436 A 
50 -2^,0 S 

50-260 8 

50-260 6 

50-260 S 
50-259 S 
50-260 8 

50-260 S 
50-259 B 
50-296 0 

50-296 0 

50-259 B 

50-239 B 
50-390 a 
90-259 S 
SO -259 8 

50-259 S 

50-299 S 
50-439 S 
50-436 S 
SO-433 5 

50-436 S 

40-1341 
50-553 0 

90-027 0 

50-259 K 
30-259 K 

50-259 K 
30-259 K 
50-259 H 
50-259 H 
50-327 J 

50-553 6 

50-518 0 

50-516 0 

30-518 Q 
30-516 0 

50-518 0 

30-518 0 

30-516 Q 
30-5 1 0 0 
50-259 0 

50-327 6 

50-327 B 
30-259 Q 
50-299 0 

50-327 0 

30-259 0 

50-519 6 

50-510 8 

50-239 P 
50-239 P 

50-239 P 
50-510 S 
50-516 8 

50-316 a 
50-316 a 

50-516 8 

50-516 6 

50-516 9 

50-516 S 
50-518 S 

50-316 8 

50-518 a 
50-510 a 
50-259 P 
50-259 P 

50-239 P 
30-533 Q 
30-553 0 

50-260 a 

50-260 6 

50-259 Q 
60*259 0 

50-259 Q 
50-390 a 
50-390 6 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Ttnn«ta»«j 8tjt« of 

Texas Inst rumen Inc 

Teiss Public Interest Research 


Texas Tech Unlv 

Texas Utilities Generating Co 



accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


G0032404e3» 

SO-390 

S 


BOO320O634 

50-445 

M 


BOD32404B3» 

50-390 

3 

Texasi State oT 

80031 9063S* 

90-445 

H 


B00334D4B7 

30-593 

H 


8003260641 

50-466 

A 


8003240494 

90-299 

P 

Texas/ Univ of< Dallas 

0003140001* 

COMM I SB TON 


aoo325oioe« 

90-390 

Q 

Thorne Ecological Institute 

0003120450* 

50-267 

R 


8003S 90139* 

90-299 

Q 

Three Mile Island Alert 

8003040691 

50-289 

0 


00032 SO 139* 

50-259 

8 


8003130171 

90-2B9 

0 


0003250139* 

90-259 

Q 


8003240001 

50-289 

0 


80032A0131* 

90-299 

Q 

Toledo Edison Co 

781 1130230* 

90-346 

M 


B0032A0131* 

90-289 

Q 


7910310125* 

50-346 

0 


80032*0369 

50-259 

F 


0003040160 

50-346 

a 


8003260478 

50-430 

6 


8003040172* 

90-346 

R 


8003260478 

90-438 

S 


8003040471 

50-346 

a 


8003260460 

90-259 

P 


8003040402 

50-346 

p 


8003260400 

50-259 

P 


8003040579 

50-346 

3 


0003260494 

50-430 

6 


0003040590# 

50-346 

5 


0003260494 

50-430 

0 


B003040597 

50-346 

8 


0OO326O9O2* 

50-438 

e 


8003040605* 

90-346 

3 


0003260502* 

90-439 

6 


6003040609 

50-346 

S 


8003260531 

50-390 

8 


0003040616* 

90-346 

3 


0003260532 

50-390 

S 


8003070009* 

90-346 

G 


0003260532 

90-390 

8 


8003100133 

50-346 

P 


B003260535* 

50-390 

0 


8003110959 

50-346 

8 


0003260535* 

90-390 

S 


0003110962# 

50-346 

S 


8003260566 

90-260 

8 


0003110966 

50-346 

8 


0003260579* 

50-260 

8 


8003110567* 

50-346 

8 


0003260600 

50-327 

P 


80031 10607* 

90-205 

S 


8003260630 

90-438 

8 


0003110626 

90-346 

S 


0003260630 

50-430 

S 


0003110620* 

90-346 

8 


0003260637* 

50-430 

S 


8003110635 

90-346 

S 


8003260637* 

50-438 

S 


8003110637* 

50-346 

9 


8003260646 

50-518 

S 


8003110684 

50-346 

S 


6003260646 

50-918 

S 


80031 10605* 

90-346 

S 


0003260646 

50-518 

S 


8003130461 

90-346 

fl 


0003260646 

50-318 

8 


0003130467* 

90-346 

R 


8003260648* 

50-510 

8 


6003140266 

50-346 

S 


0003260646* 

50-518 

8 


8003140330* 

50-346 

9 


6003260646* 

50-518 

8 


8003170401 

90-346 

S 


0003260646* 

50-518 

S 


0003160339 

50-346 

P 


0003270073 

50-259 

0 


8003180390 

50-346 

P 


0003270073 

50-259 

Q 


8003100361 

50-346 

P 


0003270073 

50-259 

Q 


8003180364* 

50-346 

P 


8003260322 

40-1341 



0003100502 

50-346 

9 


8003280356* 

40-1341 



0003 180508* 

50-346 

8 


8003280452 

90-390 

8 


B003210442 

90-346 

P 


0003200452 

50-390 

8 


8003240389 

50-346 

P 


0003200454* 

50-390 

S 


8003260460 

50-346 

0 


8003280454* 

90-390 

B 


8003200471 

50-346 

P 


8003280405 

50-320 

A 


8003280475 

50-346 

P 


0003280948 

90-259 

P 


8003200402 

50-346 

8 


0003310140 

50-327 

A 


0003200496* 

50-346 

S 


8003310141* 

50-327 

A 


0003260508 

90-346 

G 


0003310267 

90-438 

A 


0003200538* 

90-346 

0 


0003310300 

90-327 

P 


0003280560 

50-346 

P 


0003310312* 

50-327 

P 


8003280629 

90-346 

0 


0003310396 

50-566 

Q 


B003310146 

50-346 

R 


00031 3027 1 

State Prog 


8003310151* 

50-346 

R 


8003200278* 

50-367 

R 

Transnuc ] ear/ Inc 

0003050267 

70-2470 


Group 

0003140101 

■ 90-466 

0 


8003120382 

XPQRTLIC 



8003140109 

90-466 

0 


0003120677 

XPQRTLIC 



0003170110 

MIBC 



8003 130400 

71-9120 



0OO32OOi33« 

70-794 



8003260096 

71-250 



8003030153 

50-445 

M 


8003260103* 

71-250 



8003040712* 

50-445 

0 


0003260146* 

FOIA 



8003050292 

50-445 

K 


0003260160* 

FOIA 



0003120706 

90-449 

Q 


8003280317 

XPORTLK 



0003100389 

90-445 

A 


8003200330* 

XPORTL 1C 



0003100309 

50-445 

A 


8003310246 

70-247B 



8003100509 

50-445 

A 

Transportation/ Dept of» Federal Highwavi 

0003200296 

70-572 



8003100509 

50-449 

A 

Administration 








U* 8 Naval Academg 

8003050642 

NUREO 



8003190070 

90-445 

S 






0003190070 

50-449 

8 

U 0, Pipe 1< Foundry Co 

0003240179 

71-376 



8003190084* 

50-449 

8 


B003240I85* 

71-376 



0003190004* 

50-445 

6 

US Steel Corp 

0003310160* 

50-320 

H 


8003190093 

50-449 

B 

Union 76 Minerals Exploration Co 

8003170021 

40-0348 







8003170064 

40-0584 



0003200619* 

50-445 

a 






8003240173 

50-445 

M 


0003190075 

40-0584 



8003240173 

50-449 

M 


0003190105 

40-3348 



0003240173 

50-445 

M 

Union Carbide Corp 

0003040010* 

70-607 



0003240173 

50-449 

ri 


0003090559 

40-299 







8003130060 

PR 



0003260277 

50-449 

M 






0003260277 

90-445 

M 

Union Electric Co 

7906140095 

MI8C 



8003260277 

50-443 

M 


0003040019* 

50-483 

Q 


8003260277 

50-445 

M 


BOOS 1 10623 

50-403 

A 


8003270270 

50-445 

K 


8003210500 

50-493 

F 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Union of Conctrnod &citntltt» 


Unittd Englnoirt Conttructorti tnc 
(fubi of Rogbhoon Co > 


Unitid Kingdom 
Unibtd Nucl««r Corp 


Uni tod Nucloor Corp • UNC Rocovory 
Syotomo DW 


Unitfd Nucltor Corp »N«vol Products Dlv, 


Unitod Nucltor Corp « Toton Explorotlon 
OrlUlnjilnc Dlv. 


UtoK« Gtoto of 

Uormont Vonkti Nucloor Pouor Corp 


Vot. Admin Hoop. OmohoiNE 

VtUonovo Unlv 

Vlrglnlo Eloctric U Pouor Co 


ACCESS IDN 
NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

m/MBER 

SUBJECT 

CATEOQRY 

8003060494# 

90-289 

0 


8003040602# 

50-339 

A 

B003060499# 

90-289 

0 


8003040682# 

50-339 

A 

S00310019A 

90-974 

0 


8003090203 

50-200 

P 

8003800122 

90-3 

P 


8003090203 

so-aeo 

P 

8003200179* 

lOCFR 



8003090207* 

90-280 

P 

8003200S11# 

LOCPR 



8003050337# 

90-338 

Q 

B003840613 

90-289 

0 


0003090337# 

50-330 

Q 

8003 120639# 

90-129 

P 


0003060969 

90-200 

0 





8003 060500 

50-338 

S 

6003130188* 

90-324 

0 


0003060505# 

50-338 

8 

8003130449# 

90-286 

p 









B0030605G8 

50-280 

8 

80D3140200» 

0A999 



0003060999# 

50-200 

8 

8003240376 

REOOD 



B00307009 1 

90-200 

a 

8003280250 

XPORTLIC 



8003110011 

90-200 

R 

8003030334 

40-8602 



80031 10090 

50-330 

s 

6003030341# 

40-8602 










80031 10056# 

50-330 

B 

8003140099 

40-8728 



80031 10960 

50-260 

Q 

8003140109# 

40-8728 



80031 10960 

50-200 

a 

8003140117# 

40-0728 



80031 10560 

50-200 

Q 

800320001B 

WASTE HOT 


80031 10723 

50-280 

p 

8003260089 

70-371 










8003120349 

50-339 

s 

8003050202 

70-B20 



8003120477 

50-404 

Q 





8003120477 

90-404 

Q 

8003140131 

70-820 



8003120598 

50-339 

8 

8003240064 

70-B20 



8003140226 

50-339 

A 

8003240216# 

70-820 






00033 J 0200 

70-020 



8003140230 

50-338 

P 





8003140236# 

50-330 

P 

0003030041# 

70-37 1 



0003140308 

90-338 

S 

0003310187 

70-371 



8003140393# 

50-338 

8 

8003310129# 

70-371 



0003170204 

50-338 

P 

8003140463 

40-8720 










8003170204 

50-330 

P 

8003140466* 

40-8720 



8003170347 

50-280 

a 





8003170393# 

50-200 

s 

8003170001 

40-8720 



8003170357# 

90-200 

s 

8003170102 

PR 



8003170363# 

90-200 

B 

8003040313 

90-271 

0 





8003040469 

30-271 

8 


8003170369 

50-338 

3 

8003040476# 

90-271 

8 


8003170379# 

90-330 

S 





8003170461 

90-339 

S 

8003040611 

50-271 

P 


8003170401 

50-280 

F 

8003050293 

90-271 

0 


8003170401 

50-260 

F 

8003050353 

90-27 1 

F 





8003060990 

90-271 

8 


8003100254 

50-339 

A 

8003060996* 

90-271 

S 


8003100297 

50-280 

P 





0003100297 

50-280 

P 

8003170249# 

90-271 

f 


8003180297 

90-280 

P 

8003170263 

90-271 

R 


0003180297 

90-280 

P 

8003170269* 

90-271 

R 





8003170362 

90-271 

R 


8003180454 

90-280 

R 

80031 7D36X# 

90-271 

R 


0003180494# 

90-200 

R 





0003180946 

90-338 

R 

8003180314 

90-271 

P 


0003100990# 

90-338 

R 

8003180991 

90-271 

8 


8003100984 

50-338 

S 

8003180999# 

90-271 

B 





8003190644 

90-271 

? 


80031 0094 0* 

90-338 

6 

8003190649# 

90-271 

P 


8003100603 

90-339 

A 





8003190470 

90-339 

A 

8003200294 

90-271 

E 


8003190520 

50-339 

B 

8003200493 

90-271 

P 


8003190648 

90-339 

A 

0003210561 

90-271 

8 





9003210566# 

90-271 

8 


80031906904 

50-339 

A 

0003210970 

90-271 

P 


8003200393 

50-330 

P 





8003200393 

90-338 

P 

8003240436 

90-271 

F 


8003210137# 

90-336 

Q 

8003280466 

90-271 

P 


8003210197 

90-339 

A 

0003310296 

50-271 

P 





0003310298# 

90-271 

P 


0003210309 

50-339 

A 

0003310372 

90-271 

1 


0003210326 

90-200 

a 





6003210331 

90-338 

K 

B003060707* 

90-131 

Q 


0003210331 

50-338 

K 

7910160322 

90-320 

P 


0003210337# 

90-338 

K 

0003030406 

90-330 

P 





0003030490 

90-280 

a 


8003210337# 

50-338 

K 

0003030499# 

90-200 

8 


8003210422 

90-330 

P 





8003210454 

50-330 

8 

80030 3094B 

90-280 

8 


8003210461# 

50-338 

8 

8003030994# 

50-280 

a 


8003210466 

90-280 

<1 

8003040268 

90-404 

F 





8003040423 

50-201 

p 


8003240297 

90-404 

0 

8003040490 

90-280 

0 


0003240297 

90-404 

0 





0003240423 

90-339 

8 

80030 4OS01 

90-200 

R 


8003240469 

50-330 

8 

8003040301 

90-280 

R 


8003240460# 

50-338 

8 

8003040622 

90-338 

8 





8003040627 

90-338 

8 


8003240473# 

50-338 

B 

3003040629# 

90-330 

8 


8003240494 

50-280- 

Q 





8003240901 

90-338 

3 

0003040634# 

90-330 

8 


8003240905# 

90-338 

S 

0003040636 

30-200 

8 


8003240911 

90-334 

8 

0003040640 

90-200 

8 





0003040644# 

90-280 

8 


8003240616# 

90-338 

Q 

0003040690# 

90-280 

8 


8003250351 

90-280 

P 





8003260346 

90-334 

8 

0003040664 

90-334 

A 


8003260416 

80-280 

P 

0003040664 

90-334 

A 


8003270310 

90-280 

8 
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CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

BUBJECT 

AFFILIATION 

NUHDER 

CATEGORY 

AFFIUtATlON 

NUMOER 

CATEGORY 



8003270315* 

50-200 

8 


8003090204 

XPORTLIC 



B 003280491 

30-201 

& 


8003060755 

50-974 C 



8003280495 

30-330 

P 


8003070256 

XPORTLIC 



8003200497* 

50-201 

9 


0OD31 10569 

TQPREP 



80032B0951 

50-201 

P 


0003120422 

toprep 



8003310239 

50-330 

P 


8003130001 

71-6400 



8003310243* 

50-330 

P 


0003130220 

XPORTLIC 



8003310301 

30-338 

8 


0003130973 

TOPREP 



8003310307* 

30-330 

8 


0003170450 

TOPREP 


/ 

8003310379 

30-339 

H 


0003100217 

TOPREP 



8003310388 

30-339 

A 


8003100220# 

TOPREP 



8003310424* 

30-280 

Q 


0003100333* 

50-937 # 

VirffiniJ. Stat* oi 


8003210335 

PR 



0003180533 

TQPREP 


B003250475 

PR 



0003190224 

70-1143 



eooss&oiot* 

FDIA 



0003190779 

71-9032 

Virginia. Unlv of 


80030f)02ie* 

30-62 

Q 


8003200118 

PR 

VoUtn. R J 


80031906 11 

50-367 

0 


0003200149* 

tOCFfi 



8003240208 

50-367 

G 


0003210426* 

90-338 p 



8003240214* 

90-367 

0 


0003240259 

70-1151 



8003260443 

50-367 

0 


0003290397* 

50-4B5 8 



8003310096 

90-367 

0 


0003250407 

70-1151 

M«Ufr Kldda St Co, . 

Inc 

6003050615* 

50-271 

F 


0003270360 

TOPREP 



6003050619* 

30-271 

F 


8003200183 

XPORTLIC 



6003050622* 

30-271 

F 


8003200206 

XPORTLIC 

WeihSnfton Public Poiufr Supply Sytttm 

8003060534 

30-397 

A 


8003260927 

90-202 p 



8003100059 

30-300 

0 

W«stlnghovft Electric Corp » Wyoming 

8003040084 

40-8502 



8003100084 

50-300 

Q 

Mlntral Corp 




8003110323 

50-460 

0 


0003120737 

40-8302 



8003110329 

50-300 

a 


0003130236 

40-0902 



8003120517 

30-397 

0 


8003190011 

0003210199 

40-0304 

40-0304 



8003120522 

50-397 

Q 





B003I 20744 

50-397 

Q 


0003240168 

40-8302 



8003130516 

50-397 

0 


0003200144 

40-9302 



0003140257* 

50-900 

8 

Utstlnghous* Operating Plants Owners 

9003170290 

TOPREP 



8003140262* 

50-900 

B 

Oroup 

0003160499 

TOPREP 



6003170139 

50-460 

0 


0003240440 

TOPREP 



8003170142 

50-397 

0 





8003170151 

90-397 

Q 

Weston OeopKgeical Corp 

0OO3OSO4S9* 

90-29 P 



8003240522 

50-397 

8 

Wldoffr Reagevi Selkoulti St Adler 

0003040691 

90-289 0 



6003240526* 

90-397 

0 


0003130171 

50-289 0 







8003240001 

90-209 G 



0003250344 

90-900 

A 

Vfirth Aesoctatesr Inc 

8003210046* 

FOIA 



6003260489 

NUREO 






8003270441 

50-900 

Q 

Wltcontln Electric Power Co 

0OO3O3O5O9* 

50-266 a 



6003270433 

50-900 

0 


8003030516 

50-266 P 



8003280060 

50-397 

0 


8003050502 

50-266 P 







8003060547 

90-266 R 



8003200063 

50-460 

Q 


000306054/ 

50-266 R 



8003260063 

SO-460 

a 






8003260069 

50-90B 

Q 


0003060549* 

90-266 R 



6003260090 

50-460 

Q 


8003060949* 

50-266 R 



6003260090 

30-460 

a 


0003070357 

90-266 R 







0003070397 

50-266 R 



6003260114 

50-397 

Q 


0003070399* 

90-266 n 



B0Q3310O17* 

90-397 

T 




Wa«hln(}ton S<;ar 


6003030015 

FOIA 



8003070359* 

90-266 n 

Washington l/niv 


6003030034 

FOIA 



8003110649 

30-266 Q 


6003100490 

SO-27 

F 


0003170416 

50-301 S 

Washingtonr Stott of 






0003170421* 

90-301 B 


0003070237 

PR 



6003100400 

90-301 0 



6003070304 

50-522 

H 





6003200004 

WASTE HOT 


0003180914 

30-301 P 

Woshlngtonj Unlv of 


8003310219 

8t«tt Prog 


0003180938 

50-266 R 


8003200029* 

CONTRACT 



8003180942* 

50-266 « 



8003200360 




8003190973 

50-266 P 

WollrP € 


NUREO 



8003200434 

50-301 B 


8003240249* 

CONTRACT 



Wtschttiar CountyiNV 


8003240066* 

30-3 

0 


0003200441* 

90-301 8 



8003240066* 

90-3 

G 


8003240593* 

50-266 Q 



8003240066* 

50-3 

0 


0003260372 

50-266 P 



6003240074* 




0003310401 

50-266 0 



90-3 

G 

Wleconein Power S Light Co 

8003030197* 

90-305 R 



6003240074* 

90-3 

G 





8003240074* 

90-3 

G 


6003050496* 

30-303 R 

WffSt Toirof Utgol Sirvictt 

8003040697 

90-445 

0 

Wleconsln Public Service Corp 

0003030197* 

90-305 R 



8003040697 

90-449 

G 

6003090 4 96 

30-309 8 







8003050464* 

30-309 8 



8003040705* 

90-445 

0 


8003050467* 

50-303 B 



8003040703* 

90-449 

0 





8003190803* 

90-449 

0 


0003090491 

90-303 R 

wtstchtfttr Ptoplti Action Caalitlon^ Inc 

0003170099 

50-3 

0 


8003090496* 

90-305 R 

wttttcn 


0003130449* 

90-206 

p 


8003060999 

90-309 8 

VlBsttrn Nuclttr# Inc 
Dodgi Carp ) 

<fub« of Phtlps 

6003270120 

40-1162 



8003060562* 

8003110680 

50-303 S 
50-303 8 

Wastlnghousf El«ctrlc 

Corp. 

6002130332 

6002130372* 

6003040033* 

6003030036 

600305003B* 

TOPREP 

TOPREP 

70-1143 

70-1143 



8003110682* 
8003J 80494 
8003180960 
8003180964* 
8003180636 

50-303 8 
30-303 P 
30-303 a 
90-303 a 

50-305 a 



70-1143 





8003030053 

JtPORTLiC 



8003290211 

90-303 0 



8003030161 

70-1191 



6003250449 

50-305 P 



0003030173 

XPORTLIC 



8003260949 

90-303 8 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Nltconiin't Environmental 

NDodward-'Clgdt Coniultant«i Inc.. 
Vlgomlng Mlnar«l Corp 

Wgomingi 8t«t9 


ACCESSION 

NUMQEft 

SUBJECT 

CATCOORV 

AUTHOR 

AFriLlATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

e003S&05Q9 

50-305 

S 

Yanii«« Atomic Electric Co 

8003030415 

50-39 F 

e0O:)2&O6QBtt 

90-305 

S 


8003030417* 

50-27 P 

a0003&061dift 

30-305 

8 


8003040110 

PR 

eooo?60jisi» 

50-305 

8 


9003040277 

50-29 P 

e0002ii06S9» 

50 -305 

a 


90D3040405 

50-29 ^ 

B00327037A 

50-305 

p 


9003040560 

50-29 S 

e0032B0463 

50-305 

p 


8003040566* 

50-29 E 

6003310109* 

50-266 

H 


9003050452 

50-29 F 

B003310311 

50-305 

S 


9003070046 

PB 

6003310316* 

50-305 

8 


8003120579 

50-29 P 

60030A0914 

90-266 

0 


8003120575 

90-29 P 

8003050263 

90-366 

0 


8003130496 

50-29 R 

6003060595 

90-266 

H 


8003130499* 

50-29 R 

8003140143 

50-266 

0 


C003140214 

50-29 F 

8003180476* 

90-3 

R 


6003170293 

50-29 F 

8003120731 

40-8503 



8003170423 

50-29 F 

8003190797 

40-8302 



8003170425* 

SO-29 R 

8003 190828 

40-8902 



8DD320019J* 

lOCFR 

6003210193 

40-8902 



0003210576* 

50-271 P 

8003130649 

40-8721 



80032 403D9 

so-a? P 

8003200006 

40-4492 



8003240490 

90-87 F 

8003 240059 

40-8902 



80032 404S9* 

SO-29 f. 

6003250485 

40-8360 



Q00329D053 

50-29 g 

8003 270113* 

40-1162 



0003250949 

90-29 

8003280660 

40-4492 



8003310247 

50-29 I 




REPORT NUMBER INDEX 


The subject category column (n this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed In the Contents. 


REPORT 

NUhDER 


ACCEBSIOW 

KUMBER 

SUBJECT 

CATEOaRY 

OTHER REPORT 
NUMBER 

07-80-02 R2 


80031 80499* 

90-302 

P 


237HA7ie 


8003090806* 

90-237 

P 1 

5AR-67 

320190 


0003140242* 

50-295 

P 


420-79 127 


0003050220* 

90-133 

R 


420-79 09 


0003090221* 

90-133 

R 


79-4 


8003140375* 

50-395 

R 


8003120610 


8003120618 

RES 



8003120623 


8003120623 

REB 



8003120629 


3003120629 

RE6 



8003120634 


8003120634 

RES 



8003120639 


8003120639 

RES 



8003120699 


8003120699 

RES 



8003130680 


8003130680 

REE 



8003170140 


8003170148 

REB 



0003 1 8064 1 


0003180641 

RES 



0003240092 


8003240092 

RES 



0003260430 


8003260430 

RES 



8003260436 


8003260436 

RES 



8003260649 


8003260649 

RES 



8003260690 


8003260690 

RES 



8003260652 


0003260692 

RES 



8003270170 


0003270170 

RES 



8003270398 


8003270390 

REB 



8003280966 


0003280966 

REB 


ORNU/ED/EIB-120 

8003280972 


8003280972 

RES 


ORNL/ED/EID-119 

8003280979 


8003280979 

RES 



8003280977 


8003280977 

RES 


ORNL/ED/EID-121 

8003310192 


8003310192 

RES 



8003310199 


0003310199 

RES 



81A0036 R1 


8003210489* 

90-409 

F 


ACNP-66941 


0003100371* 

90-409 

0 


ANL-78-46 


8003180202 

PR 


H-31-1O9-ENO-30 

ANL-70-8 


8003110041 

PR 



ANt-79-30 


8003110092 

PR 



ARH-20ea 


8003110042 

PR 



11-600-366-79 


8003190928* 

TDPREP 



BAVI-10143 


0003290292* 

TOPREP 



0AVI’'1969 


8003180210* 

90-270 

P 


BAW-UO? 


0003280276* 

90-302 

P 


BAW-1610 


0003040498* 

90-302 

P 


DAW- 1610 


0003060419* 

TOPREP 



DAW-301 


0003310193* 

70-024 


15500 

BNWL-2091 PART 2 


8003110039 

PR 



DVTR-l-OA 


8003060994* 

TQPREP 



CPC-l-A VI R8 


8003170160* 

TOPREP 



CRDRP-3 V2 


0003310164* 

50-537 

A 


DOE re IB-0023 


0003110031 

PR 


DDE/Eia 0023 

DOErEfi-0004/D 


80031 10066 

PR 



DOGrET-0094 


8003100220 

PR 



DP- 1943 


8003290197# 

70-794 



DP- 1944 


0003100130# 

70-1297 



EPA-920/4-76-017 


8003110036 

PR 


PB 2S9 097 

EPA-920/4-76-017 


8003180209 

PR 


EPA 320/4-76-01 

EPA-920/ 4-79-007 

VA 

8003180149 

PR 


EPA 60-01-4470 

EPA-920r4-79“007 

VB 

8003180263 

PR 




An asterisk following the accession number In this index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled 'Xross Reference of Enclosures to Principal 
Documents/' 


REPORT 

NUMBER 

ACCESS I ON 
NUMBER 

flUDJECT 

CATEOOay 

OTHER REPORT 
NUMBER 

EPA-520/4-79-007 VC 

0003180146 

PR 



EP 6-920/6-70-0 07-B 

0003180161 

PR 



EPA-920/6-78-0-07-D 

0003 1801 66 

PR 


EPA 520/6-78-07 

EPA-920/6-7a-007-B 

80031 BOl 70 

PR 



EPA-S20/9-73-003-D 

0003110120 

PR 


PB239804 

EPA- 920/9 “73-003-0 

8003180186 

PR 



EPA- 920/9 -73-003-C 

8003110027 

PR 


PB235805 

EPA- 920/9 -73-003-C 

0003180266 

PR 



EPA-520/9-73-003-D 

0003110032 

PR 



EPA-520/9-73-003-D 

8003180178 

PR 



EROA-1537 

0003 1 1 0023 

PR 



EROA-77-42/1 VI 

0003110037 

PR 



ERDA- 77-42/2 

8003110097 

PR 



eRDA-77-43 

8003110058 

PR 



EROA-77-44 

800318025D 

PR 



ETR-1001 Ra 

8003180327* 

TOPREP 



OA-A13010A 

8003 1 0020 1 « 

TOPREP 



OA-D 19369 V2 

0003190408* 

50-267 

P 


OA-D 19369 VI 

8003190483* 

90-267 

P 


OAI-TR-106 R2A 

0003240399* 

TOPREP 



IC1979 

0003270425* 

TOPREP 



INlS-MF-5010 V2 

0003180260 

PR 



JPA- 111-013-01 

0003140239* 

90-70 

P 


JPL 77-89 VI 

6003180269 

PR 



JPL 77-99 V2 

00031 80275 

PR 



UA-6741-MS 

8003110043 

PR 


UC41 

LBL-7022 

0003100226 

PR 


TID-4500-R66 

LBL-7092 

0003110030 

PR 


8AC-02 

LBL-7062 

0003180241 

PR 



LBL-707a 

0003110033 

PR 


SAC- 10 

LDL-7073 

8003180237 

PR 


SAC-IO 

LBL-7092 VI 

8003110044 

PR 



LDL-70a2 V2 

0003 100201 

PR 


aAC-09 

N18 17-1973 

0003070114* 

ACHS 



NeD0-t0905-a 

8003040319* 

TDPREP 



NEDO -24061 

0003100219* 

50-277 

P 


NED0-240BI 

0003100224* 

50-277 

P 


NEDO -241 4 6A 

0003270372* 

50-249 

P 


NE00-24146A 

0003240471* 

90-237 

P 

79NED273 

NEDO -24231 

80031 0021 6* 

90-277 

P 


NEDO -24237 

0003 1 00227* 

50-277 

P 

B0NED296 

NEDO -2424 2 

0003110034* 

50-333 

P 

e0NED260 

NEDO -2470 8 81 

0003240324* 

TOPREP 



NES 8140028 

0003200468* 

50-409 

P 


NLQ-63 R1 

8003310046* 

71-244 


15594 

N8AC-3 

0003 M 0392* 

50-302 

P 

tNPO-1 

NUfieO-0020 V4 N1 

8003 1 70 L 43 

NUREO 



NVREO-0054 

8003060440 

90-437 

E 


NUREO-0094 

8003100046* 

50-437 

E 


NUReO-0330 V4 Ni 

8003290593 

NVREO 



NUReO-03SO V4 N2 

0003100177 

NVREO 



NUREO-0386 01 

8003140128 

NUREO 



NURE 0-0460 V4 

8003270076 

NUREO 



NURE 0-0943 

8003 1 1 0309 

NVREO 



NUReo-0969 

8003060454 

NUREO 
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REPORT NUMBER INDEX 


REPORT 

N\J11B£R 

ACCESSION 

NUMQER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

NUREO“0565 

6003100231 

NUREO 


NUREO-OfiSO 

6003170009# 

50-327 

P 

NUREO-0626 

6003110304 

NUREO 


NUREO-0627 

8003250163 

70-139 


NUREO-O&Sa 

6003120399 

NUREO 


NUREO-0630 

8003170371# 

50-320 

P 

NUREO'06a5 

6003110317 

NUREO 


NUREC-0&45 VI 

6003140205 

NUREO 


NUREO-064S V2 

6003140212# 

NUREO 


NUREO-0646 

6003040292 

NUREO 


N0flE0-0fr49 

8003250462 

NUREO 


NUREO-0&3& 

8003140133 

NUREO 


NUREO-0&57 

8003120610 

NUREO 


NUREG-01.50 

8003170012# 

50-327 

P 

NUREO-OA&O 

0003240590* 

50-320 

P 

NUREQ'06&2 

B003280641 

50-320 

P 

NUREO-O66a 

8003270152# 

50-280 

P 

KUREO/CR-OU4 

6003180256 

PR 

ORNL/NUREO/TM-a 

KUREO/CR-0318 

6003310101* 

FOtA 

PNL-2494 

NUREO/CR-0497 

6003250415 

NUREO 

TREE- 1280 Rl 

NUREO/CR-0619 

6003040254 

NUREO 

flNU-NUHEO-5095 

NUREO/CR-0642 

8003040336 

NUREO 


NUREO/CR-0749 

8003200453 

NUREO 

PNt-3075 

NUREO/CR-0795 

8003260133 

NUREO 


NUREO/CR-0797 

8003030224 

NUREO 

PNL~2975 

NUREO/ca-0803 

8003200368 

NUREO 


NUfieo/cR-oa57 

8003030221 

NUREO 

BNL-NURE 0-5 1026 

NVREO<'CR-0847 

80031S0427 

NUREO 

nNL-NUREO-31030 

KUREO/CR-0933 

8003120210 

NUREO 

BNL-NURE0-5i029 

NUREO/CR-0977 

8003250174 

NUREO 


NUREO/CR-1037 

8003040333 

NUREO 

ONL-NURE 0-51 023 

NURE<S/CR«1039 

8003200322 

NUREO 

0RNt-/NURB0/TM-3 

NUREO/CR-1053 

800304024B 

NUREO 


NURBO/CR-lOiO 

8003100129 

NUREO 


NUREO/CR-J064 

8003040323 

NUREO 


NUREO/Cfl-lOai 

8003250394 

NUREO 

FDDU-210-2 

KUREO/CR-1099 

8003250385 

NUREO 

PNt,-3l77 

NUREO/CR-1127 

6003250425 

NUREO 

NRL 4121 

NUREO/CR-1127 

8003170123 

NUREO 


NUREO/CR-1128 

8003040327 

NUREO 


NURE0/CR-114O VI 

8003200346 

NUREO 

UCRL-92712 

NUREO/CR-1140 V2 

8003290459 

NUREO 

UCRL-52712 

NURE0/CR«1145 

8003270245# 

NUREO 

EOO-2007 

NUREO/CR-1147 

8003100103 

NUREO 

0RNU/NUR60/TM-3 

NUREO/CR-nVV 

8003 100 199 

NUREO 

LA-ai69-M8 

HUREO/CR-1201 

8003100204 

NUREO 

LA-017I-PR 

HOREO/CR-1204 

6003120603 

NUREO 

NRC-01 -76-012 

«UfTE0/CR-l213 

6003050131 

NUREO 

PNL-3077 

KUREO/CR-1236 

8003250260 

NUREO 

EOO-2014 

NUREO/CR~1247 

8003120267 

NUREO 

AT{49-24)-0366 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

OTHER REPORT 
number 

NUREO/CR-1341 

8003250270 

NUREO 



NUREO /CR- 1362 

B00325016B 

NUREO 


EOO-EA-9092 

NV0-1B5 Rl 

8003310492 

PR 



ONWI-9 

80031 10053 

PR 



0RNL-TM-a6l9 

B003 110009 

PR 



ORNL-TM-3965 

B0031 10015 

PR 



ORNL-TM-4224 

6003 110006 

PR 



ORNL-TM-4631 

0003110019 

PR 



0RNL/EN0/TM-3/A1 

8003210227# 

71-9597 



ORP/caD 79-1 

6003180214 

PR 



ORP/CSD-77-2 

80031B0246 

PR 


ORP/CBD 77-2 

0RP/CSD“7a-2 

8003100230 

PR 



DRP/TAD-7a/2 

80031B0209 

PR 


ORP /TAD- 78-2 

POE- 1006-79 

8003110986# 

90-344 

R 


PNL-2965 

8003060097# 

70-1143 


UC-20E 

PNL-2904 

8003070148# 

70-1143 


UC-20E 

PR-296 903 

80031B0144 

PR 



RIL- 06 e 

8003190900 

RES 



8AND77-1016 

8003110014 

PR 



BAND79“05ai VI 

8003110018 

PR 



SAND79-0931 V2 

8003110029 

PR 



6ECY-75-324 

8003260487* 

SECY 



8Ecy-79-296 

8003050133# 

lOCFR 



8ECY-79-296A 

8003050128* 

lOCFR 



6ECV-79-3a00 

0003140155 

BECY 



BECY-79“4ai 

6003200234 

SECY 



0ECV-79-5O4A 

B003040130 

SECY 



BECV-79-653A 

B0032 10014 

BECY 



8ECY-79-660 

8003200119# 

lOCFR 



BEcv-ao-oa2 

0003090139# 

lOCFR 



8ECV-a0-025 

0003050116# 

lOCFR 



8ECV-80-039 

0003260484 

SECY 



8ECY-e0-044 

0003200109# 

lOCFR 



6ECy-B0-047 

0003310392 

SECY 



8ECY-B0-061 

0003200091# 

lOCFR 



0ECY-BO-O63 

0003190607 

SECY 



eECY-BO-064 

0003050095# 

lOCFR 



eECY-00-069 

0003170691 

SECY 



8ECY-a0-074 

0003050009# 

lOCFR 



8ECY-0O-O7S 

8003190570 

8ECV 



8ECY-0O-O77 

8003200075# 

50-260 

0 


BECY-80-070 

8003250182# 

lOCFR 



0ECY-8O-O02 

0003290190# 

lOCFR 



aECY-B0-09a 

6003390101 

SECY 



0ECY-flO-lO8 

6003210314 

90-320 

P 


8ECY-A-79-091A 

0003200479# 

90-443 

0 


BTl/PUD-43a VI 

0003110004 

PR 



ST 1 /PUD -433 V2 

0003110002 

PR 



TOR- 139 

0003310207# 

50-209 

P 

RM-IO 

710-26817 

0003180154 

PR 




NUREC/CR-1259 

8003250390 

NUREO 

BAND79-BO80 

NUflE0/CR-l258 VI 

8003250276 

NUREO 

UC 10-18133-79-3 

NUREO/CR-1259 

8003110209 

NUREO 

KUREO/CR-1267 

8003140220 

NUREO 


NUREO/CR-1279 

8003200652 

NUREO 

UCRU-52729 

NURE0/CR-12B6 

8003100106 

NUREO 


NUREO/CR-1290 

8003090642 

NUREO 


NURE<J/CR-1313 

8003190101 

NUREO 

NRC -04-7 7-011 

NURE<J/CR-1314 

8003200390 

NUREO 

NUREO/CR-1317 

8003270057 

NUREO 


NUREO/CR-1319 

8003140122 

NUREO 

NRC-04-7 6-293-3 

NUREO/CR-1325 

8003200326 

NUREO 

DNL-NUREO-51147 

NUREO/CR-1326 

6003200316 

NUREO 

DNL-NUREO 51148 

NURE0/CR-I328 

8003200364 

NUREO 

NRC-04-76-319 

NURE0/CR-ia36 

6003270064 

NUREO 


710-26810 

6003160174 

PR 


T ID-290 18 

6003110035 

PR 


TR-21A 

0003290294 

TOPREP 


TR-O-MCM-001 

0003160103# 

50-285 

P 

UCRL- 13934 

0003110010 

PR 


U80AO EMD-77-41 

0003110012 

PR 


U808-CIRC-779 

6003110040 

PR 


VEIl-0209 

0003120329# 

90-409 

P 

HARO-D-0210 Rl 

0003100333# 

90-937 

^ 9737A-690A-(ai4 

NASH- 1246 

8003110099 

PR 

WCaP-9561 

8003180226# 

TOPREP 


llCAP-9662 

8002130572# 

TOPREP 


XN-NF-79-70 

8003110951# 

50-219 

P 

VAEC-ia04 

8003040197# 

50-309 

P 

YAEC-1205 

0003210976# 

50-271 

P 


YAEC-1206 


0003030417# 50-29 P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Items listed as enclosures are those Indicated by an asterisk 
following the accession number In the indexes. The second 
column gives the accession number of the principal docu' 
ment under which the enclosure Is listed. Knowing the 
accession number of the principal document the date 
Issued and the category enables locating the title listing of 
the enclosure. 


The subject category column In this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 60*320 P, The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

7011100230 

7811130146 

7B/U/03 

90-346 

M 

7906290101 

7906250091 

79/09/17 

90-346 

P 

79062S0112 

7906290091 

79/09/17 

90-270 

P 

7906290617 

7906290603 

79/09/24 

MI8C 


7909070969 

7909070562 

79/00/09 

50-320 

H 

7909270 S66 

7909270999 

79/00/06 

MISC 


7910130096 

7910180094 

79/07/17 

MISC 


7910260109 

79 102601 06 

79/10/19 

MtSC 


7910260222 

7910260219 

79/10/16 

MISC 


7910260224 

7910260219 

79/10/16 

MISC 


7910300474 

7910300471 

79/10/19 

MISC 


7910310129 

7910310119 

79/07/16 

50-346 

0 

7911060017 

79U 060016 

79/10/22 

COMM I 60 I ON 

7912050302 

7912090333 

79/11/30 

90-450 

A 

8002130972 

8002130992 

BO/02/06 

TOPREP 


8002200060 

0002200099 

BO/Ol/10 

90-369 

F 

8002270471 

0002270464 

00/01/10 

70-024 


8002270477 

0002270464 

00/01/10 

70-824 


8002290031 

0002290029 

00/01/26 

90-10 

Q 

8002290049 

0002290044 

00/01/20 

90-320 

P 

8003030004 

8003030001 

00/01/24 

90-317 

Q 

0003030009 

8003030001 

80/01/24 

50-317 

0 

0003030008 

8003030001 

80/01/24 

50-317 

Q 

6003030010 

8003030001 

00/01/24 

50-317 

Q 

8003030017 

0003030013 

00/01/21 

50-317 

Q 

8003030019 

BOD3D30013 

00/01/21 

90-317 

0 

B003030024 

QOQ3030010 

00/01/21 

90-317 

Q 

8003030029 

0003030013 

00/01/21 

90-317 

0 

8003030027 

8003030013 

80/01/21 

90-317 

0 

6003030032 

8003030013 

00/01/21 

90-317 

0 

B0Q3030O41 

6003030038 

80/01/18 

70-37 1 


0003030049 

6003030038 

BO/Ol/lB 

70-371 


0003030047 

0003030038 

00/01/18 

70-371 


8003030049 

0003030043 

eO/Ol/23 

MtSC 


8003030092 

0003030033 

Qo/oi/ie 

70-371 


8003030057 

0003030091 

eo/o'i /oa 

90-449 

Q 

8003030090 

0003030055 

80/02/ 12 

90-263 

P 

0003030061 

0003030095 

00/02/12 

90-263 

P 

8003030063 

0003030095 

00/02/12 

90-263 

P 

0003030069 

0003030095 

80/02/12 

90-263 

P 

8003030070 

0003030068 

00/01/31 

90-259 

P 

0003030074 

8003030068 

80/01/31 

50-259 

P 

8003030076 

0003030073 

80/02/26 

90-367 

0 

8003030078 

0003030073 

aO/02/26 

50-367 

0 

8003030000 

0003030068 

80/01/31 

90-259 

p 

8003030087 

0003030003 

80/02/13 

50-259 

p 

8003030089 

0003030083 

80/02/13 

90-259 

p 

8003030092 

8003030003 

90/02/13 

90-299 

p 

0003030099 

0003030096 

80/01/20 

50-289 

p 

B003030104 

8003030100 

79/12/20 

50-322 

Q 




ACCESS I OK wmm 


ENCLOSURE 

PRINCIPAL 

DQCUhENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0003030167 

G003030161 

80/02/22 

50-195 

0 

0003030174 

6003030161 

80/02/22 

90-199 

0 

8003030197 

6003030183 

80/02/25 

50-305 

R 

8003030206 

6003030202 

00/02/29 

90-395 

K 

0003030220 

6003030214 

80/02/05 

TOPREP 


0003030239 

6003030230 

80/01/30 

40-6699 


6003030341 

6003030334 

80/01/29 

40-8602 


6003030370 

6003030369 

80/02/29 

50-953 

6 

8003030300 

6003030381 

00/02/25 

90-317 

8 

6003030399 

0003030397 

80/02/22 

50-316 

6 

0003030401 

3003030400 

60/03/28 

30-263 

R 

6003030402 

8003030400 

80/02/28 

30-263 

R 

6003030410 

8003030409 

80/01/04 

30-369 

8 

8003030417 

0003030419 

80/02/27 

50-29 

P 

0003030423 

0003030419 

00/02/29 

30-324 

0 

0003030442 

8003030434 

00/02/20 

50-324 

6 

6003030499 

0003030490 

80/02/26 

50-200 

6 

6003030470 

0003030469 

80/02/21 

90-336 

8 

8003030474 

0003030473 

80/ 02/22 

90-331 

a 

0003030402 

800303047B 

80/02/29 

90-244 

P 

0003030489 

8003030486 

00/02/11 

90-302 

8 

0003030499 

0003030494 

80/02/27 

50-334 

P 

8003030504 

0003030494 

80/02/27 

90-334 

P 

8003030905 

0003030501 

80/02/26 

50-266 

0 

8003030919 

000303091 1 

80/02/11 

90-329 

8 

8003030520 

8003030324 

80/02/12 

90-329 

S 

8003030530 

8003030532 

00/02/22 

90-368 

a 

8003030540 

8003030532 

00/02/22 

90-360 

0 

0003030554 

8003030548 

00/02/26 

50-280 

8 

6003030566 

8003030558 

80/02/22 

50-324 

0 

8003030967 

0DO3O3O56O 

eO/02/27 

90-329 

8 

8003030960 

0003030551 

80/02/29 

90-321 

R 

0003030572 

0003030563 

80/02/27 

90-270 

0 

B0030305BO 

8003030571 

80/02/26 

50-202 

8 

B003030594 

8003030589 

80/02/22 

50-329 

3 

8003030621 

0003030613 

60/02/03 

90-320 

0 

8003040007 

8003040002 

80/03/03 

90-289 

P 

8003040009 

6003040009 

00/02/29 

XPORTLIC 


8003040010 

8003040003 

00/02/12 

70-687 


8003040013 

BOB3040004 

80/01/28 

90-320 

P 

8003040014 

B00304000g 

00/02/29 

XPORTLIC 


8003040016 

6003040003 

00/02/12 

70-6B7 


8003040010 

0003040012 

80/02/12 

50-403 

0 

8003040020 

6003040003 

80/02/12 

70-607 


B003040029 

8003040022 

80/02/19 

30-209 

0 

@003040026 

8003040003 

80/02/12 

70-687 


0003040033 

8003040030 

80/01/28 

50-394 

8 

6003040034 

0003040031 

80/02/07 

50-272 

Q 

8003040030 

8003040031 

80/02/07 

50-272 

Q 

B 003040041 

0003040031 

00/02/07 

90-272 

0 
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ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PQCU/1ENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8003040045 

8003040031 

00/02/07 

50-272 

0 

0003040614 

8003040607 

00/02/27 

50-259 

S 

0003040047 

8003040044 

79/00/03 

70-364 


8003040616 

8003040609 

00/02/26 

SO-346 

0 

0003040051 

G003040031 

B0/O2/O7 

50-272 

0 

0003040619 

8003040608 

00/02/25 

50-312 

s 

0003040055 

8003Q400S2 

79/11/07 

70-1143 


6003040621 

8003040615 

BO/Oa/29 

50-245 

R 

0003040074 

80 03040070 

00/02/1 1 

50-412 

Q 

8003040625 

8003040620 

80/02/20 

50-302 

R 

0003040077 

8003040070 

eo/02/1 1 

50-412 

Q 

0003040629 

8003040622 

00/02/20 

50-330 

5 

000304 0079 

8003040070 

00/02/1 1 

50-412 

0 

0003040631 

8003040623 

B0/02/2B 

50-286 

S 

0003040033 

8003040070 

80/02/1 1 

50-412 

Q 

6003040632 

8003040620 

00/02/20 

50-302 

R 

0003040094 

8003040090 

79/06/17 

70-135 


8003040634 

8003040627 

00/02/20 

50-330 

S 

B003040095 

8003040000 

80/02/ 11 

CONTRACT 


0003040630 

8003040620 

B0/O2/2S 

30-302 

R 

6003040096 

8003040092 

80/02/ 12 

50-272 

Q 

8003040644 

8003040636 

80/02/28 

50-280 

S 

B003040098 

8003040092 

80/02/12 

50-272 

0 

0003040650 

0003040640 

80/02/28 

50-280 

S 

8003040101 

8003040092 

80/02/12 

SQ-272 

0 

8003040652 

0003040642 

80/02/29 

SO-206 

S 

6003040105 

8003040099 

80/02/22 

CONTRACT 


0003040655 

0003040649 

80/02/28 

50-302 

5 

6003040106 

8003040092 

80/02/12 

50-272 

Q 

8003040661 

0003040659 

□0/02/28 

50-344 

0 

8003040113 

8003040109 

80/01/21 

70-1201 


0003040663 

8003040659 

80/02/20 

50-344 

0 

8003040110 

BQO3O40109 

80/01/21 

70-1201 


6003040666 

8003040699 

00/02/28 

50-344 

0 

8003040 IPO 

0003040112 

79/11/02 

70-135 


0003040660 

8003040699 

00/02/28 

50-344 

0 

8003040120 

0003040124 

80/01/21 

50-77 

Q 

8003040672 

8003040669 

80/02/ 1 1 

XPDRTLIC 


8003040134 

0003040112 

79/11/02 

70-135 


8003040673 

8003040659 

80/02/28 

50-344 

G 

6003040135 

8003040112 

79/11/02 

70-135 


8003040677 

0003040659 

80/02/23 

50-344 

0 

8003040137 

0003040112 

79/11/02 

70-135 


0003040660 

8003040675 

00/02/21 

50-275 

Q 

8003040140 

0003040112 

79/11/02 

70-135 


0003040682 

0003040664 

79/10/16 

50-339 

A 

8003040155 

8003040149 

80/02/ 11 

50-259 

P 

0003040683 

8003040659 

60/02/20 

50-344 

Q 

8003040172 

8003040168 

60/02/20 

50-346 

R 

0003040684 

8003040675 

80/02/21 

50-275 

0 

8003040101 

8003040176 

80/02/15 

PROJ 


8003040688 

8003040659 

BO/02/20 

50-344 

0 

8003040183 

6003040178 

SO/02/27 

50-261 

R 

0003040609 

8003040675 

00/02/21 

50-275 

Q 

8003040197 

8003040193 

ao/02/29 

50-309 

P 

0003040693 

8003040675 

00/02/21 

50-275 

Q 

8003040206 

8003040201 

80/02/21 

CONTRACT 


0003040696 

8003040690 

00/02/06 

70-26 


8003040218 

6003040212 

80/02/26 

30-275 

F 

0003040699 

8003040692 

60/02/28 

50-209 

0 

8003040223 

B003040216 

eO/02/14 

50-327 

H 

6003040705 

0003040697 

ao/02/n 

50-445 

0 

8003040228 

8003 040220 

80/02/20 

SO-498 

Q 

0003040706 

8003040701 

80/02/ n 

50-320 

H 

8003040230 

0003040130 

60/02/05 

SECY 


8003040710 

0003040701 

80/02/ n 

50-320 

H 

8003040255 

QOD3Q40242 

60/02/ 15 

50-320 

H 

0003040712 

8003040697 

80/02/11 

50-445 

0 

8003040264 

8003040257 

60/02/14 

CONTRACT 


0003040716 

0003040709 

00/02/20 

70-1308 


8003040265 

8003 040256 

80/02/22 

50-206 

R 

8003050015 

8003050009 

00/02/15 

50-320 

0 

0003040305 

8003040299 

80/02/26 

50-290 

P 

6003050016 

8003050009 

00/02/15 

50-320 

0 

0003040314 

8003040309 

80/02/29 

TGPREP 


6003050020 

8003050014 

00/02/29 

50-340 

8 

0003040319 

8003040307 

80/02/29 

TOPREP 


6003050026 

8003050014 

80/02/29 

50-340 

8 

0003040414 

8003040412 

80/02/21 

50-312 

P 

8003050027 

8003060025 

79/10/15 

70-1257 


8003040415 

6003040413 

00/02/27 

50-261 

R 

8003050029 

0003050023 

80/01/04 

SO-271 

Q 

0003040417 

6003040413 

80/02/27 

50-261 

R 

B0030 50032 

8003050014 

80/02/29 

50-340 

S 

0003040422 

B003040420 

80/02/20 

50-202 

R 

8003050037 

8003050030 

80/02/15 

50-209 

0 

8003040426 

8003040420 

80/02/28 

50-282 

R 

8003050038 

0003050036 

79/10/17 

70-1143 


8003040435 

6003040431 

80/02/28 

50-302 

P 

8003050040 

8003050014 

80/02/29 

50-348 

8 

8003040443 

6003040438 

00/03/01 

50-296 

R 

8003050045 

0003050014 

80/02/29 

50-340 

8 

6003040466 

8003040460 

80/02/21 

40-3392 


0003050047 

0003050034 

79/12/20 

50-322 

0 

6003040472 

8003040468 

80/02/21 

50-331 

R 

8003050050 

8003050044 

79/09/07 

70-135 


6003040476 

6003040469 

00/02/27 

50-271 

a 

8003050059 

8003050014 

60/02/29 

30-348 

8 

0003040478 

8003040474 

80/02/27 

50-250 

P 

8003050059 

8003050096 

79/07/11 

70-364 


8003040485 

6003040481 

00/02/25 

50-282 

R 

8003050060 

0003050054 

80/01/03 

30-317 

Q 

8003040400 

8003040403 

80/02/21 

50-331 

R 

0003050063 

8003050014 

80/02/29 

50-340 

8 

8003040496 

B003040490 

00/02/29 

50-329 

S 

B0030S0U67 

8003050056 

79/07/J i 

70-364 


8003040498 

0003040484 

00/02/26 

50-302 

P 

0003050079 

8003050072 

80/01/02 

50-307 

Q 

8003040507 

0003040501 

80/02/29 

50-280 

R 

8003050001 

0003050077 

80/02/22 

71-340 


8003040510 

0OQ3O4O5O2 

80/02/29 

50-333 

8 

8003050009 

8003050073 

80/02/20 

lOCFR 


8003040512 

0003040504 

80/02/22 

50-237 

a 

8003050095 

8003050073 

00/02/20 

lOCFR 


0003040522 

8003040515 

80/02/29 

50-340 

R 

8003090097 

0003050093 

80/01/15 

50-546 

0 

6003040523 

8003040513 

60/02/28 

50-316 

a 

0003050093 

8003050094 

80/02/02 

50-546 

0 

6003040526 

8003040521 

80/02/28 

50-373 

A 

8003050100 

8003050005 

00/01/24 

50-245 

0 

8003040534 

8003040513 

00/02/28 

50-316 

a 

0003090102 

8003050101 

79/03/01 

70-135 


8003040537 

6003040527 

00/02/20 

50-331 

8 

8003050103 

0003050073 

00/02/20 

lOCFR 


8003040539 

8003040531 

00/02/25 

50-249 

B 

8003050104 

0003050099 

80/02/08 

50-387 

0 

8003040543 

8003040513 

80/02/20 

30-316 

s 

0003050105 

0003050005 

80/01/24 

50-245 

0 

8003040548 

6003040404 

00/02/26 

50-295 

R 

0003050106 

0003050093 

80/01/15 

50-546 

0 

8003040554 

6003040547 

80/02/19 

50-263 

6 

0003050107 

0OO3O5OOB5 

BO/Ol/24 

50-245 

0 

8003040555 

6003040545 

00/02/26 

50-366 

8 

80030501 10 

0003050073 

80/02/20 

lOCFR 


0003040556 

0003040540 

80/02/20 

50-324 

R 

0003050112 

8003D900B9 

80/01/24 

50-245 

0 

8003040563 

6003040552 

80/02/26 

50-321 

6 

0003050114 

0003050092 

79/11/19 

70-1143 


8003040565 

6003040559 

00/02/27 

50-277 

R 

0003050116 

0003050073 

80/02/20 

lOCFR 


B 003040566 

6003040560 

00/02/27 

50-29 

6 

80030901(7 

0003050109 

BO/02/20 

50-206 

Q 

8003040571 

0003040564 

00/02/29 

50-255 

P 

8003050119 

600305010? 

00/02/20 

50-206 

Q 

8003040572 

8003040561 

80/02/25 

50-321 

S 

8003050122 

0003050109 

80/02/20 

50-206 

Q 

8003040576 

00030 40564 

80/02/29 

50-255 

P 

8003050123 

0003050073 

80/02/20 

lOCFR 


0003040582 

8003040570 

80/02/27 

50-316 

a 

8003050124 

0003050120 

80/02/20 

CONTRACT 


8003040590 

0003040579 

80/02/26 

50-346 

a 

8003050125 

8003050115 

80/02/14 

71-5450 


8003040599 

0003040507 

80/02/25 

50-219 

a 

0003050126 

8003050109 

80/02/20 

50-206 

0 

8003040601 

6003040592 

00/02/27 

50-296 

a 

0003050128 

B0030S0073 I- 

80/02/20 

lOCFR 


B003040603 

8003040594 

80/02/27 

50-324 

9 

8003050133 

0003050073 

00/02/20 

lOCFR 


0003040605 

6003040597 

00/02/28 

50-346 

8 

8003050134 

0003050132 

00/02/14 

50-335 

G 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMOER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6003090135 

8003050073 

80/02/20 

lOCPft 

0003090139 

8003090073 

80/02/20 

lOCFR 


600309016? 

8003090194 

80/02/14 

70-620 


6003090171 

8003090154 

80/02/14 

70-B20 


0003090172 

6003050169 

80/02/12 

70-2i23 


6003090192 

6003050188 

60/02/25 

90-313 

R 

6003090193 

0003090187 

60/02/19 

30-528 

a 

6003090196 

6003090167 

80/02/19 

90-926 

a 

8003090200 

8003050187 

60/02/19 

50-920 

G 

8003090207 

6003050203 

00/03/03 

90-280 

P 

8003030210 

8003050212 

0O/O2/S9 

90-133 

R 

B003050221 

8003050212 

80/02/29 

90-133 

R 

6003090225 

G0D3O50216 

60/02/15 

50-269 

Q 

6003090227 

6003050222 

80/02/21 

71-A697 


6003090226 

6003050212 

60/02/29 

90-133 

R 

6003050239 

6003050233 

60/02/20 

71-592A 


8003090236 

8003050231 

60/02/22 

90-279 

A 

B003Q 90241 

8003090240 

60/02/14 

lOCFR 


6003090243 

6003050237 

80/02/29 

50-3 

R 

6003090245 

6003090242 

60/02/20 

7l-i307 


6003090247 

6003050244 

60/02/22 

lOCFR 


6003090249 

0003090238 

60/02/14 

90-320 

0 

6003090294 

6003090291 

60/02/22 

lOCFR 


0003090299 

6003090292 

00/01/14 

XPORTLIC 


6003090296 

6003090293 

00/02/19 

90-269 

0 

6003090299 

6003050296 

00/02/13 

90-293 

Q 

6003090261 

8003090290 

80/01/24 

90-336 

Q 

6003090269 

8003090296 

60/02/13 

50-293 

Q 

6003090269 

8003050268 

79/12/28 

70-37 1 


8003090271 

8003050268 

BO/02/20 

50-336 

Q 

8003090261 

6003050277 

60/01/24 

90-269 

Q 

8003090288 

6003090289 

00/01/24 

90-390 

0 

8003090297 

6003090291 

00/01/24 

90-916 

Q 

8003090309 

6003050300 

60/01/17 

70-33 


8003090307 

B0030S0299 

79/08/31 

90-436 

A 

6003090312 

6003050300 

60/01/17 

70-33 


6003090316 

8003090231 

60/02/22 

90-279 

A 

8003090320 

6003090316 

79/09/07 

70-139 


8003090321 

6003090231 

60/02/22 

80-‘a79 

A 

6003090333 

6003090327 

60/02/19 

90-327 

0 

0003090339 

8003090231 

80/02/22 

90-27 9 

A 

0003090337 

8003050329 

80/02/20 

90-333 

Q 

8003090344 

6003090329 

00/02/20 

90-338 

Q 

6003090347 

6003090231 

60/02/22 

90-279 

A 

8003090349 

6003090341 

00/01/21 

90-343 

0 

6003090392 

6003090329 

80/02/20 

90-330 

Q 

8003090394 

8003090231 

60/02/22 

90-275 

A 

0003090397 

6003090329 

80/02/20 

90-338 

Q 

6003090360 

8003090399 

80/01/17 

90-299 

0 

6003090364 

8003050231 

60/02/22 

FOIA 


8003090373 

0003090370 

60/02/26 

90-249 

S 

8003090374 

60D309037S 

60/02/26 

90-340 

P 

8003090361 

6003090377 

60/02/22 

90-189 

« 

6003090419 

B003050417 

60/02/06 

90-254 

R 

6003090423 

8003090417 

60/02/06 

90-294 

R 

8003090430 

6003090426 

eo/02/29 

90-199 

R 

6003090434 

8003090433 

00/02/27 

90-269 

ft 

6003090440 

8003090436 

ao/03/09 

60-424 

6 

8003090441 

B003D90437 

60/02/29 

90-390 

a 

6003090449 

8003090442 

60/02/26 

90-269 

F 

0003090493 

8003090450 

60/02/29 

90-299 

8 

6003050494 

8003090491 

60/02/29 

90-316 

8 

8003090457 

8003090449 

00/02/29 

80-346 

R 

6003090499 

8003090452 

00/02/29 

90-29 

P 

8003090460 

6003090496 

60/02/29 

90-289 

6 

8003090464 

6003090456 

60/02/26 

90-309 

B 

6003090466 

6003090462 

60/02/29 

90-191 

R 

6003090467 

8003090498 

60/02/26 

90-309 

8 

6003090468 

8003090463 

60/02/26 

90-142 

P 

6003090469 

8003090469 

60/02/27 

90-331 

6 

8003090476 

6003090472 

00/03/03 

90-317 

8 

8003090477 

8003090471 

00/02/29 

90-344 

R 

8003090460 

6003090474 

60/02/29 

90-334 

B 

8003090462 

8003090479 

60/02/26 

90-324 

0 

6003090483 

8003090401 

60/02/29 

90‘'36S 

R 

6003090486 

6003090469 

00/02/29 

90-205 

8 

8003090499 

8003090490 

60/02/89 

90-266 

R 

6003090496 

0003090491 

00/03/03 

90-309 

R 

8003090498 

0003090497 

60/02/22 

90-219 

ft 

6003090906 

0003090904 

60/02/29 

90-237 

P 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0003050912 

6003090503 

80/02/29 

90-310 

0 

800309091 A 

8003090514 

80/02/29 

50-155 

R 

6003090544 

6003090542 

80/02/28 

TOPREP 


8003090947 

8003090943 

80/02/29 

50-440 

& 

0003050563 

8003090593 

80/02/26 

90-^71 

F 

0003050566 

S0D3090S53 

60/02/26 

50-271 

F 

8003090576 

6003090953 

60/02/26 

50-271 

F 

8003090963 

B003050953 

80/02/26 

50-271 

F 

6003090591 

8003050553 

60/02/26 

50-271 

F 

8003090596 

8003050953 

80/02/26 

50-271 

F 

6003090600 

8003090553 

80/02/26 

50-271 

F 

B003090607 

6003090553 

80/02/26 

90-271 

F 

6003090611 

6003090601 

80/02/11 

50-10 

R 

6003050615 

6003090953 

80/02/26 

50-271 

F 

8003090619 

6003090953 

60/02/26 

50-271 

F 

9003090622 

6003090553 

60/02/26 

30-271 

F 

8003090629 

6003090614 

80/02/19 

50-209 

G 

8003090632 

000305062 4 

80/02/04 

50-295 

R 

6003050640 

800309063 9 

eo/ot /23 

50-546 

0 

6003050647 

800305063 9 

80/01/23 

50-946 

G 

8003090652 

6003090646 

79/12/28 

50-423 

a 

6003050699 

6003050694 

80/02/22 

50-329 

a 

6003060006 

6003060001 

80/02/20 

50-77 

G 

8003060013 

6003060001 

80/02/20 

90-77 

0 

8003060021 

6003060001 

80/02/20 

50-77 

0 

8003060023 

6003060022 

60/02/13 

50-443 

H 

6003060041 

8003060036 

60/02/29 

50-317 

ft 

6003060040 

8003060044 

60/01/10 

70-1319 


8003060049 

6003060049 

60/02/19 

90-269 

s 

6003060096 

6003060092 

79/12/26 

71-273 


8003060064 

6003060050 

60/02/19 

90-320 

0 

8003060070 

8003060066 

80/02/19 

50-482 

K 

6003060078 

8003060069 

79/10/23 

70-734 


E00306008? 

0003060002 

80/02/19 

50-289 

G 

6003060097 

60030600?! 

79/08/15 

70-1143 


6003060109 

8003060102 

79/oa/aa 

70-364 


6003060112 

8003060106 

00/01/29 

40-1341 


6003060114 

8003060108 

79/oB/aa 

70-364 


6003060116 

8003060107 

00/02/19 

90-320 

H 

8003060120 

6003060106 

80/01/29 

40-1341 


6003060128 

B003060U9 

80/02/15 

90-269 

0 

6003060139 

8003060106 

80/01/29 

40-1341 


6003060143 

6003060121 

80/02/04 

PT9 


6003060154 

6003060106 

60/01/29 

40-1341 


8003060160 

600306014? 

00/02/19 

90-307 

U 

600306016? 

6003060162 

80/02/13 

90-369 

Q 

6003060170 

0003060149 

00/02/19 

50-307 

U 

8003060176 

0003060162 

00/02/13 

90-36? 

0 

8003060181 

0003060179 

60/01/22 

90-4 1 0 

8 

6003060163 

0003060174 

00/02/19 

90-482 

G 

B 003060 18? 

8003060179 

80/01/22 

90-410 

6 

6003060207 

0003060199 

80/02/04 

90-339 

0 

600306020? 

0003060197 

80/02/19 

90-307 

V 

6003060217 

6003060187 

80/02/ fl 

50-4? 1 

0 

8003060210 

8003060206 

BO/02/S0 

50-62 

0 

8003060221 

800306021 1 

00/02/10 

90-4?a 

8 

8003060225 

8003060167 

80/02/11 

90-491 

0 

8003060228 

B00306020B 

00/02/20 

90-62 

0 

6003060231 

6003060200 

00/02/20 

90-62 

0 

6003060235 

8003060208 

60/02/20 

90-62 

Q 

6003060242 

60030^0234 

60/02/12 

50-354 

6 

6003060244 

6003060237 

60/02/13 

50-269 

Q 

0003060240 

6003060237 

00/02/13 

50-269 

0 

0003060299 

6003060249 

60/02/22 

50-209 

0 

0003060261 

B003060297 

80/02/26 

90-299 

F 

6003060267 

0003060246 

60/02/16 

90-319 

Q 

0003060274 

6003060260 

80/01/29 

WASTE MOT 

8003060282 

6003060270 

80/01/23 

90-317 

0 

6003060287 

000306027 1 

00/02/14 

90-269 

H 

6003060292 

8003060200 

80/01/02 

90-311 

Q 

0003060894 

8003060280 

60/02/04 

50-339 

A 

8003060300 

8003060270 

00/01/23 

90-317 

a 

0003060313 

6003060270 

00/01/23 

90-317 

0 

6003060320 

8003060270 

00/01/23 

90-317 

Q 

8003060322 

B0030603 1 2 

80/02/16 

90-331 

G 

0003060336 

6003060323 

79/09/06 

70-1143 


0003060330 

0003060329 

79/12/aa 

90-423 

Q 

0003060396 

80030603 47 

80/02/19 

90-259 

G 

0003060397 

80030603 90 

6 0/02/s 2 

90-331 

G 

8003060363 

80030603 47 

00/02/19 

90-299 

G 



450 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMOEB ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCUOaURE 

DOCUMENT 

ISSUED 

CATEOORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6003060367 

8003060347 

00/02/15 

S0’>259 

0 

8003060652 

BD03060637 

00/02/21 

50-254 

S 

0003060376 

6003060347 

80/02/15 

50-259 

0 

6003060663 

0003060637 

90/02/21 

50-254 

S 

0003060363 

8003060374 

80/02/04 

50-546 

U 

B003060671 

8003060637 

00/02/21 

50-254 

5 

6003060366 

8003060370 

80/02/08 

FOIA 


8003060675 

6003060668 

00/01/94 

50-250 

0 

6003060390 

8003060379 

79/1 1 /05 

70-1100 


0003060680 

8003060637 

00/02/21 

50-254 

6 

6003060391 

8003060374 

BO/03/04 

50-546 

U 

8003060606 

0003060637 

00/02/21 

50-254 

S 

6003060396 

0003060370 

eo/oa/oB 

FOIA 


0003060690 

S003060637 

80/02/21 

50-254 

0 

6003060404 

0003060400 

00/02/04 

50-346 

U 

0003060691 

S0030606Q9 

80/02/13 

50-244 

P 

6003060406 

8003060402 

80/02/21 

50-445 

M 

8003060692 

0003060684 

80/02/22 

50-269 

P 

8003060411 

8003060370 

00/02/00 

FOIA 


0003060693 

0003060669 

80/02/13 

50-244 

P 

0003060414 

8003060370 

BO/02/08 

FOIA 


8003060695 

8003060637 

80/02/21 

50-254 

S 

600306041 S 

8003060410 

so/oa/29 

TPPREP 


0003060696 

0DO3O6O6B9 

80/02/13 

50-244 

P 

6003060416 

8003060409 

BO/02/07 

50-352 

U 

0003060699 

0003060684 

80/02/22 

50-269 

P 

6003060419 

8003060370 

80/02/00 

FOIA 


0003060701 

8003060637 

80/02/21 

50-254 

0 

6003060433 

8003060416 

BO/OI/IO 

90-267 

Q 

8003060702 

B003060698 

00/09/19 

CONTRACT 


8003060425 

8003060421 

00/02/23 

50-324 

R 

8003060708 

0003060694 

00/02/22 

50-269 

P 

0003060428 

8003060416 

00/01/10 

30-267 

0 

0003060712 

8003060637 

80/02/21 

50-265 

8 

0003060430 

8003060370 

80/02/08 

FOIA 


0003060720 

80030607 1 4 

80/02/20 

50-209 

P 

8003060434 

8003060370 

00/02/08 

FOIA 


8003060722 

0003060713 

80/02/21 

50-416 

Q 

0003060435 

B003060426 

80/02/21 

50-352 

U 

0003060726 

8003060714 

00/02/20 

50-289 

P 

B003060437 

8003060420 

B0/02/QQ 

50-322 

0 

8003060727 

8003060637 

00/02/21 

50-265 

S 

6003060436 

8003060432 

00/02/13 

50-331 

P 

0003060720 

8003060713 

00/02/21 

50-416 

0 

6003060442 

8003060432 

80/02/13 

50-331 

F 

0003060730 

8003060714 

00/02/20 

50-289 

P 

8003060443 

8003060436 

80/01/24 

40-B18B 


8003060734 

8003060713 

80/02/21 

50-416 

Q 

8003060446 

8003060440 

80/01/26 

50-288 

Q 

6003060735 

0003060729 

80/02/25 

50-387 

G 

8003060447 

8003060436 

00/01/24 

40-0188 


8003060739 

0003060637 

80/02/21 

50-254 

8 

8003060450 

8003060432 

00/02/13 

50-331 

P 

0003060742 

0003060736 

00/02/19 

XPORTLIC 


8003060452 

8003060436 

80/01/24 

40-Biaa 


8003060744 

8003060713 

80/02/21 

50-416 

Q 

8003060453 

8003060441 

80/02/14 

50-352 

U 

0003060737 

0003060791 

00/02/13 

50-131 

Q 

8003060459 

8003060441 

80/02/ 1 4 

50-352 

U 

0003060763 

8003060753 

80/02/25 

50-155 

0 

8003060460 

0003060451 

00/02/06 

90-S0B 

0 

B003060769 

8003060761 

80/02/05 

50-460 

Q 

0003060476 

B003060462 

00/02/22 

50-320 

0 

0003070007 

0003070002 

00/01/21 

50-275 

0 

6003060477 

0003060467 

80/02/21 

50-389 

0 

8003070014 

000307001 1 

00/01/20 

50-312 

Q 

B003060485 

8003060479 

80/02/29 

50-255 

R 

8003070032 

8003070030 

80/02/22 

50-247 

H 

0003060486 

0003060480 

80/01/04 

50-510 

0 

8003070043 

0003070042 

80/02/14 

50-293 

F 

8003060490 

0003060483 

BO/02/29 

50-2S5 

ft 

0003070030 

8003070047 

79/U/09 

70-1143 


8003060494 

8003060492 

B 0/02/S 5 

50-289 

0 

0003070061 

8003070057 

80/02/22 

50-269 

P 

8003060497 

6003060470 

80/02/06 

50-275 

U 

8003070066 

8003070057 

80/02/22 

50-269 

P 

8003060499 

0003060492 

80/02/25 

50-209 

0 

8003070073 

8003070057 

00/02/22 

50-269 

P 

6003060S04 

B003060496 

00/01/09 

50-317 

Q 

8003070089 

0003070006 

00/02/16 

50-346 

Q 

8003060505 

0003060501 

BO/Oa /01 

MISC 


0003070096 

0003070094 

00/01/29 

50-296 

0 

6003060510 

0003060508 

BO/02/13 

NUREO 


0003070114 

8003070110 

79/10/03 

ACR6 


6003060515 

000306051 4 

00/02/06 

90-566 

U 

0003070140 

0003070145 

79/00/15 

70-1143 


8003060520 

0003060517 

00/02/11 

50-361 

« 

0003070167 

0003070163 

00/01/25 

50-334 

P 

8003060524 

B003060523 

00/02/29 

90-320 

ft 

0003070172 

0003070154 

00/09/22 

70-B 


8003060526 

8003060525 

80/02/29 

50-307 

K 

8003070173 

8003070163 

00/01/25 

50-334 

P 

8003060527 

B003060323 

00/02/29 

50-307 

K 

C003070179 

0003070170 

00/01/10 

50-410 

S 

8003060530 

6003060S28 

60/02/28 

90-409 

R 

8003070179 

8003070163 

00/01/25 

50-334 

P 

6003060532 

G003060S28 

00/02/28 

50-409 

ft 

8003070221 

0003070106 

80/02/15 

50-320 

0 

6003060538 

8003060535 

00/02/29 

90-295 

ft 

8003070239 

8003070233 

80/03/04 

50-331 

p 

8003060546 

8003060544 

00/03/03 

50-263 

P 

0003070253 

8003070251 

80/03/03 

50-255 

F 

8003060549 

aoO3060S47 

BO/02/27 

50-266 

R 

8003070273 

B00307027J 

80/02/15 

MISC 


8003060551 

B003060537 

80/03/03 

50-272 

8 

0003070275 

0003070271 

80/02/15 

MISC 


8003060554 

8003060553 

00/02/29 

TOPREP 


0003070277 

8003070271 

00/02/15 

M18C 


6003060556 

3003060550 

aO/03/03 

50-271 

0 

0003070285 

0003070283 

80/02/07 

50-272 

0 

8003060560 

8003060557 

80/02/26 

50-312 

S 

0003070200 

Q0030702Q3 

80/02/07 

50-272 

0 

8003060562 

0003060559 

80/02/29 

50-305 

a 

0003070296 

8003070291 

79/11/26 

ACRE 


8003060563 

8003060561 

00/02/19 

KISC 


8003070298 

8003070295 

80/02/21 

50-10 

0 

8003060566 

8003060561 

00/02/19 

MI6C 


0003070299 

0003070297 

80/02/14 

IIIBC 


8003060567 

8003060558 

aO/03/03 

90-272 

0 

0003070301 

0003070291 

79/11/26 

ACRE 


8003060572 

0003060570 

80/03/03 

50-272 

s 

8003070302 

6003070295 

80/02/21 

50-10 

0 

8003060575 

B003060S6B 

BO/Oa/20 

COMM 188 ION 

0003070303 

8003070295 

00/02/21 

50-10 

0 

60030605B1 

8003060577 

00/02/20 

50-334 

R 

0003070305 

8003070295 

80/02/21 

50-10 

0 

8003060582 

8003060578 

00/02/28 

50-321 

P 

0003070307 

8003070295 

80/02/21 

50-10 

0 

8003060585 

8003060580 

00/03/03 

50-338 

0 

0003070309 

0003070006 

00/02/27 

70-1151 


6003060SS7 

80030605 33 

80/02/26 

50-312 

8 

00030703 H 

0003070310 

00/02/28 

70-2842 


6003060594 

8003060591 

80/02/29 

50-213 

8 

0003070318 

8003070315 

80/02/29 

50-331 

R 

8003060595 

8003060593 

00/03/03 

50-280 

B 

0003070322 

0003070319 

00/02/25 

50-255 

Q 

8003060602 

0003060597 

80/02/29 

50-316 

8 

8003070326 

0003070323 

00/02/20 

50-406 

Q 

6003060603 

0003060596 

80/03/03 

50-272 

8 

0003070337 

0003070334 

80/03/01 

50-309 

8 

8003060608 

e0030606<l5 

60/02/29 

50-219 

8 

0003070338 

0003070331 

80/03/03 

50-336 

S 

8003060613 

8003060609 

60/02/26 

50-244 

P 

0003070341 

0003070340 

80/02/29 

50-312 

0 

8003060614 

8003060606 

00/02/22 

50-410 

H 

0003070340 

0003070344 

00/02/20 

50-220 

R 

8003060616 

8003060609 

80/02/26 

50-244 

P 

0003070350 

0003070349 

80/02/29 

50-277 

R 

8003060623 

8003060618 

80/01/18 

80-397 

0 

B003070354 

8003070352 

00/03/03 

50-302 

0 

8003060625 

8003060607 

80/02/26 

50-244 

P 

0003070358 

8003070355 

00/03/03 

50-260 

8 

8003060638 

8003060630 

00/02/07 

90-123 

Q 

0003070359 

0003070357 

00/02/27 

50-266 

ft 

8003060643 

8003060630 

80/02/07 

50-123 

Q 

0003070362 

0003070360 

00/02/29 

50-207 

8 

8003060644 

8003060637 

80/02/21 

50-234 

8 

0003070365 

0003070364 

00/02/21 

50-333 

R 

8003060649 

8003060647 

79/07/12 

ACR0 


0003070369 

0003070367 

00/03/01 

50-293 

R 
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a0C3030A99 

50''317 

P 


9003130291* 

50-344 

0 


acesosoaoa 

90-318 

6 


8003130306* 

50-344 

0 


socaosoats* 

90-318 

e 


9003190109* 

50-482 

6 


fiooaoaoaa? 

90-317 

p 


9003240603 

REOGD 



so 030600 a A 

90-317 

R 

Benjamin F Ehaw Co <subs of Blount# 

9003130351* 

QA999 






Inc ) 





B003060036 

50-317 

R 






eOOSOAOOAl* 

90-317 

R 

Bethlehem Steel Corp 

B0032C0476 

REOOD 



6003060041# 

90-317 

R 

Black tt Ueatch 

9003060553 

TOPREP 



eooao6026s« 

90-317 

Q 


B0030605S4* 

TOPREP 



8003060040 

90-317 

J 

Black Hills Alliance 

9003280146 

40-4492 






Boeing Co 

9003190504* 

50-320 

K 


6003110369 

90-318 

6 






8003170190 

90-317 

P 


8003290129 

71-372 



B003170410 

50-317 

J 


6003290131* 

71-372 



8003170456 

50-317 

8 

Boeing Construction Co (subs of Boeing 

9003130028# 

50-320 

H 


6003170459* 

90-317 

8 

Co) 








Bonneville Pouer Administration 

8003290013 

50-344 

0 


6003190485 

50-317 

R 

Borg-Warner Corp 

S003240069 

50-368 

S 


8003190485 

90-317 

R 






6003190491* 

90-317 

A 


9003240069 

50-369 

8 


8003190491* 

50-317 

fi 


B003240069 

50-360 

0 


8003190926 

50-310 

B 


9003240069 

50-360 

s 






8003240069 

50-360 

8 


B003190531* 

50-316 

8 


8003240076# 

9O-:360 

5 


8003200239 

90-317 

P 






6003200446 

90-316 

8 


8003240078# 

50-360 

8 


0003200492* 

90-318 

8 


9003240076# 

50-^60 

S 


8003200993 

PR 



0003240070# 

50-360 

S 






9003240078# 

50-360 

S 


8003240626 

REOOD 


Borgess Hosp Kalama jooj R l 

8003260083# 

FOIA 



8003250303 

90-316 

P 






8003260390 

50-317 

F 

Boston College 

0003280393* 

CONTRACT 



8003260617 

90-310 

a 

Boston Ed lion €o 

8003030323 

50-293 

J 


B003260623* 

90-316 

a 


8003040062 

50-293 

Q 






8003060506 

90-293 

Q 


8003270191 

PR 



80030-60939 

50-293 

8 


8003270399 

90-317 

K 






8003270399 

50-317 

K 


9003070367 

90-293 

R 


8003270403* 

50-317 

K 


8003070369* 

80-293 

R 


8003270403* 

50-317 

K 


8003100132 

50-293 

F 






9003110077 

50-293 

S 


8003280240 

90-310 

P 


0003110085* 

50-293 

S 

liD 

8003240542 

90-320 

T 





Memorial Institute 

8003U0093 

PR 



0003110090* 

50-293 

B 

Sattelle Memorial Institute* Col-umbui 

8003140007 

TOPREP 



0003110096* 

50-293 

a 

Laboratories 





0003110594 

50-293 

p 


8003140010* 

TOPREP 



9003110601* 

50-293 

p 






0003120980 

50-293 

a 


8003140015* 

TOPREP 







6003140122 

HUREO 



00031 2071 S 

50-293 

0 


8003310152 

REB 



6003170374 

50-293 

F 

Dattelle Memorial Institute* Pacific 

6003030224 

NUREO 



6003 1 70386 

50-293 

F 

Northwest Laboratory 





8003 1 8060 1 

50-293 

F 


8003050101 

NUREO 



0003 190394* 

50-293 

a 


6003050209 

70-9B4 



6003190495 

50-293 

R 


8003060097* 

70-1143 



6003190497* 

50-293 

R 


8003070148* 

70-1143 



0003200128* 

lOCFR 



8003110039 

PR 



0003240467 

50-293 

B 


8003180161 

PR 



0003240472* 

50-293 

5 


6003180166 

PR 



8003290392 

50-293 

P 


6003180170 

PR 



8003290927 

50-293 

R 


6003200453 

NUREO 



6003290931* 

50-293 

R 


6003240903 

TOPREP 



6003260642 

50-293 

P 


Q0032S0385 

NUREO 



0003270321 

50-293 

F 


8003260436 

REB 



9003270324 

30-293 

6 


6003260649 

REe 



0003270327* 

50-293 

0 


6003280979 

RES 


Brookhaven National Laboratory 

000303022 1 

NURHO 



0003310101* 

FOIA 



6003040254 

NUREO 


Bear Creek Uranium Co 

8003090973 

40-8492 



0003040333 

NUREO 



6003130142 

40-6492 



0003050363 

50-317 

F 


e0032B0602* 

40-6492 



8003050367 

50-263 

F 


6003260657 

40-6492 



6003050424 

50-237 

F 

Bechtel Associates Professional Gorp 

6003040496* 

90-329 

B 


B00a050475 

50-309 

F 

Bechtel Corp 

6003130981* 

90-299 

P 


0003050470 

50-263 

F 


6003130989* 

90-299 

P 


8003060750 

TOPREP 



6003130987* 

90-295 

P 


8003110546 

50-317 

F 


6003130990* 

90-299 

P 


8003120210 

NUREO 



6003130992* 

90-299 

P 


6003120427 

NUREO 



8003130999* 

50-299 

P 


B 0031 400 03 

30-317 

F 


6003310322* 

50-416 

K 


6003170146 

RE0 



8003310326* 

50-416 

K 


6003170247 

50-309 

F 


6003310332* 

90-416 

K 


8003170290 

50-335 

F 


6003310336* 

90-416 

K 


6003170299 

50-266 

F 


6003310340* 

50-416 

K 


a00317<>2a9 

30-409 

F 


8003310347* 

50-416 

K 


6003170266 

TOPREP 



8003310393* 

50-416 

K 


6003170269 

30-245 

F 


8003310360* 

50-416 

K 


6003170293 

30-213 

F 


8003310365# 

50-416 

K 


6003170294 

50-331 

F 

Bechtel Power Corp (subs, of Bechtel 

8003130237* 

50-344 

0 


6003170296 

TOPREP 


Corp 1 





6003170310 

TOPREP 



8003130292* 

50-344 

0 


0003170317 

30-219 

P 


8003130264* 

50-344 

0 


8003170320 

TOPREP 
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e003 170331 

TOPREP 



8003030594* 

30-325 

8 


6003170348 

30-213 

F 


8003030612 

30-400 

A 


6003170346 

90-213 

F 


8003040170 

30-26 1 

R 


3003170395 

90-213 

F 


8003040163* 

50-26 1 

R 


80031703A6 

50-213 

F 


8003040413 

50-26 1 

R 


3003170377 

50-263 

F 


6003040419* 

50-261 

R 


3003170387 

50-336 

F 


8003040417* 

50-261 

R 


80031 70 ASO 

TOPREP 



0OO3O4OS4O 

50-324 

R 


6003 1 70432 

TOPREP 



6003040540 

50-324 

R 


B003 170436 

90-289 

F 


B0030409S6* 

50-324 

ft 


3003170437 

50-344 

F 


8003040594 

50-324 

6 


8003170443 

50-336 

F 


6003040603* 

50-324 

S 


6003170466 

SO-317 

F 


6003050364 

90-295 

F 


6003170466 

50-10 

F 


6003050479 

30-324 

8 


6003180467 

90-237 

F 


8003050462* 

90-324 

6 


8003160492 

50-331 

F 


6003060421 

30-324 

ft 


6003100575 

TOPREP 



0003060421 

50-324 

R 


6003100600 

50-295 

F 


6003060425* 

90-324 

R 


0003180606 

50-289 

F 


6003060571 

30-261 

0 


8003180622 

50-254 

H 


6003070260 

90-324 

J 


8003200316 

NUREQ 



6003070200 

50-324 

J 


8003200326 

NUREO 



8003070207 

30-261 

J 


8003210444 

50-271 

F 


6003070292 

90-324 

J 


6003210448 

50-299 

F 


0003070292 

50-324 

J 


8003290926 

50-331 

F 


6003070302 

50-261 

J 


8003280459 

50-29 

F 


0003100026 

50-324 

Q 

Broun Root Gorp (tubi oF HNlUturton 

6003240644 

REOOO 



6003100232 

30-329 

A 

Corp ) 





0003110523 

50-325 

6 

Brue# Norton 

8003280003 

50-279 

0 


6003110527* 

90-325 

Q 

G~C OpoTflting Plants Ountrs Group 

8003050439 

NUREO 



80031 10619 

50-400 

B 


8003050942 

TOPREP 











8003110619 

50-400 

S 


80031 10606 

TOPREP 



00031 10619 

90-400 

6 

C-E Powtr Systoms 

80030S0589 

TOPREP 



6003110619 

90-400 

8 


8003120361 

71-6294 



6003110624 

50-400 

6 


6003130632 

70-1 100 



8003110624 

50-400 

0 


6003130660 

70-1100 











6003110624 

50-400 

8 


8003140004 

70-1100 



6003110624 

90-400 

S 


6003270919 

70-36 



8003110660 

90-324 

0 


6003270520* 

70-36 



8003110671* 

50-324 

0 


8003310121 

70-1100 



0003120537 

50-324 

s 


8003310207 

70-36 











8003120546* 

90-324 

S 

C F Braun !< Co 

6003250294 

TCPREP 



8003130105 

90-324 

0 

CallFornla Instltuts of Tochnotogy 

8003180269 

PR 



8003130194* 

50-324 

(k 


8003180279 

PR 



6003130220 

50-324 

0 

Californiaj Btat* of 

8003030101 

PROJ 



6003130469 

50-261 

R 


8003050046 

90-312 

0 










8003130473* 

90-261 

ft 


8003140300 

90-312 

T 


8003170431 

50-324 

ft 


6003190734* 

50-128 

P 


8003170431 

50-324 

ft 


B003I909J7 

PR 



8003170435* 

50-324 

ft 


6003250318 

PRDJ 



6003170435* 

50-324 

ft 


8003270124 

PROU 











6003100391 

50-325 

e 


8003280026 

90-279 

0 


8003160395* 

90-325 

8 


8003280300 

90-312 

0 


8003160403 

90-325 

0 

California^ Unlv. of< Btrkclty 

0003110033 

PR 



0003160412 

50-324 

0 


B003I 10044 

PR 



0003100413* 

90-325 

0 


G003U009L 

PR 











8003160416* 

50-324 

0 


0003180237 

PR 



8003100505 

50-325 

6 


0003180263 

90-224 

F 


6003160511* 

30-329 

6 


6006250270 

NUREO 



6003160561 

50-324 

0 


60D32S0932 

90-284 

n 


6003180587* 

50-324 

B 


8000250536* 

90-224 

R 










8003160616 

90-325 

S 

Callforniaf Univ oFr Lot Anjjtlai 

B003050439' 

90-142 

8 


8003160621* 

50-325 

6 


B003090463 

90-142 

P 


6003190291* 

90-324 

0 


8003090468* 

30-M2 

P 


6003190646* 

90-400 

0 


8003180279 

90-14? 

F 


0003190651* 

90-400 

0 


8003270058 

90-142 

P 










8003190652 

90-261 

P 


6003270058 

50-142 

P 


8003190922 

50-400 

0 


8003270063* 

50-142 

P 


6003190922 

90-400 

Q 


6003270063* 

50-142 

P 


6003190922 

90-400 

Q 


0003310475* 

CONTRACT 



8003190922 

50-400 

Q 

Californlaj Univ ofi Santa Barbara 

8003060503 

50-312 

0 










6003200435 

90-261 

P 


80031 701 13* 

90-320 

P 


6003200436* 

90-261 

P 

Carolina Pouar i Light Co 

6003030411 

50-400 

F 


8003210065* 

30-261 

Q 


8003030411 

90-400 

F 


6003210163 

90-400 

0 


8003030411 

50-400 

F 


8003210203* 

50-400 

Q 


8003030411 

50-400 

F 










6003210297* 

90-400 

6 


B003Q304J9 

50-324 

8 


6003210456 

90-324 

6 


8003030423* 

90-324 

8 


8003210463* 

50-324 

0 


8003030434 

90-324 

6 


B0032 10513 

50-400 

A 


6003030442* 

50-324 

6 


6003210516 

30-324 

P 


800-3030558 

90-324 

a 










6003210516 

90-324 

P 


8003030560 

90-329 

s 


6003240416 

50-324 

F 


6003030966* 

50-324 

8 


8003240475 

90-261 

0 


8003030967* 

90-329 

8 


8003240464* 

90-261 

a 


8003030909 

90-329 

8 


6003250451 

90-261 

P 



CORPORATE SOURCE INDEX 


421 


AUTHOR 

AFFILIATION 


CArp<nt>r Tschnologi^ Carp 


CAthollc Univ 


Cinttr for Dtvciapmtnt PoLicv 
C«nt»r for Law Social Policy 

Ctnttr for Law in tht Public lntar**t 
Ctntral (( Southuiitt Corp 


Ctrac* Inc 

Chili Qraii ( Coppir Co > Inc « -Chat* 
Nucltar Oiv 

ChiflT'Nucltar Syibimi* Inc 

Chifflitron Corp t Tubi Turn* Div 
Chtmtrol Corp 


Chin U AtfOcUbiti Inc 

Chirry* M. M /Chirryf Flynn << Kantir 

Chaiapiikt Entryy Alllanet 


Chlcigoi Unlv of 
Chlcktring & Ortgory 
Chrliti-Marla 

Cincinnati 0*« V Elictrlc Co 


Citium Action For Safa Energy 
Cltlxim Agaimt Nucliar Dingtr* 
Citixim Afiociation for Sound Enorgy 

Cltlitn* for 0af# Envlronnint 


ClivoUnd Elictric Illuminating Ca« 


Coalition on Uait Vallay Nucltar Na«t** 
Coaital Envlronmantii Tn< . 

Colorado Btat* Unlv. 


Colorado^ Stati of 


ACCESSION 

NUNBER 

SUBJECT 

CAT600RV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

GATEOORV 

a0032504£it 

50-324 

B 


80O313D652 

WASTE MOT 

8003250474* 

50-324 

B 


6003130656* 

WASTE MOT 

8003250492 

50-261 

F 


8003140448 

WASTE MOT 

8003250499 

50-325 

8 


8003200010 

WASTE MOT 

6003250551 

30-324 

8 


80032501 47* 

CONTRACT 


8003230559* 

50-324 

8 


8003260513 

Stati Prog 

8003260301 

50-400 

A 


8003260530* 

atati Prog 

8003270103 

50-400 

Q 

ColaradOf Unlv ofi Dtnvtr 

8003250129* 

WASTE MOT 

8003270296* 

50-261 

0 


8003250131* 

WASTE MOT 

8003270496 

50-400 

A 

Columbia Unlv 

8003070032* 

30-247 

H 

6003270501 a 

50-400 

A 

Combuttlon Enginatrlngj Inc 

8003050S44* 

TDPREP 


8003280535 

50-261 

F 


80031 BO 103* 

50-265 

P 

B0032B0561 

50-324 

P 

Cammarc i> Dip t af< National Bureau of 

8003120603 

NUR80 


8003310049 

FOIA 


Btantfartff 




80 0331 OS B6 

50-325 

S 


8003280242 

50-184 

P 




Commonutal th Ediion Co 

8003030353 

50-295 

P 

B00331029S* 

50-325 

S 





8003310348 

50-325 

a 


8003030373 

50-237 

P 

8003310350* 

50-325 

8 


8003030373 

50-237 

P 

6003040669 

XPDRTLIC 



8003030373 

50-237 

P 

8003040672* 

XPORTLIC 



SO 03030373 

50-237 

P 





8003030430 

50-237 

F 

8003310176 

XPDRTLIC 






6003310181 

XPORTLIC 



8003030439 

50-237 

F 

8003040128* 

50-77 

Q 


8003030430 

50-237 

F 

8003060021* 

50-77 

0 


8003030438 

50-237 

F 

8003140070* 

50-77 

Q 


8003030438 

50-237 

F 





B0030402S4 

50-237 

F 

8003200321 

50-77 

R 





8003200397* 

50-77 

R 


8003040284 

50-237 

F 

8003260396* 

CONTRACT 



8003040284 

50-237 

F 

8003060749 

50-574 

0 


800304 02S4 

50-237 

F 

8003 100 196 

50-574 

0 


8003040404 

50-295 

R 





8003040404 

50-295 

R 

6003250465 

50-275 

0 





8003040278 

50-445 

n 


0003040504 

50-237 

8 

8003060656 

50-445 

K 


8003040512* 

50-237 

6 

8003250456 

50-44S 

h 


8003040521 

50-373 

A 

8003200178 

XPDRTLIC 



8003040526* 

50-373 

A 





8003040531 

50-249 

B 

8003050206 

XPORTLIC 









9 

8003040539* 

50-249 

B 

8003120377 

71-6275 



8003D40S47 

50-265 

S 

8003190152 

71-6373 



8003040546* 

50-295 

R 

B003100104 

0A999 



8003040546* 

50-293 

R 

6003050563* 

50-271 

F 


8003040554* 

50-265 

G 

8003050568* 

50-271 

F 


8003050214 

50-10 

P 

S0030SD576* 

50-271 

F 


8003050370 

50-249 

B 

8003050563* 

50-271 

F 


8003050373* 

50-249 

B 

0003050591* 

50-271 

F 


B003050417 

50-254 

R 

8003050596* 

50-271 

F 


8003050417 

50-254 

R 

6003050600* 

50-271 

F 


8003050419* 

50-254 

R 

8003050607* 

50-271 

F 


8003050419* 

50-254 

R 

8003030235* 

40-6659 



8003050423* 

50-254 

R 

8003310197 

50-454 

0 


8003050423* 

50-254 

R 

8003040601 

50-209 

0 


8003050504 

50-237 

P 

8003100068 

50-269 

0 


0003050504 

90-237 

P 

B003 100079* 

50-209 

0 


8003050515 

50-374 

8 

eooatoooBi* 

50-289 

0 


8003050550 

50-327 

F 

8003100086* 

50-289 

0 


6D03O505S0 

50-327 

F 

8003260389* 

70-8 



8003050550 

50-327 

F 

6003200255 

PR 



0003050590 

50-327 

F 

6003200305* 

PR 



8003050601 

50-10 

R 

8003260606 

50-155 

0 


8003050601 

50-10 

R 

8003040453 

50-350 

A 


8003050601 

50-10 

R 

8003050153 

50-330 

0 


800305061 1* 

50-10 

R 

8003110007 

50-358 

H 


8003050624 

50-295 

R 

6003130158 

50-358 

A 


80D3050632* 

50-295 

R 

8003140396 

50-358 

F 


8003060392 

SO -237 

P 

8003200361 

50-350 

0 


8003060945 

50-373 

A 

8003280367 

50-3 SB 

8 


8003060663* 

50-254 

8 

8003280392 

50-358 

8 


8003060671* 

50-254 

8 

8003280640* 

30-350 

0 


8003060671* 

50-254 

8 

8003240525 

50-356 

K 


80030606BO* 

50-254 

8 

8003250313 

50-387 

0 


8 0030606 BO* 

S 0-254 

B 

8003240606 

50-445 

0 


800306068 6* 

50-254 

8 

8003040037 

50-320 

T 


0003060690* 

50-254 

8 

8003040261 

80-320 

T 


8003070396 

50-237 

P 

8003040272 

50-320 

T 


8003070396 

50-237 

P 

7910310125* 

50-346 

0 


8003070396 

50-237 

P 

00030 50S43 

80-440 

s 


8003070396 

50-237 

P 

8003050543 

50-440 

8 


8003100149 

50-10 

R 

8003050547* 

50-440 

3 


8003100149 

50-10 

R 

8003050547* 

50-440 

a 


8003100149 

50-10 

R 

0003240288 

50-201 

p 


8003100153* 

90-10 

ft 

7910100096* 

HI SC 



8003100153* 

90-10 

ft 

0003100188 

NUflEO 



8003100153* 

50-10 

R 

8003120267 

NUREO 



8003110385 

50-237 

P 

0003120446* 

50-267 

R 


BOOS 110432 

50-265 

P 

0003130104 

NASTE HOT 


8003110437* 

50-265 

P 



422 


CORPORATE SOURCE INDEX 


AUTHOR ACCEBBIOH 

AFFILIATION NUMPER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCE9&ION 

nuhder 

BUOJECT 

cateoory 

9003110463 

50-237 

P 


8003200425# 

50-304 1 

9003110463 

50-237 

P 


9003200631 

90-299 f 

B003 110463 

90-237 

P 


8003200697 

90-304 F 

9003110463 

90-237 

P 


8003210177 

50-254 i 

9003110473 

50-299 

R 


8003210467 

TQPREP 

9003 110473 

50-299 

R 


8003210505 

50-295 f 

80031 10473# 

50-295 

R 


B0032 10534 

50-t0 F 

8003110473# 

50-299 

R 


0003210534 

50-10 F 

B003 110664 

50-599 

A 


8003240357 

50-295 F 

9003110670 

90-237 

6 


8003240357 

50-295 P 

8003110673# 

90-237 

8 


9003240464 

50-237 p 

9003 120409 

90-265 

6 


8003240464 

50-237 p 

9003120413# 

50-265 

9 


8003240464 

90-237 p 

6003120612 

50-2 95 

F 


8003240478# 

90-237 P 

9003130397# 

90-247 

P 


B0032404B2# 

50-237 p 

9003130357# 

90-247 

P 


0003240490* 

50-237 P 

8003130364# 

50-247 

P 


8003240636 

REOOD 

8003130373 

90-295 

P 


8003250247 

PR 

9003130393 

90-295 

P 


6003250452 

90-494 K 

9003130401 

50-494 

8 


0003250492 

90-494 K 

8003130401 

90-454 

S 


0003250452 

50-454 K 

9003130415# 

90-454 

B 


0003250452 

90-494 K 

9003130413# 

90-454 

8 


8003250457# 

90-494 K 

9003130493 

90-295 

P 


8003250457# 

90-454 K 

9003130678# 

90-265 

0 


6003250457# 

50-494 K 

9003140203 

50-10 

P 


6003250457# 

50-454 K 

8003140251 

50-294 

F 


6003250511 

30-3 H 

8003140291 

50-294 

F 


600325051 1 

50-3 H 

8003140269# 

90-254 

F 


6003250911 

SO-3 H 

9003170170 

90-237 

P 


6003250911 

90-3 H 

8003170264 

90-304 

8 


6003250911 

90-3 H 

8003170286# 

50-304 

9 


6003250541 

90-10 1 

9003170299 

90-304 

8 


6003250941 

90-10 1 

8003170303# 

90-304 

8 


6003290941 

90-10 I 

8003170380 

90-304 

9 


6003260541 

50-237 P 

8003170369# 

90-304 

B 


6003260598 

50-304 6 

9003170389 

90-294 

B 


6003260607# 

30-304 8 

9003170397# 

90-294 

8 


6003270112 

90-249 Q 

9003170452 

90-265 

6 


S003270112 

50-249 Q 

6003170497# 

90-265 

9 


8003270346 

50-237 P 

6003 1 70464 

50-10 

P 


6003270346 

90-237 P 

6003170476 

50-237 

F 


9003270346 

90-237 P 

6003190349 

90-10 

P 


8003270346 

So-237 p 

6003190345 

90-10 

P 


8003270371 

50-249 P 

6003180345 

50-10 

P 


0003270373# 

90-249 P 

8003180345 

50-10 

P 


8003270902 

50-295 P 

6003160356 

50-299 

P 


6003270502 

90-295 P 

9003160396 

50-299 

P 


9003260349 

50-10 R 

8003190359# 

50-295 

P 


80032G0349 

90-10 R 

6003180339# 

90-299 

P 


9003260349 

50-10 R 

8003180467 

90-10 

R 


9003200396# 

50-10 R 

9003180493# 

90-10 

R 


8003280356# 

50-10 R 

9003180493# 

90-10 

R 


B0032G0356* 

50-10 R 

6003190342 

90-373 

K 


9003200654# 

50-254 a 

9003190347# 

50-3 73 

K 

Compul;## Englnt«rlng AtiQci«ttir Inc 

8003200585 

FOIA 

9003190452 

90-295 

Q 

Compvtsr Sclffnctf Carp 

0003 110265 

NUREO 

9003190492 

SO **299 

0 

Coftipu'^sr 8g#1;#mf Support Corp 

8003170314# 

CONTRACT 

8003190497 

90-294 

P 

Con## Corp. 

□003050194 

XPORTUIC 

9003190549 

50-249 

8 

Connecticut Y#n1(#i Atomic Pou#r Co 

8003040203 

50-213 R 

9003190991 

90 - 249 

B 


6003090414 

30-213 8 

9003190969# 

90-249 

8 


6003060991 

90-213 6 

8003190976# 

90-249 

a 


9003060594# 

50-213 S 

8003190711 

50-10 

p 


9003070389 

90-213 H 

8003190043# 

50 -496 

0 


8003070391# 

50-213 R 

8003200076 

50-10 

Q 


80031 10495 

90-213 P 

B003200076 

90-10 

Q 


G003U04S8 

50-213 S 

8003200076 

50-10 

Q 


6003110461# 

50-213 9 

9003200076 

50- iO 

Q 


6003110496 

90-213 F 

8003200076 

50-10 

Q 


8003110505# 

50-213 F 

9003200076 

50-10 

Q 


80031 10957 

50-213 P 

8003200363 

90-254 

8 


8003140283 

90-213 P 

9003200389# 

SO-294 

8 


8003170090 

PR 

8003200397 

50-304 

8 


0003170297 

90-213 R 

8003200392# 

50-304 

8 


0003170260# 

90-213 R 

8003200396 

50-265 

6 


0003170330 

50-213 P 

8003200401 

90-304 

a 


8003170344# 

50-213 P 

9003200404# 

50-265 

s 


8003180122 

50-213 6 

8003200406 

50-254 

B 


8003260609 

50-213 R 

8003200407# 

30-304 

B 


8003260615# 

90-213 R 

80032004 10# 

50-254 

8 


6003270343 

90-213 d 

9003200411 

50-295 

0 


8003280260 

50-213 P 

8003200412 

50-265 

6 


6003310276 

90-213 3 

9003200419# 

90-265 

3 


3003310270# 

90-213 8 

8003200416# 

50-295 

3 


6003310333 

90-213 8 

8003200420 

50-304 

a 


8003310337# 

90-213 B 



CORPORATE SOURCE INDEX 


423 


AUTHOfl 

AFFILIATION 


Conncti Koorc & Corbvr 


Contol Edison Co of 


ConiumfTt Paui«r Co 


N»uj Yor k 


accession 

NUMBER 


G0030AOiti62 
B0030S0153 
0003 S 704 46 
0003190933 
a00319D742» 

G003030S30 

B00304O307 

0003030237 

800a050243» 

0OO31SO33O 

0003130357# 
00031 30364# 
0003140203 
0003170168 
0003170290 

0003170297* 

0003170300 

8003170316 

0003170379 

0003170379 

8003 1 70379 
8003170444 
80031 70444 
9003170444 
8003180376 

0003100379* 

0003100470 

8003100503 

8003180506* 

8003180590 

8003190294* 
8003 240529 
8003240529 
8003240527 
8003240531* 

8003240531* 

8003240531* 

8003250404 

0003250506 

8003250506 

6003250506 

8003250510* 

8003030167* 

8003030174* 

6003030304 

6003030311 

6003040843 

8003040490 

6003040490 

6003040550 

6003040564 

60030405711 

6003040576* 

0003050172* 

0003050426 

0003050430k 

0003030494 

0003050514 

0003050516* 

0003060257 

0003060261* 

0003060479 

0003060485* 

0003060480 

0003060490* 

8003060522 

0003060535 

0003060538* 

0003060763* 

0003070251 

0003070253* 

8003070255 

0003070377 

0003070377 

8003070379* 

8003070379* 

0003070387 

0003070307 

0003070395 

0003070395 

00031 00 L93 
0003110026 
0003110309 
8003110478 
00031 10480* 


SUBJECT 

CATEGORY 


50-350 0 

50-3Se 0 

50-416 H 

90-272 0 

30-272 0 

50-24 7 0 

50-247 Q 

90-3 ft 

90-3 R 

50-3 0 

50-2 47 P 

50-247 P 

90-247 P 

50-3 F 

50-247 B 

90-247 8 

50-247 P 

50-247 P 

50-3 0 

90-3 0 

50-3 0 

50-3 R 

90-3 ft 

50-3 R 

90-247 S 

SO-247 8 

90-3 R 

90-247 ft 

50-247 R 

50-247 P 

50-247 0 

90-3 R 

90-3 R 

so-a R 

50-3 R 

50-3 R 

90-3 R 

90-247 P 

SO-3 R 

90-3 R 

50-3 R 

90-3 ft 

90-155 0 

90-155 0 

50-255 P 

90-255 Q 

90-329 8 

90-329 8 

90-329 6 

50-259 P 

50-255 P 

50-255 P 

90-295 P 

70-2623 
50-195 ft 

50-159 ft 

50-299 P 

90-199 R 

50-135 R 

90-299 P 

50-259 P 

50-295 R 

50-299 R 

50-299 ft 

30-299 R 

90-295 Q 

90-299 ft 

90-295 ft 

90-195 Q 

90-295 F 

90-295 F 

90-255 P 

90-327 0 

90-32? 6 

90-327 0 

90-327 0 

90-327 6 

00-327 8 

90-327 8 

90-327 0 

90-299 P 

90-159 P 

90-299 p 

90-299 ft 

90-259 ft 


AUTHOR 

AFFILIATION 


Corn*ll Unlv 
Cotter Corp 


Coul** Region Energy Coalition 

C4u>ncll on Environment*! Quality 
Critical Mate Energy Project 
Cvprue Mine* Corp 


Dairy land Pouitr Cooperative 


Dalton^ OA 
Dame a U Hoo-rt 

Damlfl Intt-rnationalr Daniel Contt Co 
Oiv. 


Dabevolse ^ Liberman 


ACCESSION 

NUMBER 


0003110909 
B0031 10932 
0003110536* 
0003110652 
0003120341 

8003120341 

8003130119 

8003130129* 

0003130943 

0003130961 

0003130963* 
BO 03 130577 
8003140240 
8003170158 
8003170160* 

0003170163 

8003170167* 

0003170343 

0003170301 

0003190470 

0003190479 

0003190534 

0003200239* 

0003200246* 

0003200290* 

8003200523 

8003210390 

8003240391 

8003250424 

0003290494 

0003250460* 

0003250903 

8003250944 

8003290994 

8003260224 

8003260239* 

0003270263 

0003270490 

0OO32BO260 

0003310126* 

0003260999 

0003310490* 

0003130699* 

8003280640 

0003280696* 

8003050526 
000326091 1 
8003240649 
0003310429* 
0003090061 

8003140124 

8003060528 

8003060930* 

0003060533* 

0OD3UO693 

80031 10654* 

8003170441 

8003180369 

0003180904 

0003180913* 

BO03L0O631 

8003190141 

8003200462 

8003210485 

8003240413 

0003240415* 

BC03270349 

8003280469 

8003280639 

0003110905 

6003200473* 
0003240 1 47 

0003240195 

6003240179 

8003240204 

8003030193 

0003040712* 

0003140149 

0003200121 

0003240173 

8003240173 
8003240173 
80032 S0002 
0003260063 


SUBJECT 

CATEODRY 


50-255 Q 
50-255 P 
50-255 P 
50-255 P 
50-155 I 

50-155 1 

50-153 0 

50-155 0 

50-295 P 
50-299 R 

50-299 R 
50-255 P 
50-255 P 
TDPREP 
TOPREP 

90-155 F 
90-155 P 
90-255 P 
90-255 P 
90-267 P 

90-155 P 
90-155 P 
90-155 0 

90-155 0 

50-195 0 

REOQD 

50-255 P 
50-195 P 
50-239 0 

90-155 0 

90-155 8 

50-259 Q 
50-32? 0 

50-195 0 

50-299 0 

50-255 0 

90- 1 55 0 

50-255 P 
90-32? R 
90-155 0 

90-77 P 
CONTflACT 
WASTE MOT 
WASTE MOT 
HASTE MOT 

90-409 H 
50-409 0 

XPOftTLIC 
NUREO 
WASTE MOT 

WASTE MOT 
90-409 ft 
50-409 ft 
90-409 ft 
90-407 ft 

90-409 R 
90-409 P 
50-409 0 

50-409 8 

50-409 8 

50-407 P 
50-199 0 

50-409 P 
90-409 F 
50-409 R 

50-407 R 
50-409 0 

50-409 0 

50-407 Q 
50-321 J 

50-407 0 

71-7027 

71-7039 

71-6717 

71-7006 

50-449 M 
50-449 0 

PR 
PR 

90-449 M 

90-449 M 
50-449 M 
NUREO 
PR 



424 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOGRV 

AUTHOR 

AFFILIATION 


0003260277 

50-443 

M 



0003260277 

50-445 

M 



B003260277 

50-445 

M 



6003270270 

50-445 

M 



8003280634 

50-445 

M 


OtftTiitj Dspt ofi Dflfcnie NucIbaf Ag«ncg 

8003280457 

50-170 

8 



8003280458# 

50-170 

0 


D#nvtrjUniv of 

8003210037# 

FOIA 



D»ilgn &p#c« Intornatlonil 

8003050124# 

CONTRACT 


Dotroit EilUon Co 

0003030506 

50-341 

H 



8003040425 

50-341 

A 



0003040518 

50-341 

8 



0003100042 

50-341 

8 



8003110491 

50-16 

xj 



0003120540 

50-341 

A 



B0032403B7 

50-341 

8 


District of Colufflbiji 

6003240507 

50-320 

T 


Dohtrtg* J F 

6003310084 

50-466 

H 


Don L Mirner 

6003240242# 

40-0380 



Dou Ch<mic«l Co 

8003190523 

TOPREP 




8003190520* 

TOPRCP 



Dqi# Corning Corp 

9003030549 

50-264 

H 


Dr4V0 Corp 

8003190336# 

QA999 




8003190344* 

(1A999 



Dukt Powir Co 

8003030409 

50-369 

0 



8003030409 

50-369 

3 



8003030410# 

50-369 

0 



8003030410# 

50-369 

8 



8003030475 

50-270 

8 



8003030542 

50-270 

8 



8003030563 

50-270 

0 



8003030563 

50-270 

0 



8003030372# 

50-270 

0 



8003030572# 

50-270 

0 



8003050021 

70-2623 




8003050165 

70-2623 




8003050176 

70-2623 




0003050433 

50-269 

n 



8003050433 

50-269 

R 



8003050433 

50-269 

R 



8003030434* 

50-269 

R 



8003050442 

50-269 

F 



6003060162 

50-369 

a 



8003060187 

50-491 

Q 



6003060237 

50-269 

Q 



8003070360 

50-287 

8 



0003070361 

50-269 

P 



8003070361 

50-269 

P 



8003070362# 

50-207 

S 



8003100031 

50-269 

a 



6003110340 

50-413 

8 



8003110349 

50-369 

6 



B002tt02A9 

50-369 

0 



8003110358# 

50-369 

0 



8003110358# 

50-369 

0 



8003110561 

50-413 

0 



8003110561 

50-413 

0 



8003110564# 

50-413 

0 



8003110564# 

50-413 

0 



8003120209# 

50-269 

Q 



8003 1202 14# 

50-269 

0 



8003120322 

50-409 

p 



8003 120425 

50-287 

0 



8003120433# 

50-287 

0 



8003120514 

50-270 

0 



8003120521# 

50-270 

0 



8003120533 

50-26? 

Q 



8003120533 

50-26? 

Q 



8003120533 

50-26? 

Q 



0003120603 

50-413 

8 



8003120ib03 30-413 8 
800312060B» 30-41^ 8 
8003120608# 30-413 8 
8003130208 50-26? 0 
8003140383 30-26? P 

8003140383 30-26? P Duairtint Light Ca 
B0031 70041 50-26? Q 4 n gn^ ua 

8003170041 30-26? 0 
8003 J 70041 50-26? 0 
8003170111 REQOD 

8003170312 80-36? A 
80031703?3 30-287 P 
8003170390# 80-287 P 
8003100153 50-26? Q 
8003100183 30-26? 0 


accession 

NUMBER 


8003180153 

80031801?? 

9003180207# 

8003180356 

800318044? 

8003180449 

8003180609 

800318060? 

0003180609 

0OO319O12O* 

0003190192# 

0003190507 

8003190307 

8003190307 

0003190310 

8003190318 

0003190518 

8003190522# 

0003190522# 

8003190522* 

8003190600 

8003190988 

8003200026 

8003200324 

8003200400 

0003200400 

0003200403# 

0003200403# 

8003200423 

8003200430# 

8003200449 

8003200463 

0003200463 

8003200463 

8003200514 

8003200610# 

8003210159 

8003210253 

8003210509 

8003240049 

8003240102 

8003240107 

0003240469 

0003240474# 

0003240519 

8003240319 

0003240527# 

8003240327# 

0003250040# 

8003250375# 

8003250476 

0003250476 

8003270044 

0003270233# 

0003270233# 

0003270369 

8003270369 

8003270369 

0003270370# 

8003270370# 

8003270370# 

0003270390 

8003280207 

8003280287 

8003280304# 

8003280304# 

8003280467 

8003280467 

0003200467 

8003280553 

8003310022 

0003310159 

8003310163 

8003310392 

8003310392 

8003030451 

8003030494 

8003030499# 

8003030504# 

8003040074# 

8003050167 
8003050474 
B0030504BD# 
80030503 1 0 
8003060463 


SUBJECT 

CATECD!?/ 


50-269 0 

50-270 p 
So -270 p 
50-269 J 
50-270 P 

50-270 P 
50-269 P 
50-269 ? 

50-26? p 
50-269 Q 

50-269 0 

50-269 p 
30-269 p 
50-269 P 
50-269 R 

50-269 R 
30-269 H 
50-269 n 
SO -269 R 
30-269 H 

57-47 
50-269 0 

50-269 0 

PR 

50-369 A 

50-369 A 
60-369 A 
60-369 A 
50-269 B 
50-269 8 

50-269 p 
50-269 P 
So-269 p 
50-269 p 
PR 

50-491 O 
50-488 Q 
50-413 0 

50-413 Q 
50-269 a 

50-413 Q 
50-369 0 

50-207 Q 
30-207 S 
30-413 ^ 

30-413 B 
30-413 3 

30-413 a 
S 0-49 1 0 

SO-413 Q 

30-270 O 
30-270 0 

50-269 Q 
30-269 Q 
30-269 0 

30-269 p 
30-269 p 
30-269 P 
30-269 p 
30-269 p 

30-269 p 
SO-26? p 
50-369 F 
50-369 F 
50-369 P 

50-369 F 
50-269 P 
50-269 P 
S0-2b9 P 
50-369 A 

REOOD 

PR 

REQOt> 

50-069 Q 
50-369 Q 

50-334 3 

50-334 p 
30-33+ P 
50-334 P 
80-412 O 

50-334 8 

50-334 Q 
50-334 S 
50-334 P 
50-334 Q 



CORPORATE SOURCE INDEX 


426 


AUTHOn 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEODRY 


8003060377 

GOD30603B1« 

6003110630 

8003110632V 

6003110634V 


50-334 H 
50-334 R 
50-334 S 
50-334 9 
90-334 S 


80031 10636* 
BO 03 110637* 
B003U0641* 
8003110643* 
8003110647* 


50-334 a 
90-334 3 
90-034 3 
50-334 S 
50-334 8 


8003110651 

8003120364 

8003120509 

G0D312O5ia* 

0003120593 


50-334 S 
71-9094 
50-334 F 
30-334 F 
30-334 Q 


B003120669 80-334 G 
0003170371 SO-334 8 
8003170275 50-334 R 
8003170279# 50-334 R 
0003170450 50-412 6 


8003170495# 
8003180632 
800320Q409 
B003200494* 
BOO 32400 54 


50-412 S 
50-334 8 
90-334 P 
50-334 0 
80-412 Q 


E I du Pont do NBmoyn U Co. # Inc 


EDB Nucltflt'. Inc 
EO I 0, Inc 


Evgli ln»piCtion» tnc 


EAftttnvn HodAlf Co * 

Eb«tco Sfi’Vlcfi. Inc (»iiln of Enitrch 
Corp ) 


Ebflrllnt In«irumtrit Corp 


EcVirti SvAiiiAnvr Chtrin U Mellott 
Ecologic#! An«lg»tir Inc 
Edlion Elvctrlc Inttitut* 


B0032502B7 

B0032S0464 

8003260582 

8003260620 

6003260624* 

8003270318 

6003270382 

6003270387* 

600327-0391* 

0003260261* 

8003280290# 

8003310324 

8003310327* 

8003040710* 

8003100130# 

8003190317# 
60033501 97# 
0003270384# 
8003100195* 
8003120629 

8003180634 

8003120639 

8003130287* 

8003130289* 

6003130298* 

8003140170* 

8003140220 

0003S9016B 

8003290260 

8003S50415 

8003270090# 

8003270240 

0003270245# 

8003310261 

0003310361# 

8003190938 

8003050201 

8003160323 
8003 1803 27* 
Q003200143# 

6003200471 

6003210319 

8003240212 

6003290347* 

8003040907* 

800309 0102* 

8003050429 

8003050477# 

8003130009 

8003190599# 

6003190563# 

8003190570* 

6003060755 

0003050498# 

8003040145 

6003120690 

8003190392* 

8003210001 

8003250083 


30-334 P 
50-334 6 

90-334 Q 
90-334 8 

50-334 B 

50-334 F 
50-334 8 

50-334 8 

90-334 8 

50-334 0 

90-412 Q 
90-334 R 
90-334 R 
90-320 H 
70-1257 

70-1257 

70- 794 
50-279 F 
50-309 P 
REB 

RES 

REB 

50-290 P 

PROJ 

PROJ 

90-272 P 

NUREO 

NUREO 

NUREO 

NUREO 

50-272 P 

NUREO 

NUREO 

71- 374 
71-374 

70-1703 
90-574 0 

TOPREP 

TOPREP 

XPDRTLIC 

REOOP 

TOPREP 

PR 

50-908 A 
50-280 R 

70-139 
REOOD 
50-344 R 
XPORTLIC 
FOIA 

FQIA 

FOIA 

90-974 0 

90-219 ft 
Pft 

PR 

PR 

PR 

PR 


AUTHOR 

AFFILIATION 


Ed lour IntvrnAlianal Co 


Eichhorn, Eichhorn !< Link 

El P410 Natural Oaf 

Elactric Pnwar Retearch ln«tHut» 


Eb«c kr 1 c It i #« of North Carolina 
Ensrgy Fua I t Nuclear# Inc 


Enargg Reiearch ti Davsloptnent Admin 
IPrtaantlg DCEI 


Enargg^Dapt of 


EntrgvrDapt of# Clinch Rlv»r Draadar 
ftoActor Plant 


Envlronn*ntal Coalition on Nuclaar Poutr 


Envlroncnontal Policy inatltuta 
Environmintal Proiactlon Agency 


Erl*. PA 


ACCESSION 

NUMBER 


8003120395 

0003200167 

8003280190 

0003280221 

0003310211 

8003040268 

8003050001 

0003250359* 

8003140386 

8003140392* 

0003100463 

8003200247# 

0003060047 

8003060063 

9003240516 

8003280125 

8003110023 

0003110 037 
0003110097 
0003110050 

0003110060 

B00318O29O 

0003040985 

0003050198 

8003060044 

0003060048# 

800306009? 

0003070299# 

8003100208# 

0003100214* 

0003110031 

0003110035 

0003110066 

8003120646# 

8003130256* 

0003130511 

0003140037* 

0003140160 

0003140265# 

8003170100 

0003180220 

0003190762# 

0003190952# 

8003210055 

8003210205 

0003250144 
00032503 1 4 
0003310441# 
0003310492 
0003180331 


0003310161 

0003310164# 

8003240509 

0003240913* 

0003250306 

8001100406 

0003050129 

0003060096 

0003060112# 

0003110027 

00031 10032 
0003110036 
0003110128 
80031 10592 
0003120613 

0003 130642 
8003180146 
0003180149 
0003180170 
80031 BO 1 66 

0003100205 

0003160209 

6003180230 

0003180246 

0003180263 

0003180266 
8003190049 
00032701 10 
0003280462 
0003260462 


SUBJECT 

CATEGORY 


XPDRTLIC 

XPDRTLIC 

XPGRTLIC 

XPDRTLIC 

70-2322 

90-367 0 

50-367 0 

50-320 H 
50-302 P 
S 0-302 P 

TOPREP 
50-269 G 
40-8675 
40-86B1 
40-96B1 

40-068 1 
Pft 

PH 

PR 

PR 

PR 

PR 

SO-443 0 

50-320 P 
70-1319 

70- 1319 

71- 6400 
H18C 

90-251 P 
50-251 P 

PR 

PR 

PR 

50-320 H 
0tat» Prog 

PR 

50-320 0 

40-1341 
50-339 H 
PR 

PR 

50-247 P 
50-320 H 
40 •<0601 
71-5597 

PR 

71-5507 

PftOJ 

PR 

50-537 A 


50-537 A 
50-537 A 
50-307 0 

50-307 0 

50-3B7 0 

50-10 H 
PR 

HASTE nor 

40-1341 

PR 

PR 

PR 

PR 

50-272 P 
ORO 

40-1341 

PR 

PR 

PR 

PR 

PR 

PR 

PH 

PR 

PR 

Pft 

40-2061 
40-1162 
50-320 P 
50-320 P 


8003200465* 90-320 P 
0OO32BO465* 50-320 P 
0003190352# rtiSC 



CORPORATE SOURCE INDEX 


AUTHOn 

AFFILIATION 


Corp 


European Commun i tt»ii Commietlon of 


Evar^ratn Lapal Servlets 
Eexon Hinerali Co i USA 


Ecion Ncicitar Co > Inc (tubs of Exxon 
Corp ) 


Farr It, J R 

Fedaral Anirican Parbnart 
Fadaral American Partners (Hlnlngl 

Fadaral Emergenev Kanagement Agincf/ 
Finland 

Fitchborg 0a« & Electric Light Co, 
FI litcha ter* 0 8 

Florida Pou*r Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMOER 

SUBJECT 

CATEGORY 

0003040099* 

CONTRACT 


8003170471* 

50-250 

8 

0003140309 

90-339 P 


6003170473 

50-335 

B 

0003310293 

50-339 A 


8003170475* 

30-339 

B 

0003130024 

XPORTLIC 


8003180344 

90-250 

R 

8003140067 

XPORTLIC 


6003180344 

50-250 

R 

0003140091 

XPORTLIC 


8003160419* 

90-290 

R 

0003190014 

XPORTLIC 


8003180415* 

90-250 

R 

0003240063 

XPORTLIC 


6003160422* 

90-290 

R 

8003140299 

50-522 0 


8003160422* 

50-250 

iR 

80030505SO 

40-8064 


800319043? 

50-251 

<1 

0003060038 

40-8064 


8003190445 

90-339 

P 

0003140005 

40-6102 


8003190469 

90-251 

0 

0003270514 

40-8064 


6003190676 

50-369 

8 

8003040059 

70-1257 


0OO319O6B5* 

90-309 

S 




6003200384 

SO-290 

P 

0003050025 

70-1257 








8003200390 

50-335 

P 

B003050D27* 

70-1297 


6003200930 

REOGD 


8003050031 

70-1297 


8003210116* 

90-367 

0 

8003050 ISO 

70-1297 


8003210402 

90-290 

F 

8003050252 

XPORTLIC 


8003210402 

90-290 

F 

Q0030S0255* 

XPORTLIC 








8003210402 

50-290 

F 

8003060646 

XPORTLIC 


8003210425 

50-250 

P 

8003110072 

XPORTLIC 


8003210429 

90-250 

P 

G0031100BO* 

XPORTLIC 


0003210430 

50-251 

P 

80031 10369 

XPORTLIC 


8003240077 

50-335 

Q 

80031 iO30O» 

XPORTLIC 








8003240085 

50-250 

0 

8003110388 

XPORTLIC 


0003240089 

50-250 

0 

8003110399* 

XPORTLIC 


800324034^ 

90-250 

R 

8003110941 

TOPREP 


8003240346 

50-250 

R 

6003110551* 

30-219 P 


0003240346* 

90-250 

R 

6003120790 

XPORTLIC 








8003240346* 

50-250 

R 

8003120756* 

XPORTLIC 


6003240368 

90-335 

P 

6003130015 

XPORTLIC 


8003240424 

90-250 

P 

8003130092* 

QA999 


8003240424 

90-250 

P 

6003130670 

70-1297 


8003240437 

90-339 

R 

6003130704 

70-1897 








0003240442* 

90-335 

R 

8003190315 

70-1237 


8003240934 

90-290 

P 

B003200032 

70-1237 


6003240934 

90-250 

P 

6003200037* 

70-1297 


8003240538* 

50-250 

P 

6003200043* 

70-1297 


6003240538* 

50-230 

P 

8003200049* 

70-1297 








8003240943* 

50-250 

P 

0003200055* 

70-1257 


6003240943* 

50-250 

P 

B003260643 

50-244 P 


6003240949* 

90-250 

P 

8003310459 

PR 


□003240545* 

50-290 

P 

8003180157 

90-996 0 


0003250471 

50-335 

P 

8003160197 

90-996 0 








8003260361 

50-250 

P 

8003180159* 

90-996 0 


6003260633 

50-335 

8 

8003180159* 

90-996 0 


6003260636* 

50-335 

S 

8003060007 

40-4492 


6003260630 

80-389 

Q 

8003190006 

40-4492 


6003310265 

80-251 

8 

8003270076 

40-4492 








8003310269# 

50-291 

6 

6003270101* 

40-4492 


6003310295 

90-338 

8 

6003040223* 

90-327 H 


6003310299* 

50-339 

8 

B003S50298 

PR 


6003310300 

90-250 

8 

8003290425 

NUREO 


8003310309* 

50-200 

8 

6003200244* 

50-443 A 








8003310309 

90-335 

B 

6003120163* 

70-143 


6003310317* 

90-335 

6 

0003290465 

90-279 0 


0003310320 

90-335 

8 

0003030290 

50-335 P 


□0033 10323# 

90-335 

S 

6003040474 

30-290 P 


6003310325 

90-251 

a 

6003040474 

90-250 P 








6003310330* 

50-251 

s 

0003040478* 

50-250 P 

Florida Power Corp 

6003030486 

50-302 

8 

0003040476* 

90-290 P 


8003030489* 

90-302 

8 

8003040494 

90-290 P 


8003040270 

90-302 

P 

6003060477* 

90-369 0 


6003040431 

90-302 

P 

6003060965 

90-250 P 








6003040435* 

90-302 

P 

6003060965 

90-290 P 


6003040480 

90-302 

R 

6003060973 

90-333 P 


6003040620 

50-302 

R 

0003100251 

90-335 R 


8003040629* 

90-302 

R 

0003100256* 

50-335 R 


8003040632* 

90-302 

R 

6003110054 

50-333 8 








6003040636* 

90-302 

R 

0003110064* 

90-335 8 


6003040649 

50-302 

6 

6003110524 

50-335 P 


6003040659* 

50-302 

8 

0003110520* 

90-335 P 


8003070351 

50-302 

P 

6003110963 

90-290 P 


8003070392 

50-302 

8 

6003110603 

50-290 P 








8003070354* 

50-302 

a 

80031 10636 

50-335 F 


8003110510 

50-302 

F 

6003170266 

90-290 P 


6003110915* 

30-302 

F 

8003170434 

50-339 8 


8003110663 

50-302 

3 

8003170436* 

90-335 8 


8003110666* 

90-302 

8 

8003170442 

50-335 0 








8003120337 

50-302 

H 

8003170446* 

90-339 S 


0003130370 

50-302 

8 

6003170462 

50-339 0 


8003130300* 

50-302 

8 

6003170467* 

90-339 a 


8003130489 

90-302 

8 

8003170470 

90-290 8 


8003130493* 

do-302 

8 



CORPORATE SOURCE INDEX 


427 


AUTHOR 

AFFILIATION 


FlorldAi Statf af 
Forii»v Eng Ing j Inc 

Fo»t#r Whe*l»r Corp. 
Prifndt of Earth 


FrUnd* of tho Filipino PiopU 

Otnsral Accounting Offlcv 
OBiiaral Atomic Co Uubt of Oulf Oil 
Co } 


Ocnoral Atomic Co itubt of Oulf Oil 
Corp ) 

Otntral Dgnamici Corp »Eloctrlc Boat Dlv 
Otntral Elactric Co 


ACCESSION 

NUNBER 


8003100991 

8003170882 

8003180297 

a003iS03&3 

8003190933 

00031?09A2« 
80031 90698 » 
8003190737* 
8003S0012S* 
8003200382 

8003200970* 
8003240300 
8003 240391 
Q003240414 
G003240429* 

6003240932 

8003240937* 

8003290139 

8003260538 

8003260944* 

8003270367 

8003270390 

8003280271 

8003280909* 

G0032G0909* 

80 032809 I 2* 

6003310338 

6003310343* 

8003100048* 

8003310097* 

8003060083 

8003060343 

6003060429 

6003190048 

8003270092 

G00314Q412 

8003140419* 

6003110012 

6003100197 

Q003 100201* 

6003120358 

6003160613 

6003180619* 

6003190463* 

6003190466* 

6003140316 

G003S906I2 

8003030214 

8003030220* 

8003030332 

6003030460 

□003040067 

0003040073 

8003040076 

8003040063 

8003040314* 
8003040319* 
0003090071 
BOO 30900 79 
8003090080 

6003090083 

6003050066 

6003090090 

6003090906* 

G00306D256 

6003060394 

6003060948 

6003060611 

6003070244 

6003100219* 

6003100224* 

6003100227* 

8003110034* 

8003110341 

8003110611 

8003120366 

8003140144 

8003140233 

8003170097 

8003170103 


SUBJECT 

CATEGORY 


50-302 P 
90-302 P 
90-302 P 
90-302 P 
90-302 R 

90-302 R 
90-302 Q 
90-302 Q 
90-302 Q 
90-302 P 

90-302 Q 
90-302 Q 
90-302 P 
90-303 8 

50-302 8 

50-302 S 
90-302 6 

SO -302 0 

50-302 8 

50-302 a 

90-302 J 
90-302 J 
50-302 P 
50-302 0 

50-302 Q 

90-302 0 

90-302 6 

90-302 3 

atatf Prog 
QA999 

71-9026 

PR 

PR 

50-312 0 

XPORTHC 

50-574 0 

90-574 0 

PR 

TQPREP 

TOPREP 

71-9072 
TOPREP 
TQPREP 
90-267 P 
90-267 P 

71-5938 

71-9020 

TOPREP 

TOPREP 

70-1113 

TOPREP 

70-1300 

70-1300 

70-1308 

70-1308 

TOPREP 

TOPREP 

70-1308 

70-1308 

70-1306 

70-1308 
70-794 
70-1308 
80-237 P 
70-1159 

70-784 
TOPREP 
TOPREP 
TOPREP 
90-277 P 

90-277 P 
90-277 P 
90-333 P 
FOIA 

30-531 A 

XPORTLIC 
REOOD 
90-70 P 
PR 
PR 


0003170291 TOPREP 
8003170349 TOPREP 
8003170356 TOPREP 


AUTHOR 

AFFILIATION 


Oaneral EUctric Cc i Nucltar Entrgg 
Product* Dlv 


Oantrai Eloctrlc Oparatlng Plant Ounar* 
Group 

Qcntral Public Utllltl** - OPU B*rvlc* 
Ccrp 


Oaorg* B Buth U Co 

Oaargla Intbltuta of Ticbnologg 

0*orgia Pouar Co 


ACCESSION 

NUMBER 


8003180337 

80031S0464 

8003180468 

0003190469 

6003190047* 

S00'3i90921 

8003200073 

8'003200li6» 

0003200413 

0003210473 

6003240318 

80-03240324* 

8003240471* 

6003290169 

6003250299* 

6003250319* 

6003250966 

6003250603 

6003260057 

8003260199 

8003270-372* 

8003270420 

0003260217 

8003310001 

0003310180 

8003310103* 

8003310419 

8003030326 

8003100215* 

0003190415 

8003200526 

0003240643 

8003050901 

GD0303031S 

0003060600 

8003100203* 

0003110379 

0003110904 

0003110516 

0003110592 

8003170023 

0003170026 

8003240444 

0OO325O19S 

0003310203* 

0003310287* 

0003310290* 

0003140031 

8003270064 

6003030991 

0003030591 
0003030560* 
8003030960* 
6003040945 
B 0030409 52 

6003040599* 

6003040961 

8003040963* 

0003040972* 

0003050436 

3003D90436 

9003090440* 

0003050440* 

0003060472 

8003060578 

8003060582* 

0003070392 

0003070394* 

8003100019 

8003110604 

B003U0604 
00031 10615 
00031 10619 
00031106(8* 
B00311061B* 

6003110669 

0003110673* 

8003140308 

6003140311* 

0003170047 


SUBJECT 

CATEOQRY 


TOPREP 
TOPREP 
TOPREP 
50-70 P 
CONTRACT 

REOOD 

71-5926 

lOCFR 

71-9136 

TOPREP 

TOPREP 
TOPREP 
90-237 P 
70-1306 
70-1113 

70-1113 

70-1306 

70-794 

FOIA 

70- 1113 

50-249 P 
TOPREP 

71- 9049 
70-1308 
TOPREP 

TOPREP 

HI8C 

TOPREP 

50-277 P 
REOOD 

PR 

PR 

TOPREP 

50-219 J 

90-209 P 

90-320 P 
50-289 P 
90-289 J 
50-289 P 
50-320 R 

90-21 9 P 
90-219 P 
50-209 0 

50-239 O 
50-209 P 

90-209 P 
90-289 P 
XPORTLIC 
NUREO 

90-321 R 

90-321 R 
50-321 R 
90-321 R 
50-366 8 

90-321 0 

90-366 S 
50-321 8 

50-321 8 

90-321 a 

50-424 S 

50-424 G 
50-424 8 

90-424 a 
50-424 0 

50-321 P 

50-32 1 P 
50-366 P 
90-366 P 
90-321 0 

90-321 Q 

50-321 0 

90-321 R 
90-321 R 
50-321 R 
50-321 R 

90-321 3 

90-321 a 
90-321 9 

90-321 3 

50-321 0 

0 
0 


6003170047 90-321 

0003170054 90-321 



428 


CORPORATE SOURCE INDEX 


author accession subject 

AFFILIATION NUMBER CATEOGRY 


6000170034 50-321 0 
8003170106 50-321 F 
BOO317O106 50-321 F 
0003 170417 50-321 F 
6003170417 30-321 F 

0003100556 30-321 R 
0003100556 50-321 R 
8003100630 50-321 P 
8003180630 50-321 P 
0003210062 50-424 Q 

8003210068 50-321 Q 
6003210362 50-321 0 
6003210391 50-366 S 
60032 i0395« 50-366 8 
0003210400 50-366 B 

8003210406 50-321 S 
0003210412 50-321 B 
00032104 16« 50-321 8 
8003210433 50-366 S 
8003210430* 50-366 8 

0003210451 50-321 6 
8003210435* 50-321 8 
6003240310 50-321 0 
8003240439 50-424 S 
8003250395 50-366 8 

8003250399* 50-366 S 
8003260550 50-321 S 
0003260555* 50-321 8 
8003310016* 50-424 0 
8003310081* 50-321 Q 

0003310364 50-424 0 

OtrntJfiv Ftdtr*! Republic of 8003250425 NUREO 
Olbbi ^ Hill( Inc (tub* 0 # Oravo Corp, ) 8003190501* 50-320 H 


01 IbeTt/Cammonuea 1 tK Coi 

7912050382* 

30-450 A 


6003240397 

TOPREP 


8003240399* 

TOPREP 

OouU-Brown flovert 

8003040707 

50-413 0 

Orahanir R L 

8003190611 

50-367 0 

Gulf Nucleari Inc 

0003030002 

PR 


0003140136 

REQGD 

Gulf Oil Corp, j Gulf Mineral Resource* 

6003190973 

REOOD 

Co 


6003210017 

WASTE MOT 


8003210021* 

WASTE MOT 


6003260463 

REOOD 

Gulf States Utilities Co 

6003130303 

50-510 A 


6003170422 

50-458 A 

HEU.Dtpt ofi US Public Health fiervUt 

8003170107 

PR 

Hanford Engineering Development 

B0032002S7 

PROJ 

Laboratory 

Harsco Corp i QuaVer Allou Casting Co 

8003190505* 

50-320 H 

Dlv 

Heidelbtrgi- Univ of 

6003060575* 

coMMiegroN 

Helmut Thiftlsch 

6003130214* 

50-269 0 

Hill Christopher 4 Phillips 

6003280026 

50-275 G 

Hirschkop & Grad P C 

6003200313 

FOIA 

Hlttman Corp 

8003250112 

71-24 


6003250118* 

71-24 


B003280U9* 

71-24 

Homtitak* Mining Co 

6003140119 

HASTE MOT 


6003140450* 

WASTE MOT 


6003160225 

40-0434 

Honegiutlli Inc 

6003190350* 

FOIA 


800 3190359* 

FOIA 


6003190371* 

FOIA 


6003190379* 

FOIA 


8003190369* 

FOIA 


6003190406* 

FOIA 


6003190414* 

FOIA 


6003190450* 

FOIA 


6003190471* 

FOIA 


6003190477* 

FOIA 


6003190466* 

FOIA 


6003190506* 

FOIA 


6003190511* 

FOIA 


6003190524* 

FOIA 


6003190543* 

FOIA 


6003190577* 

FOIA 


6003190590* 

FOIA 


8003190660* 

FOIA 


8003190664* 

FOIA 


0003190695* 

FOIA 


6003190701* 

FOIA 


6003190704* 

FOIA 


8003190706* 

FOIA 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORV 


8003190715* FOIA 

0003190720* FOIA 

0003190730* FOIA 

0003190742* FOIA 

8003190747* FOIA 

8003 190753* FOIA 

0003190761* FOIA 

0003190779* FOIA 

0003190706* FOIA 

0003190791* FOIA 

0003190801* FOIA 

0003190807* FOIA 

0003190813* FOIA 

8003190819* FOIA 

8003190925* FOIA 

8003190832* FOIA 

6003190036* FOIA 

8003190845* FOIA 

0003190069* FOIA 

0003190074* FOIA 

0003190881* FOIA 

8003190887* FOIA 

6003190095* FOIA 

House of Rep 7906290617* MiaC 

8003060209* 50-307 U 

0003060497* 50-275 U 

0003060505* MJSC 

0003200051* 70-143 

0003250177 PRM 

0003230473 50-10 U 

0003260107* FOIA 

House of Rep t Appropriations 0003060459* SO-352 U 

House of Rep < Foreign Affairs 0003200070* 50-367 U 

House of Rep i Government Operation* 0003060404* 50-546 U 

House of Rep « Interst 6 Foreign 0003060015 PR 

Commerce 

Houston Lighting Potuer Co 8003030137 50-445 h 

8003030404 50-490 F 

8003030404 50-490 F 

0003040220* 50-490 Q 

0003040271 30-445 H 

0003040271 30-445 H 

0003040271 30-445 H 

0003050210 30-490 0 

0003060211 30-490 S 

6003060211 30-490 B 

6003060221* 30-490 G 

0003060221* 30-490 B 

0003060230 30-445 H 

8003060660 30-490 0 

0003060660 30-490 0 

0003100001 30-471 A 

0003100001 30-471 A 

0003130231* 30-344 0 

0003130540 30-490 A 

0003130600* 30-490 0 

0003130600* 30-490 Q 

8003130692* 30-490 0 

0003140267 30-490 G 

8003140267 30-490 S 

8003140273* 50-498 8 

8003140273* 30-498 Q 

8003190053 30-498 0 

0003190053 50-490 B 

0003190063* 30-490 B 

0003190063* 50-490 8 

0003200256 50-445 K 

0003240447 REGOD 

0003250328 30-445 H 

0003250328 50-445 H 

8003250328 50-445 H 

8003250328 30-445 Jl 

6003250333* 30-445 H 

8003260333* 30-445 H 

6003250333* 30-445 H 

6003280333* 50-445 M 

8003250339* 50-443 JH 

8003250339* 50-448 ti 

6003250339* 50-449 H 

8003250339* 30-449 M 

8003230346* 50-448 K 

8003280346* 50-449 K 

8003250346* 50-449 H 

8003230346* 50-448 K 

8003270218* 50-49B Q 



CORPORATE SOURCE INDEX 


429 


AUTHOR 

AFFILIATION 


Hudson Light & PouBr Dept 
Hunton t< Uilltemi 


Ich thgoUg leal Assoclatee^ Itic 
ininoift Pouer Co 


tllinoift* State of 


nUnoii* Univ, ofj Urtana-Champalgn 
Indiana ^ Michigan Electric Co 


Indiana* State of 

Institute of Electrical St Electronic 
Eng ineere 

interageneg Review Group on Nuclear Uaete 
Management 


Imterfalth Center on Corporate Reeponeib 
llttg 

Inter lor* Dep t of 

Interior* Dept of* Gureau of Land 
Kanagemant 


Inter lor* Dept of* Bureau of Mint* 


ACCESSION 

NUMBER 


B0O3aaO479 

8003300644 

G003310oa6« 

8003310036# 

8003310036# 

6003310048# 

6003130699# 

6003060430 

8003060437# 

8003360597 

6003110594# 

8003110516 

6003180534 

8003160503 

8003200455 

6003290483 

8003170469 

8003160258 

8003160444 

6003180444 

B003I80330 
0003 180930 
0003190009 
8003240316 
8003340340 

0003280349 

8003310043 

8003310043 

0003310049# 

8003310049* 

8003090462 

8003090466# 

8003030397 

8003030399# 

8003040513 

B003040S23# 

6003040534# 

8003040943# 

0003040570 

0003040502# 

6003050209 

8003090487 

0003090488 

0003050480 

6003050505 

8003090505 

8003060267# 

6003060997 

6003060602# 

6003070366 

8003070366 

8003110674 

8003110677# 

6Q031S0S45 

8003120945 

8003130422 

8003130422 

8003130424# 

8003130424# 

8003130426 

8003160473 

8003180473 

6003180929 

0003160526 

8003160534# 

8003200463 

8003210399 

8003240034 

0003240634 

8003250517 

8003310341 

8003060469 

8003190364 

0003060351 

0003160154 

8003160174 

8003270046 

8003160151 

79H060017# 

8003240609 

6003240160 


SUBJECT 

CATE0D8Y 


90-’49B 8 

50-498 Q 
50-445 M 
50-445 M 
50“445 K 

90-445 M 
90-498 Q 
90-322 0 

50-322 0 

9D-33S 0 

90-320 R 
90-461 Q 
SO-461 A 
50-461 A 
50-461 A 

30-461 S 
50-367 0 

PR 

50-373 A 
50-373 A 

90-373 A 
90-373 A 
40-2061 
50-404 A 
PR 

50-367 0 

90-295 0 

50-295 0 

50-295 0 

90-295 0 

90-191 R 
90-151 R 
90-316 8 

SO-316 0 

50-316 0 

90-316 S 
90-316 6 

50-316 0 

50-316 6 

50-316 6 

90-316 6 

50-316 6 

90-315 B 
90-315 8 

90-315 F 

90-315 F 
90-319 0 

90-316 S 
50-316 8 

90-319 F 

90-319 F 
90-316 B 
50-316 6 

90-319 P 
50-315 P 

90-319 R 
50-319 R 
90-319 R 
90-319 R 
90-315 Q 

50-315 P 
50-319 P 
90-319 P 
90-319 0 

50-319 8 

50-316 a 
50-316 a 
50-319 P 
PR 

50-316 P 

50-315 8 

PR 

REOOD 

PR 

PR 

PR 

90-574 0 

40-4492 

COhUIBSlOM 

40-4492 

40-4492 


AUTHOR 

AFFILIATION 


Inter lor- Dep t of* OeoLogical Survei| 


Inter ior* Dep t of* National Park Service 
rnternationa 1 Verbatim Reporter#* Ine 


tntervenor# Cleeton 

loua Electric Light U Power Co 


Iowa Public Intereet RteearcH Group 
I«han» Lincoln 4i Beale 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8003060029 

40-8721 


8003060590 

50-279 

A 

8003 1 ] osas 

90-397 

A 

8003190012 

40-8745 


0003190239* 

MIBC 


0003250479 

40-4492 


6003070078 

50-574 

A 

8003110039 

PR 


8003110048 

PR 


8003100144 

PR 


0003240393 

50-367 

R 

8003240446 

50-367 

A 

8003240936 

70-1350 


8003250133 

40-4492 


8003060576 

SO-367 

A 

8003170083 

40-4492 


80032701 1 4 

50-312 

r 

8003310003 

50-312 

T 

8003190060 

50-471 

0 

8003030473 

50-331 

8 

8003030474# 

90-331 

S 

8003040468 

50-331 

R 

B003040472# 

50-331 

R 

8003040483 

50-331 

R 

8003040483* 

50-331 

R 

8003040527 

50-331 

5 

8003040537# 

50-331 

8 

3003050463 

50-331 

S 

8003090469# 

50-331 

8 

8003060322# 

50-331 

Q 

0003060397# 

50-331 

Q 

3003070233 

90-031 

P 

30030702 39e 

90-331 

P 

800307031 5 

50-331 

R 

8003070318* 

90-331 

R 

8003120472 

90-331 

P 

8003120527 

50-331 

8 

8003120931* 

50-33 1 

8 

8003130661 

50-331 

8 

8003170491 

30-331 

8 

8003170499* 

50-33 1 

S 

8003 1 00369 

50-33 1 

R 

8003 S 00373* 

50-331 

R 

0003100907 

90-331 

F 

0003100517 

50-331 

8 

8003 1 80522# 

90-331 

0 

0003180625 

50-331 

S 

8003 190927 

90-331 

P 

G003 200245 

90-331 

8 

8003200371 

50-331 

0 

8003200389 

50-331 

s 

e00320p391* 

90-331 

0 

8003200394 

90-331 

S 

8003200396# 

50-331 

3 

6003240449 

50-331 

P 

8003240494# 

50-331 

P 

6003240457# 

SO-'SSl 

P 

6003240488 

50-331 

8 

B003240493# 

S 0-331 

S 

B0032SD930 

90-331 

8 

0003290556 

50-331 

S 

8003260247 

50-331 

Q 

8003260488 

50-331 

8 

0003270378 

50-331 

S 

8003280491 

90-331 

P 

8003310248 

71-9079 


8003310291 

50-331 

8 

8003310294# 

90-331 

8 

8002140292 

PR 


0002230057 

50-556 

0 

B0D30 30161 

90-159 

0 

8003040270 

90-445 

H 

6003060433 

50-295 

P 

8003060656 

50-449 

M 

S0D3 130201 

90-339 

0 

6003180272 

50-996 

0 

8003190622 

90-478 

ri 

B003200227 

90-159 

0 

6003240491 

90-956 

0 

0003240569 

90-445 

n 

8003260224 

90-299 

0 

6003260235# 

90-259 

0 

8003270263 

90-195 

0 

8003310123 

50-199 

0 

8003310126# 

50-155 

0 



430 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUHOER 

SUBJECT 

CATEGORY 

UhUawa jlffia - Harima Heavy Induitrlei 

8003100221# 

QA999 


Cq rLtd 




J L Shepherd 1 AssociatfS> Inc 

8003130192 

71-5984 



8003130198# 

71-5984 


J R Birmingham Co 

0003170305# 

CONTRACT 

JWK International Corp 

0003140069 

FOIA 


Jack R Denjamin it Atiociates* Inc 

8003140239# 

50-70 


Japan 

8003170090 

XPDRTHC 


8003250025 

XPORTLIC 


80 03310186 

XPORTLIC 

Jersey Central Power L Light Co 

8003040987 

50-219 

£ 


8003040599# 

90-219 

£ 


8003050410 

90-219 

C 


0003050497 

50-219 

F 


8003060605 

90-219 

£ 


8003060600# 

50-219 

£ 


8003070376 

50-219 

£ 


0003070370# 

50-219 

£ 


80-03110003 

50-219 

F 


8003110009# 

50-219 

F 


8003110016 

90-219 

R 


6003110020# 

90-219 

R 


0003110061 

90-219 

0 


8003110060# 

90-219 

S 


8003110939 

90-219 

P 


8003 J 10945# 

50-217 

P 


8003110540# 

90-219 

P 


0003120301 

90-219 

P 


8003140046 

90-363 

Q 


8003140060 

90-219 

Q 


8003170023 

50-219 

P 


8003170020 

50-219 

P 


8003170050 

50-219 

S 


8003170324 

90-219 

3 


8003170320# 

90-219 

£ 


8003170330 

50-2 1 9 

S 


0003170335# 

50-219 

e 


0003190540 

50-219 

9 


8003190545 

90-219 

S 


8003190579# 

90-219 

a 


8003190586* 

90-219 

s 


8003200386 

50-219 

p 


8003210008 

50-219 

0 


0003210036# 

50-2 1 9 

o 


8003210342 

50-219 

ft 


8003210344# 

50-219 

ft 


8003210544 

50-219 

8 


8003210992# 

90-219 

B 


8003260604 

50-219 

B 


8003260611# 

90-2J9 

B 


8003280542 

90-219 

Q 


6003280621# 

90-219 

Q 

John F Holman 6 Co • Inc 

8003040264# 

CONTRACT 


Johnson^ J E 

8003190461# 

FOIA 


JuitictfOept of 

8003030146 

50-449 

11 


8003040206# 

CONTRACT 



8003040689 

50-309 

N 


8003060402 

50-449 

M 


8003060402 

90-449 

M 


8003060402 

50-449 

M 


8003060402 

90-445 

M 


8003060406# 

50-449 

M 


8003060406# 

50-449 

M 


8003060406# 

50-449 

M 


8003060406# 

50-449 

M 


0003250521 

90-443 

M 


8003260447 

MI8C 



8003310032 

50-449 

M 


8003310064 

90-449 

« 

JustlctfOept ofr Attorney General 

8003060520# 

50-361 

M 

Office 





6003 260626 

50-471 

M 

KMCr Inc 

9003040066 

PR 



8003060669 

PRK 


Keller Engineers 

8003270116 

40-4492 


Kansas Gas L Electric Co 

8003060066 

90-402 

K 


8003060070# 

50-482 

K 


6003060079 

90-402 

K 


8003060080 

90-402 

K 


0003060086 

50-402 

K 


8003060101 

50-402 

K 


8003060105 

90-402 

K 


6003060119 

50-402 

K 


8003060124 

90-482 

X 


8003060132 

50-402 

a 


AUTHOR 

AFFILIATION 


Kan»««« Univ of 


Karn-Bran«U-Sal(erh*fc 
Kffntuck<j< StatB of 


K»rnforfchung»i»ntruin Karlsruhe 
K#rr-Kc0«8 Chamlcal Corp <fub« of 
Karr-'McOee Corp > 


Kerr-McOi* Nuclear Corp 


Kr ltml/nei|eri H 

Kudtu Alllanc* 
tancaetert PA 

Laurence Oerkeley Laboratory 


Lawrence Livermore Laboratory 


LeDoeufi Lambi Lelby & MacRae 


Leagua of Women Voteri of San Luit 
Obltpor CA 
Ledoux & Co t Inc 
Leed.R.li 

Legal Aid Society of Clermont Countyj OH 


Long Island Lighting Co 


Uof Alamos Scientific Laboratory 


Louisiana Power L Light Go 


Louisiana State Unlv 
LouenstelnfNewmaniReitf Axelrad it Toll 


ACCESSION 

NUMBER 


8D030AO140 
80030A0145 
6003OAO132 
B003060 1 39 
G0030A0166 

0003060174 
0003060 1 83« 
0003060 L98 
0003170039 
0003170412 

80031901 16 
8003170125 
8003190139 
0003120366 
G0031&0376e 

B003lS03a3« 
80031 20391 « 
800312040B« 
80031 S0260 
8003060470 

B003290334 

0003280033 

0003050200 

8003190091 

0003230090 

0003140001 

0003140002# 

0003140077 

0003190021 

8003190029# 

8003310271 
800331 0271 
8003310274# 
8003310274# 
80031 105SO 

0003190291# 
0003140106# 
8003 U 0047 
8003180226 
0003180241 

0003180281 

8003160237 

0003200346 

8003250270 

0003250489 

6003280652 

8003060223 

6003130553 

8003190310 

8003190965 

0003290252 

8003060443# 

0003060219 

0003040346 

0003200520 

8003040090 

8003090137 

8003090246 

0003060420 

8003060437# 

0003120742 

6003200497 

0003100199 

8003100304 

8003110043 

8003240092 

6003260690 

0003260692 

0003060240 

0003180397 

B0031BOB48 

0003190686 

0003280649 

6003280998 

6003040208 

6003040696 

6003090001 

0003060660 

0003120690 

0003130216 

6003130210# 

6003130231# 

6003130247# 


SUBJECT 

CATEOORV 


9O-402 K 
90-402 K 
50-402 K 
50-4Q2 K 
50^402 A 

50-492 C 
50-482 C 
50-482 
30-482 A 
50-482 A 

50-482 A 
50-482 A 
90-402 A 
50-140 P 
50-148 P 

50-140 P 
30-148 P 
50-148 P 
PR 
PR 

50-390 Q 
50-330 8 

NUREO 
40-2061 

40-2061 

70-1193 

70-1193 

40-0727 

40-0027 

40-0027 

70-929 
70-925 
70-925 
70-925 
50-209 5 

50-400 0 

50-320 P 

PR 

PR 

PR 

PR 

PR 

NUR80 

NUREO 

HUREO 

NUREO 
80-409 0 

30-244 P 
PR 

90-220 P 
PR 

40-8100 
50-522 0 

FOIA 
PR 

90-322 0 

90-322 5 

90-322 A 
90-322 0 

50-322 0 

50-516 0 

90-322 8 

NUREO 
NUREO 
PR 

RES 

RES 

RE6 

90-362 0 

90-382 0 

90-382 6 

90-302 0 

90-382 Q 
90-456 A 
90-367 0 

90-522 0 

90-367 0 

90-498 0 

PR 

90-344 0 

50-344 0 

50-344 0 

50-344 0 
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AUTHOR 

AFFILIATION 

ACCESSION 

number 

0UBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8003 1002790 

50-344 

0 


0003250436 

50-302 J 


aa03l30297« 

50-344 

0 

Maruhtnl America Corp (iub< of M*rub*ril 

8003030101 

xportlic 


0003190300 

PR 


Corp I 




8003190392* 

PR 


Marglandi Btat# of 

SO 031 10667 

50-320 P 


8003S00034 

50-445 

N 


8003200016* 

COMMISSION 





Harglaindii Unlv of 

8003130103* 

50-344 P 


B003200034 

50-445 

n 





0003200123* 

lOCFR 



0003130111* 

50-344 P 


0003200120* 

lOCFR 


Mate ac htjsa t tt lTi«ti<;uti of Technologg 

0003180341 

50-20 P 


0003200256 

50-445 

ti 


B0031S0577 

90-20 P 


0003200256 

50-445 

n 


BOOS 190101 

NUREO 






80032003S0 

NUREO 


0003200256 

50-445 

M 





8003200263 

FR 


Haiftachu-tattii 8tab* of 

0003030425 

90-471 C 


8003200297* 

50-445 

M 


0003090629* 

90-28? 0 


0003 200310* 

50-445 

M 


B003200183* 

lOCFR 


0003200310* 

50-445 

M 

Matthau*) Noulln) Macfarlan# U Qarr»t6 

0003050179 

90-490 M 





Hagar* Braun & Platt 

8003250566 

70-1300 


0003200310* 

30-445 

M 





8003240088 

30-367 

a 

McCutch«n< Dogl#) Broun & Emerfon 

0003190910 

PROJ 


0003250022 

PA 



0003250295 

PROJ 


0003250203 

50-445 

M 


6003250311 

PROJ 


0003250269 

PR 


McOrathi B J 

8003 1 90079 

WASTE MOT 






8003200014 

WASTE MOT 


0003250320 

50-445 

M 





0003250320 

30-445 

N 


0003310430 

WASTE MOT 


0003250320 

30-445 

M 


B0D331O442 

WASTE MOT 


0003250333* 

50-445 

M 

Matropolitan Area Planning Agancg 

0003160561 

90-285 0 


B003250333* 

50-445 

M 

Omaha) NE 








S00316056B* 

90-205 0 


0003250333* 

50-445 

M 


0OO3taO57B 

50-295 P 


0003250339* 

50-443 

M 





8003250339* 

50-445 

h 

Hatropolitan Edi»on Co 

0003030621* 

50-320 a 


8003250339* 

50-445 

M 


8003040002 

50-209 P 


8003250346* 

50-445 

M . 


8003040007* 

50-209 P 






0003040013* 

50-320 P 


8003250346* 

50-445 

ti 


0003040037 

50-320 T 


8003250346* 

50-445 

ti 





8003260454 

30-445 

K 


8003040037 

50-320 T 

Loutr Allt^uags Cr««ki NJ 

8003310363 

30-311 

0 


6003040261 

50-320 T 

Hadlton Oai li Elictric Co 

8003030197* 

50-305 

R 


8003040272 

50-320 T 






6003040300 

90-289 0 


8003050496* 

50-305 

R 


8003050052 

90-2B9 0 

Halri« Yank#* Atomic Poui#f Co 

8003040193 

50-309 

P 





8003040197* 

30-309 

P 


8003050076 

90-289 0 


8003040432 

50-309 

P 


8003050002 

50-209 0 


B003040606 

50-309 

P 


8003050149 

50-209 0 






8003050-160 

50-289 0 


0003050365 

50-309 

P 


80030SO<375 

30-289 P 


0003070334 

50-309 

8 





0003070337* 

50-309 

0 


B0030 30392 

30-269 H 


8003110001 

30-309 

P 


0003050511 

50-320 P 


0003110448 

30-309 

P 


0003 0 9051 1 

50-320 P 






8003060295* 

90-2B? 0 


0003120463 

50-309 

P 


0003060492 

50-28? 0 


8003120466* 

50-309 

P 





0003 120670 

71-5026 



0003060923 

90-320 R 


0003120721 

50-309 

8 


0003060523 

50-320 R 


0003130234* 

50-309 

P 


8003060524* 

50-320 R 






8003070363 

90-289 P 


0003170184 

50-309 

P 


0003100054* 

50-320 0 


8003170419 

50-309 

R 





8003170420* 

30-309 

R 


0003100057 

50-320 P 


0003170485 

30-309 

R 


800311.0534 

50-289 P 


0003170489* 

50-309 

R 


0003110553 

50-320 9 






6003110556* 

90-320 9 


8003180620 

50-309 

0 


8003110572 

50-320 9 


0003200502 

50-309 

P 





0003200630 

50-309 

P 


6003110975* 

50-320 8 


0003240119 

50-309 

P 


6003110629 

90-320 P 


8003240122* 

50-309 

P 


8003110679 

90-320 B 






8003110679* 

90-320 8 


0003240614 

30-309 

8 


8003120485 

90-209 0 


0003280401 

50-309 

P 





8003280407* 

50-309 

P 


8003120407* 

50-209 0 


8003280504 

30-309 

e 


8003120961 

50-320 8 


B003280507* 

50-309 

6 


8003120561 

90-320 a 






8003120565* 

90-320 a 


8003310303 

30-309 

8 


8003120563* 

90-320 8 


8003310306* 

50-309 

Q 




Har«h (t HcLtnnarij Inc i H Ac M Nudaar 

8003030317 

30-327 

st 


0003120509 

90-320 P 

Contultantt^ Inc Olv 





0003 IS 0503 

90-320 P 


8003030320 

50-302 

J 


0003120755 

30-320 P 


0003040613 

50-250 

a 


0003130075 

90-320 P 






0003130091 

50-320 P 


8003110405 

50-327 

j 





8003110498 

50-272 

>1 


8003130124 

90-320 F 


0003110498 

50-272 



0003130192 

50-209 S 


0003110659 

50-272 



0003130515 

50-320 P 


9003110659 

50-272 

J 


8D0313051Q 

90-320 P 






0003140018 

50-209 0 


0003130478 

30-18 

J 





0OO310O36D 

50-346 

J 


0003170283 

50-380 P 


9003180626 

50-272 

J 


8003170493 

90-320 P 


0003230430 

30-250 

vl 


8003170407 

90-209 0 


0003250431 

30-348 

U 


0003170493* 

90-889 8 






0003100141 

90-320 a 


0003250431 

30-348 

J 





8003250434 

50-348 

J 


8003180145 

90-380 0 


0003250435 

50-321 

J 


80031B030S 

50-809 P 


0003250435 

50-321 

J 


8003180400 

50-899 P 
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CORPORATE SOURCE INDEX 




AUTHOR 

ACCESSION 

aUDJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMDER 

CATEOORY 

AFFILIATION 

NUMBER 

CATEOORV 


G0O3ieo;»49 

90-320 

S 


8003240396 

50-416 

B 


aoo3iao5Me 

90-320 

8 


0003250962 

90-416 

0 


6003 I 60970 

90-320 

P 


8003260271 

50-416 

0 


6003210335 

50-289 

P 


8003310314 

90-416 

K 


B00324031S 

90-209 

R 


8003310319# 

90-416 

K 


600324031 

30’-2a9 

R 


8003310367# 

50-416 

K 


B003240394 

90-320 

8 

Hi««ourii State of 

8003040310 

70-36 



0003250190 

90-289 

0 

Mlvtocjrli Untv ofi Columbia 

8003170106 

PR 



8003230366 

90-289 

0 


8003100096 

50-(C6 

P 


600329048Q 

50-320 

B 

Mlaiourlf Unlv of, Rolla 

8003060638# 

50-123 

Q 


8003290494# 

90-320 

8 


8003060643# 

50-123 

0 


8003290497 

90-320 

P 


800321 D9B3 

50-123 

0 


6003290933 

90-289 

S 

filire Corp 

8003180214 

PH 



6003250543# 

50-289 

a 

Mitsubishi International Corp (tube of 

8003260198 

XPORTLIC 



8003290946 

90-320 

8 

Mitsubishi Corp ) 









8003280216 

XPORTHC 



B003250960# 

50-320 

8 






8003290563 

30-239 

P 

MltsuiUne Travel Service of America, 

8003060253 

70-2939 



8003250964 

30-320 

8 

1 nc. 





6003290968# 

90-320 

8 

Monsanto Research Corp 

8003240067 

71 -5908 



B003260491 

50-320 

P 

Morgan* Finnegan, Pinei Foleg 6 Lee 

7910260222* 

Miac 







7910260224# 

MI3C 



8003270135 

90-209 

0 

Movement for a Free Philippines 

8003060749 

90-974 

0 


6003270144 

50-320 

F 






6003270151 

90-320 

P 

N H Newmark Consulting Engineering 

0003270429# 

TOPREP 



00032701 51 

90-320 

P 

Services 





6003270195 

90-320 

P 


0003310250 

90-237 

P 





NL Industries, NL Nuclear Dlv 

8003310044 

71-244 



6003270162 

90-320 

P 


8003310046# 

71-244 



6003270162 

90-320 

P 

NU8AC, Inc 

8003140399 

FOIA 



8003270166* 

90-320 

P 






8003270168* 

90-320 

P 

National Aeronautics tt Space Admin 

0003050377 

90-105 

A 


6003280544 

90-289 

P 


B003090381* 

50-105 

A 






80032404 1 2 

50-105 

P 


6003310292 

90-369 

P 


8003240416# 

90-185 

P 


6003310275 

90-289 

P 


8003240419# 

90-169 

P 


6003310277* 

50-289 

P 






8003310279 

50-320 

3 


8003290441 

90-30 

P 


6003310284* 

90-320 

8 


8003290443# 

90-30 

P 






8003250444# 

90-30 

P 


6003310321 

50-320 

J 


8003290446# 

90-30 

P 


8003310346 

90-320 

P 


8003290448# 

90-30 

P 


6003310346 

50-320 

P 





Hichigin Chemical Corp 

6003 13031 1# 

40-6264 


National Rural Electric Cooperative 

8003310294 

PR 



8003130319# 

40-6264 


Aseoc iatl on 








National Nildlife Federation 

8003 1301 49 

40-4492 



6003130331# 

40-6264 


Natural Resources Defense Council 

0003090310 

70-143 



6003130349* 

40-6264 



8003050313 

70-143 



8003130362# 

40-6264 



8003060393 

FOIA 



8003130371# 

40-6264 







6003130309# 

40-6264 



8003100196 

50-574 

0 






8003120136# 

70-143 



8003130448* 

40-6264 



8003120163# 

70-143 



8003330491# 

40-6264 



8003120170# 

70-143 



6003130454# 

40-6264 



8003120178# 

70-143 



Q003130466# 

40-6264 







8003130470# 

40-6264 



8003190617 

50-271 

0 





Nav<|, Dept of 

8003060052 

71-273 



6003130479# 

40-6264 



8003060036# 

71-273 



8003130477# 

40-6264 



8003140334# 

40-8713 



6003130460# 

40-6264 



8003140342# 

40-8713 



6003 130494# 

40-6264 







6003130909# 

40-6264 



8003140395* 

40-8713 







8003140460# 

CONTRACT 



6003130912# 

40-6264 



B003240076# 

71-360 


Michigan d^ats Unlv 

6003170180 

90-294 

R 


8003240143 

71-9032 


Hlchlgani State of 

6003040119 

PR 



8003280578 

71-373 


Mlchlganr Unlv at 

8003040323 

NUREO 







6003140242# 

90-295 

P 


B0032G0610* 

71-373 







8003310196 

71-364 



8003200477 

90-2 

S 


800331 0198# 

71-364 



8003250093 

71-34G 


Navg,Dept of, Naval Nuclear Pouer Unit 

8003140461 

71-107 



6003250100# 

71-340 



8003240073 

71-360 



8003260614 

90-2 

9 






8003270109# 

CONTRACT 



8003270129 

71-6679 






Navy^ Dept of. Naval Research Laboratory 

8003040248 

NUREO 


MUdI* South UtiUtltvr Inc 

6003060267# 

90-289 

H 


8003040327 

NUREO 


Kldw««t Rttfarch Imtltuta 

8003210046# 

FOIA 



8003170123 

NUREO 


MllUrivUli Statt Collegt 

8003170427 

50-320 

K 


8003250425 

NUREO 


Minniiotai State of 

8003260602 

90-263 

P 





Klffli«lppl Poutr & Light Co 

8003030599 

50-416 

8 

NavvfDept of, Philadelphia Naval Shipyard 

8003140048 

MI8C 






Nebraska Public Power District 

8003030413 

50-290 

P 


6003030959 

90-416 

B 


8003030900 

90-290 

P 


6003060722# 

50-416 

Q 


8003040299 

90-290 

P 


6003070368 

90-416 

8 


8003040309# 

90-298 

P 


8003070368 

50-416 

S 






8003070370 

90-416 

8 


8003040438 

90-290 

R 






G003040443# 

90-290 

R 


8003070370 

90-416 

B 


8003110699 

90-298 

R 


B0031S0994 

50-416 

A 


8003110698# 

90-290 

Jt 


8003120594 

90-416 

A 


8003120473 

90-290 

R 


8003120999# 

90-416 

A 






6003120599# 

50-416 

A 


8003170486 

90-290 

S 






8003170492# 

90-298 

a 


8003180432 

90-416 

A 


8003190106# 

90-290 

0 


6003190818# 

30-416 

a 


8003210300 

90-290 

p 


8003200609# 

90-416 

a 


8003210382# 

90-298 

p 


0003240269 

90-416 

a 






8003240396 

90-416 

9 


8003250189 

90-298 

0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Nsbrailcfli Unlv of 
N*utron Products^ Inc 


Nsui Enal^Tid ConfflFBnc* of Public Utility 
Commi »»lonBr» 

NcuJ England Nucloar Carp 

N«u Hampihlre Research Project 

Ntu Jersey! State of 


NetJ Keticoi State of 


New YorVf State of 


New Yor k j NY 

New YorkrState Univ of. lAlbanyl 
Newer k> NJ 

Newport News Induetriel Corp. (tube of 
Newport Newi Shipbuilding DryDock Co 

Niagara Mohawk Power Corp 


North Anna Environmental Coalition 

North Carolina State Unlv 
North Carolina, State of 


Northeast Nuclear Energy Co <fub» of 
Northeait Utilities) 


Northeast Utilitlei 


) 


ACCESSION 

NUMBER 


600328039 I 
8003260338 
S003200364 
0003190759 
8003310407 

6003200567# 

0003140464# 

0003140453 

8003130107 

B003860S36 

8003140112 

0003170014 

0003170010# 

0003170050 

0003190006 

0003190090 

0003280153 

8003060614# 

B003070390 

0003130006 

0003130402# 

6003130902 

0003190111# 

6003210106 

8003260133 

0003190661 

8003190679 

6003280662# 

0003190670 

000312098? 


6003040984 

0003090091 

8003060181# 

0003060169# 

6003060974 

0003070173# 

8003070344 

6003070340# 

6003070393 

aq03i207tB 

0003140013 

0003170407 

0OO317O4U# 

0003100126 

0003180200 

80031S0579 

0OO319Q56B# 

8003190971# 

8003290447 

8003290470 

0003310280 

8003310261# 

8003310310 

0003310313# 

8003260164# 

9003040467 

8003110576 

8003260296# 

8003310426 

9003090100# 


8003060473 

8003100247 

8003110470 

8003110470 

8003110461# 

8003110481# 
8003110489 
8003160366 
8003 160367# 
8003270343 

8003270343 

8002190048 

8003030469 

8003030466 

0003030470# 

8003040909 

8003040909 

8003040619 

8003040619 

8003040621# 

8003040621# 

0003090207 


SUBJECT 

CATEOORY 

90-29G P 
90-290 R 
NUREO 
71-9094 
7 i “64 00 

CONTRACT 

71-107 
90-443 A 

PR 

90-272 O 

WASTE MOT 
State Prog 
State Prog 
WASTE MOT 
WASTE MOT 

WASTE MOT 
HASTE MOT 
50-410 H 

90-3 F 

PR 

50-3 O 

90-201 P 

90-3 0 

90-3 0 

NUREO 

PR 

PR 

CONTRACT 

PR 

TOPREP 


50-410 A 
50-220 Q 
50-410 fi 
50-410 B 
90-220 F 

90-410 0 

90-220 R 
50-220 R 
90-410 A 
50-410 0 

90-220 8 
90-220 R 
90-220 R 
50-220 8 

90-220 F 

50-410 F 
50-220 P 
90-220 P 
50-220 F 

90-410 a 

50-220 B 
50-220 8 
50-220 8 

90-220 B 
90-260 0 

90-111 P 
90-400 A 
90-369 F 
70-8 

90-249 0 


90-249 Q 
90-336 P 
90-249 F 
90-249 F 
90-249 F 

90-249 F 
90-336 P 
90-336 R 
90-336 R 
90-213 0 

90-213 a 

PR 

90-336 6 

TOPREP 
90-336 8 

90-249 R 
50-249 fl 
90-249 R 
90-249 R 
90-249 R 

50-249 R 
90-336 0 


AUTHOR 

AFFILIATION 


Northea«t Utilitlei- Service Co 
Northern Indiana Public Service Co 


Northern Statu Power Co. 


ACCESSION 

NUMBER 


8003070270 
0003070331 
60 03070330* 
80031 10416 
8003120393 

8003120673 

8003140004 

8003170350* 

8003180335 

8003180346 

0003180348 

0003180395 

8003160399 

8003180634 

0003190214# 

0003190475 

0003190480# 

6003190512 

8003190512 

8003190535 

B003 190538* 

8003200491 

8003210527 

8003210927 

9003240497 

8003240502# 

6003260365 

8003260373# 

8003260389 

8003260365 

8003260389 

8003270333 

0003270405 

8003270405 

8003270405 

8003280910 

8003200913* 

8003200917 

G003S80922# 

8003070204 

B003030493 

0003040260 

800304040? 

8003050001 

0003070304 

8003100035 

8003180458 

Q003200S67 

8003250426 

8003260619 

8003270430 
80033 1 0383 
9003030400 
8003030401# 
8003030402# 

600303097 1 

8003030960# 

8003040398 

8003040402 

8003040402 

8003040420 

8003040420 

6003040422* 

6003040422# 

8003040426# 

0003040426# 

0003040462 

0003040461 

0003040465# 

0003040469# 

0003040492 
. 8003040516 
8003040503 
80030 405S6 
0003040966 

8003050929 

8003060944 

0003060946# 

0003110913 

8003110944 

8003110579 
80031 L09B1# 
8003120440 
8003120483 
8003120607 


SUBJECT 

CATEGORY 


PR 

50-336 6 
50-336 8 
50-243 P 
TOPREP 

50-336 0 
50-423 0 
50-213 P 
50-245 P 
50-213 P 

SO-213 P 
50-213 P 
90-213 P 
90-336 P 
S 0-249 Q 

50-245 R 
90-245 R 
90-249 J 
90-249 J 
50-336 R 

90-336 R 
90-336 8 
90-213 P 
50-213 P 
50-245 a 

50-243 a 
50-245 P 
50-245 P 
50-213 P 
90-213 P 

50-213 P 
50-2 1 3 J 
90-213 P 
90-213 P 
50-213 P 

90-336 S 
50-336 8 
50-249 8 
50-249 8 
50-213 P 

50-367 F 
50-367 O 
50-367 R 
50-367 0 
90-367 A 

50-367 0 
80-367 R 
50-367 R 
90-367 0 
50-367 R 

50-367 R 
50-367 A 
30-263 R 
50-263 R 
50-263 R 

90-282 a 
90-282 8 
90-263 J 
90-202 J 
90-282 J 

50-202 R 
50-282 R 
90-282 B 
50-282 R 
90-202 R 

90-282 R 
90-263 F 
90-282 R 
90-202 ft 
90-282 ft 

50-263 J 
50-263 S 
50-263 P 
50-282 J 
50-282 J 

90-263 P 
90-263 P 
50-263 P 
50-263 B 
50-263 F 

50-306 8 
90-306 0 
90-263 P 
90-263 P 
50-263 8 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 


AFFILIATION 


NUMBER 

CATEGORY 



8003120722 

50-263 

P 



0003130115 

50-202 

0 



0003130458 

50-263 

0 



0003170267 

50-263 

R 



00031 70269# 

50-263 

ft 



8003170313 

50-263 

8 



8003170395 

50-282 

R 



0003170395 

50-282 

R 



0003170399* 

50-282 

R 



0003170451 

50-263 

P 



0003100552 

50-282 

P 



0003100532 

50-282 

P 



0003180633 

50-263 

8 



8003100635 

50-263 

8 



B0031905S4 

50-282 

P 



8003190554 

50-282 

P 



8003190655 

50-282 

P 



0003190655 

50-282 

P 



0003190665 

50-262 

P 



0003210530 

50-282 

P 



8003210530 

50-282 

P 



0003240361 

50-263 

1 



0003240361 

50-263 

1 



8003240364* 

50-263 

1 



6003240364* 

50-263 

1 



8003240364* 

50-263 

1 



0003240405 

50-263 

0 



8003240407* 

30-263 

S 



8003240408 

50-282 

8 



8003240410* 

50-282 

8 



8003240417 

50-306 

6 



8003240421* 

50-306 

a 



8003240422 

50-263 

a 



8003240551 

50-263 

a 



8003240564* 

50-263 

8 



8003250298 

50-282 

p 



8003250403 

50-263 

8 



8003250409* 

50-263 

8 



8003250342 

50-263 

0 



8003260259 

50-263 

0 



8003270099 

50-263 

Q 



8003310002 

50-263 

Q 



8003310144 

50-282 

R 



8003310149* 

50-282 

R 



8003310187 

50-263 

R 



8003310191* 

50-263 

R 



8003310236 

50-263 

R 



8003310258* 

50-263 

R 



8003310358 

50-263 

8 



8003310362* 

50-263 

8 

Nu«la«r Con talnerij Inc 


0003280646 

71-9020 


Nuclaar Entrgv ServActi Inc 


8003200468* 

50-409 

P 



8003210489* 

50-409 

F 

Nuctaar Eng incoring Co » Inc # (lubt of 

8003130109 

71-238 


Tclatfgnci Inc ) 







8003190360 

71-6400 


Nuclecr Fuel Serviced Inc (subi 

of 

0003040317 

50-201 

F 

Octrbg Oil Co ) 







8003050041 

50-201 

H 



8003060230 

71-4949 




8003060419* 

For A 




8003060430* 

FOIA 




6003060541 

50-201 

R 



6003130153 

50-201 

R 



8003130160* 

50-201 

R 



8003130672 

70-143 




6003200154* 

lOCFR 




8003250607 

70-143 




8003310206 

70-143 


Nuclear Packaging* Inc 


8003130175 

71-9132 




8003130179* 

71-9132 




0003250105 

71-9073 


Nuclear Sgiteme# Camma Induetrlae 

Div 

8003110158 

71-9135 




B0032400B2 

71-9032 




8003240089 

71-9027 




8003240095 

71-9007 




8003240136 

71-9110 




0003240146 

71-9033 




6003240296 

71-9036 




8003240302 

71-9036 


NucUar Technologv* Inc« (Nuteeb) 


8003310374* 

50-416 

K 

Nutnec 


8003040134* 

70-133 


Oak Ridge National Laboratory 


8003100183 

NUREO 




8003110006 

PR 




8003110009 

PR 



AUTHOR ACCESSION SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


6003110015 

PR 



8003110019 

PR 



□003120618 

RES 



8003120623 

RES 



8003120659 

REB 



8003130680 

RES 



8003160256 

PR 



8003180641 

RES 



8003210227* 

71-5597 



8003260430 

RES 



8003270359 

REB 



8003200566 

RES 



6003280372 

RES 



8003280577 

RES 



B00331003D* 

50-312 

T 

Offshore Pouer Systems (subs of 

8003280531 

50-437 

A 

Uettinghouse Electric Corp ) 




Ogle Petroleum* Inc 

8003050604 

40-6745 



8003060028 

40-0745 



8003240154 

40-6693 


Ohio* State of 

8003140153 

PR 


Oklahoma* State of 

8003180165* 

50-556 

0 


8003180165* 

50-556 

0 


8003160168* 

50-556 

0 


8003 1801 68* 

50-556 

0 

Omaha Public Pouer District 

8003080456 

50-205 

8 


8003050460* 

50-285 

8 


0003050401 

SO-205 

R 


6003050403* 

50-205 

R 


8003050485 

50-205 

S 


8003050406* 

50-205 

9 


8003110603 

50-265 

8 


8003100176 

50-285 

P 


8003180602 

50-285 

ft 


8003180607* 

50-285 

R 


8003190399* 

50-320 

w 


8003190409* 

50-320 

M 


8003210389 

50-285 

P 


8003240373 

50-205 

P 


8003240508 

50-285 

B 


8003240514* 

50-235 

6 


e0032405l8M 

50-235 

6 


0003240524* 

50-285 

6 


0003260577 

50-205 

P 


6003310268 

50-205 

0 

Oncavage*Kark 

8003110662 

50-250 

H 

Oregon* State of 

8003260232 

50-344 

0 


8003200237* 

50-344 

0 

Osann* E U 

8003190611 

50-367 

0 

Pacific Oat 6 Electric Co 

8002130332 

50-275 

A 


8003040212 

50-275 

F 


8003040218* 

50-275 

F 


8003040218* 

50-275 

F 


6003040680* 

50-275 

Q 


8003050212 

50-133 

R 


6003050218* 

50-133 

R 


8003050221* 

50-1G3 

n 


8003050228* 

50-133 

ft 


8003050500 

50-133 

P 


8003050500 

50-133 

P 


8003050500 

50 133 

P 


6003060564 

50-275 

A 


6003060564 

50-275 

A 


8003100009 

50-275 

Q 


8003100070 

50-275 

0 


8003120700 

50-133 

a 


0003 1 20739 

50-275 

0 


8003130132 

50-275 

0 


0003170146 

50-275 

0 


0003170404 

50-133 

ft 


0003170418* 

50-133 

ft 


6003160481 

50-275 

A 


6003160461 

50-275 

A 


6003180553 

50-133 

8 


6003180562* 

50-103 

6 


6003190066 

50-275 

A 


8003190453 

50-133 

J 


8003190908 

50-275 



8003190910 

PROJ 



6003200628 

50-275 

8 


6003200628 

50-275 

S 


6003250170 

50-275 

A 


8003250170 

50-275 

A 


6003250175* 

50-275 

A 


8003250175* 

50-275 

A 



CORPORATE SOURCE INDEX 


43S 


AUTHOR 

AFFILIATION 


P»clM< Pumpt Olv 
Pan*lolna AirFrelght, Inc 


PathMniJ«r Minos Corp 


Ponn Southbiesl: InourAnce* Inc 
Pannigivania Pouor & Light Co 


Panniglvanla State Unlv 
Ponnsglvaniai State of 


PatrotomictJ Inc 
Philadelphia Electric Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUhDER 

CATEODRY 

AFFILIATION 

NUMBER 

CATEGORY 

6003290299 

PROJ 



6003 1 40030 

50-277 

Qi 

6003290311 

PROJ 



6003140141 

90-332 

0 

6003260920 

90‘*279 

A 


0003140419 

50-307 

P 

6003260520 

50-279 

A 


0003 1404 19 

90-307 

P 

B0032t0S92 

90-279 

A 


8003140429* 

90-307 

P 

6003260592 

50-279 

A 


00031404321 

50-397 

P 

6003260631 

30-279 

A 


8003140432* 

50-3d7 

P 

6003260631 

SO-275 

A 


8003170068 

50-277 

B 

6003260634* 

30-275 

A 


8003170414 

50-277 

F 

6003260634* 

50-275 

A 


0003 1 80407 

90-277 

R 

B003260647 

90-279 

A 


6003 1 80407 

90-277 

R 

6003270391 

90-279 

F 


8003180409* 

90-277 

n 

600327091 1 

50-279 

a 


8003130409* 

90-277 

R 

6003280003 

50-279 

0 


0003180959 

90-270 

8 

8003280003 

90-275 

0 


8003 1 80967* 

50-270 

9 

8003280119 

50-344 

Q 


8003 1 80973 

90-270 

9 

8003280199 

90-133 

Q 


0003180982* 

90-278 

S 

0003190476* 

50-320 

H 


0003 1 80906 

50-277 

s 

6003240552 

XPORTLIC 



0003180593* 

50-277 

9 

6003240256* 

XPDRTLIC 



8003190547 

90-277 

S 

8003060031 

40-2259 



0003190947 

30-277 

s 

0003200079 

40-2299 



8003240463 

50-278 

3 

0003200063* 

40-2299 



8003250490 

50-277 

P 

BOO 3 17045 4 

TOPREP 



8003250490 

50-277 

P 

6003040261 

90-307 

0 


8003250548* 

50-277 

P 

8003060170* 

90-307 

U 


800325054G* 

50-277 

P 

8003060372 

90-307 

0 


8003250976 

90-277 

P 

6003060372 

90-367 

0 


8003230429 

50-270 

& 

0003060403 

50-387 

A 


8003280439* 

50-278 

8 

6003060403 

50-387 

A 


8003310368 

50-277 

8 

8003060529 

50-387 

K 

Phil ipp In** 

8003050130 

50-574 

0 

8003060529 

50-387 

K 

0003050136 

50-574 

0 

6003060526* 

50-387 

K 

Pick Instruaivnt Pro-di/ct* Co i Inc 

0003200402 

71-339 


8003060526* 

50-387 

K 

Plckor Corp 

8003210204 

71-5796 


6003060527* 

50-307 

W 

Pioneer Nocl«ar# Inc 

0003200280 

WASTE KOT 

6003060527* 

50-387 

K 

Placer Am»«i Inc 

6003060209 

WASTE MOT 

6003060536 

90-307 

0 

Plateau Reiourcei^ Ltd 

0003190794 

40-7869 


8003140072 

50-307 

Q 

Plymouth (t Naihington Countg 

0003060294* 

50-339 

A 

6003100519 

50-307 

H 

Porter-Oerti Con«ul tant«« Inc 

6003270080 

90-320 

P 

0003100921 

30-387 

A 


8003280943 

90-320 

R 

6003190649 

90-387 

0 

Portland General Electric Co 

6003030347 

90-344 

P 

6003190649 

90-387 

0 


6003040200 

90-344 

R 

0003210104 

90-387 

A 


8003040506 

50-344 

P 

0003260423* 

90-387 

8 


8003040557 

90-344 

P 

0003310136 

90-387 

B 


8003040977 

50-914 

A 

0003190009 

PR 



0003050432 

50-344 

P 

8003050614 

90-209 

0 


0003090446 

90-344 

0 

8003060020 

90-209 

0 


0003090471 

90-344 

R 

0003240006 

90-209 

0 


0003060292 

90-344 

0 

0003200010 

90-307 

0 


8003100099 

90-344 

0 

0003030230 

40-6699 



8003110519 

50-344 

P 

8003030463 

90-277 

8 


80031 10540 

50-344 

P 

8003040037 

90-320 

T 


6003110569 

50-344 

P 

8003040165 

90-277 

0 


6003110978 

90-344 

a 

0003040169 

90-277 

0 


60031 10980* 

90-344 

8 

9003040261 

90-320 

T 


0003110964 

90-344 

R 

0003040272 

90-320 

T 


6003110986* 

90-344 

R 

8003040272 

90-320 

T 


6003110617 

90-344 

P 

0003040272 

50-320 

T 


0003110640 

90-344 

R 

B003040374 

90-277 

Q 


0003110690* 

90-344 

R 

8003040374 

90-277 

0 


0003120343 

50-344 

P 

8003040557 

90-277 

R 


8003120703 

50-344 

Q 

0003040957 

50-277 

R 


8003130212 

50-344 

0 

0003040965* 

90-277 

R 


6003130216 

50-344 

0 

□003040969* 

90-277 

R 


0003130218* 

50-344 

0 

GD03060478 

90-277 

0 


0003130242* 

50-344 

0 

0003070349 

90-277 

R 


0003130247* 

50-344 

0 

8003070390* 

50-277 

R 


0003130250* 

50-344 

0 

0003100207 

50-277 

P 


0003130279* 

50-344 

0 

0003100211* 

90-277 

P 


6003130297* 

50-344 

0 

8003110327 

50-277 

P 


6003130303 

50-344 

8 

0003110549 

50-277 

P 


BO-03130337* 

50-344 

8 

0003110949 

50-277 

n 


B003I30579 

50-344 

Q 

8003110595 

90-2/7 

R 


B003170306 

50-344 

8 

BO 031 10590* 

50-277 

R 


6003170308* 

50-344 

a 

G0031 10600 

90-278 

P 


6003170334 

50-344 

0 

00031 10609* 

90-270 

P 


8003 190 909 

50-344 

0 

0003120471 

90-352 

A 


8003190913* 

50-344 

0 

Q003120504 

90-270 

6 


8003S00319 

50-344 

p 

8003120926 

• 50-270 

8 


8003290998 

SO-344 

p 

8003120967 

50-377 

1 


8003290974 

50-344 

p 

0003120967 

50-377 

I 


0003290577* 

50-344 

p 

0003120726 

8003120736 

50-277 

50-277 

P 

0 


0003290900 

00032^0920 

90-344 

50-344 

F 

p 

8003120746 

90-277 

P 


0003260639 

90-344 

p 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

BUBUECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATGOORY 


0OO32BQO54 

50-344 

0 




8003250537# 

SO-267 

S 

PDuiir Authoritfj cf th« State of Neuf York 

0OO3O4O37B 

50-333 

Q 




0003250552 

50-267 

3 


0003040302 

50-333 

3 




0003250555* 

50-267 

S 


0003040310a 

50-333 

8 




0003250578 

50-267 

P 


8003040623 

50-206 

8 




0003250501# 

50-267 

P 


000304063 1 a 

50-206 

8 




0003260561 

50-267 

0 


0003030103# 

lOCFR 





0003260565* 

50-267 

Q 


0003030366 

50-333 

J 




0003260371# 

50-267 

0 


B0030S0369 

S0-2B6 

J 




0003260576# 

50-267 

Q 


0003050309 

50-206 

F 




S00326057B* 

50-267 

0 


0003050447 

50-206 

P 




8003260597 

50-267 

P 


0003050490 

50-206 

R 




B003260603# 

50-267 

P 


G003050492 

50-206 

P 




BOO331O320 

SO-267 

B 


9003050493 

50-333 

F 




8003310334# 

30-267 

S 


8003050495# 

50-206 

ft 




0003310351 

80-267 

S 


6003050521 

50-286 

0 




0003310337# 

50-267 

a 


0003060529 

50-333 

Q 




0003310373 

50-267 

s 


0003060543 

50-206 

F 




0003310370# 

50-267 

a 


0003060364 

50-333 

F 

Public 

Sarvlce Co of 

Indiana. Inc 

0003050647# 


a 


0003070356 

50-333 

P 




0003070306 

SO-546 

A 


8003070364 

50-333 

R 




0OD31 10396 

50-546 

A 


0003070365# 

50-333 

R 




0003180569 

SO-546 

a 


0003110013 

50-333 

P 




0003190822 

NUREQ 



80031 10022* 

50-333 

P 




6003200287 

50-546 

0 


00031 10030a 

50-333 

P 




0003200541# 

SO-546 

0 


8003110040 

50-333 

S 




8003210510 

30-546 

i 


8003110046a 

50-333 

8 




8003210514* 

50-546 

1 


0003110508 

50-333 

R 




8003280536 

50-546 

A 


0003110511* 

50-333 

R 




6003280536 

SO-546 

A 


00031 10640 

50-333 

8 




8003200539* 

50-546 

A 


80031 10642a 

50-333 

8 




0003280539* 

30-546 

A 


60031 10645 

50-333 

S 

Public 

Bervlce Co of 

New Hampahlr# 

8003060023* 

50-443 

K 


0003110646# 

50-333 

0 




0003120751 

50-443 

0 


8003120728 

S0-2B6 

Q 




0003200232* 

50-443 

A 


0003130215 

50-206 

Q 




8003200232* 

50-443 

A 


8003130357* 

SO-247 

P 




8003200230* 

50-443 

A 


6003130364* 

50-247 

P 




0003200230* 

50-443 

A 


6003130418 

50-206 

P 

Public 

Sfrvice Co of 

Oklahoma 

0003180272 

50-556 

0 


8003130433 

50-266 

P 




8003190710* 

30-556 

0 


8003170137 

50-333 

6 

Pub lie 

Service Etectrj 

ic U G»% Go of Neu 

0003030512 

50-3U 

A 





Jaraag 







8003170322 

50-333 

8 








0003170490 

50-333 

8 




8003040033* 

50-354 

a 


0003170494* 

50-333 

8 




8003040033* 

50-354 

a 


8003100398 

50-286 

R 




8003040034* 

50-272 

Q 


0003100401* 

50-206 

R 




0003040096# 

50-2 7Sf 

0 








B0030502BO 

50-272 

a 


0003100515 

50-206 

Q 








0003100571 

50-2B6 

P 




0003050470 

50-272 

0 


0003100572 

50-333 

8 




8003060207# 

50-333 

s 


8003100580* 

50-333 

6 




8003060242# 

30-334 

s 


8003180592 

50-333 

8 




8003060455 

50-334 

0 








8003060455 

50-334 

0 


8003180597* 

50-333 

a 








0003100623 

50-206 

p 




8003060537 

50-272 

3 


8003190539 

50-333 

B 




8003060651* 

30-272 

3 


8003190659 

50-206 

P 




B0030605SB 

50-272 

3 


6003210324 

50-333 

8 




0003060567# 

50-272 

1 3 








0003060570 

50-272 

3 


6003210330# 

50-333 

8 








6003210334 

50-333 

8 




0003060572# 

50-272 

5 


0003210340# 

50-333 

0 




0003060596 

30-272 

S 


0003210440 

50-333 

8 




0003060603# 

50-272 

5 


0003210452# 

50-333 

8 




0003070301 

50-31 1 

A 








0003100140 

50-272 

K. 


0003240452 

50-333 

S 








0003240450* 

50-333 

6 




0003100140 

50-272 

Hi 


0003260307 

50-206 

P 




0003100143* 

50-272 

m 


6003260394* 

50-286 

P 




8003100143# 

50-272 

Hi 


0003270434 

50-333 

P 




8003110312 

50-272 

P 








8003110568 

50-272 

Ft 


0003200230 

50-286 

P 








0003200234# 

50-206 

P 




0003110570* 

50-272 

R 

Pouer Engintering Boclitg 

0003260505 

NUREQ 





0003110573 

50-272 

P 

Princfton Unlv 

6003200126# 

50-3 

P 




8003140102 

50-354 

Q 

Public Int»rett R**»arch Group 

0002210266 

PR 





0003170261 

50-272 

P 








8003170264* 

50-2?2 

P 

Public Strvicf Co. of Colorado 

0003050404 

50-267 

R 








0003110620 

50-267 

F 




8003180496 

50-272 

ft 


8003120280 

50-267 

P 




8003100500* 

30-272 

ft 


6003120307 

50-267 

P 




0003190463 

30-31 1 

A 


8003 120442 

50-267 

R 




8003190473 

30-31 1 

A 








0003190496 

30-31 t 

F 


8003170270 

50-267 

R 








8003170274* 

50-267 

R 




0003190498# 

30-31 i 

F 


8003170426 

50-267 

a 




8003190558 

50-311 

A 


8003170430* 

50-267 

a 




8003190942# 

30-272 

0 


0003190990* 

50-267 

Q 




8003210404 

30-272 

P 








0003210404 

30-272 

P 


6003250490 

30-267 

a 








0003250502* 

50-267 

0 




8003240411 

30-272 

Q 


0003250528 

50-267 

6 




8003250569 

30-272 

P 


0003250533* 

50-267 

8 




8003260361 

30-272 

P 


B003250S35 

50-267 

a 




8003260629 

90-272 

P 



CORPORATE SOURCE INDEX 


437 


AUTHOR 

AFFILIATION 


Pu^et Sound Pouer it Light Co 
PiPriSus Unlv 

Pypotrflnlc ij Baktr Protot Svc» Inc 
OuAd Log i «t U«« Inc 
Radiation Rti««rch Attoclatai 
RA\|th«on Corp 
R.»actor Controlii Inc 

Ritactar Exper imentsr Inc 

Raaea Cnglnfl«rlng Aiaociatai 

ftanttalatr Poigtochnic Inat 

Raaourct Contmuni tiosi Inc 
Richard N DaneUon it A»«ociates 
Richland Countg« SC « 

Ria AlgOflii Ltd 

Rivartldir CA 

Rochfffttr Oas it Elsctrlc Carp 


Rockuall Inttrnatlonal Corp 

Roclg Mountain Enar-gg Co 


Rqgovlnr Bttrn U Hug* 
Ropft it Orag 


Roiwtlt Park Mvmorlal Inatitut* 

Routhi M 

Sacrananto Municipal Utllltg Dlftrict 


ACCESSION 

NUMBER 


9003260633 * 
8003260635* 
a0030'l0699 
SOO 3240037 
8003250413 

90030S0039 

9003340333* 

9003300189* 

8003130010* 

8003070099 

8003100202 

8003100206* 

G003IB0469 

8003160492* 

8003070300 

S0032 10042* 

8003140033 

8003050152 

8003040492 

8003190015 

80032 9 OOOB 

0003030478 

0003030462* 

90030404SS 

8003040552 

8003040609 
8003040613* 
8003040616* 
0003040625* 
00031 10582 

8003 11 0593# 
8003110602 
8003 130955* 
0003 130557* 
9003170402 

8003170415* 
80031 804Q4 
8003190514 
0003200112 
8003240391 

8003250443 

9003250481 

8003260549 

8003200403 

8003140004 

9003170154 
8003240049 
8003060033 
8003190770 
80032401 Q3 

6003240191* 
8003100007 
8003260101* 
8003060330 
G 00320 0220 

8003110597 

8003190817* 

8003030022 

8003040412 

0003040414* 

0003040524 
0003040569 
80030 4057B 
8003040600 
8003040419* 

8003050516 

8003040033 

8003040215 

8003040557 

0003060560* 

800304DSB3 
8003040307* 
800310002? 
0003100032 
00031 1050? 

80031105?!* 
B0031 10613 
0003(10414* 
0003110627 
0003110631* 

8003110457 

8003120470 

8003120557 

Q00312045B* 

8003120497 


SUBJECT 

CATEODflV 


50-272 P 
50-272 P 
50-522 0 

PR 

50-182 F 
PR 

CaHMiSSlON 
CONTRACT 
50-320 H 
30-416 S 

XPQRTLIC 
XPORTLIC 
50-261 P 
90-241 P 
50-225 R 

FOIA 

REOOD 

PR 

PR 

40-e0B4 

PRDU 

50-244 P 
50-244 P 
90-244 F 
50-544 P 

90-244 P 
90-244 P 
30-244 P 
90-244 P 
30-244 R 

50-244 R 
50-244 P 
50-244 P 
90-244 P 
50-244 R 

50-244 R 
50-244 P 
50-244 P 
PR 

30-244 P 

50-244 P 
50-244 R 
30-244 P 
90-244 F 

70- 85 

50-379 P 

71- 9035 
40-8697 
40-0497 
40-8697 

40-8697 
50-320 0 

CONTRACT 
50-471 0 

50-443 A 

90-320 P 
CONTRACT 
90-312 0 

90-312 P 
90-312 P 

90-312 P 
90-318 B 
50-312 J 
30-318 B 
30-318 8 

30-318 P 
90-318 0 

30-312 Q 
50-318 a 
90 >312 S 

90-312 8 

50-318 a 
go-3ia Q 
50-312 P 
50-318 R 

90-312 R 
50-312 a 
30-312 a 
50-312 B 
50-312 8 

90-312 F 
80-312 P 
90-312 P 
90-312 0 

30-312 Q 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8003130567 
8003140218 
6003140300 
8003 1 70382 
BO 03 1 70386* 

8003170440 
8003170449 
0003 1 80497 
0003100566 
B0031B0574* 

80D3 18062? 

8003190996 

80D31?0361* 

800321043? 

8003240356 

0003330373 

G003260410 

BD03260526 

0003260368 

8003240591 

8003240594* 
8003240594 » 
6003240445 
8003270106 
BOO320OOS? 


50-3 1 2 F 
50-3 1 2 Q 
50-312 T 
50-312 R 
50-312 R 

50-312 a 
SO-312 a 
50-341 B 
50-3 1 2 8 
50-3 1 2 8 

50-312 G 
50-312 S 
90-312 G 
90-312 P 
50-312 P 

50-312 P 
50-312 F 
50-312 P 
50-312 & 
50-312 & 

50-312 S 
50-312 S 
50-3L2 P 
50-312 0 
50-312 0 


Baluda Taunshipi IN 
8an AntoniOi TX 


G0O32G0S41 

6003200554 

600331035? 

80032400??* 

800305017? 


90-312 P 
50-312 P 
SO-312 P 
50-546 G 
50-49B M 


Ban Diago Gas Electric Co 
San Luis ObispPi CA 
Sandia Laboratoriei 


G003040S43* 
BOG3I3004B* 
0003110014 
6003110010 
SO 03 11002? 


50-206 R 

90-275 H 

PR 

PR 

PR 


6003100428* XPORTLIC 
6003250300 71-361 

6 0032503 ?0 NUREQ 

0003270170 RES 
6003310199 RES 


Schank ti Doncher &00313D2?4 

Bclance App 1 ica tlonsi Inc, 8003310030* 

Bclanttsti 4i EngLnaars for Secure Energy B003060740 
Senate 7909270544* 

9003040273 


fo:a 

50-312 T 
PR 

MI SC 

90-409 U 


8003040140* 
8003040435* 
9003040510* 
9003040563* 
80031 100B7* 


50-387 U 
90-352 U 
NUREO 
MISC 

50-320 U 


8003110101* 

9003120710 

0003250192 

0003240114* 

0003260154 


aO-341 F 
50-574 U 
90-133 U 
FOIA 

SO-347 U 


Senatai Appropriations 
Btnatar Enirgg 4 Natural Resourcftt 
Benatar Environment it Public Uorks 
Banata* Oovernmantal Affairs 
Sanslbla Mairte Pouar 


8003110122* 
8003240602 
□003 1 1 0248* 
0003040515* 
□003190123* 


50-320 U 
PRM 

90-320 V 
50-940 U 
90-30? H 


Separative Unrk Unit Corp 

Bhatii< Pittmani Pntts it Traubrldg* 


8003140456 
8003030022 
8003030105 
0003 030501 
0003030526 


XPCRTLIC 
50-312 0 

50-299 0 

50-266 0 

50-766 0 


B003030524 

8003030534 

6003030534 

6003040300 

6003090052 


90-264 G 
50-244 O 
90-244 G 
50-2B9 0 
50-289 G 


8003050074 
60030500 B 2 
6003090149 
6003050140 
6003040249 


50-2B9 0 
50-209 0 
90-S89 G 
50-269 0 
50-289 0 


S003040295* 

BG03040372 

0003040372 

0003060469 

0003100022 


50-2B9 G 
50-307 G 
50-307 0 
50-266 P 
50-320 P 


S003190144 

9003190649 

9003190649 

9003250029 

B003250342 


90-289 0 
50-3B7 0 
50-087 0 
PR 

50-346 0 



438 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


800323D3fi6 

5O~209 

0 


8003030110 

90-498 

M 


B0032304SA 

50-443 

M 


8003050650 

PROJ 



8003870135 

50-289 

0 


8003190963 

50-498 

H 

Shtldonr Hirmon & Walit 

800301)0498 

50-289 

G 


0003270124 

PROJ 



8003DS0494a 

30-889 

G 


0003260008 

PROJ 



80030i0499a 

50-289 

0 

St Louia Unlv 

8003250174 

NUREG 



8003200182 

30-3 

P 

Standardlied Nuclaar Unit Pouar Plant 

8003130033 

50-482 

0 


8003240477 

PR 


Syatam 





8003840613 

30-209 

0 


8003140024 

50-462 

<3 


8003830513 

50-3 

0 


0003190100 

50-462 

S 






0003240432 

REOGB 



8003280663 

FOIA 






8h«ph«rdi J H MO 

8003140039 

PR 



0003250393# 

50-462 

s 

Sigma Ghsmical Co (sub« of Slgma-Aldrl 

0OO3O6O6Q7 

XPORTHC 



BD0326063B 

50-462 

& 

ch Corp I 





G0D3260638 

S0-4G2 

B 

Small Su»inft» Adminiabrafeton 

8003200044# 

CONTRACT 



0003260638 

50-462 

8 


8003280363# 

CONTRACT 



0003260639 

50-462 

S 

antU U Milmtr 

8003280003 

50-273 

0 


BD03260644 

50-462 

a 

Social Raifarch Applications Corp 

9003210031# 

FOIA 



6003260644 

50-462 

Q 

Sourcf Production It Etiulpmant Co • Inc 

8003260659 

71-9036 



8003260644 

50-402 

0 

8out^ Carolina Elactrle It Oas Co 

8003030208 

50-395 

K 


6003260644 

50-482 

0 


8003030206# 

50-395 

K 

StataiDapt of 

6003060719 

50-574 

0 


8003030438 

50-395 

8 

8taba«Dapt of> Bureau of Oceana 1 

8003040230# 

BECV 



8003030481 

50-395 

6 

Inbarnatl Environ 6 Sciantific Affairs 





8003030495 

50-395 

8 


0003040719 

XPORTLIC 



8003060632 

50-395 

S 


6003040723 

XPORTLIC 



0OO3O7O3B5 

50-395 

8 


0003050003 

XPORTLIC 







8003050049 

XPORTLIC 



8003110488 

50-395 

0 






0003170439 

50-395 

8 


6OO3O5O064 

XPORTLIC 



8003340188 

50-393 

0 


0003050065 

XPORTLIC 



B0032<10367 

50-393 

8 


0003050159 

XPORTLIC 



6003280461 

50-393 

8 


0003050164 

XPORTL 1 C 







0003060004 

XPORTLIC 



8003280559 

50-395 

8 





South Carolina! Stata of 

6003040153 

PR 



0003060010 

XPORTLIC 



8003050257 

PR 



0003240050 

XPORTLIC 



8003140473 

PR 



0003240053 

XPORTLIC 


South Carolina! Univ of 

8003140375# 

50-393 

R 


0003240272 

70-2805 







0003250107# 

SECY 


South Oahotai Statt of 

8003130637 

40-1341 







8003240186# 

40-1341 



8003200546 

XPORTLIC 


Southtrn California Edison Co 

8003030484 

50-206 

F 


8003200612 

XPORTLIC 



8003040259 

50-206 

R 


8003310355# 

SECY 



8003040265# 

50-206 

R 


0003310406 

XPORTLIC 






Btaali Hector It Oavia 

0003040320 

50-290 

Q 


8003040642 

50-206 

6 






8003040658# 

50-206 

8 

Stone It Mebatar Enginaaring Corp 

0003050042 

NURCO 



8003050117# 

50-206 

Q 


8003110374 

TOPREP 



8003100047 

50-206 

Q 


6003110629* 

50-267 

F 


8003100061 

50-361 

Q 


8003130344# 

QA999 







6003140198 

50-495 

0 


8003100075 

50-361 

Q 






80031 10880 

50-361 

Q 


0003140201# 

50-495 

B 


8003110542 

50-206 

P 


6003200465 

REOGD 



8003110610 

50-361 

A 


8003210549* 

50-10 

F 


8003110610 

50-361 

A 


6003210555# 

90-10 

F 






8003210559* 

50-10 

F 


0003110618# 

50-361 

A 






0003110612# 

50-361 

A 


0003210563* 

90-10 

F 


0003120314 

50-206 

P 


0003240359 

50-499 



0003180430 

30-206 

F 

Bwad an 

0003110036 

PR 



0003130134 

50-206 

0 

Syatam Davalopment Corp 

0003260477 

FOIA 






TERA Corp 

0003110010 

PR 



0003140372 

50-393 

R 






0003170149 

50-361 

0 

THN! Inc t Energy Syatama Planning Dlv 

0003200602# 

FOIA 



0003180386 

50-206 

R 

Tach/Ops (Technical Operational Inc ) 

0003140320 

71-9141 



0003180386# 

00-206 

R 


8003140322# 

71-9141 



8003180539 

50-206 

F 

Taltnakron Raaaarchi Inc 

0003100129 

NUREG 






Taknakroni Inc 

□003210023 

FOIA 



0003180549# 

50-206' 

F 






0003100612 

50-206 

0 

Taladyna Cast Products 

0003050168 

70-2317 



8003100614 

50-206, 

P 

Taladgna Energy Qyitama 

8003210048 

71-46 



8003100687 

50-206 

Q 


S0032I0050# 

71-46 



6003800642 

50-206i 

P 

Taladyna Engineering Barvicas 

8003070397# 

50-329 

8 





Tannaasaa Uallay Authority 

8003030066 

50-259 

0 


8003810491 

50-206' 

P 






8003840460 

50-393 

8 


0003030066 

50-259 

0 


0003240461 

50-399 

8 


8003030066 

50-259 

Q 


8003240496 

50-395 

S 


8003030339 

90-259 

H 


8003260640 

50-206 

P 


8003030369 

50-593 

€ 






8003030365 

50-593 

8 


0003260042 

50-361 

Q 






0003280481 

50-206 

8 


8003030370# 

50-553 

8 


8003280427# 

50-206 

8 


8003030370# 

50-653 

8 


0003280433# 

50-206 

0 


0003030511 

90-329 

8 


0003860456 

50-206 

P 


8003030511 

50-329 

8 






8003030515# 

50-329 

8 


0003280476 

50-206 

8 






0003280480# 

50-206 

8 


0003030519# 

50-329 

8 


8003310218 

50-361 

0 


8003030524 

50-329 

e 

Sovtharn California! Unlv of 

8003270057 

NUREO 



6003030924 

50-329 

8 

Southwtat Rataarch Inatltuta 

0003050445# 

50-269 

F 


8003030520# 

90-329 

8 






8003030528# 

50-329 

8 

Southwaatarn Public Sarvlca Co 

8003030163 

50-305 

R 





Spiagal It HcDiarmld 

80030300B1 

50-49G 

M 


8003040459 

50-390 

8 


6003030081 

50-498 

M 


B003040S92 

50-296 

8 


8003030110 

50-498 

M 


8003040601* 

50-296 

B 



CORPORATE SOURCE INDEX 
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AUTHOR ACCEeStON 

AFFILIATION NUMUER 

BU8JECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUNDER 

SUBJECT 

CATEGORY 

6003040607 

50''259 

8 



Q003 180353* 

50-259 

P 

. eOD30406l4« 

90-259 

8 



8003180353* 

50-259 

P 

soososos?*? 

90-43B 

A 



8003160372 

50- 5 1 B 

S 

60030 90S99 

50-430 

A 



8003160377* 

50-510 

S 

8003090307« 

50-438 

A 



8003160378 

50-2 59 

R 

a0030503D7« 

50-438 

A 



800316037B 

50-259 

R 

8003090437 

50-390 

S 



8003160378 

50-259 

R 

8003030437 

90-390 

S 



8003160380* 

50-259 

R 

8003090441-K 

30-390 

s 



8003160420 

50-438 

A 

800303044 lit 

50-390 

8 



8003160527 

50-260 

S 

0003050443 

90-327 

A 



0003180531 

50-260 

s 

B00305044B 

90-518 

H 



8003180536* 

50-260 

s 

8003050430 

90-259 

3 



8003180537 

50-260 

s 

8003050453* 

50-259 

3 



00031 6054 1 

50-259 

s 

8003050461 

SO- 430 

8 



8003 160 54 3* 

50-260 

6 

8003060074 

71-6144 




B0031G0544* 

50-260 

8 

8003060336* 

90-259 

O 



0003160547* 

50-259 

S 

8003060336* 

50-259 

0 



8003160557 

50-296 

0 

8003060356* 

50-259 

0 



8003160569* 

50-296 

S 

8003070001 

50-259 

0 



8003160994 

50-259 

s 

8003 070001 

50-259 

0 



8003100598* 

50-259 

s 

8003070001 

50-259 

a 



8003100609 

50-390 

0 

8003070001 

50-259 

Q 



8003100610 

50-259 

6 

8003 07035 5 

50-260 

0 



8003100611 

50-259 

s 

8003070358* 

50-260 

3 



9003100617* 

50-259 

s 

8003070372 

50-260 

8 



8003100618* 

50-259 

6 

8003 070374* 

90-260 

0 



8003100620 

50-438 

6 

8003100015 

50-299 

a 



8003100620 

50-438 

S 

8003100015 

50-259 

Q 



8003100624* 

50-430 

8 

8003110468 

50-327 

R 



8003100624* 

50-439 

S 

0003110599 

50-327 

3 



0003190004 

40-1341 


0003110396* 

50-327 

8 



0003190121* 

50-553 

G 

0003110397 

50-327 

8 



0003190179* 

50-327 

0 

0003110397 

90-327 

8 



0003190421 

50-259 

K 

0003110399* 

50-327 

S 



0003190421 

50-259 

H 

8003110599* 

50-327 

8 



8003190421 

50-259 

K 

8003U06S1 

50-260 

8 



8003190426* 

50-259 

K 

80031 10644 

50-320 

A 



0003190426* 

50-259 

K 

8003 110660 

90-327 

P 



0003190426* 

50-259 

K 

00031 10678 

50-296 

0 



0003190532 

50-327 

J 

8003110683* 

90-296 

8 



0003190596* 

50-553 

Q 

8003110719* 

90-260 

0 



0003190768# 

50-Sia 

0 

80031 S0371 

71-6206 




0003190760* 

5O-S10 

Q 

8003120415 

90-299 

8 



0003190760* 

50-510 

0 

8003120420* 

50-299 

8 



0003190760* 

so-sia 

Q 

8003120479 

TOPREP 




8003190865* 

50-510 

Q 

8003120490 

50-390 

0 



8003190865* 

50-sia 

0 

8003120490 

50-390 

0 



8003190065* 

50-510 

0 

8003120493* 

50-390 

8 



6003190065* 

50-5 1 3 

0 

0003120493* 

50-390 

B 



0003200336 

50-259 

0 

0003120495 

50-918 

S 



B003200461 

50-327 

s 

8003120499 

50-910 

8 



0OO3SOO472* 

50-327 

8 

0003120493 

90-910 

8 

. 


0003210097 

50-259 

Q 

0003120499 

50-910 

8 



0003210097 

30-259 

G 

8003I2D49B* 

50-510 

8 



0003210176 

SO-327 

0 

8003120490* 

90-510 

B 



0003210272* 

50-259 

0 

8003120498* 

50-518 

8 



0003210374 

50-510 

S 

0003120496* 

50-510 

S 



8003210376* 

50-510 

B 

0003120571 

50-390 

8 



8003210387 

50-259 

P 

0003120571 

90-390 

8 



8003210387 

50-239 

P 

0003120572 

90-438 

0 



8003210387 

50-259 

P 

8003120579* 

90-390 

B 



8003210407 

50-518 

9 

8003120579* 

50-390 

0 



8003210407 

50-318 

0 

8003120761 

50-299 

Q 



0003210407 

50-518 

5 

8003130657 

90-390 

0 



0003210407 

50-510 

6 

8003130657 

50-390 

0 



0003210407 

50-510 

8 

8003140368* 

50-518 

0 



0003210407 

50-510 

8 

8003170319 

50-390 

8 



0003210416* 

50-510 

a 

8003170319 

50-390 

B 



6003210416* 

50-318 

a 

8003170326* 

90-390 

S 



8003210418* 

50-518 

a 

8003170326* 

50-390 

8 



8003210418* 

5D-S1B 

a 

8003170336 

50-953 

B 



8003210418* 

50-510 

B 

8003170340* 

50-953 

B 



8003210418* 

50-510 

8 

8003170460 

50-259 

8 



8003210496 

50-259 

P 

8003170463* 

90-259 

0 



0003210496 

50-259 

P 

8003170479 

30-390 

0 



0003210496 

50-259 

P 

0003170479 

50-390 

8 



6003210506 

50-553 

a 

8003170400 

50-259 

8 



0003210506 

50-553 

Q 

8003170402* 

50-390 

S 



0003210535 

50-260 

S 

8003170402* 

50-390 

8 



000321054 1* 

50-260 

0 

8003170483* 

50-289 

a 



0003240277 

50-259 

Q 

8003160352 

50-259 

p 



0003240277 

30-239 

Q 

8003160352 

50-259 

p 



0003240277 

30-259 

0 

8003160392 

90-259 

p 



6003240400 

50-390 

B 

8003160353* 

50-259 

p 



0003240480 

50-390 

3 


440 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Ttnn«s$fei 8tat« of 

T«xat Initrumsntti Inc 

Texas Public Interest Research 


Texas Tech Univ 

Texas UtiUtias Generating Co 



ACCESS lO^i 
NUMBER 

SUBJECT 

CATEDOnV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


80032404G3e 

50-390 

8 


8003200634 

50-445 

M 


B0032404B3# 

30-390 

8 

T#xas» State of 

8003190635# 

30-445 

H 


B0032404B7 

50-553 

H 


8003260641 

90-466 

A 


B003240494 

50-259 

P 

Taxasf Univ of* Dallas 

8003140081# 

COMM 1 63 SON 


B00329010B» 

30-390 

0 

Thorne Ecological Institute 

8003120450# 

50-267 

n 


B00325043?e 

50-259 

0 

Throe Mile Island Alert 

0003040691 

50-269 

0 


8003250139# 

30-259 

Q 


0003130171 

30-269 

Q 


0003250139# 

30-259 

0 


0003240001 

90-269 

Q 


00032^0131# 

30-259 

a 

Toledo Edison Co 

7011130230# 

50-346 

M 


0003260131# 

50-259 

Q 


7910310125# 

50-346 

0 


00032603*9 

50-259 

F 


0003040160 

50-346 

R 


0003260478 

50-430 

8 


0003040172# 

50-346 

R 


8003260470 

50-430 

a 


8003040471 

50-346 

S 


8003260480 

50-259 

p 


8003040482 

50-346 

P 


0003260460 

30-259 

p 


8003040579 

50-346 

8 


9003260494 

50-430 

s 


0003040590# 

50-346 

S 


0003260494 

30-430 

a 


8003040597 

50-346 

8 


0003260502# 

50-430 

a 


8003040605# 

50-346 

0 


8003260502# 

50-430 

a 


8003040609 

50-346 

S 


8003260331 

50-390 

a 


0003040616* 

SO-346 

8 


8003260333 

50-390 

s 


8003070089# 

50-346 

0 


B003260532 

30-390 

9 


8003100133 

50-346 

P 


8003260335# 

30-390 

B 


80031 10559 

50-346 

Q 


0003260335# 

30-390 

a 


8003110562# 

50-346 

B 


8003260366 

30-260 

e 


8003110566 

50-346 

S 


8003260379# 

30-260 

a 


8003110567# 

50-346 

B 


0003260600 

30-327 

p 


8003110607# 

50-205 

B 


8003260630 

50-430 

a 


8003110626 

50-346 

S 


8003260630 

50-430 

a 


8003110620# 

50-346 

B 


8003260637# 

30-430 

a 


00031 10635 

50-346 

8 


8003260637* 

50-430 

s 


0003110637# 

50-346 

S 


0003260646 

50-510 

a 


0003110604 

50-346 

3 


8003260646 

50-510 

a 


0003110605# 

90-346 

a 


0003260646 

50-510 

a 


0003130461 

50-346 

R 


0003260646 

50-510 

a 


0003130467# 

90-346 

R 


0003260643# 

30-510 

a 


0003140206 

30-346 

a 


8003260649# 

50-510 

s 


□003140330# 

50-346 

a 


6003260649# 

30-318 

s 


0003170401 

50-346 

B 


0003260649# 

30-518 

6 


0003100339 

50-346 

P 


8003270073 

50-259 

0 


0003100350 

50-346 

P 


0003270073 

50-259 

0 


0003100361 

50-346 

P 


0003270073 

30-259 

Q 


0003100364# 

50-346 

P 


0003280322 

40-1341 



8003100502 

50-346 

S 


0003200326# 

40-1341 



8003100500* 

50-346 

B 


0003280452 

50-390 

8 


0003210442 

50-346 

P 


Q0032B0452 

50-390 

a 


0003240305 

50-346 

P 


0003260454# 

30-390 

8 


0003200460 

50-346 

Q 


0003280454# 

30-390 

a 


0003200471 

90-346 

P 


0003200403 

30-320 

A 


0003200475 

50-346 

P 


0003280540 

30-259 

p 


8003200402 

50-346 

S 


0003310140 

30-327 

A 


8003200496# 

50-346 

a 


8003310141# 

50-327 

A 


0003200500 

50-346 

a 


0003310267 

50-430 

A 


0003200530# 

50-346 

0 


0003310300 

30-327 

p 


8003200560 

50-346 

p 


0003310312# 

50-327 

p 


0003280625 

50-346 

G 


0003310356 

30-566 

G 


0003310146 

50-346 

R 


8003130271 

Btate Prog 


0003310151# 

30-346 

n 


0003200270# 

50-367 

H 

Transtiuc 1 var« Inc 

0003050267 

70-2470 


Group 

8003140101 

30-466 

0 


0003120302 

KPDRTLIC 



0003140105 

30-466 

0 


0003120677 

XPOIITLIC 



0003170119 

MISC 



0003130400 

71-9120 



0003200133# 

70-754 



0003260096 

71-290 



0003030153 

30-445 

M 


0003260103# 

71-290 



0003040712# 

30-445 

0 


0003260146# 

FOIA 



0003050292 

50-443 

K 


0OO326DJ6O# 

FOIA 



0003120706 

30-443 

Q 


8003200317 

XPCRTLIC 



80031 003 B9 

30-445 

A 


8003900330# 

XPORTLK 



0003100309 

30-445 

A 


0003310246 

70-2470 



0003100509 

30-445 

A 

Transportation! Dept of i Feder#! Kighwag 

8003200296 

70-572 



8003100509 

30-443 

A 

Admlnl itration 








U 8 Naval Academy 

0003050642 

NUREO 



0003190070 

30-445 

8 






0003190070 

50-445 

0 

U 0 Pipe it Foundry Co 

0003240179 

71-376 



B003 190004# 

50-445 

0 


0003240105# 

71-376 



0003190004# 

30-443 

5 

08 Steel Corp 

8003310160# 

50-320 

h 


8003190093 

go-445 

0 

Onion 76 Minerals Exploration Co 

8003170021 

40-B34a 







0003170064 

40-0584 



0003200619# 

30-445 

0 






0003240173 

50-445 

M 


0003190075 

40-0904 



B003240I73 

50-443 

M 


0003190105 

40-0340 



8003240173 

50-445 

M 

Onion Carbide Corp 

0003040010# 

70-607 



8003240173 

30-445 

M 


0003050559 

40-299 







0003130003 

PR 



0003260277 

30-445 

M 






B003260277 

30-445 

M 

Onion Electric Co 

7906140095 

MIfiC 



0003260277 

30-446 

M 


0003040018# 

50-403 

0 


0003260277 

50-445 

M 


0003110623 

50-403 

A 


0003270270 

50-443 

H 


0003210500 

50-403 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Unton 0 ^ Conc*rna<J 8cl*nti*t» 

8003060494* 

50-269 0 

8003060499* 

90-269 0 


8003100196 

90-974 0 


8003200-122 

90-3 P 


8003200179* 

lOCFR 


8003200211* 

lOCFR 


8003240613 

90-289 0 

United Enjin**r* 1* Con*trgctor«# Inc 

8003120635* 

90-129 P 

ttub« 0^ RAijthvon Co ) 


6003130186* 

90-324 0 


6003130449* 

90-206 P 


8003140200* 

aA999 


8003240376 

REOOn 

United Kingdom 

8003280250 

XPORTUIC 

United Nucli«r Corp 

6003030334 

40-8602 

8003030341* 

40-8602 


8003140099 

40-6720 


8003140109* 

4O-B720 


8003140117* 

40-8720 


6003200018 

MABTG MOT 


6003260069 

70-371 

United NucUir Corp > UNC Racovtrg 

6003090202 

70-620 

Sirtttm* Div 


8003140131 

70-020 


6003240064 

70-020 


8003240216* 

70-020 


8003310200 

70-020 

United Nuclear Corp jN«v* 1 Product* Div 

8003030041* 

70-371 

8003310127 

70-371 


8003310129* 

70-371 

United Nuclear Corp j T*ton Explor-atlon 

80031 <10463 

40-6720 

Drill Irte* Inc Dlv 


Q0031 40466* 

40-6728 


6003170001 

40-8720 

Utehr Btete of 

0003170102 

PR 

Vermont Vankta Nuclear Power Corp 

0003040313 

90-871 0 

0003040469 

90-271 a 


6003040476* 

90-271 8 


9003040611 

50-271 P 


6003050293 

90-271 0 


8003050S53 

90-271 F 


6003060990 

90-271 S 


6003060596* 

90-271 a 


0003170249* 

90-271 P 


0003170263 

90-271 R 


0003170265* 

90-271 fl 


6003 1 70362 

90-271 ft 


0003170367* 

50-271 ft 


6003180314 

30-271 P 


0003160991 

90-271 a 


6003160599* 

90-271 a 


6003190644 

50-271 P 


6003190649* 

90-271 P 


6003200294 

90-271 E 


6003200493 

90-271 P 


6003210961 

90-271 3 


6003210966* 

90-271 8 


6003210970 

90-271 P 


6003240436 

90-271 F 


0003280466 

90-271 P 


3003310296 

90-271 P 


6003310298* 

90-271 P 


6003310372 

90-271 I 

Vet Adrtln Hoip OmahaiNE 

6003060797* 

90-131 Q 

VUlanov* Unlv 

7910160322 

90-320 P 

Virginia Electric Power Co 

6003030406 

90-338 P 

6003030490 

90-200 a 


6003030499* 

50-200 0 


0003030946 

50-260 B 


8003030994* 

50-200 6 


8003040266 

90-404 F 


8003040423 

50-281 P 


8003040490 

90-280 0 


8003040901 

90-260 R 


6003040901 

90-280 R 


8003040622 

90-338 a 


8003040627 

50-338 0 


6003040629* 

90-330 a 


6003040634* 

90-338 6 


6003040636 

90-280 B 


8003040640 

50-280 8 


8003040644* 

90-280 8 


8003040650* 

90-280 8 


8003040664 

90-33^ A 


0003040664 

90-339 A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

HUKBER CATEGORY 


80030406SS» 

aooao4i>6Q2« 

8003080203 

8003090203 

8003090207« 

80 030 50337 « 

8003050337* 

80030A0569 

80030A05BO 

80030^0585* 

BooaoAOSGe 
80 030 AO 595* 
8003070091 
80031 10011 
80031 lOOSD 

80031 I009A* 

8003110960 

8003110960 

8003110960 

8003110723 

8003120349 

8003120477 

8003120477 

8003120598 

8003140226 

8003140230 

8003140236* 

8003140380 

8003140393* 

8003170204 

8003170204 

8003170347 

8003170393* 

8003170397* 

8003170363* 

8003170369 

8003170379* 

8003170461 

8003170481 

8003170481 

8003160294 

8003160397 

80031BOS97 

8003160297 

8003160297 

8003160494 

8003160459* 

8003160346 

80O316O5SO* 

8003160384 

8003160590* 

8003160603 

8003190470 

8003190320 

8003190648 

8003190650* 

8003200393 

8003200393 

8003210137* 

8003210197 

8003210309 

6003210326 

8003210331 

8003210331 

8003210337* 

8003210337* 

8003210422 

8003210499 

8003210461* 

8003210466 

8003240297 

8003240297 

8003240423 

8003240465 

8003240468* 

8003240473* 

8003240499 

8003240901 

8003240909* 

8003240911 

8003240616* 

8003250391 

8003260346 

8003260416 

0003270310 


50-339 A 
50-339 A 
9D-2B0 P 
30-200 P 
30-200 P 

50-330 0 
50-336 a 
50-280 a 
50-338 S 
50-338 8 

50-280 8 
50-280 S 
50-280 0 
50-280 R 
50-330 8 

90-330 S 
90-280 Q 
90-280 Q 
90-280 0 
50-280 P 

90-339 8 
50-404 Q 
50-404 Q 
50-339 S 
50-339 A 

50-336 P 
50-338 P 
90-330 8 
50-338 6 
50-338 P 

50-338 P 
50-200 6 
50-200 S 
50-260 8 
50-260 S 

50-336 B 
50-338 9 
90-339 8 
50-260 F 
90-260 F 

90-339 A 
50-280 P 
90-280 P 
90-200 P 
90-280 P 

90-290 R 
90-280 R 
90-338 R 
90-338 R 

S0-33B a 

90-338 S 
50-339 A 
90-339 A 
50-339 6 
50-339 A 

90-339 A 
50-338 P 
50-338 P 
90-336 Q 
50-339 A 

90-339 A 
50-260 Q 
50-330 K 
90-336 ^ 
30-338 K 

50-330 K 
50-338 P 
50-338 8 
50-338 0 
50-200 0 

90-404 Q 
50-404 a 
90-339 8 
90-338 8 
50-338 a 

90-338 e 
90-280 Q 
90-338 6 
90-338 6 
90-339 8 

90-338 Q 
90-280 P 
90-339 a 
90-280 P 
90-280 8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Vlrglniai Stata of 


Virsiniai Univ of 
VoUerf R J 


Ualtsr Klddff h Co . Inc 


Waihlngton Public Pnw*r Supply Syibam 


Wathlngtop 8bar 
Washington Univ 
Washingtopr State of 

Washington^ Univ of 
Wail.P E 

Waichistar County^NV 

Wait Ttxas Legal Services 


Westchester Peoples Action Coal i ti on« Ihc 
Westech 

Western Nucleari Inc (subs of Phelps 
Dodge Corp 1 

Westlnghouke Electric -Corp 


ACCESSION 

WUtiDER 


6003270315* 

60032804?! 

BOO320O499 

8003280497# 

8003280591 

0003310239 

0003310243# 

0003310301 

0003310307# 

8003310379 

8003310380 

6003310424# 

6003210335 

B003250479 

B0032&0101# 

0003060210* 

8003190611 

8003240206 

0003240214# 

8003260443 

8003310096 

6003050615* 

B003050619* 

6003050622* 

6003060534 

6003100039 

6003100084 

0003110323 

6003110329 

6003120517 

6003120522 

8003120744 

B003130916 

6003140237# 

6003140262* 

8003170139 

8003170142 

0003170151 

8003240522 

0OO324OS26* 

6003280344 

8003260409 

8003270441 

6003270433 

6003260060 

60032B0063 

8003280065 

6003260069 

6003260090 

6003200090 

8003280114 

6003310017* 

0003030015 

8003030034 

0003180490 

8003070237 

8003070304 

8003200004 

B003310219 

8003200029* 

8003200368 

6003240249* 

8003240066* 

B003240066* 

6003240066* 

6003240074# 

6003240074* 

8003240074* 

6003040697 

6003040697 

8003040705* 

6003040703* 

8003190803* 

0003170099 

0003130449* 

0003270120 

0002130552 

6002130972# 

6003040053* 

8003030036 

B00305003B# 

6003050033 

B0030S0161 

0003050173 


6UDJECT 

CATEGORY 


50-SBO 8 
SO-'Sei S 
90“33a P 
30-201 8 

50-201 P 

50-336 P 
50-330 P 
50-336 0 

50-336 6 

30-339 « 

50-339 A 
50-200 0 

PR 
PR 

FOIA 

50-62 0 

50-367 0 

50-367 0 

90-367 0 

50-367 0 

30-367 0 

50-271 F 

50-271 F 

50-271 F 

50-397 A 

50-508 Q 

50-908 0 

90-460 0 

50-908 0 

30-397 0 

50-397 0 

90-397 0 

50-397 0 

90-508 S 

50-906 8 

50-460 0 

50-397 Q 

90-397 0 

50-397 9 

50-397 9 

50-900 A 

NUREO 
90-908 0 

90-509 Q 

50-377 0 

90-460 Q 

50-460 0 

50-808 Q 

50-460 0 

50-460 0 

90-397 0 

90-397 T 

FOIA 
FOIA 

90-27 F 

PR 

50-922 H 

WASTE MOT 
State Prog 
CONTRACT 

NUREO 
CONTRACT 
90-3 0 

90-3 0 

90-3 0 

90-3 0 

50-3 0 

90-3 0 

90-449 0 

50-449 0 

90-449 0 

90-449 0 

30-449 0 

30-3 0 

50-206 P 

40- L 162 

TOPREP 

TOPREP 

70-1143 

70-1143 

70-1143 

XPORTLIC 

70-1191 

XPORTLIC 


AUTHOR 

AFFILIATION 


West inghouse Electric Corp » Wgoniing 
Mineral Corp 


Westinghouse Operating Plants Ouners 
Croup 


Weston Oeophytical Corp 

Widoffi Reager« Seltroulti it Adler 


Wirth Atsoclatesi Inc 
Wisconsin Electric Power Co 


Wisconsin Power I Light Co 


Wisconsin Public Service Corp 


ACCESSION 

NUMBER 


8003050204 
8003060739 
8003070256 
8003110569 
6003 120422 

6003130001 

0003130226 

8003130973 

6003170456 

8003100217 

6003160228* 

6003160333* 

6003180933 

6003190224 

6003190779 

6003200116 

8003200149# 

8003210426# 

8003240259 

6003250397# 

6003250407 

6003270366 

6003260163 

6003260206 

0003280527 

6003040064 

8003120737 

8003130236 

6003190011 

0003210199 

6003240166 

6003280144 

6003170296 

8003160499 

S003240440 

8003090459# 

0003040691 

6003130171 

6003240001 

0003210046* 

6003030509# 

6003030916 

8003050502 

8003060547 

6003060547 

6003060949* 

8003060949* 

8003070397 

8003070357 

6003070359# 

6003070399# 

6003110649 

6003170416 

0003170421# 

8003160406 

8003160914 

6003160538 

6003160942* 

6003190973 

B003200434 

0003200441* 

6003240993* 

8003260372 

8003310401 

8003030197# 

6003090496* 

6003030197# 

8003050450 

8003050464# 

6003050467# 

0003050491 

8003050496# 

8003060559 

8003060962# 

8003110680 

6003110662* 

6003160494 

6003180960 

6003180964* 

6003180636 

6003290211 

8003290449 

8003260549 


BUOJECT 

CATEGORY 


XPPflTLIC 
50-574 0 

xpoutlic 

TOPHEP 

TOPREP 

71-6400 

XPOfiTLiC 

TOPREP 

TOPREP 

TOPREP 

TOPHLI' 
90-537 A 
TOPREP 

70- 1143 

71- 9032 

PR 

lOCFR 

30-330 P 
70-1191 
30-409 0 

70-1191 
TOPREP 
XPDRTLIC 
XPDHTLIC 
90-263 P 

40-0502 

40-0903 

40-0903 

40-0304 

40-0304 

40-0903 

40-0903 

TOPRrP 

TOPRHP 

TOPRIiP 

90-29 P 
90-209 0 

90-20? 0 

90-20? 0 

roiA 

50-266 O 
90-266 P 
90-266 P 
90-266 R 
30-26 h H 

90-366 H 
90* 266 R 
90-266 R 
go-2hb R 
90-266 R 

50-266 R 
50-266 Ca 
90-301 O 
50-301 D 
50-301 Q 

50-301 f 
90-266 ft 
50-266 R 
90-266 P 
90-301 H 

50-301 II 
90-366 Oi 
90-366 P 
90-366 O 
90-309 R 

90-309 ft 
90-309 ft 
90-309 d 
90-309 a 
30-309 fl 

50-309 H 
50-309 ft 
50-309 a 
50-309 a 
50-309 a 

50-309 a 
90-309 P 
50-309 a 
50-309 a 
50-309 % 

90-309 d 
90-309 P 
50-309 ft 



CORPORATE SOURCE INDEX 


443 


AUTHOR 

ACCESSION 

SUDJECT 


AUTHOR 


ACCESSION 

SUBJECT 

AFFILIATION 

liUMDER 

CATEOORY 

AFFILIATION 


HUMBER 

CATEODRY 


eooaa&D5B9 

ao-309 

8 

Yankea Atonic Electric Co 


8003030415 

50-29 


B0032&QA03e 

50''303 

0 



80030304 17» 

50-29 


eoaasAo&i&a 

30~30& 

S 



8003040110 

PR 


ao<aa2&o62iM 

30“ao5 

8 



0003040277 

50-29 


8Oa3Sd>0f>25a 

50-305 

8 



0003040405 

50-29 


0003270376 

90-305 

P 



B003040560 

50-29 


8003200463 

90-309 

P 



0OO3O4O96Ba 

50-29 


8003310109* 

90-266 

H 



0003050452 

50-29 


G0033 10311 

90-305 

0 



G0<03070046 

PR 


G003310316* 

90-305 

S 



0003120575 

50-29 

Vlt»coti*ln Environmental Oecad« 

80030-10914 

90-266 

0 



8003120575 

50-29 

0003090263 

90-266 

0 



0003130496 

50-29 


8003060999 

90-266 

H 



0003130499a 

50-29 


8003140143 

50-266 

0 



0003140214 

50-29 

Woodujrd-Clgd* Con»olt«nt»* Inc 

8003180476* 

90-3 

R 



0003170253 

50-29 

Hvoming Mineral Corp 

S0031 80731 

40-9502 




8003170423 

50-29 

0003190797 

40-B502 




0003170425# 

50-29 


0003190028 

40-8902 




0003200191# 

lOCFR 


8003210193 

40-8902 




8003210576# 

50-27 1 

Hyoming* State of 

8003130649 

40-8721 




B0032403B9 

SO- 29 


8003200006 

40-4492 




0003240450 

50-29 


0003240099 

40-0502 




8003240455# 

50-29 


0003250485 

40-0380 




BOO 32 50053 

50-29 


00032701 13« 

40-1162 




0003250549 

SO-29 


0OO32BO66O 

40-4492 




0OD33 10247 

50-29 




REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50'320 P. The docket subject 
categories are defined In Appendix A, 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS. These cate' 
gorles are defined In Appendix B and listed In the Contents. 


REPORT 

NUMBER 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

OTHER REPORT 
' NUMBER 

07-90-02 R2 


0003160495* 

50-302 

P 

257HA71B 


9003090906* 

90-237 

P PAR-67 

O'SOtSC 


6003140242* 

90-299 

P 

420-79 127 


6003050229* 

90-133 

R 

420-79 99 


6003090221* 

90-133 

R 

79-4 


6003140375* 

50-399 

n 

9003120616 


6003120618 

RE8 


9003120623 


6003120623 

REB 


9003120629 


6003 1 20629 

RES 


8003120634 


6003120634 

RE6 


8003120639 


6003120639 

REB 


8003120659 


6003120699 

REB 


6003130600 


6003130690 

RE6 


6003170146 


6003170140 

RES 


8003190641 


6003180641 

REB 


6003240092 


6003240092 

RES 


6003260430 


6003260430 

REB 


6003260436 


6003260436 

REG 


8003260649 


6003260649 

RES 


8003260690 


6003260690 

RES 


8003260652 


6003260692 

RES 


8003270170 


6003270170 

RE8 


8003270396 


600327039Q 

RES 


8003260966 


60D32G0566 

RES 

aRKIL/EO/El0-12O 

8003260972 


6003290972 

REB 

ORNL/ED/ElD-1 19 

8003290979 


6003290979 

RES 


8003290977 


6003290977 

RES 

OnNU/€D/'EID-l2l 

8003310192 


6003310192 

RES 


8003310199 


6003310199 

REB 


31A0036 R1 


0003210409* 

90-40? 

F 

ACNP-66941 


0003190371* 

90-40? 

Q 

ANfL-79-46 


0003190202 

PR 

W-3l“lO9-eNO-30 

ANL-70-8 


0003110041 

PR 


ANL-79-aO 


0003110032 

PR 


ARH-26B8 


0003110042 

PR 


B-600-366-79 


0003190928* 

TGPREP 


BAU-1014a 


0003290292* 

TOPREP 


BAU-1969 


0003180210* 

90-270 

P 

0 AN- 1607 


6003290276* 

90-302 

P 

ban-1610 


0003040498* 

90-302 

P 

ban-1610 


0003060415* 

TOPREP 


BAN-391 


0003310193* 

70-624 

19&DB 

BNNL-20gi PART 2 


000311003? 

PR 


BVTR-l-OA 


8003060994* 

TOPREP 


CPC-l-A VI R0 


8003170160* 

TOPREP 


GRDRP'"3 V2 


6003310164* 

90-937 

A 

DOE/e IB-0023 


8003110031 

PR 

DOE/Eia 0023 

DOE/eR-0004/D 


6003110066 

PR 


D0E/ET-‘0094 


8003100220 

PR 


DP- 1943 


0003290197* 

70-794 


dp-1944 


8003100130* 

70-1297 

EPA-920/4-76-017 


6003110036 

PR 

PO 29? B97 

EPA-920/4-76-017 


8003180209 

PR 

EPA 92074-76-01 

EPA-920/4-79-007 

VA 

800310014? 

PR 

EPA 68-01-4470 

EPA-920/4-79-007 

VB 

0003100263 

PR 



An asterisk following the accession number in this Index 
Indicates that the document Is an enclosure to another 
document To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents/' 


REPORT 

MUMPER 

ACC E SB ION 
NVhtaER 

SUBJECT 

CATECORV 


OTHER REPORT 
NUMBER 

EPA- 92 0/4-79- 007 VC 

6003190146 

PR 



EPA-920/6-7e-007-D 

8003 1 801:61 

PR 



EPA- 52 0/6-76-007-0 

8003180166 

PR 


EPA S20/6 -70-07 

EPA-S20/6-7a-007-Q 

0003180170 

PR 



EPA-520/9-73-003-D 

8003110128 

PR 


PD235B04 

EPA-920/9-73-OOa-D 

0003180106 

PR 



EPA-920/?-73-OOa-C 

0003110027 

PR 


PD239S0g 

EPA-920/9-73-003-C 

0003180266 

PR 



EPA-520/9-73-003-D 

G0031 10032 

PR 



EPA-920/9-73-003-D 

8003180170 

PR 



ERDA- 1 537 

0003110023 

PR 



eRPA-7 7-42/1 VI 

8003110037 

PR 



ER DA-7 7-42/2 

0003110057 

PR 



ERDA-? 7-43 

8003110098 

PR 



ERDA-77-44 

8003190230 

PR 



ETR-IOOl R0 

8003190327* 

TOPREP 



0A-A13O10A 

8003100201* 

TOPREP 



OA-D 19369 V2 

8003190488* 

30-267 

P 


OA-DI 9369V 1 

8003190483* 

90-267 

P 


OAl-TR-106 R2A 

0003240399* 

TOPREP 



1C1979 

8003270425* 

TOPREP 



INIS-MF-50IO V2 

0OO31GO26O 

PR 



JPA-J 11-013-01 

8003140239* 

50-70 

P 


JPL 77-99 VI 

8003190269 

PR 



JPL 77-9? V2 

8003190275 

PR 



LA-674 1-113 

0003110043 

PR 


UC41 

LDL-7022 

9003100226 

PR 


T1D-4500-R66 

LDL-7092 

0003110030 

PR 


0AC-O2 

LBL-7062 

0003180241 

PR 



LDL-7073 

0003110033 

PR 


SAC- 10 

LaL-7073 

8003190237 

PR 


BAC-10 

L0L-70e2 VI 

0003110044 

PR 



UDL-70B2 V2 

8003100281 

PR 


SAC -09 

N10 17-1973 

8003070114* 

ACR5 



NEDO- 10909-3 

8003040319* 

TOPREP 



NEDO-24081 

800310021?* 

90-277 

P 


NEDO-24Dai 

8003100224* 

90-277 

P 


NEDO-24146A 

8003270372* 

90-249 

P 


NEOO-24146A 

0003240471* 

90-237 

P 

79NED273 

NEOO-24231 

0003100215* 

90-277 

P 


NEDO-24237 

8003100227* 

90-277 

P 

SDNE0296 

NED0-S4242 

8003110034* 

90-333 

P 

aONED260 

NEDa-2470a 81 

8003240324* 

TOPREP 



NE8 81A0028 

8003200469* 

90-409 

P 


NL0-&3 Rl 

8003310046* 

71-244 


19994 

NBAC-3 

8003140392* 

90-302 

P 

INPO-1 

NUREO-0020 V4 N1 

8003170143 

NUREO 



NUREO-0094 

8003060448 

50-437 

E 


NUREO-0094 

8003100046* 

50-437 

E 


NUflEO-0330 V4 N1 

8003290993 

NURE? 



NUrREO-0380 V4 N2 

8003100177 

NUREO 



NUREO-O3a6 31 

8003140128 

NUREO 



NUREO-0460 V4 

8003270076 

NUflEG 



NURGO-0943 

8003110309 

NUREO 



NUnEO-0969 

8003060494 

NUREO 




445 



446 


REPORT NUMBER INDEX 


REPORT 

MUnOER 

ACCESS I ON 
NUMOER 

SUBJECT 

CATEOORy 

OTHER REPORT 
NUMBER 

NUflEO-0565 

B0O3I 00231 

NUREO 



NUREO-0620 

80031 70009* 

50-327 

P 


NUREO-0626 

8003110304 

NUREO 



NUREQ-0627 

0003250163 

70-139 



NUREG-062B 

8003120399 

NUREO 



NUREG-0^30 

B00317037H 

50-320 

P 


NUfiEO-0635 

8003(10317 

NUREO 



NUREO-06 45 VI 

8003140205 

NUREO 



NUREC-0^^45 V2 

8003140212* 

NUREO 



NURE0-D64& 

9003040292 

NUREO 



NURE0~0i>49 

BOO 3250 4 62 

NUREO 



NURE0-O&S6 

6003140133 

NUREO 



NUREC-0657 

6003120610 

NUREO 



NUR£0“0&5a 

6003170012* 

50-327 

P 


NUReO-0&f.O 

6003240590* 

50-320 

P 


NUREa-0462 

80032B0641 

50-320 

P 


NUREG-0663 

8003270152* 

50-280 

P 


NURE0/CR-aU4 

8003180256 

PR 


QRNL/NUREO/TM-8 

NUREG/CR-031B 

8003310101* 

FOIA 


PNL-2494 

NUnEO/CR-0'197 

0003250419 

NUREO 


TREE- 1260 R1 

NUREO/Cft-0619 

8003040254 

NUREO 


DNL-NUREO-5095 

NUREO/CR-0642 

8003040336 

NUREO 



KUREO/CR-0749 

8003200453 

NUREO 


PNL-3075 

NUReo/CR-0795 

8003260133 

NUREO 



NUREO/CR-0797 

6003030224 

NUREO 


PNU-2979 

NUREO/CR-0003 

6003200366 

NUREO 



NURE0/CR-0e57 

8003030221 

NUREO 


BNL-NURE8-51026 

NUREO/CR“O0i7 

8003120427 

NUREO 


DNL-NUREO-51O30 

KUReO/CR-0933 

6003120210 

NUREO 


BNU“NURE0-510a9 

NUREO/CR-0977 

6003250174 

NUREO 



NJREO/CR-1037 

6003040333 

NUREO 


BNL-NUREO-91023 

NJRE0/CR-I039 

6003200322 

NUREO 


ORNL/NUREO/TH-3 

NJ3E<J/CR-1053 

6003040246 

NUREO 



NURE0/CR~10&0 

6003100129 

NUREO 



NUREO/CR-1064 

6003D40323 

NUREO 



NURE0/CR~108i 

8003250394 

NUREO 


FDDU-2ia-Z 

NURe0/CR-l099 

6003250305 

NUREO 


PNL-3177 

NUHE0/CR-n27 

6003250425 

NUREO 


NRL 4121 

NUREO/CR-l 127 

6003170123 

NUREO 



NUREG/CR-nsa 

6003040327 

NUREO 



Nl/REO/CR-1 HO VI 

8003200346 

NUREO 


UCRL-52712 

NUREO/CR-1 140 V2 

6003250499 

NUREO 


UCRL-52712 

NJREO/CR-1 145 

6003270245* 

NUREO 


EOO-2007 

NUREO/CR-1 147 

8003100163 

NUREO 


QnNL/NUREa/TM-3 

NUREO/CR-l 199 

0003100199 

NUREO 


LA-ai69-MB 

NUREO/CR-lSOl 

6003100204 

NUREO 


LA-B171-PR 

NUREG/CR-1204 

0003120^33 

NUREO 


WRC-01-70-012 

NUREG/CR-1S13 

0003090131 

NUREO 


PNL-a077 

NURE0/CR-123& 

B0032S0760 

NUREO 


EOO-2014 

NUREO/CR-IS47 

0003120^67 

NUREO 


AT 149-24) -0366 

NURE0/CR-1SS5 

6003350390 

NUREO 


8AND79-a05a 

NURE0/CR-185a VI 

0003250276 

NUREO 


UC ID-10123-79-3 

NUfiEO/CR-1259 

00031 10285 

NUREO 



NURE0/CR“12i7 

0003140220 

NUREO 



NUREO/CR-1279 

0003280652 

NUREO 


UCRL-52729 

NUREO/CR-120fc 

0003100186 

NUREO 



NUREO/CR“1290 

6003050642 

NUREO 



NURE0/CR“iai3 

6003190101 

NUREO 


NRC-04-77-011 

NUREG/Cfi-1314 

0003200350 

NUREO 



NUREG7CR~1317 

0003270057 

NUREO 



NUREO/CR-1319 

8003140122 

NUREO 


NRC-04-76-a93-3 

KUREO/CR-1025 

0003300328 

NUREO 


PNL-NUREO-51 147 

MURE0/CR~1326 

0003200316 

NUREO 


BNL-NUREO 91148 

NUREO/CR^ISSB 

9003200364 

NUREO 


NRC-04-76-319 

NUREO/CR-1336 

8003270064 

NUREO 




REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

OTHER REPORT 
NUMBER 

NUfiEO/CR-1341 

B0032S0270 

NUREO 



NUflE0/CR-ia62 

6003250168 

NUREO 


EOO-EA-5092 

Nva-ia5 R1 

8003310492 

PR 



□NHI-9 

8003110053 

PR 



ORNL-TM-3619 

8003110009 

PR 



ORNL-TM-3965 

800311 001 S 

PR 



QRNL-TM-4a24 

6003110006 

PR 



aRNL-TM-4631 

6003110019 

PR 



aRNL/ENO/TM-3/Al 

6003210227* 

71-5597 



ORP/CBD 79-1 

60031 602 14 

PR 



□RP/C6D-77-2 

6003 160246 

PR 


ORP/CaO 77-2 

ORP/CSD-70-2 

6003180230 

PR 



DRP/TAD-7B/2 

8003180209 

PR 


GRP/TAD-70-2 

POE- 1006-79 

6003110986* 

50-344 

R 


PNL-2965 

8003060097* 

70-1143 


UC-20E 

PNL-29B4 

8003070148* 

70-1143 


UC-20E 

PR-256 903 

B0031B0144 

PR 



RlL-06a 

8003190900 

RE8 



aAND77-1016 

8003110014 

PR 



8AND79-0531 VI 

8003110016 

PR 



8AND79-0S31 V2 

0003110029 

PR 



9ECV-75-324 

8003260407* 

SECY 



SECY- 79-296 

6003050133* 

lOCFR 



9ECY-79-296A 

8003050128* 

lOCFR 



aECY-79-3300 

B003140155 

SECY 



8ECY~79-461 

6003200234 

8ECY 



8ECY-79-504A 

8003040130 

SECY 



3ECY-79-653A 

8003210014 

SECY 



SECY-79-660 

6003200115* 

lOCFR 



9ECY-0O-O22 

8003050139* 

lOCFR 



8ECY-B0-O25 

B0030501 16* 

lOCFR 



8Scy-B0-039 

6003260404 

8ECY 



sEcy-ao-044 

8003200105* 

lOCFR 



SEcy-ao-047 

6003310352 

SECY 



&6CY-a0-06l 

8003200091* 

lOCFR 



eECY-aO-063 

6003190607 

SECY 



SECY-aO-064 

0003050099* 

lOCFR 



8ECY-0O-O6S 

0003190691 

SECY 



8ECY-0O-O74 

8003050009* 

lOCFR 



eECY-0O-O7S 

0003190970 

SECY 



6ECY-80-077 

6003200075* 

90-260 

0 


8ECY-BO-O70 

6003250162* 

lOCFR 



8ECY-S0-0e2 

6003250190* 

lOCFR 



8ECY-a0-09a 

6003250101 

SECY 



8ECY-aO-105 

8003210314 

50-320 

P 


8ECV-A-79-091A 

6003200475* 

50-443 

0 


6TI/PUB-433 VI 

6003110004 

PR 



aT17PUB-43a V2 

0003110002 

PR 



TOR- 139 

6003310207* 

50-289 

P 

RM-10 

TiD-aeai? 

6003160154 

PR 



T 1 0-26616 

80031B0174 

PR 



T 1 0-29010 

8003110035 

PR 



TR-21A 

6003290294 

TOPREP 



TR-Q-MCM-001 

6003100103* 

50-269 

P 


UCRL- 13934 

6003110010 

PR 



UBOAQ EMD-77-41 

60031 10012 

PR 



Ue08-CIRC-779 

6003110048 

PR 



VER-0209 

BOOS 120329* 

50-409 

P 


WARD-D-OaiO R1 

6003180333* 

50-537 

A 

5737A-650A-{S 

NASH-124B 

8003110099 

PR 



HCAP-9561 

6003180226* 

TOPREP 



WCAP-9662 

8002130572* 

TOPREP 



XN-NF-79-7B 

8003110591* 

50-219 

P 


yAEC-iao4 

0003040197* 

50-309 

P 


VAEC-1209 

6003210576* 

50-271 

P 


YAEC-1206 

0003030417* 

50-29 

P 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Items listed as enclosures are those indicated b/ an asterisk 
following the accession number in the indexes. The second 
coiumn gives the accession number of the principal docu- 
ment under which the enciosure is listed. Knowing the 
accession number of the principal document the date 
Issued and the category enables locating the title listing of 
the enclosure. 


ACCEB8ION 

ENCLOSURE 

NUM0ER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOQRY 

7811100230 

7011130146 

79/11/03 

90'<346 

M 

770&290101 

7906290091 

79/03/17 

90-046 

p 

7906290112 

7906290091 

79/03/17 

90-270 

p 

7906290617 

7906290609 

79/03/24 

hISC 


7909070369 

7909070962 

79/08/09 

90-320 

H 

7909270866 

7909270999 

79/08/06 

hlfiC 


79I01B0096 

7910180094 

79/07/17 

MI6C 


79102601B9 

7910260186 

79/10/13 

hI8C 


7910260222 

7910260819 

79/10/16 

MI6C 


7910260229 

7910260219 

79/10/16 

M18C 


7910300474 

7910300471 

79/10/19 

M18C 


791031Q129 

7910310119 

79/07/16 

30-346 

0 

7911060017 

7911060016 

79/10/22 

COMM IBB ION 

79120903S2 

7912090393 

79/11/30 

90-450 

A 

S00S130972 

8002130992 

80/02/06 

TOPREP 


8002200063 

6002200099 

00/01/18 

90-369 

r 

8002270471 

6002270464 

80/01/10 

70-824 


8002270477 

8002270464 

80/01/ 10 

70-824 


8002290031 

8002290029 

00/01/26 

90-10 

Q 

8002290049 

80D2290044 

00/01/20 

90-320 

P 

8003030004 

8003030001 

80/01/24 

90-317 

Q 

8003030009 

8003030001 

00/01/24 

90-317 

0 

8003030000 

8003030001 

80/01/24 

90-317 

0 

8003030010 

8003030001 

80/01/24 

90-317 

c 

8003030017 

8003030013 

80/01/21 

90-317 

Q 

0003030019 

GD03030013 

00/01/21 

90-317 

0 

8003030024 

8003030013 

00/01/21 

90-317 

0 

8003030029 

8003030013 

80/01/21 

90-317 

0 

8003030027 

0003030013 

00/01/21 

90-317 

<k 

8003030032 

0003030013 

00/01/21 

90-317 

0 

8003030041 

8003030036 

00/01/10 

70-371 


8003030048 

8003030039 

00/01/10 

70-371 


8003030047 

B003030D3B 

00/01/10 

70-371 


8003030049 

8003030043 

00/01/23 

MI9C 


8003030092 

8003030036 

00/01/18 

70-371 


6003030097 

6003030091 

00/01/00 

90-449 

0 

8003030090 

8003030099 

00/02/12 

90-263 

p 

8003030061 

8003030099 

00/02/ 12 

90-263 

p 

8003030063 

8003030099 

00/02/12 

90-263 

p 

8003030069 

6003030099 

00/02/12 

90-263 

p 

6003030070 

0003030066 

80/01/31 

90-299 

p 

0003030074 

8003030068 

00/01/31 

90-299 

p 

0003030076 

B00303D073 

80/02/26 

90-367 


0003030070 

8003030073 

00/02/26 

90-367 

0 

8003030080 

8003030068 

00/01/31 

30-299 

p 

8003030087 

8003030083 

00/02/13 

90-299 

p 

8003030009 

8003030003 

00/02/13 

90-299 

p 

8003030092 

8003030003 

00/02/13 

90-299 

p 

6003030099 

8003030096 

00/01/20 

90-289 

p 

8003030104 

8003030100 

79/12/20 

90-322 

0 


The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 60-320 P. The docket subject 
categories are defined In Appendix A, 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUNBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I 88UE0 

SUBJECT 

CATEGORY 

0003030167 

8003030161 

80/02/22 

90-195 

0 

8003030174 

8003030161 

80/02/22 

90-155 

Q 

0003030197 

6003030163 

80/02/29 

90-309 

R 

8003030206 

8003030202 

00/02/29 

90-399 

K 

8003030220 

8003030214 

80/02/09 

TOPREP 


8003030239 

8003030230 

80/01/30 

40-6697 


8003030341 

8003030334 

80/01/29 

40-8602 


8003030370 

8003030369 

80/02/25 

90-953 

8 

8003030300 

8003030301 

80/02/29 

90-317 

S 

8003030399 

8003030397 

80/02/22 

90-316 

9 

8003030401 

8003030400 

80/02/28 

90-263 

R 

8003030402 

8003030400 

80/02/28 

90-263 

R 

8003030410 

8003030407 

80/01/04 

90-369 

8 

8003030417 

8003030419 

80/02/27 

90-29 

P 

8003030423 

8003030417 

80/02/25 

90-324 

a 

0003030442 

8003030434 

80/02/20 

90-324 

8 

6003030499 

8003030490 

80/02/26 

90-260 

a 

0003030470 

8003030463 

80/02/21 

90-336 

8 

8003030474 

8003030473 

80/02/22 

90-331 

8 

8003030482 

8003030478 

80/02/29 

90-244 

p 

6003030489 

8003030486 

80/02/11 

90-302 

a 

8003030499 

8003030474 

60/02/27 

90-334 

p 

0003030904 

8003030474 

80/02/27 

90-334 

p 

8003030309 

8003030901 

80/02/26 

90-266 

G 

8003030319 

8003030911 

80/02/11 

90-329 

8 

B003030028 

8003030924 

80/02/12 

90-329 

8 

0003030930 

8003030932 

80/02/22 

90-368 

a 

0003030940 

8003030932 

80/02/22 

90-368 

a 

0003030994 

8003030948 

80/02/26 

90-200 

8 

8003030966 

8003030998 

80/02/22 

90-324 

8 

8003030967 

8003030960 

80/02/27 

90-329 

8 

00 03030960 

0003030951 

80/02/29 

90-321 

R 

8003030972 

8003030563 

80/02/27 

90-270 

0 

0003030900 

8003030571 

60/02/26 

90-282 

0 

0003030994 

0003030909 

80/02/22 

90-329 

a 

0003030621 

8003030613 

80/02/03 

90-320 

0 

8003040007 

8003040002 

80/03/03 

90-289 

P 

8003040009 

8003040009 

80/02/29 

XPDRTLIC 


8003040010 

0003040003 

80/02/12 

70-687 


8003 04001 3 

8003040004 

eo/ot/2B 

30-320 

P 

8003040014 

0003040009 

80/02/29 

JIPDRTLIG 


8003040016 

0003040003 

80/02/12 

70-687 


8003040018 

0003040012 

80/02/12 

90-483 

Q 

8003040020 

0003040003 

80/02/12 

70-687 


0003040023 

0003040022 

80/02/19 

90-289 

0 

0DO3O4OO26 

0003040003 

80/02/12 

70-607 


0003040033 

0003040030 

80/01/28 

90-394 

6 

0003040034 

0003040031 

80/02/07 

90-272 

Q 

0003040036 

0003040031 

80/02/07 

90-272 

Q 

0003040041 

0003040031 

80/02/07 

90-272 

a 
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ACCESS I ON NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

cateodry 

0003040045 

0003040031 

80/02/07 

50-272 

Q 

00030406 1 4 

8003040607 

80/02/27 

50-259 

8 

0003040047 

8003040044 

79/08/03 

70-364 


8003040616 

8003040609 

80/02/26 

50-346 

8 

8003040051 

8003040031 

80/02/07 

50-272 

Q 

0003040619 

8003040600 

00/02/25 

30-312 

S 

8003040055 

0003040052 

79/11/07 

70-1143 


8003040621 

B003040615 

00/02/29 

50-245 

R 

0003040074 

0003040070 

00/02/11 

50-412 

0 

0003040625 

0003040620 

00/02/20 

30-302 

R 

0003040077 

8003040070 

80/02/1 1 

50-412 

Q 

0003040629 

8003040622 

80/02/20 

50-330 

S 

0003040079 

8003040070 

80/02/ 11 

50-412 

Q 

8003040631 

6003040623 

00/02/26 

50-286 

6 

8003040003 

0003040070 

60/02/11 

50-412 

Q 

8003040632 

6003040620 

00/02/20 

50-302 

R 

0003040094 

0003040090 

79/06/17 

70-135 


0003040634 

6003040627 

00/02/20 

50-330 

5 

B003040095 

8003040066 

60/02/ 11 

CONTRACT 


0003040630 

0003040620 

80/02/20 

50-302 

R 

0003040096 

8003040092 

00/02/12 

50-272 

0 

0003040644 

0003040636 

80/02/20 

50-280 

S 

8003040090 

BOD3040092 

80/02/12 

50-272 

0 

0003040650 

0003040640 

00/02/28 

50-200 

8 

0003040101 

0003040092 

00/02/12 

50-272 

Q 

0003040652 

6003040642 

00/02/29 

30-206 

S 

0003040105 

0003040099 

00/02/22 

CONTRACT 


0003040655 

6003040649 

00/02/28 

30-302 

s 

0003040106 

8003040092 

00/02/12 

50-272 

Q 

8003040661 

B003040657 

00/02/20 

50-344 

Q 

8003040113 

0003040109 

80/01/21 

70-1201 


8003040663 

6003040659 

00/02/20 

50-344 

Q 

8003040118 

00 03040109 

60/01/21 

70-1201 


8003040666 

6003040659 

80/02/20 

50-344 

0 

0003040120 

8003040112 

79/11/02 

70-135 


8003040668 

6003040659 

80/02/20 

50-344 

0 

0003040120 

0003040124 

80/01/21 

50-77 

0 

6003040672 

8003040669 

80/02/1 1 

XPORTLIG 


0003040134 

0003040112 

79/11/02 

70-135 


8003040673 

8003040659 

60/02/20 

50-344 

0 

0003040135 

00 03040112 

79/11/02 

70-135 


0003040677 

8003040659 

00/02/28 

30-344 

0 

8003040137 

8003040112 

79/11/02 

70-135 


0003040600 

6003040675 

00/02/21 

50-273 

0 

8003040140 

0003040112 

79/11/02 

70-135 


0003040682 

0003040664 

79/10/16 

50-339 

A 

0003040155 

0003040149 

80/02/11 

50-259 

P 

0003040683 

8003040659 

80/02/20 

50-344 

0 

0003040172 

0 003040166 

00/02/20 

50-346 

R 

0003040684 

0003040675 

80/02/21 

50-275 

Q 

6003040101 

0 003040176 

60/02/15 

PROJ 


6003040600 

0003040659 

00/02/28 

50-344 

0 

0003040163 

8003040170 

80/02/27 

50-261 

R 

BOO3O4O609 

8003040675 

00/02/21 

50-275 

Q 

0003040197 

8003040193 

80/02/29 

50-309 

P 

0003040693 

8003040675 

00/02/21 

30-275 

Q 

6003040206 

0003040201 

eO/02/21 

contract 


0003040696 

6003040690 

00/02/06 

70-25 


0003040216 

8 003040212 

80/02/26 

50-275 

F 

0003040699 

6003040692 

80/02/28 

50-209 

0 

8003040223 

8003040216 

60/02/14 

50-327 

H 

0003040705 

0003040697 

00/02/11 

50-445 

0 

8003040220 

8003040220 

60/02/20 

50-490 

0 

8003040706 

0003040701 

00/02/ n 

50-320 

H 

0003040230 

8003040130 

60/02/05 

SECY 


8003040710 

0003040701 

00/02/ n 

50-320 

H 

0003040255 

0003040242 

80/02/15 

50-320 

H 

8003040712 

0003040697 

00/02/ 1 1 

30-445 

0 

0003040264 

0003040257 

80/02/14 

CONTRACT 


0003040716 

6003040709 

00/02/20 

70-1300 


6003040265 

0003040250 

80/02/22 

50-206 

R 

0003050015 

B003050009 

80/02/15 

50-320 

0 

0003040305 

0003040299 

00/02/26 

50-298 

P 

0003050016 

0003050009 

00/02/15 

30-320 

0 

0003040314 

8003040309 

00/02/29 

TOPREP 


0003050020 

8003050014 

00/02/29 

50-346 

0 

8003040319 

B003040309 

60/02/29 

TQPBCP 


0003050026 

0003050014 

00/02/29 

50-346 

6 

0003040414 

0003040412 

60/02/21 

50-312 

P 

8003050027 

0003060025 

79/10/15 

70-1257 


6003040415 

0003040413 

60/02/27 

50-261 

R 

0003050029 

8003050023 

80/01/04 

50-271 

0 

8003040417 

8003040413 

60/02/27 

50-261 

R 

0003050032 

0003050014 

00/02/29 

50-348 

3 

8003040422 

8003040420 

60/02/28 

50-202 

R 

0003050037 

0003050030 

00/02/15 

50-269 

0 

8003040426 

0003040420 

60/02/26 

50-282 

R 

8003050030 

0003050036 

79/10/17 

70-1143 


6003040435 

0003040431 

60/02/20 

50-302 

P 

8003050040 

0003050014 

80/02/29 

50-340 

S 

6003040443 

0OD3O4O43B 

80/03/01 

50-290 

R 

0003030045 

0003050014 

00/02/27 

50-346 

5 

0003040466 

0003040460 

60/02/21 

40-3392 


0003050047 

0003050034 

79/12/20 

50-322 

Q 

0003040472 

0OD3O4O46B 

80/02/21 

50-331 

R 

8003050050 

0003050044 

79/09/07 

70-135 


8003040476 

0003040469 

60/02/27 

50-271 

8 

8003050055 

8003050014 

80/02/27 

50-340 

8 

8003040470 

0003040474 

60/02/27 

50-250 

P 

0003050039 

6003050036 

79/07/U 

70-364 


6003040465 

8003040461 

60/02/25 

50-262 

R 

0003050060 

8003050054 

00/01/03 

50-317 

Q 

8003040486 

0003040483 

80/02/21 

50-331 

n 

8003050063 

0003050014 

00/02/29 

30-340 

S 

8003040496 

0003040490 

00/02/29 

50-329 

0 

8003050067 

8003050056 

79/07/11 

70-364 


0003040490 

B0030404B4 

00/02/26 

50-302 

p 

0003050079 

8003050072 

80/01/02 

50-307 

a 

0003040507 

8003040501 

80/02/29 

50-200 

R 

0003050081 

6003030077 

00/02/22 

71-348 


8003040510 

0003040502 

60/02/29 

50-333 

S 

000305000? 

8003050073 

00/02/20 

lOCFR 


0003040512 

0003040504 

00/02/22 

50-237 

6 

8003050095 

0003050073 

00/02/20 

lOCFR 


8003040522 

Q003040S15 

60/02/29 

90-340 

R 

8003050097 

0003050093 

60/01/15 

50-346 

Q 

8003040523 

0003040513 

00/02/26 

50-316 

8 

8003050090 

8003050094 

80/02/02 

50-346 

0 

800G040526 

8003040521 

60/02/26 

50-373 

A 

0003050100 

0003050005 

80/01/24 

50-243 

Q 

8003040534 

0003040513 

60/02/28 

50-316 

6 

0003050102 

B003050101 

79/00/01 

70-135 


8003040537 

8003040527 

60/02/20 

50-331 

0 

0003030103 

0OO3OSOO73 

00/02/20 

lOCFR 


8003040539 

0003040531 

00/02/25 

50-249 

S 

8003050104 

8003050099 

80/02/00 

50-387 

0 

8003040543 

B003040513 

00/02/28 

50-316 

6 

8003050105 

8003000085 

80/01/24 

50-243 

0 

8003O40S4B 

0003040404 

00/02/26 

50-295 

R 

0003050106 

0003050093 

00/01/15 

30-346 

0 

8003040554 

0003040547 

00/02/19 

50-265 

6 

0003050107 

0003030005 

00/01/24 

50-245 

Q 

6003040555 

0003040545 

80/02/26 

50-366 

8 

0OO3OSO11O 

0003030073 

80/02/20 

lOCFR 


0003040556 

0003040540 

80/02/28 

50-324 

R 

8003050112 

0003050085 

00/01/24 

30-245 

0 

8003040563 

0003040552 

00/02/26 

50-321 

S 

0003050114 

8003050092 

79/11/19 

70-1143 


6003040565 

0003040559 

00/02/27 

50-277 

R 

00030501 16 

0003050073 

00/02/20 

lOCFR 


6003040560 

8003040560 

00/02/27 

50-29 

8 

0003050117 

0003050109 

80/02/20 

30-206 

0 

0003040571 

S003040564 

00/02/29 

50-255 

P 

8003050 U 9 

0003050109 

00/02/20 

30-206 

0 

0003040572 , 

8003040561 

00/02/25 

50-321 

8 

B003050122 

8003050107 

00/02/20 

50-206 

Q 

0003040576 

6003040564 

60/02/29 

50-255 

P 

0003050123 

B003050073 

00/02/20 

lOCFR 


0003040582 

G003040570 

00/02/27 

50-316 

8 

8003050124 

0003030120 

80/02/20 

CONTRACT 


8003040590 

0003040579 

60/02/28 

50-346 

8 

8003050125 

0003050115 

80/02/14 

71-5450 


6003040599 

0003040587 

00/02/25 

50-219 

S 

0003050126 

0003050109 

00/02/20 

50-206 

Q 

8003040601 

0003040592 

00/02/27 

50-296 

8 

0003050120 

0003050073 

00/02/20 

lOCFR 


6003040603 

6003040594 

80/02/27 

50-324 

0 

8003050133 

8003050073 

00/02/20 

lOCFR 



8003040597 

60/02/20 

80-346 

8 

0003050134 

6003050132 

80/02/14 

50-335 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESS ION NUMQER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

00000901 3& 

8003090073 

80/02/20' 

lOCFR 


B003050139 

8003090073 

80/02/20 

lOCFR 


0003090163 

8003090194 

80/02/14 

70-020 


0003090171 

8003090194 

80/02/14 

70-820 


0003090172 

0003090165 

80/02/12 

70-2623 


3003090192 

8003050188 

80/02/29 

90-313 

R 

8003090193 

8003090187 

80/02/19 

90-528 

0 

8003090196 

0003090187 

80/02/19 

90-920 

Q 

8003090200 

8003050187 

80/02/19 

50-928 

Q 

8003090207 

8003090203 

80/03/03 

50-280 

P 

8003090218 

0003050212 

80/02/29 

50-133 

R 

8003090221 

8003050212 

80/02/29 

90-133 

R 

8003090225 

8003050216 

00/02/ IS 

90-209 

0 

8003090227 

8003090222 

00/02/21 

71-6697 


8003050228 

8003050212 

80/02/29 

90-133 

R 

8003090235 

8003090233 

00/02/20 

71-5926 


8003090236 

8003090231 

80/02/22 

90-275 

A 

8003090241 

8003090240 

80/02/14 

lOCFR 


8003090243 

8003090237 

80/02/29 

90-3 

R 

8003090249 

8003090242 

80/02/20 

71-6307 


8003090247 

8003090244 

80/02/22 

lOCFR 


8003090249 

8003090238 

80/02/14 

90-320 

0 

8003090294 

8003090291 

80/02/22 

lOCFR 


8003090295 

8003090292 

80/01/14 

XPDRTLIC 


8003090298 

8003050293 

80/02/19 

90-289 

0 

8003090259 

8003090296 

80/02/13 

90-293 

Q 

8003090261 

8003090290 

80/01/24 

90-330 

a 

8003090269 

8003090296 

80/02/13 

90-293 

Q 

8003090269 

8003090262 

79/12/20 

70-371 


8003090271 

8003090268 

80/02/20 

90-330 

0 

8003090281 

8003090277 

80/01/24 

90-269 

0 

8003090288 

8003050289 

80/01/24 

90-390 

0 

8003090297 

8003090291 

80/01/24 

90-918 

Q 

8003090309 

8003090300 

00/01/17 

70-33 


8003090307 

6003090299 

79/08/31 

90-430 

A 

8003050312 

8003090300 

80/01/17 

70-33 


6003090316 

8003090231 

80/02/22 

90-279 

A 

8003090320 

0003090318 

79/09/07 

70-139 


8003090321 

0003090231 

80/02/22 

90-*275 

A 

8003090333 

8003090327 

80/02/18 

90-327 

3 

8003090339 

8003090231 

80/02/22 

90-275 

A 

0003090337 

8003090329 

60/02/20 

90-330 

Q 

0003090344 

8003090329 

80/02/20 

90-330 

a 

0003090347 

8003090231 

B0/Q2/22 

90-275 

A 

0003090349 

8003090341 

BO/Ol/at 

90-340 

a 

8003090392 

8003090329 

00/02/20 

50-330 

Q 

8003090394 

8003090231 

80/02/22 

50-279 

A 

8003090399 

8003090329 

80/02/20 

90-338 

Q 

8003090360 

8003090399 

80/01/17 

90-299 

Q 

9003090364 

8003090231 

80/02/22 

FPIA 


8003090373 

8003090370 

00/02/20 

90-249 

0 

8003090374 

8003090372 

00/02/20 

80-340 

P 

8003090301 

0003090377 

80/02/22 

90-109 

n 

8003090419 

8003090417 

80/02/06 

90-294 

R 

8003090423 

0003090417 

80/02/06 

90-294 

R 

8003090430 

8003090426 

80/02/29 

90-199 

R 

8003090434 

0003090433 

80/02/27 

90-269 

R 

8003090440 

8003090436 

80/03/09 

50-424 

8 

8003090441 

0003090437 

80/02/29 

90-390 

0 

8003090449 

8003090442 

00/02/26 

90-269 

F 

8003090493 

0003090490 

80/02/29 

90-299 

0 

8003090494 

8003090491 

00/02/29 

90-310 

B 

8003090497 

8003090449 

00/02/29 

90-340 

R 

9003090499 

8003090492 

00/02/29 

90-29 

P 

8003090460 

8003090496 

00/02/29 

90-209 

0 

8003090464 

8003090498 

80/02/20 

50-309 

8 

8003090466 

8003090462 

80/02/29 

90-181 

R 

8003090467 

8003090498 

80/02/20 

90-308 

8 

0003090468 

8003090463 

00/02/28 

50-142 

P 

8003090469 

8003090469 

00/02/27 

90-331 

a 

8003090476 

8003090472 

00/03/03 

50-317 

0 

8003090477 

0003090471 

00/02/29 

90-344 

R 

8003090480 

8003090474 

80/02/29 

90-334 

0 

8003090482 

8003090479 

80/02/28 

90-324 

6 

80030 90483 

0003090481 

80/02/29 

90-205 

R 

8003090486 

0003090469 

80/02/25 

90-2BS 

6 

8003090499 

8003090490 

00/02/29 

50-206 

R 

8003090496 

8003090491 

00/03/03 

50-308 

n 

80030 90498 

8003090497 

00/02/22 

50-219 

R 

8003090806 

8003090904 

80/02/29 

90-237 

P 


ACCESSION 

ENCLOSURE 

taUNBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOGRY 

6003050912 

0003050903 

80/02/29 

50-318 

S 

8003050516 

6003090514 

80/02/29 

50-155 

R 

8003050944 

8003050542 

90/02/2S 

TOPREP 


B003090547 

9003050543 

00/02/29 

50-440 

8 

8003050963 

0003050593 

BO/02/26 

50-271 

F 

8003050969 

0003090593 

BO/02/26 

50-271 

F 

8003050976 

0003030553 

00/02/26 

50-271 

F 

8003090983 

0003030553 

00/02/26 

90-271 

F 

8003090591 

0003 09 0953 

BO/02/26 

50-271 

F 

8003090596 

8003090953 

80/02/26 

90-271 

F 

8003090600 

0003050993 

80/02/26 

90-271 

F 

8003050607 

8003050993 

80/02/26 

90-271 

F 

8003 0506 11 

9003050601 

80/02/11 

90-10 

R 

0OO3OSO619 

8003050553 

80/02/26 

90-271 

F 

800305061? 

8003090593 

00/02/26 

90-271 

F 

0003090622 

0003050593 

BO/02/26 

90-271 

F 

800309062? 

0003050614 

00/02/19 

90-20? 

0 

8003090632 

0003050624 

60/02/04 

90-299 

R 

8003050640 

8003050639 

BO/01/23 

90-946 

0 

8003090647 

0003050639 

BO/01/23 

90-946 

a 

8003090692 

8003050640 

79/12/2B 

50-423 

0 

800309069? 

0003050654 

00/02/22 

90-329 

0 

0003060006 

0003060001 

00/02/20 

90-77 

0 

8003060013 

8003060001 

80/02/20 

90-77 

Q 

8003060021 

0003060001 

80/02/20 

50-77 

a 

8003060023 

6003060022 

80/02/13 

50-443 

H 

GO 03060041 

8003060036 

00/02/29 

80-317 

R 

8003060048 

8003060044 

80/01/10 

70-1319 


600306004? 

0003060049 

80/02/19 

90-289 

0 

8003060056 

0003060092 

79/12/26 

71-273 


8003060064 

0003060058 

80/02/15 

50-320 

0 

8003060070 

0003060066 

00/02/19 

90-462 

K 

8003060078 

0003060065 

79/10/23 

70-734 


8003060089 

0003060082 

80/02/19 

90-2B9 

0 

80030600?? 

0003060091 

79/08/15 

70-1143 


800306010? 

0003060102 

79/08/20 

70-364 


8003060112 

8003060106 

00/01/29 

40-1341 


8003060114 

BOOS 06 01 02 

79/00/20 

70-364 


8003060116 

0003060107 

80/02/15 

50-320 

K 

8003060 ISO 

8003060106 

80/01/29 

40-1341 


8003060128 

0003060119 

80/02/15 

50-209 

0 

B 003060 13? 

6003060106 

80/01/25 

40-1341 


B 003060 143 

6003060121 

80/02/04 

PT9 


8003060194 

0003060106 

00/01/29 

40-1341 


8003060160 

000306014? 

80/02/19 

50-387 

U 

8003060167 

0003060162 

80/02/13 

90-369 

Q 

0003060170 

B 003060 149 

00/0-2/19 

90-3B7 

U 

8003060176 

6003060162 

00/02/13 

90-369 

0 

0003060181 

0003060175 

80/01/22 

90-410 

6 

0003060183 

8003060174 

80/02/19 

50-482 

C 

800306018? 

6003060175 

80/01/22 

50-410 

8 

0003060207 

800306019? 

00/02/04 

90-399 

8 

0003060209 

8003060197 

00/02/19 

90-387 

U 

0003060217 

B0<03060187 

00/02/tl 

50-49 1 

Q 

0003060218 

0003060200 

00/02/20 

90-62 

0 

8003060221 

B 0030602 11 

B0/O2/1B 

90-498 

8 

8003060220 

0003060107 

80/02/11 

90-491 

0 

8003060228 

0003060203 

60/02/20 

90-62 

0 

6003060231 

8003060208 

80/02/20 

90-62 

0 

8003060239 

8003060203 

80/02/20 

90-62 

0 

8003060242 

8003060234 

80/02/12 

50-354 

0 

8003060244 

8003060237 

80/02/13 

90-26? 

Q 

B00306024B 

8003060237 

00/02/13 

90-26? 

Q 

0003060250 

0003060249 

80/02/22 

50-28? 

0 

0003060261 

0003060297 

80/02/26 

50-255 

P 

0003060267 

0QO3O6O246 

80/02/16 

90-315 

Q 

0003060274 

8003060263 

80/01/29 

NASTC HOT 

0003060202 

0003060270 

80/01/23 

90-317 

0 

6003060287 

0OO3D6O271 

80/02/14 

90-20? 

H 

8003060292 

0003060-200 

BO/01/02 

90-3 1 1 

0 

8003060294 

BOQ3O6O20B 

80/02/04 

90-339 

A 

0003060308 

0003060270 

BD/01/23 

90-317 

0 

0003060313 

0003060270 

80/01 /23 

90-317 

0 

0003060320 

8003060270 

80/01/23 

90-317 

0 

0003060322 

0003060312 

60/02/ 16 

90-331 

0 

0003060336 

0003060323 

79/09/06 

70-1143 


GOO 3060338 

0003060329 

79/12/20 

90-423 

0 

0003060396 

BD03D60347 

00/02/15 

90-299 

Q 

0003060397 

0OO3D6O39O 

00/02/22 

50-331 

Q 

0003060363 

8003060347 

00/02/ 15 

90-299 

Q 



450 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 




ACCESSION 

' NUMDER 





PRINCIPAL 

date 

aufij^cT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLQSUPE 

DOCUMENT 

1&8UED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOGRV 

8003060367 

6003060347 

80/02/15 

50-259 

Q 

8003060652 

0003060637 

90/02/21 

50-254 

S 

B003060376 

8003060347 

80/02/15 

50-269 

0 

8003060663 

6003060637 

80/02/21 

50-254 

S 

6003060383 

8003060374 

80/02/04 

50-546 

U 

9003060671 

0003060637 

80/02/21 

50-294 

8 

6003060386 

9003060370 

ao/oa/oB 

FOIA 


8003060675 

0003060660 

80/01/24 

50-250 

Q 

6003060390 

8003060379 

79/11/05 

70-1100 


0003060690 

6003060637 

80/02/21 

50-254 

S 

6003060391 

Q003060374 

80/02/04 

50-546 

U 

B0030606B6 

8003060637 

00/02/21 

50-254 

S 

6003060396 

BO 03060370 

80/02/08 

FOIA 


6003060690 

8003060637 

00/02/21 

50-254 

8 

6003060404 

BO 03060400 

80/02/04 

50-546 

U 

8003060691 

8003060669 

00/02/13 

50-244 

P 

6003060406 

6003060402 

80/02/21 

50-445 

M 

8003060692 

0003060604 

80/02/22 

50-2&9 

P 

6003060411 

8003060370 

80/02/08 

FOIA 


8003060693 

9003060689 

90/02/13 

50-244 

P 

6003060414 

8003060370 

60/02/08 

FOIA 


9003060699 

0003060637 

80/02/21 

50-254 

S 

6003060415 

8003060410 

60/02/29 

TOPREP 


8003060696 

6003060669 

80/02/13 

50-244 

P 

8003060410 

8003060409 

ao/oa/07 

50-352 

U 

9003060699 

9003060684 

80/02/22 

50-269 

P 

8003060419 

9003060370 

90/02/08 

FOIA 


8003060701 

6003060637 

80/02/21 

50-254 

S 

8003060423 

9003060416 

60/01/10 

50-267 

0 

8003060702 

9003060699 

80/02/19 

CONTRACT 


8003060425 

9003060421 

80/02/22 

50-324 

R 

6003060708 

0003060664 

80/02/22 

50-269 

P 

8003060428 

9003060416 

80/01/10 

50-267 

Q 

9003060712 

8003060637 

80/02/21 

50-265 

8 

8003060430 

B003060370 

60/02/09 

FOIA 


0003060720 

0003060714 

eO/02/20 

50-269 

P 

8003060434 

9003060370 

80/02/08 

FOIA 


8003060722 

0003060713 

80/02/21 

50-416 

Q 

6003060435 

8003060426 

80/02/21 

50-352 

U 

9003060726 

0003060714 

80/02/20 

50-289 

P 

8003060437 

9003060420 

90/02/08 

50-322 

0 

6003060727 

6003060637 

00/02/21 

50-269 

8 

6003060436 

8003060432 

80/02/13 

50-331 

P 

9003060729 

0003060713 

00/02/21 

50-416 

Q 

B003060442 

8003060432 

80/02/13 

50-331 

P 

6003060730 

6003060714 

80/02/20 

50-209 

P 

B003060443 

8003060436 

80/01/24 

40-0100 


8003060734 

8003060713 

00/02/21 

50-416 

Q 

BO03060446 

9003060440 

60/01/26 

50-288 

0 

8003060735 

8003060729 

00/02/25 

50-307 

0 

6003060447 

9 0 030 60436 

80/01/24 

40-6109 


8003060739 

8003060637 

00/02/21 

50-254 

S 

6003060450 

9003060432 

80/02/13 

50-331 

P 

6003060742 

8003060736 

80/02/19 

XPORTLIC 


6003060452 

9003060436 

80/01/24 

40-9106 


0003060744 

6003060713 

80/02/21 

50-416 

Q 

6003060453 

9003060441 

60/02/14 

50-352 

U 

6003060797 

6003060751 

80/02/13 

90-131 

Q 

8003060499 

9003060441 

90/02/14 

90-352 

U 

9003060763 

0003060753 

80/02/25 

50-lSS 

Q 

6003060460 

9003060451 

BO/02/06 

50-500 

Q 

9003060769 

6003060761 

00/02/05 

50-460 

0 

8003060476 

6003060462 

80/02/22 

50-320 

0 

0003070007 

0003070002 

60/01/21 

50-275 

Q 

8003060477 

9003060467 

80/02/21 

50-389 

Q 

0003070014 

0003070011 

60/01/26 

50-312 

0 

8003060485 

9003060479 

90/02/29 

50-285 

R 

6003070032 

0003070030 

00/02/22 

50-247 

H 

6003060486 

9003060460 

90/01/04 

90-918 

Q 

0003070043 

0003070042 

00/02/14 

90-293 

F 

8003060490 

9003060486 

80/02/29 

50-258 

R 

8003070090 

0003070047 

79/11/09 

70-1143 


8003060494 

9 003 060492 

80/02/25 

90-289 

0 

8003070061 

0003070097 

00/02/22 

50-269 

P 

8003060497 

8003060470 

80/02/06 

50-275 

U 

0003070066 

0003070057 

00/02/22 

50-269 

P 

8003060499 

9 003 060492 

00/02/25 

50-289 

0 

8003070073 

6003070057 

00/02/22 

50-269 

P 

8003060504 

9003060496 

60/01/09 

50-317 

Q 

8003070009 

8003070006 

00/02/16 

50-346 

d 

8003060505 

8003060501 

80/02/01 

MI9C 


8003070096 

8003070094 

80/01/29 

50-296 

0 

6003060510 

9003060506 

80/02/13 

NUREO 


0003070114 

9003070110 

79/10/03 

ACR6 


600306051 S 

8003060514 

80/02/06 

50-566 

U 

0003070140 

0003070145 

79/08/15 

70-1143 


6003060520 

8003060517 

90/02/ ll 

50-361 

N 

0003070167 

0003070163 

00/01/25 

50-334 

p 

6003060524 

8003060523 

60/02/29 

50-320 

R 

9003070172 

0003070154 

00/02/22 

70-S 


6003060526 

8003060S25 

80/02/29 

50-367 

K 

9003070173 

8003070163 

80/01/25 

50-334 

p 

6003060527 

9 003060525 

90/02/29 

50-397 

K 

8003070175 

8003070170 

80/01/19 

50-410 

5 

8003060530 

8003060526 

80/02/26 

50-409 

R 

8003070179 

0003070163 

80/01/25 

50-334 

p 

6003060532 

8003060526 

80/02/26 

50-409 

R 

8003070221 

0003070106 

80/02/15 

50-320 

0 

6003060538 

8 003060535 

80/02/29 

50-259 

R 

0003070239 

0003070233 

00/03/04 

50-331 

p 

6003060546 

8003060544 

60/03/03 

50-263 

P 

0003070253 

0003070251 

00/03/03 

50-295 

F 

6003060549 

8003060547 

80/02/27 

90-266 

R 

0003070273 

0003070271 

00/02/15 

tiisc 


G003D60551 

8 0 030 60537 

60/03/03 

90-272 

8 

0003070275 

0003070271 

00/02/15 

MJSC 


6003060554 

6003060553 

60/02/29 

TQPREP 


0003070277 

8003070271 

80/02/15 

MI8C 


B003D60556 

6003060550 

60/03/03 

90-271 

9 

0003070205 

8OO3O7Q203 

80/02/07 

50-272 

0 

6003060560 

B003060557 

60/02/26 

50-312 

9 

8003070208 

8003070203 

80/02/07 

90-272 

0 

B003060562 

8003060559 

80/02/29 

90-305 

a 

8003070296 

000307029 1 

79/11/26 

ACRS 


6003060563 

8003060561 

90/02/19 

MIBC 


8003070290 

8003070295 

80/02/21 

90-10 

0 

6003060566 

0003060561 

80/02/19 

MIBC 


8003070299 

0003070297 

00/02/14 

MI9C 


B003060567 

8003060558 

00/03/03 

50-272 

8 

0003070301 

0003070291 

79/11/26 

ACRE 


B003060572 

0003060570 

00/03/03 

50-272 

8 

6003070302 

0003070295 

00/02/21 

50-10 

0 

8003060575 

0OO3O6OS6B 

90/02/20 

COMM I 88 ION 

0003070303 

8003070295 

00/02/21 

50-10 

0 

8003060SB1 

0003060377 

80/02/28 

50-334 

R 

6003070309 

0003070295 

00/02/21 

50-10 

0 

8003060582 

0003060576 

90/02/29 

90-321 

P 

8003070307 

0003070295 

80/02/21 

90-10 

0 

8003060965 

0003060380 

90/03/03 

50-330 

8 

8003070309 

B003070306 

80/02/27 

70-1151 


8003060567 

0003060583 

90/02/26 

90-312 

8 

80030703 H 

6003070310 

00/02/20 

70-2642 


8003060594 

6003060591 

90/02/29 

90-213 

9 

0003070318 

0003070315 

00/02/29 

50-331 

R 

6003060595 

6003060586 

90/03/03 

90-280 

8 

0003070322 

0003070319 

60/02/25 

90-255 

0 

0003060602 

0003060597 

90/02/29 

90-316 

8 

0003070326 

0003070323 

80/02/26 

90-406 

0 

6003060603 

0003 060 59 6 

80/03/03 

90-272 

8 

0003070337 

8003070334 

80/03/01 

90-309 

8 

0003060606 

0003060605 

90/02/29 

90-219 

8 

0003070338 

8003070331 

80/03/03 

50-336 

8 

6003060613 

0003060609 

80/02/26 

50-244 

P 

8003070341 

6003070340 

ao/oa/29 

50-312 

0 

6003060614 

B003060606 

90/02/22 

50-410 

H 

8003070348 

9003070344 

00/02/20 

90-220 

R 

8003060616 

0003060609 

80/02/26 

90-244 

P 

8003070390 

6003070349 

60/02/29 

50-277 

R 

6003060623 

0003060616 

80/01/10 

90-397 

Q 

8003070354 

6003070352 

00/03/03 

90-302 

9 

8003060629 

0003060609 

80/02/26 

50-244 

P 

8003070390 

8003070355 

80/03/03 

90-260 

8 

6003060636 

0003060630 

60/02/07 

50-123 

Q 

8003070359 

6003070357 

80/02/27 

90-266 

R 

6003060643 

8003060630 

80/02/07 

90-123 

Q 

8003070362 

6003070360 

80/02/29 

50-207 

B 

B003060644 

8003060637 

60/02/21 

90-254 

8 

8003070365 

6003070364 

80/02/21 

90-333 

R 

6003060649 

0003060647 

79/07/12 

ACRB 


8003070369 

8003070367 

80/03/01 

90-293 

R 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 
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PRINCIPAL 
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ISSUED 
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CATEOORV 

5003070374 

0003070372 

80/03/03 

90-260 

8 

00031 10096 

6003110095 

60/01/15 

0A999 


5003070378 

0003070376 

00/02/29 

50-219 

0 

60031 10090 

8003110077 

BO/02/20 

50-293 

R 

5003070379 

0003070377 

80/03/03 

90-329 

8 

8003110101 

8003110093 

80/02/20 

30-34 1 

F 

a00307039i 

000307030? 

80/02/29 

90-213 

R 

8003110103 

8003110099 

80/01/14 

0A99? 


SC03070394 

0003070392 

00/02/20 

90 “366 

P 

8003110111 

8003110106 

60/02/01 

70-139 


0003070397 

B003070393 

00/03/03 

90-329 

6 

8003110122 

6003110100 

60/02/26 

50-320 

u 

0003100003 

0003100002 

60/02/26 

90-320 

H 

8003110126 

6003110114 

80/02/19 

lOCFR 


0003100006 

B0D31O0009 

00/02/07 

90-320 

H 

6003110136 

0003110127 

80/01/03 

50-335 

0 

0003100016 

'B003100010 

00/02/14 

90-320 

H 

8003110140 

6003110132 

80/02/22 

I1E00D 


0003100034 

B003 100033 

80/02/26 

50-320 

H 

0003110156 

8003110140 

60/01/30 

90-346 

0 

0003100037 

8003100030 

00/02/20 

50~27S 

H 

6003110160 

8003110144 

80/02/21 

NUREO 


0003100046 

8003100041 

00/02/06 

50-437 

E 

8003110165 

8003110135 

60/02/22 

90-320 

u 

0003100046 

8003100044 

00/02/14 


8003110170 

8003110163 

80/01/29 

90-364 

0 

0003100054 

8003100049 

80/02/13 

50“320 

Q 

8003110171 

8003110162 

80/01/03 

70-2642 


0003100056 

6003100049 

00/02/13 

90-320 

Q 

8003110184 

0003110178 

79/12/31 

90-348 

Q 

0003100064 

8003100049 

80/02/13 

90-320 

Q 

8003110169 

0003110135 

60/02/22 

COMMISSION 

0003100079 

8003100066 

80/02/29 

90-289 

Q 

8003110194 

0003110108 

79/12/31 

SD-280 

Q 

0003100061 

8003100068 

80/02/29 

90-289 

0 

8003110204 

0003110135 

80/02/22 

COMMISSION 

00031 000 B6 

8003100066 

80/02/29 

90-289 

0 

6003110207 

0003110197 

79/12/31 

90-330 

0 

0003100103 

8003100098 

79/12/31 

ACR6 


8003110206 

0003110200 

80/01/26 

50-324 

0 

0003100111 

8003100097 

00/02/19 

QA999 


6003110214 

0003110135 

80/02/22 

50-34& 

u 

0003100113 

0003100096 

79/12/31 

ACRE 


8003110216 

0003110211 

60/01/30 

50-290 

0 

0003100117 

0003100097 

00/02/19 

QA999 


8003110222 

0003110139 

80/02/22 

COMMISSION 

8003100124 

0003100097 

00/02/19 

QA999 


60031 10226 

6003110135 

80/02/22 

50-320 

u 

80D3100130 

0003100127 

00/02/06 

70-1297 


6003 110227 

0003110223 

80/01/28 

70-371 


8003100134 

0003100131 

00/02/14 

90-344 

p 

8003110229 

8003110139 

80/02/22 

COMMISSION 

8003 1 00143 

0003100140 

00/03/06 

90-272 

K 

8003110232 

0003110221 

80/02/07 

lOCFR 


0003100147 

6003100141 

80/01/19 

0A999 


8003110235 

0003110135 

80/02/22 

90-320 

U 

0003100191 

0003100146 

00/01/17 

90-309 

p 

0003110241 

00031 10221 

80/02/07 

lOCFR 


80031 00 19S 

6003100140 

60/02/21 

XPQRTLIC 


6003110242 

0003110139 

60/02/22 

50-320 

u 

0003100153 

8003100149 

60/02/22 

90-10 

R 

60031 10243 

6003110238 

80/02/13 

NUREO 


8003100199 

6003100146 

00/01/17 

90-309 

P 

80031 10247 

0003110221 

80/02/07 

lOCFR 


8003100164 

0003100160 

60/02/25 

90-320 

H 

80031 10248 

8003110139 

80/02/22 

50-320 

u 

8003100174 

6003100170 

00/02/20 

90-271 

F 

80031 10252 

6003110221 

80/02/07 

lOCfR 


8003100179 

6003100173 

00/01/26 

90-29 

P 

8003110293 

8003110139 

80/02/22 

COMMISSION 

8003100161 

6003 100 176 

80/03/09 

90-320 

P 

8003110299 

8003110221 

80/02/07 

lOCfR 


8003100169 

0003100176 

00/03/09 

90-320 

P 

8003110298 

8003110139 

80/02/82 

50-320 

u 

8003100190 

0003100176 

00/03/09 

90-320 

P 

80031 10259 

8003110221 

80/02/07 

tOCFR 


8003100191 

6003100107 

00/03/07 

90-348 

K 

8003110267 

8003110221 

60/02/07 

lOCFR 


0003100192 

6003100100 

60/02/26 

90-251 

P 

8003110260 

0003 U 0135 

60/02/22 

90-320 

u 

0003100194 

0003100176 

00/03/09 

80-320 

P 

8003110279 

8003110221 

00/02/07 

lOCFJl 


0003100199 

0003100100 

60/02/26 

90-25) 

P 

8003110279 

8003110221 

80/02/07 

lOCFR 


00031 OOSOO 

0003100160 

60/02/26 

90-251 

P 

8003110266 

8003110261 

80/02/13 

ICCFR 


e003100SOL 

0003100197 

00/02/27 

TOPREP 


6003110266 

8003110221 

80/02/07 

tOCFR 


0003 1 00203 

0003100176 

00/03/09 

90-320 

P 

6003110293 

600311022] 

aO/02/07 

lOCFR 


0003 1 OOSD5 

0003100100 

00/02/26 

90-251 

P 

60031 10302 

6003110221 

00/02/07 

lOCFR 


OD03100S06 

0003100202 

00/02/11 

XPORTLIC 


8003110303 

8003110296 

60/02/13 

30-320 

8 

00031 oosoa 

0003100100 

00/02/26 

80-25] 

P 

6003110313 

8003110221 

80/02/07 

lOCFR 


0OO31OOS11 

0003100207 

00/03/03 

90-277 

P 

0003110314 

8003110310 

80/02/13 

50-320 

0 

0OO31OOS14 

0003100100 

00/02/26 

90-25] 

P 

60031)0310 

000311022) 

00/02/07 

lOCFR 


0003100219 

0003100207 

00/03/03 

90-277 

P 

6003110347 

8003110330 

00/02/22 

90-293 

p 

00031 002 1 9 

0003100207 

00/03/03 

90-277 

P 

0003110357 

0003110338 

00/02/22 

80-293 

p 

0003100221 

0003100217 

00/02/14 

0A999 


0003110398 

0003110349 

00/02/2? 

90 -369 

0 

0003100223 

0003100217 

60/02/14 

0A999 


8003110363 

8003110338 

60/02/22 

50-293 

P 

0003100224 

0003100207 

60/03/03 

90-277 

P 

0003110360 

8003110369 

00/02/19 

XPORTLIC 


0003100229 

0003100217 

eo/02/u 

0A999 


8003110399 

80031 10306 

80/02/15 

XPORTLIC 


0003100227 

0003100207 

00/03/03 

90-277 

P 

8003110402 

6003110397 

80/02/15 

80-344 

0 

0003100226 

0003100217 

00/02/14 

0A999 


8003110429 

6003110423 

80/02/13 

lOCFft 


0003100242 

0003100237 

00/01/07 

QA999 


80031 10431 

6000110426 

80/01/2? 

50-395 

0 

0003100296 

0003100291 

00/02/29 

90-335 

R 

80031 10434 

6003110428 

80/01/ 29 

50-395 

o 

0003110009 

6003110003 

00/03/03 

90-219 

R 

6003110437 

60031 10432 

60/03/07 

80-265 

p 

0003110020 

0003110016 

60/02/29 

90-219 

R 

6003110443 

80031 10430 

60/02/15 

90-331 

p 

0OO3UOO22 

00031 10013 

00/03/04 

90-333 

P 

0003110444 

6003110436 

60/02/15 

80-331 

p 

00031 10029 

0003110017 

00/02/22 

CONMISSIQN 

8003110450 

8003110436 

80/02/ 1 9 

90-331 

p 

0003110030 

6003110013 

00/03/04 

90-333 

P 

60031 10461 

G003U045G 

80/03/03 

90-213 

B 

0003 110034 

0003110013 

60/03/04 

90-333 

P 

8003110475 

8003110473 

DO/03/07 

90-295 

R 

0003110049 

00031 10026 

00/01/11 

40-3493 


8003110480 

8003110479 

60/03/03 

90-295 

R 

00031100 46 

6003110040 

60/02/09 

90-333 

8 

8003110431 

0OO3UO47O 

00/03/04 

50-249 

F 

0003110099 

6003110017 

60/02/22 

COMMIfiSrON 

80031 10909 

6003110496 

80/03/04 

90-213 

F 

0003110096 

6003110090 

00/03/07 

90-330 

8 

8003110511 

B 003 11 0900 

80/03/06 

50-333 

R 

60031 10063 

6003M0017 

60/02/22 

CDMHIBStQM 

8003110515 

6003110910 

60/03/07 

50-302 

F 

60031 10064 

60031 10094 

80/03/03 

90-339 

6 

8003110527 

80031 JO 923 

00/03/09 

50-329 

a 

80031 10068 

6003110061 

60/02/29 

90-219 

0 

8003110926 

0OO3UO924 

60/03/07 

90-035 

p 

80031 10069 

6003110017 

80/02/22 

CQMMlGfllON 

6003110536 

6003110932 

60/02/26 

50-255 

p 

80031 10070 

6003110067 

80/02/19 

lOCPfi 


8003 110945 

000311093? 

60/03/04 

50-219 

p 

80031 10079 

6003110017 

80/02/22 

comioaioN 

8003110546 

0003)10939 

60/03/04 

50-2)9 

p 

0003110080 

6003110072 

80/02/19 

XPORTLIC 


8003110991 

0003110939 

00/03/04 

50-219 

p 

00&31 10089 

6003110077 

80/02/28 

90-293 

0 

8003110994 

0003110952 

00/03/09 

50-320 

R 

0003110087 

6003110081 

80/02/26 

50-320 

U 

0003110996 

60031)0953 

60/02/29 

90-320 

8 

B0031 10090 

8003110077 

80/02/28 

50-293 

0 

8003110956 

0003110955 

8D/02/29 

50-277 

R 
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PRINCIPAL DOCUMENTS 
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8003110962 

8003110999 

00/03/06 

90-346 

8 

8003120487 

8003120483 

80/02/29 

90-289 

0 

B0031 10964 

6003110361 

00/02/29 

50-413 

a 

8003120493 

9003120490 

80/03/06 

90-390 

B 

B003U0967 

6003110966 

00/03/06 

50-346 

8 

8003120496 

8003120495 

80/03/07 

50-918 

S 

B0031 10970 

0003110968 

00/02/29 

50-272 

R , 

8003120913 

8003120909 

80/03/05 

50-334 

F 

B0031 10979 

8003110972 

60/02/26 

50-320 

6 

6003120521 

0003120514 

00/03/05 

50-270 

8 

B003 110977 

3003110974 

80/02/27 

90-340 

R 

0003120531 

0003120327 

00/03/06 

50-331 

a 

6003110980 

9003110978 

80/02/29 

90-344 

8 

6003120548 

0003120537 

60/03/05 

90-324 

8 

6003110981 

6003110979 

80/03/06 

50-306 

S 

6003120569 

8003120961 

80/03/03 

50-320 

8 

8003110963 

8003110502 

80/03/07 

50-244 

R 

6003120579 

8003120571 

80/03/06 

90-390 

3 

8003U09S6 

8003110984 

80/03/03 

50-344 

R 

8003120599 

6003120594 

80/02/20 

90-416 

A 

8003110591 

8003110589 

80/02/29 

50-312 

R 

8003120600 

6003120603 

80/03/07 

50-413 

8 

800311059* 

8003110999 

80/03/03 

50-327 

S 

8003120635 

6003120632 

00/02/19 

90-129 

P 

8003110999 

8003110997 

00/03/04 

50-327 

S 

8003120646 

6003120642 

60/02/14 

90-320 

H 

8003110600 

80031 1OS90 

80/03/06 

50-360 

P 

8003120658 

6003 120652 

60/02/26 

50-312 

Q 

8003110601 

8003110594 

00/03/03 

50-293 

P 

8003120663 

6003120652 

00/02/26 

90-312 

Q 

8003110607 

0003110603 

00/03/03 

50-265 

8 

8003120665 

6003120652 

00/02/26 

90-312 

Q 

00031 10609 

8003110600 

80/03/09 

50-278 

P 

6003 1 20672 

6003120692 

00/02/26 

90-312 

a 

8003110612 

8003110610 

80/02/29 

90-361 

A 

6003120691 

6003120686 

00/02/28 

50-320 

H 

6003110616 

0003110613 

80/02/20 

90-312 

8 

0003 1207 17 

6003120712 

80/01/29 

90-382 

Q 

8003110618 

8003110619 

80/02/26 

90-321 

R 

8003120729 

0003120723 

80/01/29 

SO-4S0 

a 

8003110626 

0003110626 

00/03/06 

90-346 

8 

0003120740 

6003120735 

80/01/29 

90-250 

0 

6003110629 

60031 10620 

60/03/05 

80-267 

F 

6003120756 

8003120750 

80/02/15 

XPORTLK 


8003110631 

8003110627 

60/02/26 

90-312 

S 

6003120766 

6003120769 

80/02/04 

50-320 

H 

8003110632 

0003110630 

60/03/04 

90-334 

S 

0003120768 

8003120764 

80/01/31 

50-259 

P 

8003110634 

8003110630 

00/03/04 

90-334 

8 

0003120703 

8003120779 

80/02/21 

50-220 

0 

6003110636 

6003110630 

60/03/04 

90-334 

6 

0003120791 

8003120787 

00/02/21 

50-271 

0 

6003110637 

6003110639 

60/03/06 

50-346 

8 

8003120790 

0003120794 

60/02/21 

90-159 

0 

8003110639 

8003110630 

80/03/04 

90-334 

8 

8003130010 

6003130005 

00/02/04 

90-320 

H 

6003110641 

6003110630 

00/03/04 

90-334 

8 

0003130028 

0003130021 

80/02/04 

50-320 

H 

6003110642 

8003110640 

60/03/06 

90-333 

8 

0003130043 

60031 3003B 

80/02/04 

90-320 

K 

8003110643 

8003110630 

60/03/04 

90-334 

S 

0003130048 

8003130041 

60/02/14 

50-279 

H 

8003110646 

8003110649 

80/03/07 

90-333 

8 

0003130053 

6003130041 

80/02/14 

90-275 

H 

8003110647 

6003110630 

80/03/04 

90-334 

8 

0OD313OO63 

8003130041 

00/02/14 

90-275 

H 

8003110690 

0003110648 

80/03/03 

90-344 

R 

0003130065 

8003130094 

60/02/04 

90-320 

H 

8003110694 

8003110693 

80/03/04 

90-409 

R 

0003130082 

8003130073 

60/02/21 

90-546 

0 

8003110698 

8003110699 

80/03/06 

90-298 

R 

0003130005 

8003130000 

60/01/23 

90-334 

Q 

8003110669 

8003110661 

80/02/27 

90-528 

Q 

0003130007 

0003130073 

60/02/21 

90-546 

0 

8003110666 

0003110663 

80/03/04 

90-302 

6 

0003130092 

0003130090 

60/02/27 

QA999 


0003110671 

8003110660 

80/03/04 

50-324 

8 

0003130095 

6003130090 

60/02/27 

QA999 


8003110678 

8003110670 

80/03/03 

50-237 

6 

8003130097 

0003130090 

60/02/27 

QA999 


8003110673 

8003110669 

00/03/04 

50-321 

8 

8003 1 30098 

0003130093 

80/02/22 

50-344 

P 

6003110677 

8003110674 

00/03/04 

90-316 

6 

0003 I 30099 

8003130090 

00/02/27 

QA999 


8003110679 

8003110679 

60/02/26 

80-320 

8 

6003130103 

8003130093 

80/02/22 

90-344 

P 

8003110662 

8003110600 

00/03/06 

90-309 

6 

6003130111 

6003130093 

60/02/22 

90-344 

P 

8003110683 

8003110678 

80/03/09 

90-296 

8 

6003130120 

6003130117 

00/02/07 

90-320 

P 

8003110689 

0003110604 

00/03/06 

50-346 

8 

8003130122 

6003130118 

60/01/22 

50-556 

0 

8003110719 

8003110621 

60/03/06 

90-260 

8 

8003130129 

6003130117 

80/02/07 

50-320 

P 

8003120139 

8003120127 

80/02/15 

lOCFR 


6003130127 

6003130116 

80/01/22 

90-956 

0 

8003120144 

8003120139 

80/02/20 

50-299 

P 

0003130129 

8003130119 

80/02/20 

50-155 

0 

8003120196 

8003120191 

80/02/13 

70-143 


0003130139 

8003130126 

80/02/19 

90-320 

p 

8003120163 

8003120191 

80/02/13 

70-143 


6003130140 

6003130131 

00/01/30 

50-268 

Q 

8003120170 

8003120191 

80/02/13 

70-143 


0003130147 

6003130131 

00/01/30 

90-268 

0 

8003120178 

6003120191 

80/02/13 

70-143 


6003130160 

6003130193 

79/00/30 

90-201 

R 

8003120209 

8003120200 

80/01/30 

50-269 

0 

0003130161 

6003130154 

80/01/28 

90-247 

P 

8003120214 

6003120200 

80/01/30 

50-269 

0 

8003130163 

6003130195 

80/01/30 

50-373 

Q 

8003120217 

6003120200 

80/01/30 

50-269 

Q 

8003130169 

0003130194 

80/01/28 

90-247 

P 

8003120221 

8003120222 

8003120200 

0003120216 

80/01/30 

80/02/20 

90-269 

lOCFR 

Q 

8003130174 

8003130179 

8003130154 

8003130175 

60/01/26 

60/01/29 

90-247 

71-9182 

P 

8003120226 

0003120200 

00/01/30 

50-269 

0 

8003130168 

8003130165 

BO/02/26 

90-324 

Q 

8003120239 

8003120229 

00/02/22 

lOCFR 


6003130194 

8003130185 

60/02/26 

90-324 

0 

8003120246 

0003120239 

00/01/04 

90-327 

Q 

6003130198 

0003130192 

60/01/15 

71-9904 


8003120249 

6003120241 

60/02/22 

lOCFR 


0003130214 

0003130208 

00/02/25 

50-269 

0 

8003120297 

6003120292 

00/01/30 

90-461 

Q 

8003130210 

8003130216 

60/02/07 

90-344 

0 

8003120291 

6003120269 

80/01/16 

QA999 


8003130231 

0003130216 

80/02/07 

90-344 

Q 

8003120303 

6003120296 

00/02/14 

80-293 

P 

8003130234 

6003130229 

80/02/06 

90-295 

P 

6003120329 

6003120322 

60/03/06 

90-409 

P 

8003130237 

8003130216 

00/02/07 

90-344 

0 

6003120376 

6003120366 

60/03/04 

90-140 

P 

8003130242 

6003130216 

00/02/07 

90-344 

0 

6003120380 

6003120369 

00/02/19 

90-996 

0 

0003130247 

8003130216 

80/02/07 

90-344 

0 

6003120363 

6003120366 

80/03/04 

90-140 

P 

0003130290 

8003130241 

80/02/14 

Btatt Proa 

6003120391 

0003120366 

00/03/04 

90-146 

P 

8003130292 

6003130216 

00/02/07 

50-344 

0 

8003120406 

6003120366 

60/03/04 

90-140 

P 

8003130294 

6003130249 

00/02/06 

90-309 

P 

6003120413 

6003120409 

00/03/04 

90-269 

8 

8003130256 

8003130241 

60/02/14 

Prog 

6003120420 

8003120419 

00/03/05 

90-299 

8 

6003130296 

8003130216 

00/02/07 

90-344 

0 

6003120433 

6003120429 

80/03/06 

30-207 

6 

0003130267 

8003130262 

60/02/06 

90-202 

0 

0003120438 

8003120439 

80/03/06 

90-326 

8 

0003130270 

6003130273 

00/02/15 

30-320 

H 

6003120446 

8003120442 

80/02/26 

50-267 

R 

0003130279 

0003130216 

00/02/07 , 

90-344 

0 

6003120490 

8003120442 

80/02/26 

90-267 

R 

6003130260 

6003 130274 

60/02/04 

90-250 

P 

6003120469 

8003120461 

80/01/30 

90-436 

A 

6003130264 

6003130216 

00/02/07 

50-344 

0 

8003120466 

8003120463 

80/03/04 

90-309 

P 

6003130287 

6003130274 

80/02/04 

90-250 

p 

6003120469 

8003120461 

80/01/30 

90-430 

A 

8003130289 

6003130286 

80/02/14 

PROJ 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUKQER 


EMCL05URE 

PRINCIPAL 

DOCUNENT 

DATE 

ISSUED 

Sl>a JEC T 
CATEOaRY 

G 003 130291 

6003130216 

00/02/07 

50-344 

0 

8003130297 

0003130216 

00/02/07 

50-344 

Q 

8003130298 

0003 130286 

00/02/ fe 4 

PROJ 


8003130305 

0003 130299 

00/02/26 

40-6264 


G00313030B 

0003130216 

00/02/07 

50-344 

6 

8003130310 

0003130304 

00/02/25 

50-259 

P 

800313031 1 

0003130299 

80/02/26 

40-6264 


8003130314 

6003130299 

00/02/26 

40-6264 


8003130317 

6003130304 

00/02/25 

50-259 

P 

8003130319 

8003130297 

00/02/26 

40-6264 


8003130324 

8003130299 

00/02/26 

40-6264 


8003130326 

8003130304 

80/02/25 

50-259 

P 

8003130330 

8003130304 

00/02/25 

50-259 

P 

8003130331 

800313027? 

00/02/26 

40-6264 


8003130336 

6003130299 

00/02/26 

40-6264 


8003130340 

8003130299 

BO/02/26 

40-6264 


8003130343 

8003130299 

00/02/26 

40-6264 


8003130344 

8003130338 

00/02/08 

QA999 


8003130349 

8003130299 

00/02/26 

40-6264 


80031303 50 

8003130338 

00/02/06 

QA999 


8003130391 

8003130347 

80/02/22 

QA999 


8003130394 

0003130299 

00/02/26 

40-6264 


8003130396 

6003130338 

00/02/08 

QA999 


0003130397 

0003130320 

80/02/21 

SO-247 

P 

000 31 303 9B 

6003130347 

00/02/22 

QA999 


B003 130360 

0003130299 

80/02/26 

40-6264 


0003130361 

0003130347 

BO/02/22 

QA999 


0003130362 

0003130299 

80/02/26 

40-6264 


8003130364 

0003 130320 

80/02/21 

50-247 

P 

8003130366 

0003130330 

80/02/08 

QA999 


8003130367 

0003130299 

80/02/26 

40-6264 


8003130368 

8003130347 

00/02/22 

QA999 


8003130371 

6003130299 

80/02/26 

40-6264 


8003130379 

0003130299 

80/02/26 

40-6264 


8003130300 

6003130370 

80/03/10 

50-302 

8 

8003130309 

0003130299 

80/02/26 

40-6264 


6003130306 

0003130370 

80/01/29 

lOCFR 


0003130307 

0003130303 

GO/03/07 

50-344 

0 

8003130309 

0003130299 

BO/02/26 

40-6264 


8003130394 

0003130299 

BD/02/26 

40-6264 


6003130395 

0003 1 30392 

00/02/15 

50-245 

P 

8003130402 

0003130399 

00/03/03 

,50-3 

0 

8003130413 

0003130400 

00/01/09 

50-445 

Q 

8003130415 

0003130401 

00/02/29 

50-454 

0 

8003130424 

6003130422 

BO/03/03 

50-315 

R 

8003130448 

0003130299 

00/02/26 

40-6264 


8003130449 

0003130433 

00/03/06 

50-286 

P 

8003130491 

0003130299 

00/02/26 

40-6264 


8003130494 

0003130299 

00/02/26 

40-6264 


8003130495 

0003130299 

00/02/26 

40-6264 


8003130460 

0003130299 

00/02/26 

40-6264 


8003130463 

0003130299 

00/02/26 

40-6264 


8003130466 

0003130299 

00/02/26 

40-6264 


80D3 130467 

0003130461 

00/03/07 

50-346 

R 

<6003130470 

0003 1 30299 

00/02/26 

40-6264 


8003130473 

0003130469 

00/03/07 

SO-26 1 

R 

B0031S0474 

0003130299 

00/02/26 

40-6264 


0003130479 

0003130299 

00/02/26 

40-6264 


0003130477 

0003130299 

00/02/26 

40-6264 


0003130480 

000313029? 

00/02/26 

40-6264 


0003130483 

0003130299 

00/02/26 

40-6264 


0003130486 

0003130299 

00/02/26 

40-6264 


0003130491 

0003130299 

00/02/26 

40-6264 


0003130493 

0003130489 

00/03/10 

50-302 

0 

0003130494 

0003130299 

00/02/26 

40-6264 


0003130497 

□003130299 

00/02/26 

40-6264 


0003130499 

0003130496 

00/02/29 

50-29 

R 

0003130500 

0003130299 

00/02/26 

40-6264 


0003130504 

0003130299 

00/02/26 

40-6264 


0003130509 

0003130299 

00/02/26 

40-6264 


0003130512 

0003130299 

00/02/26 

40-6264 


0003130534 

0003130518 

00/02/29 

50-320 

P 

8003130595 

0003130553 

00/03/12 

50-244 

P 

8003130597 

0003130553 

00/03/12 

50-244 

P 

8003130563 

0003130561 

00/03/03 

50-255 

R 

8003130581 

0003130577 

80/03/03 

50-255 

P 

8003130985 

8003130577 

80/03/03 

50-255 

P 

8003130987 

8003130577 

80/03/03 

50-255 

P 

8003130990 

0003130577 

80/03/03 

50-255 

P 

B003130991 

8003130563 

80/01/28 

50-324 

0 


ACCESS IQN 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENC1.08URE 

DOCUMENT 

tSSUEO 

CATEGORY 

0003130592 

8003130577 

90/03/03 

50-295 

P 

0003130599 

8003 130577 

80/03/03 

50-255 

P 

0003130600 

8003 130597 

90/02/ 1 4 

50-556 

HI 

0003130605 

8003130597 

90/02/ 1 >1 

50-556 

K 

0003130600 

8003130606 

90/02/29 

50-320 

Q 

6003130611 

8003130597 

80/02/14 

50-556 

R 

0003130617 

8003130614 

80/02/29 

50-320 

0 

0003130610 

8003130597 

80/02/14 

50-556 

H 

B0031 30622 

8003130597 

80/02/14 

50-556 

R 

6003130620 

9003130625 

80/02/12 

XPORTLIC 


8003130630 

8003130597 

90/02/ H 

50-556 

H 

6003130633 

0003130597 

80/02/14 

50-556 

H 

6003130636 

8003130597 

30/02/14 

50-556 

H 

8003130647 

8003130644 

30/02/28 

50-320 

H 

8003130653 

9003130651 

80/02/28 

50-320 

H 

6003130655 

0003 1 30652 

80/02/11 

WASTE MOT 

6003 130650 

9003130652 

80/02/ 1 1 

WASTE MOT 

6003130664 

9003130656 

80/02/28 

50-320 

0 

6003130666 

0003130666 

80/02/25 

50-320 

H 

6003130674 

9003130671 

80/02/28 

50-320 

H 

6003130677 

8003130676 

80/02/25 

50-320 

0 

80031 30670 

8003130673 

80/02/26 

50-265 

0 

8003130668 

9003130692 

80/02/25 

50-470 

0 

8003130692 

9003130692 

80/02/25 

50-490 

0 

6003130695 

9003130682 

80/02/25 

50-498 

0 

6003140002 

8003140001 

80/01/08 

70-1193 


6003140010 

9003140007 

80/02/15 

TOP REP 


8003140015 

9003140007 

80/02/15 

TOP REP 


6003140016 

9003140009 

80/01/25 

50-329 

Q 

0003140023 

0003140019 

79/09/05 

50-390 

A 

0003140029 

0003140025 

80/02/28 

50-320 

0 

6003140037 

9003140025 

90/02/28 

50-320 

0 

0003140051 

0003140043 

80/02/28 

50-320 

K 

0003140059 

9003140043 

BO/02/28 

50-320 

K 

0003140060 

0003140053 

80/01/(6 

70-135 

0003140070 

0003140042 

80/02/10 

50-77 

Q 

0003140076 

0003140042 

80/02/10 

50-77 

0 

0003140079 

8003(40042 

90/02/18 

50-77 

a 

6003140001 

9003140074 

80/02/ («( 

COMlilSSION 

6003140003 

8003140064 

90/02/29 

50-272 

A 

6003140080 

8003140075 

80/02/15 

50-320 

K 

8003140098 

9003140042 

80/02/ 18 

50-77 

0 

8003140093 

80031400B9 

00/02/13 

50-331 

0 

8003140096 

0003140089 

00/02/13 

50-331 

0 

0003140106 

8003 1 40094 

00/02/15 

50-320 

P 

0003140)09 

0003140099 

80/02/22 

40-9728 


0003140117 

9003(40099 

80/02/22 

40-0728 


0003140120 

0003140114 

80/01/18 

0A999 


8003140126 

9003140116 

90/02/ 15 

50-320 

H 

0OO3I4O13B 

9003140135 

90/01/21 

50-219 

P 

0003140137 

8003140137 

00/02/14 

50-556 

0 

0003140147 

9003140146 

00/02/21 

11 1 SC 


0003140152 

0003140145 

00/02/22 

PR 


0003140153 

0003140150 

00/02/21 

50-272 

P 

0003140163 

6003140154 

00/01/24 

50-34B 

0 

0003140164 

0003140150 

00/02/21 

50-272 

P 

0003140163 

9003140157 

60/02/26 

50-528 

0 

0003140170 

•90031401SD 

00/02/21 

50-272 

P 

0003140172 

0003140167 

00/01/19 

50-358 

0 

0003140173 

0003140157 

00/02/26 

50-528 

0 

8003140174 

9003(40150 

00/02/21 

50-272 

P 

0003140176 

9003140157 

80/02/26 

50-520 

0 

0003140177 

8003140(57 

80/02/26 

50-320 

Q 

0003140181 

9003140167 

80/01/10 

50-350 

0 

0003140200 

8003140IB9 

80/02/22 

0A999 


0003140201 

0003140190 

00/03/17 

50-495 

3 

0003140204 

0003140169 

00/02/22 

06999 


8003140210 

6003140169 

00/02/22 

0A999 


8003140211 

6003140207 

00/01/31 

30-219 

f 

0003140212 

8003140205 

00/01/31 

NUREO 


0003140219 

0003140216 

80/02/ 26 

50-493 

H 

0003140227 

000314010? 

00/02/22 

QA999 


0003140236 

0003140230 

80/03/ U 

50-330 

P 

0003140239 

0003140233 

80/03/12 

50-70 

P 

0003140242 

0003140240 

80/03/10 

50-255 

P 

0003140257 

0003140245 

80/02/11 

50-50B 

6 

8003140262 

0003140245 

80/02/11 

30-500 

9 

0003140264 

0003140259 

80/02/21 

50-522 

0 

0003140265 

0003140261 

80/02/14 

50-339 

K 

0003140269 

0003140251 

00/03/04 

50-254 

r 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUHQER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

QQ03H0273 

B003140P67 

00/01/20 

90-498 

0 

BOOS 140291 

8003140266 

BO/02/25 

90-289 

0 

8003140293 

8003140286 

00/02/29 

50-209 

0 

8003140297 

0003140266 

00/02/29 

50-269 

G 

8003140302 

8003140286 

SO/02/29 

50-269 

0 

8003140311 

G003 140300 

00/03/06 

90-321 

B 

BOOS 140322 

9003140320 

00/02/01 

71-9141 


6003140330 

6003140286 

0O/O3/O7 

90-346 

S 

8003140334 

0003 140320 

00/02/29 

40-6713 


B003140337 

0003140324 

80/03/05 

90-346 

0 

8003140336 

0003140320 

00/02/29 

40-6713 


G0031 40342 

0003140328 

80/02/29 

40-0713 


6003140391 

6003140347 

80/02/26 

90-327 

T 

6003140390 

0003140320 

00/02/29 

40-6713 


8003140397 

0003140328 

80/02/29 

40-0713 


0003140360 

0003140320 

00/02/89 

40-8713 


8003140366 

0003140369 

80/01/31 

90-910 

Q 

6003140379 

00 03140372 

00/03/11 

50-399 

R 

0003140392 

0003140366 

00/03/ U 

50-302 

P 

8003140393 

0003140368 

00/03/10 

90-330 

8 

G003140403 

0003140399 

00/03/04 

FOIA 


8003140419 

0003140412 

80/02/27 

90-574 

0 

6003140418 

0003140412 

00/02/27 

90-974 

0 

0003140429 

0003140419 

80/02/29 

50-387 

P 

6003140432 

0003140419 

00/02/29 

90-307 

P 

6003140490 

6003140448 

80/02/19 

WASTE MOT 

8003140497 

0003140494 

eo/02/u 

90-279 

A 

8003140459 

0003140494 

60/02/ 1 1 

90-279 

A 

6003140460 

8003140498 

80/02/19 

CONTRACT 


6003140464 

0003140461 

00/02/04 

71-107 


6003140466 

8003140463 

80/01/18 

40-8726 


0003170005 

0003170002 

00/02/29 

90-327 

P 

0003170006 

0003170002 

00/02/29 

90-327 

P 

B003 170009 

0003170002 

80/02/29 

50-327 

P 

6003170010 

0003170000 

80/02/19 

lOCFR 


600317001S 

0003170002 

00/02/29 

90-327 

P 

0003170017 

0003170019 

60/02/14 

lOCFR 


0003170010 

0003170014 

00/02/19 

Statf P^og 

8003170019 

0003170016 

00/02/20 

50-320 

H 

0003170024 

8003170022 

80/02/19 

lOCFR 


0003170029 

0003170029 

00/02/28 

90-320 

G 

6003170036 

0003170033 

00/02/01 

50-206 

P 

0003170038 

8003170034 

60/02/26 

50-320 

H 

0003170043 

0003170032 

00/01/17 

50-201 

Q 

0003170048 

0003170033 

00/02/01 

90-206 

P 

0003170093 

8003170033 

60/02/01 

90-206 

P 

0003170099 

0003170050 

00/02/19 

90-262 

Q 

0003170096 

0003170091 

60/02/20 

50-320 

H 

8003170059 

0003170057 

60/02/22 

90-250 

P 

8003170065 

0003170062 

00/02/26 

90-320 

H 

8003170067 

0003170060 

00/02/20 

50-320 

H 

8003170073 

0003170072 

00/02/25 

50-313 

F 

0003170094 

8003170081 

80/02/13 

lOCFR 


8003170095 

0003170093 

80/02/01 

50-433 

0 

8003170090 

0003170009 

00/02/20 

90-320 

H 

8003170100 

0OD317O1O4 

80/02/26 

90-320 

H 

0003170113 

0003170110 

00/02/26 

90-320 

P 

B003170US 

0003170112 

60/02/20 

90-219 

0 

8003170131 

8003170128 

60/02/06 

90-320 

0 

6003170160 

0003170190 

00/03/10 

TQPREP 


8003170167 

0003170169 

60/03/ U 

90-195 

F 

6003170312 

0003170209 

60/02/21 

90-249 

0 

0003170239 

0003170216 

00/02/22 

50-271 

P 

0003170244 

0003170216 

00/02/22 

50-271 

P 

8003170245 

8003170216 

00/02/22 

90-271 

P 

0003 170260 

0003170297 

00/03/09 

50-213 

R 

0003170264 

0003170261 

00/03/10 

90-272 

P 

0003170269 

0003170263 

00/03/12 

90-271 

R 

6003170269 

8003170267 

80/03/ 10 

30-263 

R 

0003170274 

0003170270 

00/03/11 

90-267 

R 

8003170279 

8003170275 

00/03/12 

50-334 

R 

0003170200 

0003170204 

60/02/26 

90-304 

e 

8003170297 

0003170290 

80/03/10 

90-247 

8 

6003170303 

8003170299 

00/03/03 

90-304 

0 

0003170305 

8003170241 

80/03/01 

CONTRACT 


0003170309 

0003170306 

00/03/10 

90-344 

6 

0003170314 

0003170233 

00/03/03 

CONTRACT 


0003170326 

8003170319 

60/03/10 

90-390 

a 

0003170320 

6003170324 

00/03/10 

90-219 

0 

8003170333 

0003170330 

00/03/07 

90-219 

8 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0003170340 

8003170336 

□0/03/13 

50-553 

B 

8003170344 

0003170330 

80/03/ 11 

50-213 

P 

8003170353 

0003170347 

80/03/14 

90-280 

0 

0003170397 

8003170347 

00/03/U 

50-280 

a 

9003170398 

0003170330 

00/03/11 

90-213 

P 

0003170363 

0003 170347 

00/03/14 

90-260 

8 

8003170367 

8003170362 

80/03/07 

50-271 

R 

8003170371 

8003170197 

79/12/20 

50-320 

P 

8003170375 

8003170369 

80/03/14 

50-338 

S 

0003170395 

8003170300 

80/02/26 

50-304 

8 

8003170306 

8003170302 

00/03/07 

50-312 

R 

0003170397 

0003170369 

80/02/26 

50-254 

a 

0OO317O39B 

0003170393 

80/03/10 

30-207 

p 

8003170399 

0003170395 

80/03/13 

50-282 

R 

8003170411 

8003170407 

00/03/10 

50-220 

R 

0003170419 

0003170402 

80/03/10 

90-244 

R 

0003170418 

0003170404 

00/03/06 

90-133 

R 

0003170421 

8003170416 

00/02/20 

50-301 

8 

0003170429 

0003170423 

80/03/12 

50-29 

R 

6003170426 

0003170419 

80/03/ U 

90-309 

R 

0003170430 

8003170426 

00/03/10 

50-267 

S 

9003170439 

8003170431 

00/03/07 

50-324 

R 

0003170430 

0003170434 

80/03/03 

90-335 

8 

0003170448 

8003170442 

00/02/29 

90-335 

S 

0003170499 

8003170450 

00/03/10 

50-412 

8 

0003170437 

0003170452 

60/02/25 

50-265 

0 

0003170459 

0003170456 

00/03/07 

50-317 

8 

8003170463 

6003170460 

80/03/11 

90-259 

6 

8003170467 

6003170462 

00/03/07 

90-335 

8 

0003170471 

0003170470 

0O/O3/O3 

50-290 

S 

6003170475 

8003170473 

00/03/07 

90-335 

8 

0003170482 

0003170479 

00/03/10 

50-390 

8 

0003170403 

8003170490 

00/03/11 

90-299 

8 

0003170409 

6003170469 

80/03/03 

90-309 

R 

0003 170492 

6003170466 

00/02/13 

90-290 

8 

8003170493 

8000170407 

60/03/04 

50-209 

6 

8003170494 

0003170490 

00/03/11 

90-333 

B 

6003170499 

0003170491 

00/03/11 

90-331 

B 

6003100040 

0003160031 

80/02/04 

90-339 

F 

0003100060 

6003100064 

BO/Ol/n 

50-445 

0 

0003100073 

0003180064 

80/01/11 

50-449 

0 

0003100132 

0003100129 

00/02/26 

REOOD 


0003180199 

6003160157 

60/02/26 

90-996 

0 

6003160165 

0003100197 

80/02/26 

90-956 

0 

6003100160 

0003100197 

00/02/26 

90-996 

0 

0003100103 

6003100176 

80/03/10 

90-209 

P 

0003100204 

0003100201 

00/02/06 

90-320 

H 

0003100207 

0003180197 

80/03/12 

90-270 

P 

0003100210 

8003100197 

00/03/12 

50-270 

P 

0003100213 

0003100200 

60/02/00 

50-320 

M 

6003100220 

8003100217 

00/01/15 

TOPREP 


0003100327 

B0031S0323 

00/03/13 

TOPREP 


0003180333 

0003180331 

80/03/11 

90-937 

A 

8003160393 

0003180392 

80/03/13 

90-299 

P 

6003160399 

6003100350 

80/03/12 

90-295 

P 

6Q031 00364 

0003100361 

80/03/04 

90-346 

P 

0003100367 

0003100366 

00/03/11 

90-336 

R 

8003180371 

0003100368 

00/03/04 

90-409 

0 

6003160373 

8003180369 

80/03/14 

90-331 

R 

8003100377 

8003160372 

00/03/13 

90-918 

8 

8003180379 

0003180376 

80/03/10 

90-247 

8 

8003180300 

0003180379 

80/03/10 

90-299 

R 

0003160304 

0003100362 

00/03/06 

50-313 

8 

6003180386 

0003180386 

80/03/07 

50-206 

ft 

8003160399 

0003100391 

80/03/10 

90-329 

3 

B003180401 

6003180398 

80/03/14 

90-206 

ft 

6003160409 

0003160407 

00/03/10 

50-277 

R 

6003160413 

6003160403 

60/03/12 

90-325 

3 

6003160419 

0003180344 

00/03/03 

90-290 

ft 

8003160418 

0003160412 

00/03/12 

90-324 

8 

6003160422 

0003180344 

80/03/03 

90-290 

R 

8003100424 

0003180420 

00/03/10 

90-43B 

A 

0003180433 

8003160427 

00/03/07 

90-346 

R 

6003180438 

0003180427 

80/03/07 

90-346 

R 

8003180499 

0003100494 

60/03/13 

90-280 

R 

6003180476 

8003100470 

80/03/13 

80-3 

R 

6003180470 

0003180475 

00/03/13 

90-3A6 

6 

8003160462 

8003180469 

60/03/14 

90-261 

P 

6003100483 

8003160475 

00/03/13 

90-36B 

8 

6003180491 

0003180479 

80/03/13 

90-366 

B 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 
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AGCEesrON 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

fl003ie0493 

8003160487 

80/03707 

90-10 

R 

8003160495 

8003160489 

80/03/ 1 1 

50-302 

P 

eoooieosoD 

8003 1 60496 

80/03/10 

90 •■272 

A 

8003160301 

8003 1 80498 

60/03/14 

50-313 

R 

8003160S06 

6003160303 

00/03/14 

50-247 

R 

8003180306 

6003180302 

60/03/12 

50-346 

6 

800318051 1 

6003180303 

60/03/13 

50-325 

8 

8003180513 

6003160304 

80/03/11 

50-409 

8 

8003180520 

0003100316 

00/03/14 

90-368 

R 

8003180522 

6003160317 

00/03/12 

50-331 

B 

8003180534 

6003160526 

60/03/1 1 

50-315 

6 

8003180533 

6003180329 

80/03/12 

50-364 


6D0318053& 

0003180527 

80/03/11 

90-260 

8 

6003180543 

6003180539 

80/03/ iO 

50-266 

R 

6003180343 

6003160537 

60/03/13 

30-260 

8 

6003100344 

8003160331 

00/03/12 

50-260 

a 

8003160347 

8003180341 

60/03/14 

50-299 

8 

8003160349 

6003180539 

60/03/14 

50-206 

P 

8003160530 

6003160346 

80/0^/12 

90-338 

R 

6003160334 

6003160345 

80/03/11 

90-320 

6 

8003180539 

6003100551 

80/03/13 

90-271 

6 

8003160562 

B0D31803S3 

80/03/12 

90-133 

6 

8003160364 

6003180560 

80/03/10 

90-309 

a 

0003160363 

6003160557 

80/03/13 

90-296 

6 

6003160367 

6003180355 

80/03/0i 

90-276 

8 

6003160366 

6003180561 

60/02/06 

50-285 

0 

8003160374 

6003160366 

00/03/1 1 

90-312 

8 

8003180380 

6003160572 

00/03/14 

90-333 

8 

8003180362 

6003180573 

00/03/06 

90-276 

6 

0003180307 

6003160361 

00/03/11 

80-324 

0 

6003160390 

6003160364 

00/03/14 

90-336 

6 

8003160593 

8003160366 

60/03/13 

50-277 

8 

6003160397 

8003160392 

80/03/14 

90-333 

8 

6003160378 

6003160594 

80/03/12 

50-299 

8 

6003160606 

6003160399 

80/03/07 

90-340 

R 

6003160607 

6003180602 

80/03/10 

90-263 

R 

6003160617 

6003160610 

60/03/14 

30-299 

6 

6003180616 

6003160611 

00/03/14 

30-299 

8 

6003180617 

6003160613 

00/03/10 

TQPRCP 


6003180621 

6003160616 

80/03/10 

30-325 

8 

6003160624 

8003160620 

80/03/14 

30-438 

6 

0003190026 

8003190016 

80/02/26 

XPORTLIC 


6003190029 

6003190021 

eo/oi/2? 

40-6027 


8003190030 

6003190024 

60/01/31 

70-024 


8003 1 90037 

0003190019 

60/02/22 

TQPRCP 


6003190036 

6003190024 

60/01/31 

70-024 


6003190030 

6003190043 

00/03/07 

FOIA 


6003190051 

6003190024 

60/01/31 

70-824 


6003190036 

6003190043 

80/02/21 

90-247 

P 

8003190039 

6003190024 

80/01/31 

70-624 


6003190061 

8003190036 

60/01/24 

tOCFR 


0003190063 

8003190053 

80/01/04 

90-499 

fl 

0003190071 

6003190066 

80/01/16 

90-196 

8 

8003190073 

6003190064 

80/02/26 

90-291 

9 

0003190077 

0003190064 

60/02/26 

90-S91 

0 

6003190061 

6003190064 

80/02/26 

90-231 

9 

6003190064 

6003190070 

80/01/14 

30-449 

8 

6003190094 

0003190092 

80/02/21 

30-293 

9 

6003190106 

8003190098 

80/02/22 

90-290 

0 

8003190109 

8003190100 

60/02/19 

90-462 

8 

80031901 U 

0003190103 

80/03/03 

90-3 

0 

80 03190121 

0003190110 

00/02/21 

50-993 

Q 

6003190123 

8003190118 

00/02/29 

90-309 

H 

0003190127 

6003190110 

00/02/21 

90-993 

0 

6003190126 

8003190115 

80/02/21 

90-269 

Q 

6003190131 

6003190110 

80/02/21 

90-353 

Q 

6003190132 

6003190115 

80/02/21 

90-269 

Q 

0003190133 

8003190113 

60/02/21 

90-269 

Q 

6003190137 

6003190110 

00/02/21 

90-593 

Q 

8003190140 

6003190115 

60/02/21 

90-269 

Q 

6003190136 

6003190149 

60/01/29 

70-1143 


6003190170 

6003190164 

60/02/20 

90-77 

0 

6003190179 

6003190166 

60/02/22 

90-327 

Q 

6003190182 

6003190160 

80/02/22 

90-327 

Q 

6003190186 

6003190166 

60/02/22 

90-327 

Q 

6003190192 

0003190103 

00/02/27 

90-269 

Q 

6003190193 

6003190160 

60/02/22 

90-327 

q 

6003190194 

0003190109 

60/02/22 

CONTRACT 

6003190201 

6003190103 

80/02/27 

90-269 

a 

0003190209 

6003190204 

80/02/26 

90-329 



ACCEaslON 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6003190211 

0003190163 

80/02/27 

50-269 

0 

8003190214 

6003 190206 

80/02/20 

50-245 

0 

6003190222 

6003 1 70206 

00/02/20 

50-245 

0 

6003190227 

6003 1 90206 

00/02/20 

50-245 

0 

6003 190234 

8003199206 

00/02/20 

50-245 

0 

6003190235 

6003199163 

60/02/27 

50-269 

0 

6003190239 

6003190226 

60/02/16 

tilBC 


6003190251 

6003190241 

80/02/01 

50-324 

Q 

6003190296 

6003190241 

80/02/01 

50-324 

3 

8003190261 

8003190255 

80/01/31 

50-390 

Q 

6003190262 

8003190241 

00/02/01 

30-324 

Q 

6003190266 

6003190255 

00/01/31 

50-390 

a 

6003190269 

6003190241 

00/02/01 

30-324 

0 

8003190273 

6D031 90295 

60/01/31 

50-390 

0 

6003190285 

6003190280 

00/01/85 

70-020 


6003190290 

6003190262 

00/01/02 

CONTRACT 


8003 1902 91 

6003190281 

80/03/05 

50-400 

0 

8003190294 

6003190269 

60/02/22 

50-247 

Q 

6003190300 

8003190289 

80/02/22 

50-247 

Q 

6003190304 

8003190296 

80/03/10 

50-445 

0 

6003190305 

6003190289 

80/02/22 

50-247 

Q 

0003190307 

6003190269 

60/02/22 

50-247 

0 

0003190309 

60031 9029S 

60/03/10 

50-445 

0 

8003190317 

00031 9031 S 

79/09/19 

70-1257 


8003190320 

6003190314 

60/02/25 

50-320 

H 

8003190332 

6003190324 

00/01/09 

50-259 

0 

0003190336 

8003190330 

60/02/22 

0A999 


0003190330 

6003190333 

00/02/15 

90-320 

H 

0003190339 

6003190321 

60/02/27 

FOIA 


0003190344 

6003190330 

60/02/22 

0A999 


8003190347 

6003190342 

00/03/13 

50-373 

K 

8003190349 

6003190330 

00/02/22 

QA999 


0003190350 

6003190321 

00/02/27 

FOIA 


0003190391 

e00319034£i 

00/02/19 

50-320 

H 

6003190392 

8003190337 

00/02/01 

msc 


8003190394 

6003190330 

00/02/22 

0A999 


8003190396 

0003190340 

00/02/04 

90-518 

0 

8003190399 

B003190321 

80/02/27 

FOIA 


8003190361 

B 0031 90330 

80/02/22 

QA999 


6003190371 

Q 003 190321 

60/02/27 

FOIA 


8003190374 

8003190360 

00/02/04 

50-416 

0 

8003190379 

0003190369 

60/02/20 

70-135 


8003190377 

0003190360 

60/02/15 

50-320 

0 

6003190379 

0003190321 

80/02/27 

FOIA 


8003190362 

0003190369 

80/02/20 

70-135 


8003190389 

0003190361 

60/02/19 

50-320 

H 

8003190389 

0003190321 

60/02/27 

FOIA 


0003190392 

0003190300 

60/01/26 

PR 


8003190394 

0003190307 

80/02/20 

50-293 

Q 

8003190397 

0003190321 

BO/02/27 

FOIA 


6003190399 

0003 1 90393 

00/02/15 

90-320 

H 

8003190401 

0003190387 

00/02/20 

90-293 

Q 

8003190406 

0003190321 

90/02/27 

FOIA 


60031 9040 B 

0003190307 

ao/02/ao 

50-293 

Q 

6003190409 

0003190407 

00/02/15 

50-320 

H 

8003190413 

0003190367 

00/02/20 

50-293 

0 

8003190414 

0003190321 

00/02/27 

FOIA 


8003190424 

0003190321 

00/02/27 

FOIA 


8003190426 

8003190421 

00/03/14 

50-259 

K 

B 003 19042 7 

6003190418 

00/02/14 

90-320 

Q 

6003190432 

6003190321 

00/02/27 

FOIA 


0003190430 

8003190321 

90/02/27 ' 

' FOIA 


0003190444 

6003190321 

80/02/27 

FOIA 


0003190490 

0003190321 

00/02/27 

FOIA 


0003190494 

6003190321 

00/02/27 

FOIA 


0003190461 

6003190321 

00/02/27 

FOTA 


0003190462 

6003190499 

60/03/14 

50-340 

A 

0003190471 

6003190321 

00/02/27 

FOIA 


6003190476 

8003190474 

00/02/04 

50-320 

H 

0003190477 

6003190321 

00/02/27 

FOIA 


6003190400 

8003190475 

00/03/1 1 

50-249 

R 

80031 90463 

6003190470 

80/03/10 

50-267 

P 

8003190486 

8003190321 

80/02/27 

FOIA 


6003190486 

8003190470 

00/03/10 

50-267 

P 

6003199491 

3003190465 

00/03/13 

50-317 

R 

0003199493 

8003190381 

00/02/27 

FOIA 


8003190497 

0003190495 

00/03/01 

50-293 

R 

8003190490 

0003190496 

00/03/13 

50-31 1 

F 

6003199901 

0003190494 

00/02/04 

50-320 

H 

80931991)02 

8003190321 

80/02/27 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
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DOCUMENT 
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Sa031<?0S04 

0003190490 

80/02/04 

50-320 

H 

0003190505 

8003190484 

00/02/04 

50-320 

H 

0003190506 

8003190321 

00/02/27 

POIA 


0003190511 

8003190321 

80/02/27 

FOIA 


0003 190513 

8003190509 

80/02/06 

50-344 

0 

0OO319OS2S 

8003190510 

80/03/14 

50-269 

R 

800319052^1 

8003190321 

00/02/27 

FOIA 


8003190520 

8003190523 

80/03/13 

TOPREP 


8003190331 

0003190526 

80/03/12 

50-318 

6 

8003190538 

8003190535 

00/03/11 

50-336 

R 

0003190542 

8003190533 

90/03/14 

50-302 

R 

8003190543 

8003190321 

80/02/27 

FOIA 


8003190555 

9003190321 

00/02/27 

FOIA 


8003190557 

8003190546 

00/02/04 

50-390 

0 

8003190381 

8003190556 

00/03/11 

50-312 

a 

0003190383 

0003190321 

80/02/27 

FOIA 


8003190587 

0003190560 

80/01/25 

71-6400 


8003190588 

0003190565 

80/03/17 

50-220 

p 

0003190589 

8003190551 

80/03/ 12 

50-249 

s 

0003 190570 

8003190321 

80/02/27 

FOIA 


0003190571 

8003190565 

80/03/17 

50-220 

p 

0003190372 

8003190564 

80/01/14 

50-438 

0 

8003 190578 

0003 I 90549 

80/03/13 

50-249 

8 

8003190577 

8003190321 

80/02/27 

FOIA 


8003190579 

8003190545 

80/03/07 

50-219 

0 

8003 190580 

8003190321 

80/02/27 

FOIA 


8003190581 

8003190575 

80/01/15 

50-430 

Q 

8003190582 

8003190566 

80/03/03 

50-123 

Q 

B0031905B8 

0003190540 

80/03/07 

50-219 

S 

B0031905B7 

8003190321 

00/02/27 

FOIA 


8003190588 

8003190583 

79/11/02 

ACRS 


8003190589 

8003190595 

80/01/14 

50-261 

Q 

8003190590 

0003190321 

80/02/27 

FOIA 


8003190594 

8003190592 

eO/02/22 

50-398 

0 

8003190595 

8003190593 

80/01/30 

50-412 

0 

8003190598 

0003190591 

80/02/14 

50-553 

Q 

8003190599 

8003190593 

60/01/30 

50-412 

0 

8003190801 

0003190591 

80/02/14 

50-553 

0 

8003190602 

0003190598 

80/01/08 

50-250 

0 

8003190804 

8003190591 

80/02/14 

50-553 

0 

0003190608 

8003190600 

80/02/21 

27-47 


8003 190607 

8003190593 

80/01/30 

50-412 

0 

8003190608 

0003190591 

00/02/14 

50-953 

Q 

8003190609 

0003190600 

80/02/21 

27-47 


8003190610 

8003190605 

80/01/n 

50-327 

0 

0003190613 

8003190593 

80/01/30 

50-412 

G 

0003190618 

8003190612 

80/^2/04 

50-566 

0 

8003190623 

0003190619 

80/02/04 

50-259 

Q 

8003190624 

0003190616 

80/02/04 

50-250 

0 

8003190632 

8003190627 

80/01/10 

90-327 

Q 

0003190633 

0003190630 

00/01/26 

50-341 

Q 

6003190635 

8003190629 

80/02/20 

80-445 

H 

8003190639 

8003 190634 

80/01/10 

50-390 

0 

8003190641 

8003190630 

80/01/26 

50-341 

0 

8003190645 

8003190644 

80/03/14 

50-271 

P 

8003190646 

0003190643 

00/02/27 

50-400 

Q 

8003190650 

0003190640 

80/03/17 

50-339 

A 

0003190651 

0003190643 

80/02/27 

50-400 

0 

8003190656 

6003190643 

00/02/27 

50-400 

0 

8003190658 

8003190654 

80/02/07 

50-302 

Q 

8003190662 

8003190643 

80/02/27 

50-400 

Q 

8003190664 

8003190654 

00/02/07 

50-302 

Q 

8003190667 

8003190321 

80/02/27 

FOIA 


8003190668 

8003190654 

80/02/07 

50-302 

Q 

8003190672 

8003190654 

80/02/07 

50-302 

Q 

0003190674 

8003190321 

80/02/27 

FOIA 


8003190676 

8003190643 

80/02/27 

50-400 

Q 

8003190680 

0003190321 

80/02/27 

FOIA 


0003190694 

8003190321 

00/02/27 

FOIA 


8003190685 

8003190678 

00/02/01 

50-389 

8 

8003190688 

0003190693 

00/01/25 

50-313 

Q 

8003190689 

0003190321 

80/02/27 

FOIA 


0003190690 

8003190687 

80/01/31 

0ECY 


8003190695 

0003190321 

80/02/27 

FOIA 


0003190701 

0003190321 

80/02/27 

FOIA 


8003190704 

8003190321 

00/02/27 

FOIA 


8003190706 

8003190699 

80/02/27 

50-390 

Q 

0003190708 

0003190321 

80/02/27 

FOIA 


0003190710 

0003190705 

80/02/25 

90-556 

Q 

8003190712 

8003190699 

80/02/27 

50-390 

a 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8003190713 

8003190321 

80/02/27 

FOIA 


8003190719 

B003190714 

00/02/22 

70-135 


8003190720 

8003190321 

00/02/27 

FOIA 


0003190721 

8003190699 

80/02/27 

50-390 

0 

8003190722 

0003190714 

80/02/22 

70-135 


8003190724 

0003 1907 14 

aO/02/22 

70-135 


0003190725 

8003 190321 

00/02/27 

FOIA 


8003190727 

8003190714 

00/02/22 

70-135 


8003190730 

8003190321 

00/02/27 

FOIA 


0003190734 

8003190717 

00/01/20 

50- 1 20 

P 

8003190735 

0003190321 

80/02/27 

FOIA 


8003190737 

0003 190720 

00/02/14 

50-302 

Q 

0003190742 

8003190321 

00/02/27 

FOIA 


0003190743 

8003190720 

80/02/14 

50-302 

0 

0003190746 

0003170728 

80/02/14 

50-302 

0 

0003190747 

8003190321 

00/02/27 

fdia 


8003190748 

8003190745 

00/02/15 

XPORTLIC 


8003190749 

0003190730 

00/02/04 

50-510 

Q 

8003190751 

0003190728 

80/02/14 

50-302 

0 

8003190752 

0003190750 

00/01/24 

50-201 

0 

0003190753 

8003190321 

00/02/27 

FOIA 


0003190761 

0003190321 

90/02/27 

FOIA 


8003190766 

0003190321 

80/02/27 

FOIA 


0003190767 

0003190763 

80/02/25 

50-320 

H 

0003190768 

8003190756 

00/02/28 

50-518 

0 

8003190773 

0003190321 

00/02/27 

FOIA 


8003190777 

8003190756 

00/02/20 

50-510 

Q 

8003190779 

0003190321 

80/02/27 

FOIA 


8003190782 

0003190776 

80/02/14 

50-247 

P 

0003190784 

0003190769 

80/02/03 

CONTRACT 


8003190785 

8003190756 

00/02/28 

50-518 

Cl 

8003190786 

0003190321 

80/02/27 

FOIA 


8003190791 

0003190321 

80/02/27 

FOIA 


8003190792 

0003190787 

80/02/25 

70-135 


8003190793 

0003190709 

00/02/06 

50-336 

0 

8003190793 

0003190707 

00/02/25 

70-135 


8003190798 

0003190756 

80/02/20 

30-510 

a 

0003190799 

0003190783 

00/02/19 

50-250 

p 

8003 190801 

B003190321 

00/02/27 

FOIA 


8003190002 

8003190794 

00/02/21 

CONTRACT 


8003190003 

0003190707 

80/02/25 

70-133 


8003190007 

0003190321 

80/02/27 

FOIA 


8003190812 

0003190006 

80/02/25 

70-1100 


8003190313 

8003190321 

80/02/27 

FOIA 


8003190817 

0003190809 

00/02/28 

CONTRACT 


8003190018 

8003190810 

00/02/29 

50-416 

a 

8003190019 

8003190321 

00/02/27 

FOIA 


8003190021 

8003190006 

00/02/25 

70-1 100 


0003190023 

0003190010 

80/02/29 

50-416 

a 

8003190825 

0003190321 

80/02/27 

FOIA 


8003190830 

0003 1908 10 

00/02/29 

50-416 

0 

8003190032 

8003190321 

00/02/27 

FDIA 


0003190033 

8003190810 

00/02/29 

50-416 

0 

8003190836 

0003190321 

80/02/27 

FOIA 


8003190843 

0003190037 

80/03/04 

50-456 

Q 

8003190844 

8003190S40 

80/02/26 

50-280 

Q 

8003190845 

0003190321 

00/02/27 

FDIA 


0003190846 

0003190040 

80/02/26 

50-200 

Q 

8003190847 

0003190042 

80/02/29 

CONTRACT 


8003190851 

0003190321 

80/02/27 

FOIA 


0003190852 

0003 190840 

00/02/26 

50-280 

G 

0003190054 

0003190840 

00/02/H 

70-1201 


00031 90B56 

8003190321 

00/02/27 

FOIA 


0003190857 

8003190853 

80/01/28 

50-245 

0 

0003190860 

0003190321 

80/02/27 

FOIA 


8003190864 

0003190321 

80/02/27 

FOIA 


8003190065 

0003190057 

80/02/28 

50-518 

0 

8003190067 

0003190088 

80/02/15 

50-320 

0 

8003190069 

8003170321 

80/02/27 

FOIA 


8003190070 

8003190863 

80/01/28 

50-271 

0 

0003190871 

0003190057 

80/02/28 

50-510 

G 

8003190874 

8003190321 

00/02/27 

FOIA 


8003190877 

0003190057 

80/02/28 

50-518 

Q 

8003190001 

0003190321 

00/02/27 

FOIA 


8003190002 

0003190849 

00/02/14 

50-320 

H 

0003190803 

8003190076 

80/03/10 

30-445 

0 

0003190886 

0003190075 

80/01/26 

50-29 

Q 

8003190007 

0003190321 

80/02/27 

FOIA 


8003190880 

0003 190857 

80/02/28 

50-510 

Q 

0003190075 

8003190321 

00/02/27 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUMDER 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

ACCESS I OtI 

NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

8003190897 

8003170870 

00/01/28 

30-244 

Q 

0003200253 

0003200227 

60/02/26 

50-155 

C 

8003190702 

0003170894 

80/01/23 

30-3D7 

0 

0003200258 

8003200227 

60/02/26 

50-155 

0 

8003190703 

0003190876 

80/02/27 

COMhlSSlDN 

8003200278 

8003200267 

60/02/26 

50-367 

R 

8003190707 

0003170909 

80/01/22 

30-423 

Q 

8003200293 

80032 002B6 

00/01/30 

70-364 


8003170712 

0003170906 

80/01/28 

50-333 

Q 

0003200297 

8003200256 

60/03/05 

50-445 

M 

8003190713 

0003170707 

80/03/11 

SO-322 

0 

6003200299 

8003200286 

00/01/30 

70-364 


8003190720 

0003170916 

80/01/22 

50-307 

Q 

6003200303 

6003200256 

60/03/05 

50-445 

M 

8003190740 

8003170922 

80/02/25 

50-400 

Q 

8003200304 

6003200266 

60/01/30 

70-364 


8003190742 

0003190933 

80/03/03 

50-272 

0 

8003200305 

6003200255 

80/02/15 

PR 


6003190733 

0003170747 

80/02/01 

71-365 


8003200309 

6003200266 

80/01/30 

70-364 


8003190734 

8003170927 

80/02/23 

50-272 

0 

8003200310 

0003200256 

80/03/05 

50-445 

11 

8003190761 

8003190722 

80/02/23 

30-400 

Q 

8003200377 

6003200376 

80/03/03 

CONTRACT 


8003190762 

8003170727 

80/02/23 

30-272 

Q 

80032 003S 5 

6003200363 

80/03/07 

50-254 

3 

8003190760 

8003190752 

00/01/30 

50-266 

Q 

8003200391 

B0032003B9 

80/03/14 

50-331 

6 

0003190771 

8003170766 

00/02/29 

71-6400 


8003200392 

60D32003B7 

QO/03/13 

50-304 

B 

0003170973 

8003190927 

00/02/23 

50-272 

0 

8003200396 

6003200394 

80/03/14 

50-331 

8 

0003190990 

8003190981 

00/02/13 

30-267 

0 

8003200397 

6003200321 

80/03/14 

50-77 

R 

0003190990 

8003170772 

00/02/23 

70-1100 


8003200403 

6003200400 

80/03/17 

50-369 

A 

0003191006 

8003191001 

00/02/26 

CONTRACT 


8003200404 

6003200396 

80/03/01 

50-265 

a 

0003200013 

80032000 U 

00/01/01 

CONTRACT 


8003200407 

6003200401 

80/03/11 

50-304 

3 

0003200016 

8003200009 

80/02/27 

CQMhIBBlON 

8003200409 

S0032004DS 

80/02/05 

50-10 

Q 

0003200022 

8003200017 

77/10/01 

CONTRACT 


8003200410 

8003 200406 

80/03/06 

50-254 

8 

8003200023 

8003200020 

80/02/ IB 

CONTRACT 


6003200415 

6003200412 

80/03/06 

50-265 

3 

GOD3200029 

8003200029 

30/02/14 

CONTRACT 


6003200418 

80032004 i 1 

80/03/13 

50-295 

s 

0003200031 

8003200027 

80/02/ IS 

CONTRACT 


6003200425 

8003200420 

80/03/07 

50-304 

a 

0003200033 

8003200024 

80/02/27 

COMMISSION 

6003200430 

6003200423 

60/03/17 

50-269 

B 

0003200036 

6003200030 

80/01/29 

50-445 

Q 

6003200438 

9003200435 

00/03/17 

50-261 

p 

0003200037 

8003200032 

80/02/21 

70-1257 


8003200441 

0003200434 

60/03/12 

50-301 

s 

0003200040 

8003200038 

80/02/26 

50-320 

H 

8003200443 

0003200416 

60/02/00 

SO-454 

a 

0003200043 

0003200032 

00/02/21 

70-1257 


8003200452 

0003200446 

60/03/16 

50-318 ■ 

a 

0003200044 

8003200033 

00/02/26 

CONTRACT 


8003200467 

0003200450 

00/03/05 

50-443 

Q 

0003200043 

8003200030 

00/01/29 

30-445 

0 

8003200466 

0003200462 

00/03/17 

50-409 

P 

0003200049 

0003200032 

00/02/21 

70-1237 


8003200472 

6003200461 

00/03/14 

50-327 

6 

0003200051 

0003200042 

00/02/27 

70-143 


8003200475 

6003200459 

00/03/05 

50-443 

0 

0003200035 

0003200032 

00/02/21 

70-1257 


6003200462 

6003200458 

00/03/05 

50-443 

0 

0003200070 

0003200063 

00/02/29 

50-367 

u 

8003200466 

6003200460 

00/02/07 

50-202 

Q 

0003200071 

0003200066 

00/02/04 

WASTE MOT 

8003200494 

B0032004B7 

60/02/04 

50-334 

8 

0003200073 

8003200060 

GO/02/29 

50-280 

0 

8003200496 

600320048^ 

00/02/06 

50-329 

Q 

6003200003 

8003200074 

80/02/29 

COtIMiSSlON 

6003200500 

B0032004B? 

00/02/04 

50-334 

8 

B0032000S7 

8003200074 

00/02/29 

CQHMI8BIQN 

6003200503 

8003200487 

80/02/04 

50-334 

8 

8003200090 

8003200074 

00/02/29 

COMMiaatON 

0003200506 

8003200493 

80/02/07 

50-266 

a 

8003200071 

8003200060 

00/02/29 

lOCFfl 


0003200809 

0003200503 

00/02/29 

CONTRACT 


8003200076 

8003200074 

00/02/29 

COMMISSION 

6003200510 

0003200513 

00/03/03 

FOIA 


8003200100 

0003200072 

00/02/22 

70-364 


8003200523 

6003200516 

00/02/07 

50-316 

Q 

0003200103 

0003200060 

00/02/29 

lOCFR 


8003200529 

6003200513 

00/03/03 

FOrA 


0003200115 

0003200060 

00/02/29 

lOCFR 


0003200541 

0003200333 

80/03/05 

50-546 

Q 

0ODJ2OO117 

8003200111 

00/02/21 

70-754 


8003200542 

0003200513 

80/03/03 

FOIA 


0003200123 

0003200060 

00/02/29 

lOCFR 


6003200549 

8003200513 

00/03/00 

FOIA 


0003200123 

8003200124 

80/02/26 

50-302 

Q 

6003200532 

6003200546 

00/01/24 

50-244 

P 

0003200126 

0003200122 

80/02/19 

50-3 

P 

8003200538 

6003200546 

60/01/24 

80-244 

P 

00032001 2Q 

0003200060 

80/02/29 

lOCFR 


8003200567 

BO 03200 5 56 

BO/03/04 

CONTRACT 


0003200127 

8003200124 

00/02/26 

30-302 

0 

8003200570 

6003200563 

80/02/12 

50-302 

Q 

8003200130 

0003200124 

00/02/26 

50-302 

Q 

8003200574 

6003200563 

80/02/12 

50-302 

0 

8003200132 

0003200124 

00/02/26 

50-302 

Q 

8003200580 

B003200S63 

00/02/12 

50-302 

0 

0003200133 

8003200111 

00/02/24 

70-754 


8003200566 

6003200563 

80/02/12 

50-302 

Q 

0003200134 

B00320006D 

00/02/29 

lOCFR 


0003200591 

8003200577 

80/02/28 

50-320 

0 

8003200142 

0003200060 

00/02/29 

lOCFR 


8003200602 

6003200374 

80/03/04 

FOIA 


8003200143 

8003200130 

00/02/29 

XPORTLIC 


8003200605 

8003200579 

80/02/1 1 

50-416 

Q 

0003200149 

0003200060 

80/02/29 

lOCFR 


8003S00610 

0003200606 

80/02/27 

50-491 

0 

0003200154 

0003200060 

00/02/29 

lOCFR 


8003200611 

8003200579 

80/02/1 1 

50-416 

0 

8003200166 

0003200060 

00/02/27 

lOCFR 


8003200613 

0003200599 

80/02/11 

50-416 

Q 

8003200173 

8003200060 

00/02/29 

lOCPR 


8003200616 

G 003200 599 

80/02/11 

50-416 

0 

0003200183 

8003200060 

00/02/29 

lOCFR 


8003200619 

8003200617 

80/02/27 

50-445 

0 

8003200189 

8003200178 

00/02/06 

CONTRACT 


9003210005 

6003210003 

00/02/26 

50-320 

H 

6003200171 

8003200060 

GO/02/29 

lOCFR 


00032 100 13 

0003210010 

80/02/20 

30-320 

0 

0003200196 

8003200060 

00/02/29 

lOCFR 


00032 10 020 

3003210015 

80/02/06 

50-327 

0 

6003200202 

8003200060 

00/02/29 

lOCFR 


8003210021 

9003210017 

00/02/ 16 

WASTE MOT 

6003200211 

8003200060 

00/02/29 

lOCFR 


8003210025 

6003210019 

Q0/02/2B 

50-320 

0 

8003200212 

0003200194 

80/02/21 

30-373 

H 

6003210030 

6003210024 

80/02/06 

50-309 

0 

8003200213 

8003200194 

60/02/21 

50-373 

H 

0003210031 

6003210028 

80/02/20 

FOIA 


6003200217 

0003200194 

00/02/21 

50-373 

H 

6003210036 

B00321000B 

80/02/22 

50-217 

a 

8003200220 

8003200060 

00/02/29 

lOCFR 


S0032 10037 

6003210020 

80/02/20 

FOIA 


8003200231 

8003200226 

00/01/24 

50-322 

0 

8003210039 

6003210034 

80/02/08 

50-255 

Q 

8003200232 

0003200220 

00/03/17 

50-443 

A 

8003210040 

9003210033 

80/01/04 

70-143 


8003200239 

8003200227 

00/02/26 

50-133 

0 

8003210042 

8003210026 

90/02/20 

FOtA 


8003200236 

6003200220 

00/03/19 

50-443 

A 

6003210043 

6003210034 

80/02/08 

50-235 

0 

6003200244 

8003200220 

00/03/19 

30-443 

A 

8003210046 

6003210026 

80/02/20 

FOIA 


6003200246 

6003200227 

80/02/26 

80-155 

0 

6003210050 

6003210046 

80/02/20 

71-46 


6003200247 

8003200241 

80/02/29 

80-269 

0 

0003210054 

6003210044 

80/02/13 

50-259 

Q 

6003200291 

8003200227 

80/02/26 

50-153 

0 

0003210065 

6003210059 

80/02/06 

50-261 

Q 


4B7 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8UDJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

80032 10069 

8003210059 

00/02/06 

50-261 

0 

8003240261 

8003240254 

60/02/29 

90-263 

P 

8003210073 

B003210059 

80/02/06 

50-261 

0 

00032^0275 

8003240271 

00/02/29 

50-296 

P 

8003210077 

80032 I 0059 

80/02/06 

50-261 

0 

8003240280 

8003240271 

00/02/29 

50-298 

P 

8003210086 

8003210080 

00/01/07 

50-261 

Q 

8003240202 

8003240271 

QO/02/29 

50-298 

P 

8003210116 

8003210111 

00/02/27 

50-369 

Q 

8003240207 

8003240244 

79/12/31 

27-47 


8003210117 

8003210108 

60/02/27 

50-3 

0 

6003240299 

6003240293 

00/02/14 

50-556 

H 

0003210119 

8003210111 

60/02/27 

50-369 

Q 

6003240304 

0003240293 

□0/02/14 

50-556 

R 

8003210122 

8003210111 

80/02/27 

50-389 

Q 

8003240306 

8003240293 

□0/02/14 

50-556 

H 

8003210125 

8003210111 

00/02/27 

50-389 

0 

0003240313 

8003240308 

00/02/22 

70-0 


8003210126 

8003210108 

80/02/27 

50-3 

0 

6003240314 

8003240312 

80/03/16 

90-269 

R 

8003210137 

8003210130 

QO/02/26 

50-336 

0 

80032403 IS 

0003240308 

80/02/22 

70-8 


8003210138 

8003210130 

80/02/26 

50-338 

0 

8003240324 

8003240318 

00/03/19 

TOPREP 


0003210141 

8003210130 

80/02/26 

50-338 

Q 

8003240326 

8003240320 

80/03/18 

90-404 

A 

8003210144 

8003210130 

80/02/26 

50-338 

Q 

8003240333 

8003240329 

00/02/22 

COMMISSION 

0003210207 

8003210204 

80/01/22 

71-5796 


8003240348 

B003240346 

80/03/20 

50-290 

R 

8003210210 

8003210204 

80/01/22 

71-5796 


0003240349 

8003240342 

00/03/13 

50-445 

rt 

8003210227 

B0032 10205 

80/02/13 

71-5597 


8003240364 

8003240361 

00/03/10 

90-263 

r 

8003210256 

6003210253 

80/02/22 

50-413 

Q 

0003240390 

8003240306 

00/03/04 

XPQRTLIC 


8003210261 

8003210253 

80/02/22 

50-413 

0 

0003240399 

8003240397 

00/03/19 

TOPREP 


8003210272 

8003210269 

60/02/07 

50-257 

Q 

0003240407 

8003240405 

00/03/17 

90-263 

s 

8003210275 

6003210271 

60/02/15 

50-320 

G 

0003240410 

0003240408 

00/03/19 

50-202 

B 

8003210283 

B003210277 

79/11/26 

50-400 

0 

0003240415 

8003240413 

00/03/14 

50-409 

R 

8003210297 

8003210277 

77/U/26 

50-400 

Q 

8003240416 

0003240412 

80/03/17 

50-185 

P 

8003210307 

8003210277 

79/11/26 

50-400 

0 

8003240419 

8003240412 

80/03/ 17 

50-185 

P 

8003210316 

8003210277 

79/11/26 

50-400 

Q 

8003240421 

0003240417 

00/03/20 

50-306 

B 

8003210325 

8003210277 

79/11/26 

50-400 

Q 

8003240427 

8003240414 

00/03/10 

50-302 

S 

8003210330 

6003210324 

60/03/20 

50-333 

8 

8003240442 

8003240437 

00/03/20 

50-335 

R 

8003210337 

8003210331 

60/03/07 

50-338 

K 

0003240454 

8003240449 

00/03/10 

90-331 

P 

0003210340 

8003210334 

60/03/20 

50-333 

8 

8003240455 

9003240450 

00/03/17 

90-29 

P 

8003210344 

6003210342 

60/03/14 

50-219 

R 

0003240457 

8003240449 

00/03/10 

90-331 

P 

8003210345 

8003210341 

80/02/28 

50-2 

Q 

0003240459 

8003240452 

80/03/20 

50-333 

a 

8003210351 

600321 0348 

80/02/22 

CONTRACT 


0003240468 

8003240465 

00/03/21 

90-338 

8 

8003210376 

6003210374 

80/03/14 

50-518 

6 

6003240471 

8003240464 

00/03/19 

50-237 

p 

8003210382 

8003210360 

80/03/17 

50-296 

P 

0003240472 

8003240467 

00/03/10 

50-293 

s 

8003210395 

8003210391 

80/03/11 

50-366 

8 

0003240473 

8003240465 

80/03/21 

50-330 

8 

8003210416 

8003210412 

80/03/10 

50-321 

S 

8003240474 

0003240469 

00/02/29 

50-287 

s 

8003210418 

6003210407 

80/03/14 

50-518 

8 

8003240476 

8003240464 

□0/03/19 

90-237 

p 

8003210426 

8003210422 

80/03/19 

50-338 

P 

0003240482 

8003240464 

60/03/19 

50-237 

p 

8003210428 

6003210425 

00/03/18 

50-250 

P 

8003240463 

8003240400 

00/02/15 

50-390 

s 

8003210438 

6003210433 

80/03/ IV 

50-366 

8 

0003240484 

8003240475 

□0/03/21 

50-261 

s 

B0032104S2 

8003210440 

80/03/20 

50-333 

8 

8003240490 

8003240464 

00/03/19 

90-237 

p 

8003210455 

6003210451 

80/03/11 

50-321 

B 

8003240493 

8003240488 

80/03/10 

50-331 

8 

8003210461 

6003210459 

00/03/ IB 

50-338 

8 

8003240502 

8003240497 

00/03/17 

50-245 

8 

8003210463 

6003210456 

80/03/13 

50-324 

8 

8003240505 

8003240501 

00/02/07 

50-330 

8 

B0032 10489 

8003210465 

00/03/11 

50-409 

F 

8003240513 

0003240509 

80/02/18 

50-307 

0 

8003210514 

8003210510 

80/03/14 

50-546 

I 

8003240514 

B003240S09 

80/03/19 

50-285 

S 

8003210541 

8003210535 

60/03/17 

50-260 

8 

8003240515 

0003240506 

80/03/14 

50-346 

8 

8003210549 

8003210534 

80/03/11 

50-10 

F 

8003240510 

0003240500 

80/03/19 

50-285 

8 

8003210552 

8003210544 

80/03/17 

50-219 

8 

8003240521 

0003240506 

80/03/14 

50-346 

3 

8003210555 

6003210534 

80/03/11 

50-10 

F 

8003240524 

0OO324O5OB 

80/03/19 

50-265 

5 

8003210559 

B003210S34 

80/03/11 

50-10 

F 

0003240526 

0003240522 

00/03/14 

90-397 

3 

B003210S63 

B003210S34 

80/03/11 

50-10 

F 

B003240527 

0003240519 

00/02/29 

50-413 

3 

B003210S66 

6003210561 

80/03/17 

50-271 

8 

8003240520 

0003240506 

80/03/14 

50-346 

3 

8003210576 

6003210570 

80/03/17 

50-271 

P 

6003240531 

0003240529 

00/03/14 

50-3 

R 

8003210581 

8003210574 

80/02/01 

27-47 


0003240537 

0003240532 

00/03/10 

50-302 

5 

8003240066 

6003240062 

80/02/29 

50-3 

0 

8003240538 

0003240534 

80/03/20 

50-250 

P 

8003240074 

8003240062 

00/02/29 

50-3 

0 

8003240543 

0003240534 

00/03/20 

80-290 

P 

8003240076 

8003240073 

00/02/14 

71-360 


6003240545 

8003240534 

80/03/20 

50-250 

P 

8003240078 

8003240069 

80/02/12 

50-368 

8 

8003240556 

0003240553 

80/03/03 

70-1191 


8003240086 

8003240079 

80/03/07 

71-376 


8003240560 

0003240559 

80/02/25 

90-302 

Q 

8003240097 

6003240091 

80/03/07 

71-374 


8003240564 

0003240551 

80/03/21 

50-263 

8 

8003240099 

6003240093 

80/03/06 

50-546 

0 

8003240579 

8003240571 

80/03/03 

90-266 

0 

G00324010S 

8003240105 

60/02/25 

50-409 

0 

8003240590 

8003240583 

80/03/07 

90-320 

P 

8003240113 

8003240111 

80/02/27 

71-6206 


8003240591 

0003240506 

80/02/07 

50-262 

0 

8003240122 

6003240119 

80/03/07 

50-309 

P 

8003240593 

0003240571 

00/03/03 

50-266 

8 

8003240176 

8003240171 

00/02/15 

70-024 


8003240599 

8003240906 

00/02/07 

90-202 

Q 

8003240180 

6003240177 

00/02/29 

XPORTLIC 


8003240616 

8003240610 

80/03/03 

50-338 

0 

8003240182 

8003240175 

00/02/19 

50-266 

P 

8003240630 

8003240629 

00/02/29 

TOPREP 


8003240185 

8003240179 

80/02/13 

71-376 


0003240637 

8003240633 

80/02/ ll 

PR 


6003240106 

8003240184 

60/02/25 

40-1341 


8003240641 

8003240631 

80/02/28 

50-373 

A 

8003240191 

8003240183 

80/01/23 

40-0697 


8003250040 

8003250026 

80/02/08 

50-491 

Q 

8003240194 

8003240184 

80/02/25 

40-1341 


8003250043 

8003290039 

80/02/00 

50’*546 

Q 

6003240214 

B00324D208 

80/02/20 

50-367 

0 

6003250048 

0003250026 

80/02/00 

90-491 

Q 

8003240216 

8003240064 

80/02/11 

70-B20 


8003250058 

8003250055 

80/01/30 

50-305 

Q 

8003240242 

8003240236 

80/02/29 

40-6380 


8003250065 

8003250026 

80/02/00 

90-491 

Q 

8003240245 

8003240240 

00/02/15 

XPORTLIC 


8003250066 

8003290055 

80/01/30 

50-305 

a 

8003240248 

8003240243 

00/02/29 

50-366 

P 

8003250074 

8003250026 

80/02/00 

50-491 

Q 

0003240249 

8003240247 

60/03/04 

CONTRACT 


8003250100 

8003250093 

80/02/20 

7i-34B 


8003240256 

8003240252 

80/02/22 

XPQRTLIC 


8003250107 

8003250101 

80/02/15 

8ECY 


8003240257 

8003240254 

80/02/29 

50-263 

P 

8003250108 

8003250097 

80/02/00 

50-390 

Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

DATE 

ISSUED 

SUDvlECl 

category 

ACCESS I ON 

1 NUMBER 

DATE 

ISSUED 

SUBJECT 

CATE00R7 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

80032901 U 

8003250098 

80/01/03 

40-0690 


0003250336 

8003390532 

80/03/20 

SQ-224 

R 

8003290115 

6003290112 

eO/02/26 

71-24 


60032S0537 

8003250539 

80/03/19 

50-267 

S 

B0032S01 19 

6003250112 

80/02/26 

71-24 


8003350943 

8003250539 

00/03/20 

50-289 

8 

B003250124 

6003250097 

eO/03/OG 

30-390 

Q 

8003230940 

8003250490 

BO/03/21 

50-277 

P 

6003260120 

6003250090 

00/01/ 03 

40-0698 


0003250995 

8003290552 

80/03/18 

50-267 

9 

0003250129 

6003250123 

80/08/26 

WASTE MOT 

0003230559 

8003250551 

00/03/17 

50-324 

0 

0003290131 

8003290123 

80/02/26 

WASTE MOT 

8003250560 

8003250546 

BO/03/19 

50-320 

8 

6003290136 

80032S0Q97 

00/02/00 

50-390 

Q 

0003250969 

0003250564 

80/03/ 19 

50-320 

a 

0003290139 

8003290117 

00/01/17 

90-299 

Q 

0003250577 

0003250574 

80/03/17 

50-344 

p 

8003290147 

6003250142 

00/03/04 

CONTRACT 


0003230581 

8003250976 

80/03/10 

50-267 

P 

0003290197 

6003250192 

aO/02/21 

70-754 


8003290616 

8003290607 

e 0/0 1/24 

70-143 


6003250160 

8003250156 

00/02/19 

50-267 

0 

8003260039 

0003260031 

eO/03/13 

XPORTLIC 


6003250166 

8003250117 

00/01/17 

50-299 

a 

B003260Q43 

0003260034 

80/01/20 

CONTRACT 


0003250172 

0003890117 

80/01/17 

90-259 

0 

0003260083 

0003260067 

80/03/13 

FOIA 


0003290179 

8003290170 

80/01 /oa 

50-275 

A 

B003260101 

8003260098 

00/03/17 

FQIA 


0003250179 

0003280117 

80/01/17 

50-259 

Q 

8003260103 

8003260096 

00/02/14 

71-250 


0003250162 

0003250176 

00/03/06 

tOCFR 


8003260107 

0003260098 

00/03/ 17 

FOIA 


6003250190 

0003290176 

00/03/06 

lOCFR 


8003260114 

0003260090 

80/03/17 

FOIA 


0003290197 

8003290187 

80/03/14 

30-324 

P 

0003260131 

0003260112 

00/03/07 

50-259 

Q 

0003290209 

0003250107 

80/03/14 

30-324 

P 

0003260136 

8003260096 

00/03/17 

FOIA 


0003290207 

8003290204 

80/08/15 

30-209 

0 

6003260144 

8003260112 

00/03/07 

50-239 

G 

0003290210 

8003290107 

80/03/14 

30-324 

P 

8003260146 

8003260098 

80/03/17 

FOIA 


6003290218 

0003290200 

00/02/06 

50-340 

0 

8003260199 

0003260112 

80/03/07 

50-259 

0 

0003250219 

0003290200 

80/02/06 

50-340 

0 

0003260160 

8003260098 

90/03/17 

FOIA 


6003290228 

0003250217 

80/02/21 

50-272 

p 

0003260175 

B003260112 

00/03/07 

50-239 

0 

0003290235 

0003250217 

80/02/21 

30-272 

p 

0003260S33 

8003260224 

80/02/21 

50-255 

0 

6003250241 

8003250200 

80/02/06 

30-340 

Q 

G0Q3260336 

8003260327 

80/03/04 

50-2 

0 

6003290290 

8003290200 

80/08/06 

30-348 

Q 

0003260339 

6003260334 

00/01/31 

80-271 

0 

0003290266 

8003290261 

80/02/23) 

90-320 

P 

8003260373 

8003260365 

80/03/19 

50-245 

P 

0003290274 

8003290260 

00/03/05 

30-317 

Q 

8003260394 

0003260387 

80/03/19 

50-206 

P 

0003250201 

0003250277 

79/10/24 

30-454 

Q 

0003260405 

8003260399 

00/02/01 

50-219 

0 

0003250206 

0003250277 

79/10/24 

30-454 

0 

8003260423 

8003260414 

00/02/04 

50-397 

3 

0003250292 

6003250207 

80/03/10 

TOPREP 


8003260482 

8003260401 

80/03/04 

REVIEW ORP 

8003290299 

8003290290 

80/02/07 

70-1113 


8003260486 

8003260484 

80/01/21 

SECY 


8003290305 

8003250290 

00/08/07 

70-1113 


0003260407 

8003260484 

80/01/21 

SECY 


0OO32SO3O9 

0003250302 

80/03/17 

90-344 

0 

0003260490 

8003260494 

eo/oi /21 

SECY 


0003250315 

0003250290 

80/02/07 

70-1113 


8003260492 

8003260404 

80/01/21 

&ECV 


0003290317 

6003250308 

80/03/17 

50-344 

0 

8003260502 

8003260494 

80/03/16 

50-438 

8 

6003250320 

8003290319 

79/12/20 

90-339 

A 

8003260907 

G00326D5QO 

00/03/05 

REVIEW ORP 

0003250321 

8003290290 

80/02/07 

70-1113 


0003260530 

8003260313 

00/03/03 

ataU Pragi 

0003250326 

0003250308 

00/03/17 

50-344 

0 

0003260535 

9003260532 

80/03/19 

30-390 

B 

0003230327 

0003250325 

B0/01/8B 

50-361 

A 

0003260544 

0003260530 

00/03/20 

30-302 

0 

0003250333 

0003890328 

80/02/2/ 

90-445 

H 

0003260395 

6003260550 

00/03/17 

50-321 

8 

8003290339 

8003250320 

60/02/27 

50-445 

M 

Q003260965 

000326-0561 

GO/03/03 

50-267 

Q 

0003290343 

8003290290 

80/02/07 

70-1113 


8003260571 

000326096k 

00/03/03 

50-267 

Q 

6003250346 

6003250320 

80/02/27 

90-445 

M 

B003260S76 

8003260961 

00/03/03 

50-267 

Q 

0003250347 

0003250344 

00/03/14 

30-300 

A 

8003260578 

0003260561 

00/03/03 

50-267 

0 

6003250346 

0003250290 

00/08/07 

70-1U3 


8003260579 

0003260566 

00/03/19 

50-260 

0 

0003230390 

8003890302 

00/03/17 

90-344 

0 

8003260394 

6003260586 

80/03/06 

50-312 

0 

8003250399 

8003250395 

00/02/28 

90-320 

H 

6003260596 

8003260591 

BO/03/ 07 

50-312 

8 

0003250374 

0OO32SO37O 

60/02/28 

90-320 

H 

8003260603 

B003 260597 

80/03/10 

50-267 

P 

0003290375 

0003250362 

0O/Oa/2Q 

90-413 

0 

8003260607 

8003260598 

80/03/14 

50-304 

0 

0003250376 

0003250373 

00/03/18 

90-445 

M 

8003260600 

80032605B9 

00/03/21 

50-305 

8 

0003250379 

0003250362 

00/02/20 

50-413 

0 

800326061 1 

8000260604 

80/03/19 

80-219 

8 

6003290388 

0003250371 

00/02/11 

90-299 

0 

8003260619 

0003260609 

00/03/16 

90-213 

R 

0003250383 

6003250362 

80/02/28 

30-413 

Q 

8003260616 

8003260509 

80/03/21 

50-309 

8 

6003250306 

0003250364 

80/02/26 

90-320 

M 

8003260621 

0000260589 

80/03/21 

50-305 

S 

0OO325O3QB 

8003250362 

60/02/20 

90-413 

a 

8003260623 

0000260617 

00/03/19 

90-318 

0 

8003250393 

8003890369 

80/01/31 

50-402 

8 

8003260624 

6003260620 

00/03/20 

50-334 

a 

0003290397 

6003290369 

00/01/31 

90-483 

8 

8003260625 

8003260589 

80/03/21 

50-309 

8 

0003250399 

0003250097 

80/02/00 

50-390 

G 

8003260632 

D0032606S9 

00/03/17 

50-272 

P 

0003230379 

0003250395 

80/03/19 

90-366 

S 

8003260634. 

0003260631 

80/03/14 

50-275 

A 

0003290406 

8003250402 

80/03/06 

CONTRACT 


8003260639 

8003260629 

80/03/17 

50-272 

P 

8003250407 

8003250403 

00/03/20 

90-263 

8 

8003260636 

8003260633 

80/01/08 

50-335 

8 

8003290443 

80032S0441 

00/03/17 

90-30 

P 

8003260637 

8003260630 

80/03/21 

50-430 

0 

0003290444 

0003290441 

80/03/17 

50-30 

P 

0003260648 

0003260646 

80/03/19 

50-Sie 

S 

0003290446 

0003290441 

80/03/17 

90-30 

P 

0003260656 

0003260654 

80/03/06 

50-275 

0 

0003290446 

0003290441 

80/03/17 

90-30 

P 

0003260699 

0003260654 

00/03/06 

90-275 

0 

6003290459 

0003290453 

80/02/27 

70-364 


0003270005 

8003270001 

00/02/13 

90-255 

Q 

8003290497 

0003290452 

80/03/21 

90-494 

K 

8003270019 

0003270006 

00/02/13 

70-135 


8003850460 

0003290494 

80/03/19 

50-199 

8 

8003270032 

6003270006 

00/02/13 

70-135 


0003250468 

0003290461 

80/03/06 

90-219 

H 

0003270049 

8003270044 

80/02/05 

90-269 

Q 

0003290469 

0003250437 

80/03/10 

50-360 

R 

8003270053 

8003270044 

aO/02/05 

50-269 

D 

0003256474 

0003290466 

00/03/13 

50-324 

8 

8003270063 

0OO327OO5B 

00/01/20 

90-142 

P 

8003290486 

6003850400 

00/02/aa 

40-0583 


0003270072 

8003 27 0068 

00/02/11 

PR 


0003250494 

0003850480 

80/03/19 

50-320 

8 

8003270004 

8003270079 

00/01/30 

90-272 

P 

0003250902 

6003850490 

80/03/19 

90-267 

6 

B003270090 

8003270079 

80/01/30 

90-272 

P 

0003290510 

0003250906 

00/03/14 

90-3 

R 

8003270092 

0003270009 

80/02/14 

90-272 

P 

8003890531 

8003290527 

00/03/17 

90-293 

R 

0003270095 

B0D3270085 

00/02/14 

90-272 

P 

8003290933 

0003290920 

00/03/18 

90-267 

8 

8003270101 

6003270096 

00/02/29 

40-4492 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


460 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DDCUMENT 

ISSUED 

CATEGORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

B003270105 

0003270102 

00/03/03 

CONTRACT 


0003200181 

B0032B0179 

00/03/04 

CONTRACT 


0003270113 

8003270110 

00/02/20 

40-1162 


0003280189 

0003200187 

00/03/13 

50-329 

A 

0003270117 

0003270109 

60/03/ 14 

50-445 

M 

0003280191 

0003200 162 

80/02/12 

50-266 

0 

000327011? 

0003270114 

80/03/ia 

50-312 

T 

8003280203 

0003200192 

80/02/25 

50-359 

Q 

0003270122 

0003270114 

00/03/12 

50-312 

T 

8003200213 

8003260200 

80/02/04 

50-412 

Q 

6003270126 

0003270114 

00/03/12 

50-312 

T 

0003200234 

0003200230 

00/03/25 

30-266 

P 

0003270120 

8003270109 

00/03/14 

50-445 

M 

0003280237 

6003260232 

00/02/28 

50-344 

0 

0003270130 

8003270123 

SO/02/00 

QA999 


0003200245 

0003200241 

00/02/12 

50-305 

0 

0003270131 

0003270114 

60/03/ 12 

50-312 

T 

8003200248 

8003200219 

80/02/04 

70-135 


S003270137 

8003270109 

00/03/14 

50-445 

M 

8003280261 

8003280253 

00/03/03 

50-334 

Q 

0003270139 

6003270136 

00/03/16 

50-200 

P 

BOO320O265 

8003280253 

00/03/03 

50-334 

Q 

0003270140 

0003270114 

00/03/12 

50-312 

T 

0003280269 

6003260253 

00/03/03 

50-334 

Q 

0003270141 

0003270133 

90/03/04 

50-320 

P 

0003280273 

0003260253 

00/03/03 

50-334 

0 

0003270145 

6003270114 

60/03/ 12 

50-312 

T 

0003260276 

6003200271 

80/03/21 

50-302 

P 

0003270146 

0003270136 

80/03/16 

50-200 

P 

0003260279 

0003260253 

80/03/03 

30-334 

a 

0003270147 

B003270109 

00/03/14 

50-445 

M 

0003280290 

60032Q02B3 

80/03/04 

50-412 

0 

0003270152 

0003270136 

60/03/10 

50-200 

P “ 

0003200293 

8003200269 

80/02/20 

50-209 

H 

00032701 54 

8003270114 

00/03/12 

50-312 

T 

8003200296 

8003200263 

80/03/04 

50-412 

0 

0003270157 

8003270114 

00/03/12 

50-312 

T 

8003200297 

8003280289 

00/02/20 

50-209 

H 

6003270160 

0003270114 

80/03/12 

50-312 

T 

8003200290 

8003200267 

00/03/20 

50-369 

F 

8003270163 

6003270114 

00/03/12 

50-312 

T 

BOO320O3O1 

8003260283 

00/03/04 

50-412 

0 

6003270165 

8003270159 

00/03/10 

CONTRACT 


0003200302 

6003200269 

00/02/28 

50-209 

H 

6003270166 

0003270162 

00/02/19 

50-320 

P 

0003200304 

6003200267 

00/03/20 

50-369 

F 

0003270160 

0003270162 

80/02/19 

50-320 

P 

0003280306 

6003260209 

80/02/20 

50-289 

H 

6003270167 

0003270114 

00/03/12 

50-312 

T 

0003280310 

6003280269 

80/02/20 

50-289 

H 

0003270173 

8003270114 

00/03/12 

50-312 

T 

8003200312 

8003280263 

00/03/04 

50-412 

Q 

8003270174 

0003270114 

80/03/12 

50-312 

T 

8003260315 

6003260289 

00/02/26 

50-209 

H 

8003270178 

0003270172 

00/03/07 

50-309 

P 

8003200310 

0003200289 

80/02/28 

30-209 

H 

8003270102 

8003270172 

60/03/07 

50-309 

P 

8003280324 

0003200209 

00/02/20 

50-289 

H 

0003270106 

0003270172 

60/03/07 

50-309 

P 

0003280326 

6003200322 

80/02/26 

40-1341 


8003270201 

0003270183 

00/01/26 

50-400 

Q 

0003280327 

600328020? 

00/02/20 

50-209 

H 

8003270205 

0003270204 

00/03/12 

50-309 

P 

8003200329 

8003200269 

00/02/20 

50-209 

H 

8003270209 

0003270207 

00/01/24 

30-344 

F 

6003200330 

8003280317 

00/02/29 

XPDRTL1C 


6003270213 

8003270183 

60/01/26 

50-400 

0 

8003200334 

8003260289 

60/02/28 

50-209 

K 

0003270210 

8003270215 

00/03/03 

50-490 

Q 

8003200338 

6003260269 

60/02/26 

50-209 

H 

8003270233 

6003270226 

80/03/07 

50-269 

0 

8003200344 

6003200339 

00/03/06 

50-470 

A 

8003270241 

0003270226 

80/03/07 

30-269 

0 

0003200353 

B0O32QO34O 

80/03/03 

CONTRACT 


B003270245 

0003270240 

60/01/29 

NUREO 


0003200350 

0003200349 

80/02/11 

50-10 

R 

8003270240 

0003270246 

60/02/12 

30-346 

Q 

0003280363 

0003260359 

60/02/21 

CONTRACT 


0003270249 

0003270226 

00/03/07 

50-269 

0 

0003260371 

8003200366 

60/02/21 

50-206 

P 

0003270253 

0003270246 

80/02/12 

50-346 

0 

8003280377 

8003260366 

80/02/21 

50-206 

P 

0003270259 

0003270226 

00/03/07 

50-269 

Q 

8003200379 

6003260366 

80/02/21 

50-206 

P 

0003270260 

0003270252 

00/01/07 

50-280 

0 

0003200389 

8003200364 

60/02/22 

70-0 


8003270202 

6003270272 

79/12/19 

50-324 

Q 

0003280395 

6003260374 

00/03/06 

50-302 

P 

60032702B4 

0003270276 

00/02/26 

State Projf 

0003260398 

8003280390 

00/03/05 

CONTRACT 


B00327Q2B5 

0003270279 

00/02/12 

30-302 

Q 

8003200406 

6003260400 

80/03/11 

50-320 

H 

0003270296 

0003270208 

00/03/1 1 

50-261 

Q 

8003200407 

6003260401 

80/03/21 

50-309 

P 

6003270290 

0003270294 

60/03/10 

State ProQ 

0003200410 

0003260400 

80/03/11 

50-320 

H 

B003270301 

0003270200 

80/03/11 

50-261 

0 

0003280417 

8003280400 

00/03/11 

50-320 

H 

0003270309 

0003270206 

80/03/ U 

50-261 

Q 

0003200420 

8003280400 

00/03/11 

50-320 

H 

8003270315 

6003270310 

80/03/24 

50-200 

8 

0003200427 

6003260421 

80/03/24 

50-206 

0 

0003270317 

6003270208 

90/03/11 

50-261 

Q 

8003200433 

6003260430 

80/03/10 

50-206 

0 

0003270327 

6003270324 

60/03/21 

50-293 

a 

0003200435 

0003200429 

60/03/10 

50-278 

8 

8003270330 

0003270323 

00/02/25 

70-135 


0003280437 

0003200430 

00/03/10 

50-206 

0 

B003270335 

0003270320 

00/01/22 

QA999 


0003200430 

8003280430 

00/03/18 

50-206 

0 

0003270336 

0003270323 

00/02/25 

70-135 


. 0003200441 

6003260430 

00/03/18 

50-206 

Q 

0003270354 

8003270350 

80/02/1 1 

50-302 

Q 

0003200445 

0003280430 

80/03/10 

50-206 

0 

0003270366 

6003270365 

80/03/17 

71-9086 


0003200454 

0003280452 

80/03/24 

50-390 

s 

8003270370 

6003270369 

00/03/24 

50-269 

P 

8003200450 

0OO320O457 

80/03/25 

50-170 

8 

0003270372 

8003270371 

00/03/24 

30-249 

P 

8003200465 

0003200462 

00/03/24 

50-320 

P 

0003270373 

0003270371 

00/03/24 

50-249 

P 

0003280473 

8003280469 

00/03/25 

50-409 

0 

0003270304 

8003270381 

00/03/21 

50-275 

F 

0003260400 

8003200476 

80/03/20 

50-206 

0 

8003270307 

0003270302 

00/03/21 

50-334 

8 

0003200492 

0003200489 

80/02/14 

50-402 

Q 

B00327039L 

0003270362 

60/03/21 

50-334 

0 

8003200496 

6003260482 

80/03/20 

50-346 

B 

0003270403 

0003270399 

00/01/31 

50-317 

K 

8003200497 

000320049 1,- 

00/03/24 

50-281 

6 

0003270425 

6003270420 

80/02/21 

TOPREP 


0003280305 

8003280499 

60/03/14 

50-302 

Q 

0003270501 

6003270496 

79/07/31 

50-400 

A 

0003260507 

8003260504 

00/03/21 

50-309 

8 

8003270512 

0003270509 

00/03/07 

71-364 


8003260509 

0003260499 

00/03/14 

50-302 

0 

0003270520 

8003270519 

00/02/12 

70-36 


8003200512 

6003200499 

00/03/14 

50-302 

Q 

0003200024 

6003260020 

00/02/04 

50-336 

0 

8003280513 

8003280510 

00/03/21 

50-336 

a 

0003280063 

0003200079 

80/02/29 

40-2289 


0003280518 

8003200499 

80/03/14 

50-302 

Q 

0003200111 

0003200106 

60/02/14 

50-186 

Q 

0003200521 

6003200499 

80/03/14 

50-302 

0 

0003200131 

8003200129 

00/03/05 

71-372 


8003200522 

0003200517 

80/03/19 

50-245 

6 

0003260140 

8003200134 

79/12/20 

70-27 IS 


8003200524 

6003200499 

00/03/14 

50-302 

a 

8003260142 

6003260130 

00/02/26 

CONTRACT 


8003200532 

6003200529 

00/03/24 

50-344 

0 

8003260155 

0003200152 

60/02/04 

50-384 

0 

6OO320Q530 

8003280808 

00/03/25 

50-346 

0 

8003260164 

0003200160 

80/03/13 

50-200 

0 

0003280539 

8003280536 

80/02/20 

50-546 

A 

0003260165 

0003200156 

80/03/07 

71-359 


0003280569 

8003280508 

80/02/26 

50-334 

p 

8003280166 

0003200161 

60/02/05 

70-135 


0003280592 

8003200582 

60/02/26 

50-334 

p 

000320016? 

0003200160 

00/03/ la 

50-200 

0 

6003260898 

6003260595 

80/03/14 

71-6206 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUHDFR 
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DOCUMENT 
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0003280399 

8003280902 

80/03/26 

50-334 P 

8003310122 

8003310119 

80/02/13 

30-358 

Q 

8003260602 

8003800584 

80/02/29 

40-6492 


3003310124 

80-03310119 

00/02/15 

30-359 

0 

8003200607 

8003280603 

60/03/14 

71-9019 


8003310126 

0003310123 

80/03/21 

30-155 

0 

6003280607 

8003280904 

B0/02 /29 

40-8452 


0003310129 

0003310127 

80/02/21 

70-371 


6003280610 

0003200976 

ao/oi/u 

71-373 


8003310134 

8003310132 

80/02/16 

50-329 

Q 

0003280617 

0003280904 

80/02/29 

40-8492 


8003310139 

0003310132 

60/02/ 1 6 

50-329 

0 

6003280621 

8003200613 

80/03/OS 

90-219 

Q 

0003310141 

0003310140 

80/03/27 

30-327 

A 

0003280624 

8003200584 

eO/02/29 

40-8492 


8003310145 

3003310132 

80/02/16 

5Q'329 

Q 

0003200626 

0003280613 

60/03/05 

90-219 

0 

0003310149 

0003310144 

80/03/26 

50-292 

R 

6003200633 

8003200620 

60/02/29 

70-2322 


0003310131 

0003310146 

80/03/28 

50-046 

R 

6003280630 

0003280613 

aO/03/05 

90-219 

a 

8003310138 

8003310156 

80/02/14 

71-364 


6003200640 

8003280636 

00/03/06 

90-398 

0 

6003310160 

8003310157 

80/03/03 

50-320 

H 

0003200643 

80032B0613 

00/03/05 

90-219 

0 

6003310164 

0003310161 

80/03/25 

30 ‘537 

A 

6003200694 

0003280647 

00/02/06 

50-254 

Q 

0003310183 

0003310100 

00/01/ 18 

TOP REP 


6003200696 

0003280648 

80/03/13 

IMOTE MOT 

80033 101 89 

8003310104 

80/03/20 

S0-Z65 

P 

0003280661 

8003230699 

80/02/26 

71-9036 


8003310191 

8003310187 

00/03/26 

50-263 

H 

0003200662 

8003200653 

80/03/14 

CONTRACT 


0003310192 

6003310184 

00/03/20 

50-265 

P 

0003200663 

8003200658 

30/02/19 

MI6C 


0003310193 

8003310183 

00/02/10 

70-024 


8003200669 

0003200664 

80/02/ia 

50-324 

Q 

8003310196 

8003310104 

80/03/20 

50-265 

P 

8003310004 

0003310003 

80/03/12 

90-312 

T 

0003310200 

8003310203 

80/03/04 

50-280 

P 

B0033J0005 

8003310003 

80/03/12 

50-312 

T 

B003310210 

0003310203 

00/03/04 

50-280 

P 

0003310007 

8003310003 

Q0/03/IB 

90-312 

T 

0003310214 

0003310203 

80/03/04 

30-200 

P 

0003310008 

0003310006 

60/03/12 

90-486 

0 

0003310220 

B0033102U 

80/02/29 

50-315 

P 

0003310009 

8003310003 

80/03/12 

50-312 

T 

8003310224 

8003310216 

80/02/29 

50-315 

P 

8003310010 

0003310006 

80/03/12 

90-406 

0 

8003310226 

0003310216 

00/02/29 

50-315 

P 

8003310012 

8003310003 

80/03/12 

90-312 

T 

8003310232 

0003310230 

80/01/31 

50-459 

0 

8003310019 

8003310003 

60/03/12 

90-312 

T 

6003310237 

8003310230 

80/01/31 

30-450 

0 

0003310017 

8003310013 

00/03/11 

90-397 

T 

6003310S43 

0003310239 

80/03/27 

50-330 

’P 

0003310018 

8003310014 

80/01/16 

50-424 

Q 

0003310251 

8003310249 

80/02/15 

50-445 

0 

0003310019 

8003310003 

80/03/12 

50-312 

T 

8003310257 

8003310253 

00/02/05 

50-327 

a 

8003310020 

8003310014 

80/01/16 

90-424 

Q 

8003310290 

0003310236 

00/03/25 

30-263 

R 

8003310023 

8003310014 

00/01/16 

90-424 

0 

800331-0259 

0003310277 

80/03/24 

50-400 

0 

0003310024 

8003310003 

80/03/12 

90-312 

T 

8003310263 

0003310260 

80/02/05 

70-27 


0003310026 

8003310014 

80/01/16 

90-424 

Q 

0003310266 

8003310265 

00/02/06 

50-332 

Q 

0003310020 

0003310003 

00/03/12 

90-313 

T 

8003310274 

300331 0271 

00/02/07 

70-925 


0003310029 

8003310027 

00/02/27 

90-209 

0 

8003310277 

0003310275 

90/03/20 

50-209 

P 

8003310030 

8003310003 

80/03/12 

50-312 

T 

8003310278 

8003310276 

00/03/25 

50-213 

S 

0003310031 

0003310003 

60/03/12 

90-312 

T 

0003310201 

8003310280 

00/03/10 

50-220 

6 

0003310034 

0003310003 

60/03/12 

50-312 

T 

8003310202 

0003310275 

80/03/20 

50-209 

P 

0003310039 

0003310033 

E0/Q3/03 

90-320 

H 

6003310284 

0003310279 

00/03/24 

50-320 

S 

0003310036 

8003310032 

60/03/26 

90-443 

H 

8003310207 

00033 1027^ 

60/03/20 

50-289 

P 

0003310037 

0003310003 

60/03/12 

90-312 

T 

0003310209 

0003310205 

00/03/17 

50-251 

6 

0003310030 

0003310003 

60/03/12 

90-312 

T 

8003310290 

0003310273 

00/03/28 

50-287 

P 

0003310040 

0003310003 

60/03/12 

50-312 

T 

8003310292 

8003310286 

80/03/24 

50-325 

8 

8003310041 

8003310027 

60/02/27 

90-289 

0 

0003310294 

0003310291 

00/03/24 

50-331 

s 

0003310042 

0003310032 

00/03/26 

90-443 

M 

8003310298 

G0033 10296 

00/03/17 

50-271 

p 

0003310049 

0003310043 

00/03/03 

50-299 

0 

0003310299 

0003310295 

80/ 03/ 19 

50-335 

9 

0003310046 

0003310044 

00/02/14 

71-244 


0003310305 

0003310300 

00/03/13 

30-250 

a 

0003310090 

0003310039 

00/02/28 

30-320 

H 

0003310306 

0003310002 

00/03/24 

50-309 

a 

8003310052 

8003310047 

80/03/24 

FOIA 


8003310307 

0003310301 

80/03/27 

50-338 

s 

8003310093 

0003310047 

80/03/24 

FOIA 


0003310312 

0003310308 

80/03/28 

50-327 

p 

0003310095 

0003310047 

80/03/24 

FOIA 


6003310313 

0003310310 

80/03/21 

50-220 

6 

8003310097 

8003310047 

80/03/24 

FOIA 


0003310316 

0003310311 

80/03/24 

50-305 

8 

8003310059 

8003310034 

80/02/25 

50-295 

F 

0003310317 

8003310309 

80/03/17 

50-335 

8 

0003310060 

8003310056 

00/02/20 

50-320 

H 

0003310319 

3003310314 

00/03/28 

50-416 


8003310061 

0003310047 

80/03/24 

FOIA 


8003310322 

0003310314 

00/03/28 

50-416 

K 

8003310066 

8003310047 

80/03/24 

FOIA 


0003310323 

8003310320 

00/03/ 19 

50-335 

8 

8003310070 

0003310047 

00/03/24 

FOIA 


0003310326 

0003310314 

00/03/20 

50-416 

K 

0003310073 

0003310047 

00/03/24 

FOIA 


0003310327 

8003310324 

80/03/25 

50-334 

R 

0003310075 

8003310072 

00/02/15 

50-320 

H 

0003310300 

8003310325 

00/03/17 

50-231 

8 

8003310076 

8003310047 

00/03/24 

FOIA 


0003310332 

0003310314 

80/03/28 

50-416 

K 

8003310077 

8003310047 

00/03/24 

FOIA 


8003310334 

B003310328 

80/03/25 

50-267 

8 

0003310000 

0003310047 

00/03/24 

FOIA 


8003310336 

8003310314 

80/03/28 

50-416 

K 

0003310001 

0003310078 

00/03/12 

50-321 

Q 

8003310337 

0OD331O333 

00/03/25 

50-213 

6 

0003310003 

8003310047 

80/03/24 

FOIA 


8003310340 

8003310314 

80/03/20 

50-416 

K 

8003310086 

8003310070 

00/03/12 

30-321 

0 

0003310343 

0003310330 

00/03/25 

30-302 

0 

8003310088 

0003310078 

00/03/12 

30-321 

0 

8003310344 

8003310342 

00/03/06 

QUO 


0003310091 

8003310070 

601/03/12 

50-321 

0 

0003310347 

8003310314 

80/03/28 

30-416 

K 

0003310097 

0003310094 

00/03/10 

QA999 


0003310390 

8003310348 

80/03/24 

30-325 

a 

8003310090 

8003310094 

00/03/ 10 

QA999 


8003310353 

8003310314 

80/03/28 

50-416 

k 

0003310101 

0003310090 

60/03/03 

FOIA 


0003310355 

8003310352 

80/01/24 

BECV 


8003310102 

0003310094 

60/03/10 

0A999 


8003310357 

0003310331 

80/03/18 

50-267 

8 

0003310104 

0003310094 

80/03/10 

QA999 


0003310360 

0003310314 

80/03/28 

50—4 1 6 

K 

0003310109 

8003310090 

60/03/03 

30-266 

K 

0003310361 

8003310261 

80/02/00 

71-374 


6003310110 

0003310106 

60/02/26 

30-461 

Q 

8003310362 

80033 103SB 

00/03/26 

50-263 

8 

0003310111 

0003310090 

60/03/03 

FOIA 


0003310363 

8003310314 

90/03/28 

50-416 

K 

0003310113 

8003310109 

80/03/04 

30-280 

P 

0003310367 

8003310314 

00/03/28 

50-416 

K 

0003310114 

8003310106 

00/02/26 

30-461 

0 

8003310369 

8003310364 

80/03/11 

50-424 

Q 

8003310116 

0003310109 

00/03/04 

30-200 

P 

8003310374 

8003310314 

80/03/28 

50-416 

k 

0003310120 

0003310109 

00/03/04 

50-200 

P 

8003310375 

0003310371 

80/03/21 

50-346 

8 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCE681GN 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

80033 1037<> 

8003310364 

80/03/11 

50-424 

Q 

8003310377 

8003310372 

80/03/27 

30-271 

I 

B00331037G 

8003310373 

80/03/ 18 

30-367 

S 

8003310387 

8003310381 

80/02/06 

50-438 

Q 

800331038? 

8003310384 

80/01/21 

70-3479 


8003310390 

80033103B2 

80/02/28 

50-369 

8 

8003310398 

8003310393 

ao/oi/iQ 

30-348 

Q 

8003310403 

BQD33 10394 

00/01/13 

CONTRACT 


8003310404 

8003310399 

60/03/03 

WASTE MOT 

8003310409 

0003310400 

80/02/14 

50-135 

Q 

8003310413 

8003310410 

80/03/03 

NUREO 


8003310418 

0003310410 

80/03/03 

NUREO 


8003310420 

8003310412 

80/03/03 

40-215 


8003310422 

8003310414 

80/02/13 

50-395 

0 

8003310423 

8003310410 

80/03/03 

NUREO 



ACC£88iaK NUMBER 


ENGLOBURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRY 

8003310424 

8003310402 

80/03/10 

50-280 

0 

8003310429 

8003310410 

80/03/03 

NUREO 


8003310431 

8003310402 

80/03/10 

50-2B0 

Q 

B0D3310436 

B0033104O2 

00/03/10 

50-280 

Q 

8003310441 

0003310437 

80/02/12 

PROJ 


8003310445 

8003310402 

80/03/10 

50-200 

Q 

8003310449 

8003310444 

80/03/03 

30-320 

H 

8003310452 

8003310440 

80/02/13 

30-234 

Q 

8003310454 

8003310448 

00/02/18 

71-6400 


8003310468 

8003310460 

80/02/16 

50-266 

Q 

0003310471 

8003310465 

80/03/20 

50-320 

H 

8003310474 

8003310467 

80/02/14 

HI8C 


8003310475 

0OO331O46S 

80/02/19 

CONTRACT 


8003310487 

8003310480 

80/02/05 

50-255 

0 

8003310490 

8003310482 

00/02/22 

CONTRACT 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to tlie day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2 . General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2, 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR), 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higliUghted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g,, topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report), 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters, 

4, Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters, 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions^ requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES, 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC leview of environmental issues or of ER obtained for purposes of 
writing the environmental statements, 

7. Backup technical documents submitted in connection with above, 

8. Federal register notice citing availability of items 1 and 2, 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is tJie 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1 , 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2 . Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters, 

F. SECURITY, MEDICAL. EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys^ 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents, 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings, 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings, 

5. Transmittal of supporting documents (e.g,, SER, FES) to the boards. 

6. Correspondence to and from intervenors, 

7. Board orders and decisions. 

8. Petitions for Commission action, 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included, 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Conespondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters, 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K, UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report), 

2 . Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA*s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled ‘‘Information Requested by the Attorney Genera! for Antitrust Revlew*^ 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS, 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings, 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes tlie position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence, 

2. Technical specifications and changes. 


467 



3. Backup technical documents (eg., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2, 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on tlie Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

3. Responses by applicant to IE correspondence, 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance, 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a rouline nature 

1. Monthly, semiannuaU or annual operating reports (other than financial). 

2. Periodic environ n^ental monitoring, effluent testing, or similar reports, 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hoiir, lO-day, 30*day, interim and final Licensee Event Reports (LER’s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.5 5e, 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN’s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Conespondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts, 
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8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1, 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

L Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as; Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning, 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings, 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence, 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION — NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1, Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) piepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation piepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including, 

1. Notifications of issuance of request for proposal (RFP) and invitations foi bid (IFB), 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOI A - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA), Documents in this category include: 

1, Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act, 

2, Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3, Records or portions of records released m response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic natme that are 
being analyzed by the Division of Nuclear Reactor Regulation, 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and Internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Inteiim findings and status reports on generic tasks addiessing related aspects of generic 
technical issues. 
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I&E - Inspection and Enforcement 


This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances desciibe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. I&E Circulars, which desciibe an event at a licensed facility and are mformational in nature. 

2. l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and lequest all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are foimal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports, NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which piesent information to be considered in 
Commission licensing and policy decisions. 

b. They present the lesults of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 
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2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both paities have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Inteinai memoranda, conespondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standaids Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
^parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 

plants to withstand eailhqiiakes, 

NOTE: Foi Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains recoids dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the pioposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10, 

4. Requests fiom the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included aie: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: Foi staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 
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PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket numbei, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series, 

A. Application/Construction Stage 

1 . Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application, 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1, Motions, briefs, orders, et ai pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of Uie applicant’s quality assurance program, 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited, 

2, Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical .experiments, and DOD reactors on navy ships and other 
sites. 
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PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC legu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 

QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance progiams and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a stiucture, system or com- 
ponent being manufactured will perform satisfactorily once it is put in seivice. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports* conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other foliowmp correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industiy and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides, 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Developrnent, see the Organization category. 
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RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Coininission. It also includes documentation per- 
taining to research activities of the Comnussion. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data repoits; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification repoits 

3. Pre-test prediction reports. 

4. “Quick look’’ reports* 

5. Informal experimental data leports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foieign travel and site visits by contractois, 

8* Letter, monthly, quarterly, mteiini or annual status or progiess reports on other research 
projects contracted for by the NRC* 

9 , Meeting summaries and conespondence dealing with technical matters relating to research 
and teclinical assistance contracts, 

10* Staff Reseaich Information Letters (RlLs) transmitting the documented results from com- 
pleted research piograins. 

NOTE: For final reports of research conducted by contractois, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This categoiy contains lecorcls pertaining to the activities of NRC Research Review Groups. Such 
groups piovidc a bioad base of technical expertise to aid management in reviewing research in 
defined technical aieas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible ledirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in tills category are: 

1* Agendas for quarterly review gioup meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3* Research plans and predicted results of major experiments; presentations by research contractors* 

4* Conunents on meetings from attendees, including representatives from contractors, universities, 

vendors and other agencies. 

5* Internal memoranda relating to topics under discussion, 
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RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Healings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject undei consideration. Documents in tiiis category 
include 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board oiders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a lulemaklng proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and lecommendations by the 
staff on a given issue and require Commission action. 

2 . Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


\ 


STATE PROG - State Programs 

Tills category contains records that pertain to the Commission’s activities and interaction with State 
governments, Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting, It includes: 

1 , Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance, 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e, decommissioning and facility siting. 

3. State Legislative Reports, 

4, Agreement State Licensing Statistics Reports, 
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NOTE: For specific uraniutn milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical repoits, generally of a techmcal generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical repoits, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and coriespondeiice pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their belialf and that 
relate to docketed cases, see the categories for (ire Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
lole in licensing and regulating DOE facilities designed for (he disposal of higli-leve! waste in 
geologic repositories. This category will be enlarged later to include rccoids dealing with low-level 
waste issues and tasks. The documents in this category arc: 

1. Meeting agenda and minutes of DOE/NRC meetings in whicli DOE presents Information on 
theii geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on rcsearcli being conducted on spent fuel storage and nuclear waste 
management, 

3. Coirespondencc pcitalning to NRC’s advisory role in providing DOE witli teclinical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC — Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are: 

1. License applications and amendments to exjrort or Import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 
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4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international oiganizations, and menibeis of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of inipoit or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretaiy to the Executive Director for Opeiations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals foi types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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